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This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 
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+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  in  forming  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 
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UUt  sib:  The  annual  Summary  and  Index  of  Legislation,  the 
of  its  series,  is  transmitted  herewith  and*  recommended  for 
ication. 

\  a  contribution  to  better  organization  of  material  for  com- 
dve  study  of  state  government  and  laws  the  State  Library 
issues  three  annual  bulletins:  Digest  of  Governors  Mes- 
By  Summary  and  Index  of  Legislation,  and  Review  of 
idation. 

te  Digest  of  Governors  Messages  is  a  topical  digest  covering 
it  states  and  including  related  topics  in  the  president's  mes- 
;  The  Summary  and  Index  of  Legislation  is  a  minutely 
lified  summary  or  index  of  new  laws  passed  by  all  the  states, 
iding  votes  on  constitutional  amendments  and  decisions 
iring  statutes  unconstitutional.  The  Review  of  Legislation 
ains  contributions  from  specialists  in  all  parts  of  the  country 
ewing  governors'  recommendations  and  laws  enacted  on  each 
oitant  subject. 
hcse  three  closely  related  annuals  are  bound  together  to  form 

Yearbook  of  Legislation. 

Melvil  Dewey 

Director 

!tef  of  New  York 
CBtioii  Department 
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iwed  for  publication  Nov.  26,  1904 
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Comparative  Summary  and  Index 


°'  '  THE  NEW  ','ORK 

LEGISLATION  1904  (  PUBLIC  LIBRARY 

Oct.  X,  1903— Sep.  30,  1904I  ^•-'O^SL  J»-i  I 

A8TOR,  LENOX  AND 

EDITED  BY 
Robert  H.  Whitten  Sociology  Librarian 


R  19/a 


PREFATORY 

EXPLANATIONS 
These  must  be  carefully  read  to  understand  the  bulletin. 


Scope.     All  general  permanent  laws  are  included.    Private,  local 
and  temporary  acts,  unless  of  great  general  interest,  are  omitted. 
Many  acts,  general  in  form  but  special  in  their  application,  are  also 
omitted.     Private  acts  applying  to  particular  persons  or  granting 
relief  to  specific  public  officers  and  local  acts  applying  to  a  single 
political  division  or  to  but  a  small  proportion  of  the  political  divi- 
nons  belonging  to  the  same  class  are  omitted.    All  general  appro- 
priation bills  are  omitted.    Special  appropriation  acts  providing  for 
the  establishment  of  a  new  institution  or  making  some  extraordinary 
appropriation  marking  the  beginning  of  a  new  state  policy  are 
included.     Laws  providing  for  the  general  management  and  control 
of  a  particular  state  institution  are  included  but  those  relating  to 
iome  detail  in  the  administration  of  a  particular  state  institution  are. 
omitted.    All  laws  legalizing  acts  already  performed  are  omitted. 

Method.  Usually  but  one  entry  is  made  for  a  law.  To  ascertaur 
what  l^islation  has  been  passed  concerning  a  subject  it  is  necessary 
for  the  reader  to  refer  also  to  the  more  inclusive  heads  and  to 
observe  carefully  the  cross  references.  The  change  made  by  the 
new  law  is  shown,  if  it  is  practicable  to  show  it  concisely.  Italics 
me  used  to  indicate  new  matter;  matter  superseded  by  the  new 
hw  is  included  in  brackets. 
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Citations.  A  citation  to  an  act  indexed  or  summarized  is  set  o  £ 
at  the  end  of  the  entry.  It  contains  chapter  number  or  page  of  acr 
or  resoKition  and  day  and  month  of  approval  or  passage.  In  al  I 
states  except  Georgia,  Alabama,  Illinois,  Missouri,  Ohio  and  Oregoi- 
the  session  laws  are  numbered  consecutively.  Where  this  is  tlie 
case  the  abbreviation  for  chapter  (ch.)  is  omitted;  e.  g.  94,  5  Jl  03 
In  the  six  states  in  which  acts  are  not  numbered  consecutively 
number  of  page  is  given  preceded  by  the  abbreviation  p. ;  e.  g^. 
p.471,  9  My  03. 

In  North  Carolina  and  Rhode  Island  where  the  governor's  ap- 
proval is  not  necessary,  in  a  number  of  states  where  joint  and  con- 
current resolutions  do  not  require  the  approval  of  the  governor  and 
in  the  case  of  bills  that  become  laws  by  the  expiration  of  time  with- 
out the  signature  of  the  governor,  the  date  of  passage  by  Legislature 
is  given.    In  a  few  cases  the  date  of  passage  and  approval  are  both 
omitted  in  the  session  laws,  and  in  these  cases  the  year  only  is  given. 

Citations  to  statutes  amended  or  repealed  by  the  act  indexed 
always  begin  with  the  most  general  part  and  end  with  the  most 
specific;  e.g.  '95  ch.859  §2;  '98  p.78;  R.S.  '96  t.3  art.  10  §3  If  4- 
For  abbreviations  used  in  citing  compilations  of  statutes  sec  next 
page. 

Classification.  The  classification  of  the  summary  is  the  same  as 

that  used  in  the  Digest  of  Governors  Messages  and  will  continue 
unchanged  from  year  to  year,  except  for  insertion  of  new  headings 
necessitated  by  new  subjects  of  legislation.  The  numbers  assigned 
to  headings  will  also  remain  unchanged  so  that  readers  can  follow 
recommendations  and  laws  on  any  subject  by  looking  under  the 
same  marginal  number  in  each  bulletin.  The  numbering  corre- 
sponds to  the  consecutive  numbering  of  headings  in  our  card  index 
of  legislation  1890  to  date.  Where  there  is  no  legislation  this  sub- 
ject number  is  skipped.  The  entries  imder  each  head  are  alpha- 
beted  by  states  and  each  entry  is  designated  by  a  letter  or  a  letter  : 
and  numeral ;  e.g.  b,  d2.  \ 

Subject  index.  This  is  an  alphabetic  list  of  the  subjects  included. 
References  are  to  the  marginal  class  and  entry  numbers. 

ABBREVIATIONS 

Months 

Ja       January  Ap        April  JI  July  O  October 

F        February        My       May  Ag        August  N  November 

Mr      March  Je         June  S  September     D         December 


ABBREVIATIONS 

States  and  territories 

Ala. 

Alabama 

Neb. 

Nebraska 

Ad 

Arizona 

Nev. 

Nevada 

Ark. 

Arkansas 

N.C. 

North  Carolina 

CaL 

California 

N.D. 

North  DakoU 

CoL 

Colorado 

N.H. 

New  Hampshire 

Ct 

Connecticut 

N.J. 

New  Jersey 

Dd 

Delaware 

N.M. 

New  Mexico 

Fla. 

Florida 

N.Y. 

New  York 

Ga. 

Georgia 

O. 

Ohio 

la. 

Iowa 

Okl. 

Oklahoma 

Id. 

Idaho 

Or. 

Oregon 

Ill 

Illinois 

Pa. 

Pennsylvania 

Ind. 

Indiana 

R.L 

Rhode  Island 

Kan. 

Kansas 

S.C. 

South  Carolina 

Ky. 

Kentucky 

S.D. 

South  Dakota 

U 

Louisiana 

Tenn. 

Tennessee 

Mass. 

Massachusetts 

Tex. 

Texas 

Md. 

Maryland 

U. 

Utah 

Mc 

Maine 

Va. 

Virginia 

Mich. 

Michigan 

Vt. 

Vermont 

Minn. 

Minnesota 

W.Va. 

West  Virginia 

Miss. 

Mississippi 

Wash. 

Washington 

Mo. 

Missouri 

Wis. 

Wisconsin 

Mon. 

Montana 

Wy. 

Wyoming 

Compilations  of  statutes 

J 

Ann.  L. 

Annotated  laws 

Crim.  S. 

Criminal  statutes 

Ann.  S. 

Annotated  statutes 

G.  L. 

General  laws 

C. 

Code 

G.  S. 

General  statutes 

C.C. 

Civil  code 

P.  C. 

Political  code 

C.  C.  P. 

Code  of  civil  procedure 

P.  S. 

Public  statutes 

C.L. 

Compiled  laws 

Pen.  C. 

Penal  code 

C.P. 

Code  of  procedure 

R.  C. 

Revised  code 

CS. 

Compiled  statutes 

R.  L. 

Revised  laws 

Crim.C. 

Criminal  code 

R.  S. 

Revised  statutes 

Crim.  P. 

Code  of  crim.  procedure  S. 

Statutes 

Acts  ! 

Resolves 

art 

article 

Pt 

part 

cr. 

concurrent  resolution 

r. 

resolve 

cb. 

chapter 

subdiv. 

subdivision 

j-r. 

joint  resolution 

t. 

title 

Law  1 

reports 

A. 

Atlantic  Reporter 

S.  E. 

Southeastern  Reporter 

N.  E. 

Northeastern  Reporter 

S.  W. 

Southwestern  Reporter 

N.W. 

P. 

Northwestern  Reporter 
Pacific  Reoorter 

So. 

Southern  Reporter 
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STATISTICS  OP  LEGISLATION  OCT.  z,  1903,  TO  OCT.  x.  1904 

The  sessions  are  biennial  in  all  states  and  territories  except  Ga.,  Mass.,  N.  J.,  N.  Y.,  ] 
and  S.  C.  where  they  are  annual  and  Ala.  where  they  are  quadrennial.  For  list  of  cox 
tutional  amendments  see  34-36 ;  for  list  of  court  decisions  declaring  statutes  unconst 
tional  see  12. 


STATES  AND 
TERRITORIES 

DATES 

Length 
in  days 

No.  of 
laws 

No.  of 
resolu- 
tions 

No.  of 
laws  and 
resolu- 
tions 

No. 

laws 

I  esc 

tio 
sum] 

ize 

Alabama 

13  Ja  03-28  F    03 

I  S     03-  3  0    03 

22  Je   04-12  Ag  04 

11  ja  04-12  Ap  04 
5ja  04-16  Mr  04 

10  0  03-21  D  03 
9  My  04-  7JI  04 
6ja  04-  4Apo4 
6]  a  04-  9je  04 
5  J  a  04-22  Mr  04 
I  D    03-11  D    03 

15  0    03-19  0    03 

12  Ja  04-25  Mr  04 

12  Ap  04-12  Apo4 
6Ja   04-15  Ap  04 
4ja  04-25  Ap  04 

21  D    03-23  D    03 
5ja   04-13  Ap  04 

13  S     04-13  S    04 

12  Ja   04-20  F    04 
10  N    03-12  Ta  04 

13  Ja  04-15  Mr  04 
26  Jl    04-12  Ag  04 

47  j. 
33 
42 
92 

81 
12 
60 

89 

155 

77 

11 

5 

73 

I 

100 

112 

3 

99 

I 

40 

62 

18 

786 

239 
224 

131 
6 

175 
658 
461 
269 

7 

2 

250 

4 
760 

321 

22 

103 

17 

52 

22 
16 

5 

25 

7 

"5 
6 

10 

6 

59 
6 

86 

803 

291 
246 

147 
II 
2i)0 
665 
576 
275 

7 

2 

260 

4 

766 

380 

28 

189 

(adjourned). . . 
Georgia 

1 

Iowa 

1 

Kentucky 

Louisiana  (extra). . 

Maryland 

Massachusetts..  .. 

Mississippi 

Montana  (extra) . . 
New  Jersey  (extra) 

(extra) 

New  York.. ..... 

Ohio 

1 
1 
] 

2 

2 

a 

iiOregon  (extra). . 

Rhode  Island 

f  extra) 

Soutn  Carolina. . . 
^Virginia  (adj'ned) 

W.  Virginia  (extra) 

186 

289 

262 

24 

258 
10 

211 
289 
262 

34 

I 
I 

5  522 

2  I 

ain  addition  two  laws  were  proposed  by  initiative  petition  and  adopted  by  the  pe( 
Jnne  6, 1904. 

^Met  July  15,  igoa,  and  adjourned  July  28  till  Nov.  ta,  1902,  ag^ain  adjourned  May  19,  1 
till  Nov.  10,  1903,  and  finally  adjourned  Jan.  xa*  X904. 


„     .  PRINCIPAL  HEADINOS 

Marn^nal 
no. 

1  LAW  (GENERAL) 

2  Statutes 

4        Time  of  taking  effect 

11  Revision  and  compilation 

12  Statutes  declared  unconstitutional.    J.  Gabfsld  Moses 

15  CONSTITUTIONAL  LAW 

30  Constitutions.    Helen  Page  Bates 

32  Revision 

33  Amendment 

34  Amendments  pending 

35  Amendments  adopted 
3^     Amendments  rejected 

38  State  departments.    Helen  Page  Bates 
40      Governor 

48  Lieutenant  governor 

49  Secretary  of  state 

50  Attorney  general 

51  Other  officers  and  boards 

57  Officers  and  departments  created,  abolished  or  reorganized 

58  Temporary  boards  and  officers 

59  Special  investigations 

60  State  institutions 

66      Public  documents.    Printing 

77  Legislature 

90      Members  of  Legislature 

95  Internal  organization 
105  Legislative  procedure 
113      Sessions 

115  Direct  legislation 

116  Citizenship.     Civil  and  political  rights 
135  Elections.    Political  parties 

116  Suffrage:  qualifications 

149  Corrupt  practices.    Election  offenses 

160  Nominations.    Parties 

170  Districts.    Notices.    Days 

174  Ballots.    Voting 

187  Registration 

19s  Election  officers 

194  Canvass.    Contests 

199  CRIMINAL  LAW 

SQ3  Criminal  procedure 

S03     Apprehension,  prosecution,  indictment 

S15     Criminal  trials 
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Marginal 
no. 

2x8  Evidence 

224  Judgment.     Sentence.     Execution 

230  Jury 

233  Criminal  jurisdiction 

234  Crimes  and  offenses 

236  Crimes  against  the  government 

256  Crimes  against  public  order  and  s( 

264  Crimes  against  public  morals  and 

292  Crimes  against  persons 

308  Crimes  against  property 

335  Corrections.    Helen  Page  Bates 

340  Penal  institutions 

352  Convicts  (commitment,  managemeni 

363  System  of  sentencing  and  reform. 

375  CIVIL  LAW 

377  Property 

379  Real  property 

400  Personal  property 

404  Liens  and  mortgages 

422  Landlord  and  tenant 

423  Succession 

426      Administration  of  estates 

451  Homesteads.     Exemption  from  exec 

452  Contracts  and  other  obligations 
468  Torts 

474  Family 

SOD  Corporations 

525      Foreign  corporations 

582      Corporations  not  for  profit 

589  Industrial  combinations  and  monopolic 

590  Administration  of  justice 

591  Practice  of  law 
600      Courts 

604         Supreme  courts 
609  Intermediate  courts 

645  Inferior  courts 

657  Court  officers 

69s  Civil  procedure 

750  ADMINISTRATIVE 

753  Officers.    Civil  service 

770  Finance.    Public  property 

y72      Domain.    Property 

773  Public  lands 

779  Buildings.     Property  and  supplies 

793  Public  works 

800      Taxation  (general) 


PRINCIPAL   HEADINGS 

no. 

831  Poll  taxes 

832  Business  taxes.    Revenue,  license  or  privilege  taxes 

833  General 

834.  Miscellaneous  occupations,  etc. 

836  Inheritance  tax 

840  Corporation  taxes 

848  Budget 

853  Accounts.    Methods  generally.    Collection  of  moneys.    Warrants 

865  Debts.    Bonds 

868  Deposits  and  depositories 

870  Public  order 

872  Police 

877  Miscellaneous  police  regulations 

879  Amusements 

895  Cruelty  to  children  and  animals 

900  Intoxicating  liquors.    Narcotics 

927  Mob  violence 

929  Sunday  observance 

930  Public  health  and  safety 
932  General  supervision 

940  State  control  of  medicine 

943  License  to  practise 

952  Sale  of  drugs 

955  Adulteration.    Imitation.    Inspection   of  articles  liable  to  affect 

public  health 

1018  Communicable  diseases 

1048  Disposition  of  the  dead 

1065  Nuisances  (general).    Miscellaneous  health  regulations 

1090  Public  safety 

1092  Fires 

1099  Buildings.    Sanitation  and  safety 

1 1X2  Floods.    Life  saving 

II 16  Explosives 

1124  Miscellaneous 

1143  Communicable  diseases  of  animals 

1180  Control  of  waters 

1 182  Irrigation.    Water  rights,  power,  storage 

1191  Drains.     Dikes.    Levees 

1200  Transportation  and  communication 

1201  General 

1203  Rates.    Discrimination 

1226  Passenger  rates.    Passes 

1238  Race  distinction 

1240  Miscellaneous.    Common  carriers 

1266  Railways.    Car  companies.    Express 

1268  Corporate  organization  and  power 

1280  Public  ownership  and  aid 
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Margrinal 
no. 

1285  General  supervision  and  regulation 

1313  Public  safety,  comfort  and  order 

1336  Street  railways.    Rapid  transit 

1383  CanalF 

1388  Ferries.    Fords 

1393  Bridges.    Tunnels 

1410  Telegraph  and  telephone 

1422  Commerce  and  industry  (general) 

1424  Weights  and  measures 

1464  Adulterations  and  imitations.    Branding.    Inspection 

1508  Warehouses.    Markets 

1530  Regulation  and  licensing  of  trades  and  occupations 

1590  Miscellaneous  trade  regulations 

1630  Encouragement  of  industries 

1677  Banking 

1678  General 

1697  Trust  and  safe  deposit  companies 

1707  Savings  banks 

1715  Mortgage,  loan  and  investment  companies 

1717  Building  and  loan  associations 

1727  Pawnbroking . 

1730  Insurance 

1731  General  (all  classes) 

1753      Life  and  accident  insurance 

1763      Fire  and  other  casualty 

1793      Surety  and  guaranty  companies 

1800  Navigation.    Waterways 

1822  Agriculture 

1824      Supervision  and  encouragement  (general) 

1834      Associations.    Fairs 

1842      Horticulture.    Diseases  and  pests 

1856      Noxious  animals.    Bounties 

1875      Domestic  animals 

1890  Forestry 

1900  Game  and  fish 

1901  General 
1909      Game 

1913         Big  game 

1927         Small  game 

1943         Birds 

1959      Fish 

1999         Shellfish.    Miscellaneous 

ao20  Mines  and  mining 

2040  Labor.    Helen  Page  Bates 

ao44         General  workshop  regulations 

9084         Hours 

jioo         Wages 

jiia         Employment 


PRINCIPAL  HEADINGS 
Marginal 
no. 

2125  Employers  liability.    Insurance 

2130  Unions.    Associations 

2134  Labor  disputes 

2140  Charities.     Helen  Page  Bates 

2148  Poor  relief 

2160  Sick  and  disabled 

2172  Children 

2184  Deaf  and  dumb 

2192  Insane 

2210  Epileptics 

2215  Feeble-minded 

2220  Education.     Science.     Culture 

2222  Elementary  and  secondary  education 

2223  General  systems.     Codes 
2237           General  school  finance 
2247           Teachers 

2267  Attendance 

2262  Textbooks.     Curriculum.    General 

2287  Branches.    Courses 

2330       Higher  education 

2342       Professional  and  technical  education 

2352       Libraries.    William  F.  Yust 

2Z^       History.    Records.    Memorials 

231^        Scientific  work.    Art 

2388   Military  regulations 

2390        Militia.     National  Guard 

2406        Pensions  and  relief 

2415         Soldiers  homes 

2430   Local  government 

2432         Municipalities 

2490        County  and  township  government 

2550         Local  finance 

2552  Propert}' 

2575  Budget.    Accounts 

2SQ7  Debts.    Bonds 

Deposits  and  depositories 
Fire  department 

Public  works.    Public  improvements 
Municipal  utilities  (general) 
^33  Light.    Power.    Heat 

Water 
Sewerage 

Parks.    Public  grounds.    Boulevards 
Public  baths  and  gymnasiums 
fjoo        Roads.    Streets 


X  LAW  (GENERAL) 

>  Statutes 

Set  also  88,  Special  laws 

3  Preparation  of  statutes 

a  la.  Acts  passed  to  amend,  modify  or  repeal  law  to  refer  to  kf 
in  title  and  body  of  act.    Amending  C.  §4ia.  i,  7  Mr  14 

4  Time  of  taking  effect 
a        O.    Repealing  R.  S.  %77,  which  requires  laws  to  take  effect  Maf 

I  next  after  passage,  unless  date  specifically  stated,  p.  11,  5  F04 
b  Va.  Statutes  to  take  effect  90  days  after  adjournment  of  U^ 
lature  [formerly  on  July  i  succeeding  passage],  except  general 
appropriation  act,  which  takes  effect  from  passage.  Amending 
C.  §4.  340  (ex.  sess.),  3  D03 

5  Publication  of  session  laws 

a  Va.  Amending  C.  §4  relating  to  publication  of  statutes:  date 
when  act  becomes  a  law,  with  or  without  governor's  approval,  to 
be  given,  also  date  of  adjournment  of  session.  4>  3  ^  ^ 

6  Publication  in  newspaper 

a  Md.  Amending  C.  art.76  §1  relative  to  publication  of  general 
laws  in  newspaper.  464,  12  Ap  04 

7  Distribution 
a        N.  Y.    County  clerk  to  distribute  session  laws  to  local  officers 

and  boards.    Amending  legislative  law  '92  ch.682  §46  subdiv.2,  3* 

172,  28  Mr  04 

XX  Revision  and  compilation 

a  Ala.  Legislature  to  elect  commissioner  to  codify  statutes;  com- 
pletion of  code  before  Legislature  of  1907;  $10,000.       p.298,  30  S03 

b  Cal.  Submitting  amendment  to  Const.  1879  art.4  by  adding 
§24}:  Legislature  may  revise  and  reenact,  as  a  whole,  any  existing 
codes  every  12  years.    Rejected  November  1904.  p.742,  14  Mr  03 

c  Ky.  Adopting  Carroll's  edition  of  Kentucky  Statutes  of  1903  ^ 
official  edition.  4,  29  F  04 

d  Md.  Adopting  Foe's  Code  of  Public  General  Laws,  including 
laws  of  1904,  as  official  edition.  72,  15  Mr  04 

e  Md.  Creating  office  of  state  reporter  and  codiHer:  as  codifier  to 
compile  code  of  public  general  laws  in  1910  and  every  10  years 
thereafter  and  code  of  public  local  laws  as  needed;  submission  of 
codes  to  commission  appointed  by  court;  sale  and  distribution. 
Amending  C.  art.80.  327,  8  Ap  04 
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f  Miss.  Creating  commission  to  codify  laws:  powers  and  appoints- 
ment;  ratification  of  code  by  special  session  of  Legislature  of  1906. 

100,  19  Mr  04 

g  N.  J.  Governor  to  appoint  3  commissioners  to  compile  general 
statutes:  work  to  be  known  as  Revised  Statutes  of  New  Jersey; 
distribution.  227,  30  Mr  04 

h  N.  Y.  Designating  board  of  statutory  consolidation;  to  appoint 
persons  to  consolidate  laws;  board  to  direct  work  and  recommend 
changes  specially  as  to  simplifying  procedure;  annual  report  to 
Legislature  and  final  report  in  1907;  $32,500.  664,  9  My  04 

i  Va.  Authorizing  J.  G.  Pollard  to  publish  general  statutes  anno- 
tated with  decisions  of  Court  of  Appeals;  proviso. 

471  (ex.  sess.),  18  D  03 

j  Va.  Authorizing  S.  N.  Hurst  to  publish  revised  edition  of  anno- 
tated pocket  code.  530  (ex.  sess.)>  31  D  03 

13  Statutes  declared  unconstitutional 

COMPILED  BY  J.  GARFIELD  MOSES 

By  highest  court  of  state  or  of  United  States.     Entries  under  this  head  are  also 
duplicated  under  the  specific  subject  of  the  law  declared  unconstitutional. 

a  Ark.  Misdemeanor  to  keep  gambling  devices  or  rent  building 
for  gambling;  penalties;  responsibility  of  city  and  town  officials; 
penalty  for  granting  immunity.  67,  27  Mr  01.  Unconstitutional. 
Not  passed  by  Legislature  according  to  constitutional  require- 
ments.   Rogers  v.  State,  82  S.  W.  168  (1904). 

b  CaL  Regulating  building  and  loan  associations  and  creating 
State  Board  of  Commissioners  of  Loan  Associations  to  examine 
and  inspect.  188,  23  Mr  93.  Unconstitutional  as  to  §19  fixing  with- 
drawal value  of  shares.  Subject  not  within  title.  Provident  Mut. 
Building  Loan  Ass'n  v.  Davis,  76  P.  1034  (1904). 

c  CaL  Court  may  strike  out  answer  of  party  on  refusal  to  attend 
and  give  deposition.  C.  P.  §1991.  Unconstitutional,  Restricts 
right  to  defend  action.    Summerville  v,  Kelliher,  77  P.  889  (1904). 

d  Cal.  Misdemeanor  for  employment  agent  to  retain  fee  if  appli- 
cant fails  to  obtain  employment;  fee  limited  to  10%  of  ist  month's 
salary;  registration,  ii,  12  F  03.  Unconstitutional  as  to  limitation 
on  fee.  Restricts  freedom  of  contract;  not  within  police  power. 
Ex  parte  Dickey,  77  P.  924  (1904). 

t  Id.  Relating  to  state  deposits  and  depositories:  State  Board  of 
Deposits  created.  p.37Sf  4  Mr  03.  Unconstitutional,  Subject  not 
fairly  indicated  in  title.    State  v.  Coffin,  74  P.  962  (1903). 

i  Id.  Regulating  appropriation  and  diversion  of  waters,  p.223, 
II  Mr  03.  Unconstitutional  as  to  §34,  35,  36  relating  to  actions  to 
settle  water  rights.  Deprives  of  property  without  due  process  of 
law.    Bear  Lake  County  v.  Budge,  75  P.  614  (1904). 
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g  Id,  Regrulating  licenses  for  peddlers,  hawkers  and  solicitors. 
p.iSS.  16  Mr  01.  Unconstitutional  in  so  far  as  §8  excepts  runners 
for  wholesale  houses  taking  orders  from  merchants  only.  Class 
legislation.     In  re  Abel,  77  P.  621  (1904). 

h  111.  General  ferry  regulations.  R.  S.  '01  ch.55.  Unconstitutional 
in  so  far  as  §1,  penalizing  unlicensed  ferries,  is  applied  to  transpor- 
tation of  railroad  cars  between  states.  Interferes  with  interstate 
commerce.    St  Clair  County  v.  Interstate  S.  &  C.  Co.,  192  U.  S. 

454  (1904). 

i  111.  General  agricultural  and  sanitary  drainage  act.  p.78,  27  Je 
85.  Unconstitutional  as  to  %37  relative  to  payment  for  right  of 
way  and  damages.  Deprives  of  property  without  due  process  of 
law.    Juvinall  v.  Jamesburg  Drainage  Dist.,  68  N.  E.  440  (1903). 

j  111.  Extending  right  of  condemnation  to  public  mills  and 
machinery  other  than  gristmills,  and  providing  regulations  for  con- 
duct of  such  mills,  p.563,  22  Mr  72.  Unconstitutional  in  so  far  as 
authorizes  taking  of  private  property  for  such  purposes.  Private 
property  not  to  be  taken  for  other  than  public  purposes.  Gaylord 
V,  Sanitary  Dist.  of  Chicago,  68  N.  E.  522  (1903). 

k  111.  Forbidding  employment  of  aliens  on  public  works  if  paid 
wholly  or  in  part  from  public  funds,  p.2,  i  Je  89.  Unconstitu- 
tional,   Impairs  freedom  of  contract.    City  of  Chicago  v,  Hulburt, 

68  N.  E.  786  (1903). 
111.    Providing   for   registration   of  trade-marks;    possession   of 

receptacles  bearing  such  marks  prima  facie  evidence  of  unlawful 
possession,  p.316,  11  My  01.  Unconstitutional.  Special  and  class 
legislation.    Horwich  v.  Walker-Gordon  Laboratory  Co.,  68  N.  E. 

938  (1903). 

111.  Mining  and  manufacturing  corporations  not  to  keep  gen- 
eral stores.  p.2i2,  28  My  91.  Unconstitutional.  Interference  with 
freedom  of  contract.  Class  legislation.  Unequal  protection  of 
laws.     Kelleyville  Coal  Co.  v.  Harrier,  69  N.  E.  927  (1904). 

Ind.  Amending  *9i  ch.15  establishing  State  Board  of  Health: 
local  boards  and  regulations.  16,  7  F  99.  Unconstitutional.  Fails 
to  set  out  in  title  full  title  of  amended  act.    Hendershot  v.  State, 

69  N.  E.  679  (1904). 
Ind.    Unlawful  to  prevent  discharged  employees  from  obtaining 

employment  elsewhere.  166,  9  Mr  89.  Unconstitutional  as  to  §2 
applying  provisions  of  act  to  those  voluntarily  leaving  employment. 
Subject-matter  not  within  title.  Wabash  Ry.  Co.  v.  Young,  6^ 
N.  E.  1003  (1904). 

Ind.  Apportioning  senators  and  representatives.  206,  9  Mr  03. 
Unconstitutional.  Unequal  and  not  according  to  population.  Brooks 
V,  State,  70  N.  E.  980  (1904). 
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I        Ind.    Terms  of  judicial  and  county  officers  to  begin  Jan.  i  next 
succeeding    election.     13,    11    F   03.     Unconstitutional,    Legislature 
can  not  postpone  election  of  constitutional  officers.     Gemmer  v. 
State,  71  N.  E.  478  (1904). 
t        la.    Providing  for  assessment  for  drainage  purposes.     C.  §1940. 
Unconstitutional  so  far  as  applied  to  nonabutting  owners  without 
notice.     Deprives  of  property  without  process  of  law.     Beebe  v. 
Magoun,  97  N.  W.  986  (1904). 
u        la.    Providing  for  assessment  of  telephone  and  telegraph  com- 
panies; Executive  Council  to  deduct  amount  locally  assessed  and 
to  assess  remainder  at  average  rate.     C.  §1330,  i33i-     Unconstitu- 
tional,   Violates  Const,  art.8  §2  requiring  corporate  property  to  be 
taxed  the  same  as  that  of  individuals.    Layman  v,  Iowa  Telephone 
Co.,  99  N.  W.  205  (1904) 
T        la.    General  drainage  law.     C.  §1939-51.     Unconstitutional  in  so 
far  as  it  provides  for  assessment  of  nonabutting  owners  without 
notice.     Deprives  of  property  without  due  process  of  law.     Beebe 
V,  Magoun,  97  N.  W.  986.     Invalidity  of  §1946  invalidates  whole 
drainage  law,  §  1939-5 1.     Smith  v,  Peterson,  99  N.  W.  552  (1904). 
▼X        Kan.    Providing  for  vacation  of  unimproved  plots  and  exclusion 
from   city.    267,  9   Mr  97.     Unconstitutional,    Attempts   to   confer 
legislative  power  on  petitioners.     City  of  Hutchinson  v.  Limbach, 
74  P.  598  (1903). 
▼a       Kan.    Allowing  successful  plaintiff  in  action  on  mechanics  lien 
reasonable      attorney's         fee.         G.S.'oi§5i25       Unconstitutional, 
Denies  equal  protection  of  laws.    Atkinson  v,  Woodmansee,  74  P. 
640  (1903). 
▼3        Kan.     Relieving  from  all  save  actual  damage  newspaper  pub- 
lisher of  libel  in  good  faith,  if  retraction   made.    249,   i   Mr  01. 
Unconstitutional,    Violates  Const.,  bill  of  rights  §18  providing  for 
remedy  "by  due  course  of  law."    Hanson  v,  Krehbiel,  75  P.  1041 
(1904). 
▼4        Kan.    Providing  penalty  for  attempting  to  prevent  employees 
from  joining  labor  unions.     120,   18   F  97.     Unconstitutional.    De- 
nies equal  protection  of  laws;  impairs  freedom  of  contract;  restricts 
liberty    of   citizen.     Coffeyville    Vitrified    Brick   and    Tile    Co.   v. 
Perry,  76  P.  848  (1904). 
▼5       Kan.    Providing  for  opening  of  private  roads:  procedure.    G.  S. 
'01  §6053-55.     Unconstitutional,    Takes  private  property  for  private 
use.     Clark  v.  Board  of  Commissioners,  77  P.  284  (1904). 
ir6        Kan.    Providing  for  indeterminate  sentences  to  State  Peniten- 
tiary.   375,  13  Mr  03.     Unconstitutional  as  to  one  convicted  before 
passage  of  act.     Ex  post  facto  legislation.    State  v,  Tyree,  77  P. 
290  (1904). 
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v8  La.  Imposing  license  tax  on  dealers  in  pistols  and  pistol  cart- 
ridges. 83,  9  Jl  00.  Unconstitutional  Violates  Const.  {229  reqnir* 
ing  license  imposed  to  be  graduated.  Stat^  v,  Rittenburg,  36  S 
330  (1904). 

w  La.  Grading  penalties  for  misdemeanors  and  minor  offenses. 
107,  7  Jl  02.  Unconstitutional,  Includes  felonious  crime  of  larceny; 
embraces  more  than  one  subject;  subject  not  included  in  title. 
State  V,  Dalcourt,  36  S^  479  (1904). 

wi  Md.  Repealing  C.  '88  art.:^3  §I43£I  and  amending  §122,  128  as 
to  powers  of  insurance  commissioners.  338,  8  Ap  02.  Uncons^ 
tutional  as  to  §i22b  forbidding  order  or  injunction  save  on  com- 
plaint of  commissioner.  Subject  not  within  title.  Kafla  v.  Wil- 
kinson, 57  A.  617  (1904). 

W2  Minn.  Requiring  plumbers  in  cities  of  10,000  to  be  licensed  by 
state  board.  319,  23  Ap  97  as  amended  by  356,  13  Ap  01.  Uncon- 
stitutional. Special  legislation:  exempts  master  plumbers  and  cities 
of  10,000  having  sewerage  system  or  waterworks.  State  v.  Justus, 
97  N.  W.  124  (1903). 

W3  Minn.  Cities  under  10,000  having  sold  waterworks  with  right 
of  purchase  reserved  may  issue  bonds  to  repurchase;  proviso;  regu- 
lations. 50,  II  Mr  03.  Unconstitutional  Basis  of  classification 
arbitrary.'  Special  legislation.  Thomas  v.  City  of  St  Clond,  97 
N.  W.  125  (1903). 

W4  Minn.  Providing  bounty  ic  a  pound  for  sugar  from  beets  and 
sorghum.  205,  16  Ap  95  as  amended  by  307,  20  Ap  99.  UncoHsfitn- 
tional.  Violates  Const,  art.9  §5,  10  as  expenditure  not  for  pnblic 
purpose;  lends  state  credit  for. private  purposes.  Minnesota  Sugar 
Co.  V,  Iverson,  97  N.  W.  454  (1903). 

W5  Mo.  Requiring  wages  to  be  paid  in  lawful  money,  or  orders 
bearing  interest  and  payable  in  lawful  money.  p.2o6y  8  Ap  95. 
Unconstitutional.  Deprives  of  property  without  due  process  of  law; 
restricts  freedom  of  contract.  State  v,  Missouri  Tie  &  Timber  Co., 
80  S.  W.  933  (1904). 

w6  Mo.  Creating  State  Board  of  Mediation  and  Arbitration.-  p.195, 
7  Mr  01;  p.2i8,  28  Mr  03.  Unconstitutional  as  to  §5  authorizing 
l>r»ard  to  apply  to  Circuit  Court  for  punishment  of  witnesses  for 
cr»n tempt.  Circuit  Court  can  not  punish  for  contempt  save  to  main- 
lain  its  own  authority;  judicial  powers  can  not  be  vested  in  board. 
State  V.  Ryan,  81  S.  W.  435  (1904). 

v/7  Mon.  County  commissioners  to  appoint  in  case  of  tie  vote  for 
ronnly  oflicers.  P.  C.  §1171.  Unconstitutional  in  so  far  as  it  relates 
to  cifliccrft  named  in  Const.  art.i6  §5  providing  that  such  ofiEicen 
nhniild  hold  for  2  years  and  till  successors  are  elected  or  qualified. 
Si  Hie  r.  Acton,  77  P.  299  (1904). 
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Mon.    Prescribing  qualifications   for  county  superintendent   of 
schools.    P.  C.  §1744.     Unconstitutional  in  so  far  as  it  requires  teach- 
er's certificate  of  highest  county  grade.    Legislature  can  not  pre- 
scribe for  constitutional  offices  additional  qualifications  to  those 
imposed  by  Constitution.    State  v.  Acton,  77  P.  299  (1904). 
W9        Neb.    Defining  when  tenant  shall  be  deemed  holding  over  his 
term,    p.43,   25    F   75.     Unconstitutional,    Amendment   not   within 
subject  of  original  section  amended.    Preston  v.  Stover,  97  N.  W. 
812  (1903). 
z         Neb.    Providing  mode  of  taxation  of  insurance  companies.    C.  S. 
'01  §4319-     Unconstitutional  in  so  far  as  it  exempts  from  taxation 
personal  property  of  insurance  companies;  violates  Const,  art.9  §1 
providing  for  levying  of  taxes  by  valuation,  and  uniformity  of  taxa- 
tion.   State  V.  Insurance  Co.  of  North  America,  99  N.  W.  36  (1904). 
zi        Neb.    Providing  for  summary  forfeiture  of  property  used  for 
hunting  by  unlicensed  hunter.     C.  S.  '01  §3 173b.     Unconstitutional 
in  so  far  as  provides  forfeiture  without  hearing;  deprives  of  prop- 
erty without  due  process  of  law.     McConnell  v,  McKillip,  99  N.  W. 
S05  (1904). 
S3       Neb.     Net  receipts  of  insurance  companies  to  be  taxed  in  lieu 
of  taxes  other  than  on  realty  and  under  '73  ch.33  §32.     C.  S.  '01 
S4319.     Unconstitutional  in  so  far  as  it  exempts   companies   from 
taxation    on    personalty.     Not    within    constitutional    exemptions. 
State  V.  Insurance  Co.  of  North  America,  100  N.  W.  405  (1904). 
23       N.    J.      Establishing    general    school    system.     36,    26    Mr    02. 
Unconstitutional,     Classification   special:   special   legislation.     Ricio 
V.  Mayor  of  Hoboken,  55  A.  1109  (1903). 
X4       N.  Y.    Misdemeanor  to  deface,  defy  or  place  on  merchandise 
for  sale  flag  or  standard  of  United  States  or  New  York  state.     272, 
24  Ap  03.     Unconstitutional  as  applied  to  existing  articles.     Deprives 
of  property  without  due  process  of  law.     People  v.  Van  de  Carr, 
70  N.  E.  965  (1904). 
j^        N.  C.    Fixing  taxes  to  be  paid  by  dealers  in  various  commodities. 
9,  15  Mr  01.     Unconstitutional  as  to  §52  imposing  tax  on   sale  of 
sewing  machines  in  state.     Interference  with  interstate  commerce, 
as  applied  to  sale  of  machines  shipped  into  state  C.  O.  D.     Norfolk 
&  W.  Ry.  Co.  V,  Sims,  191  U.  S.  444  (1903). 
m6        N.    C.     Providing    for    ipso    facto    forfeiture    of    swamp    lands 
panted  by  state  on  arrearage  of  taxes.     243,  2  Mr  89.     Unconstitu- 
tional,   Deprives  of  property  without  due  process  of  law.     Parish 
V.  East  Coast  Cedar  Co.,  45  S.  E.  768  (1903). 
17         N.  C.    Amending  C.  §3122  defining  practice  of  medicine  and  sur- 
gery: applicants  of  other  than  regular  school  to  be  examined  only 
on  subjects  taught  in  own  college:  proviso;  osteopaths  to  be  admit - 
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ted  as  regular  practitioners.  697,  9  Mr  03.  Unconstitutional.  Not 
within  police  power;  deprives  patient  of  choice;  fosters  monopolies. 
State  V,  Biggs,  46  S.  E.  401  (1903). 

x8  N.  C.  Imposing  license  tax  on  itinerant  vendor  of  stoves  within 
state.  247  %z6,  9  Mr  03.  Unconstitutional  as  applied  to  sale  by 
sample  of  goods  manufactured  without  state,  shipped  into  state 
and  delivered  in  original  packages.  Restriction  on  interstate  com- 
merce.   Wrought  Iron  Range  Co.  v.  Campen,  47  S.  E.  658  (1904)- 

y  N.  D.  Providing  for  special  administrator  in  cases  where  death 
of  owner  of  estate  is  not  satisfactorily  proved,  but  whose  disap- 
pearance affords  reasonable  grounds  for  believing  him  dead.  R.  C. 
§6325  subdiv.2.  Unconstitutional  in  so  far  as  it  affects  property  of 
living  persons.  Deprives  of  property  without  due  process  of  law. 
Clapp  V,  Hough,  98  N.  W.  710  (1904). 

yz  O.  Regulating  sale  of  merchandise  in  bulk:  inventory;  notice 
to  creditors;  penalties,  p.96,  4  Ap  02.  Unconstitutional  Restricts 
property  rights;  class  legislation.  Miller  v.  Crawford,  71  N.  E.  631 
(1904). 

ya  Pa.  Borough  may  provide  water  supply  by  building  and  operat- 
ing works  or  by  contract  with  private  corporations.  113,  3  My  01. 
Unconstitutional  in  so  far  as  it  impairs  existing  contracts.  Potter 
County  Water  Co.  v.  Borough  of  Austin,  55  A.  991  (1903). 

y3  S.  C.  Providing  for  punishment  of  abortion.  354,  24  D  83. 
Unconstitutional  as  to  §2  which  provides  punishment  for  persons 
advising  commission  of  abortion.  Subject  not  within  title.  State 
V.  Fields,  46  S.  E.  771  (1904). 

y4  S.  D.  Receipt  of  taxes  for  any  year  not  to  be  issued  till  all  prior 
taxes  paid.  150,  30  Ja  90.  Unconstitutional  as  to  §3  making  receipt 
conclusive  evidence  of  payment.  Deprives  county  of  property 
without  process  of  law.    Harris  v.  Stearns,  97  N.  W.  361  (1903). 

y5  Tenn.  General  revenue  act.  i,  29  Mr  87.  Unconstitutional  as  to 
§5  imposing  car  tax  on  sleeping  car  companies.  Regulation  of 
interstate  commerce.    Allen  v.  Pullman  Co.,  191  U.  S.  171  (1903). 

y6  Tenn.  General  law  providing  for  assessment  and  collection  of 
taxes.  257,  16  Ap  03.  Unconstitutional  as  to  provision  rendering 
street  car  and  railroad  companies,  leasing  or  selling  advertising 
privileges,  liable  for  tax  imposed  on  such  advertising.  Deprives 
of  property  without  due  process  of  law.  Knoxville  Traction  Co.  v. 
McMillan,  77  S.  W.  665  (1903). 

y7  Term.  Providing  for  removal  of  county  seats.  103.  24  Mr  73. 
Unconstitutional  as  to  §6  providing  for  removal  on  vote  equal  to 
two  thirds  vote  in  next  preceding  gubernatorial  election.  Consti- 
tution requires  concurrence  of  two  thirds  qualified  voters  of  county. 
Lindsay  v.  Allen.  82  S.  W.  171  (1904). 
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S  U.  Regulating  sale  of  merchandise  in  bulk:  inventory;  5  days' 
notice  to  creditors;  penalties.  67,  14  Mr  01.  UnconstitutionaL 
Impairs  freedom  of  contract;  deprives  of  property  without  due 
process  of  law;  class  legislation.    Block  v,   Schwartz,  76  P.  22 

(1904). 

U.  Amending  tax  law  as  to  railroads  and  mines  and  as  to  duties 
of  State  Board  of  Equalization.  68,  9  Mr  99.  Unconstitutional  in 
so  far  as  it  empowers  state  board  to  assess  railroads  wholly  within 
one  county.    Deprives  of  local  self-government.     State  v.  Eldridge, 

76  P.  337  (1904). 

t  Vt.  Penalizing  use  of  trading  stamps.  123,  26  N  98.  Unconsti- 
tutionaL Violates  United  States  Const.  14th  amendment.  Abridges 
privileges  and  immunities  of  citizenship.  Deprives  of  property 
without  due  process  of  law.    State  v.  Dodge,  56  A.  983  (1904). 

I  Wash.  Amending  tax  law.  141,  6  Mr  99.  Unconstitutional  as  to 
§12,  proviso  relating  to  certain  deduction  to  itinerant  merchants 
paying  tax  in  previous  year.  Grants  special  privileges  and  immuni- 
ties; taxes  must  not  be  commuted.  Nathan  v.  Spokane  County, 
76  P.  521  (1904). 

I  W.  Va.  Requiring  oleomargarin  to  be  colored  pink.  8,  16  F  91. 
UnconstitutionaL  Regulation  of  interstate  commerce.  State  v. 
Bruce,  47  S.  £.  146  (1904). 

I  Wis.  Exempting  certain  classes  of  peddlers  from  license  tax. 
S.  '98  §1570,  as  amended  by  341,  8  My  01.  UnconstitutionaL  Denies 
equal  protection  of  law;  unequal  system  of  taxation.  State  v. 
Whitcom,  99  N.  W.  468  (1904). 

5  CONSTITUTIONAL  LAW 

This  and  750,  Administrative  Uw,  wake  up  what  is  commonly  known  as  the 
Political  Code 

S  Capital 

I  S.  D.  Submitting  amendment  to  Const.  1889  art.20  §1,  2:  per- 
manent seat  of  government  to  be  located  at  Mitchell.  Rejected 
November  1904.  98,  '03 

1  Boundary.    Jurisdiction 

\    Cessions  to  United  States 

I  Ala.  Ceding  to  United  States  jurisdiction  over  lands  purchased 
for  sites  of  public  buildings.  p.43,  9  F  03 

1)  Md.  Ceding  jurisdiction  of  state  land  required  for  public  pur- 
poses to  United  States;  exception.  357,  7  Ap  04 

c  S.  C.  Amending  C.  C.  §7  relating  to  procedure  by  which  the 
United  States  may  acquire  land  for  public  uses  [formerly  lighthouse 
purposes].  202,  16  F  04 

d       S.  C.     Ceding  to  the  United  States  jurisdiction  over  certain  lands. 

273.  25  F  04 
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X9  Statistics 

5##  also  938,  Vital  tUtiitics 

90  Bnreaiit  of  statistics 

5##  ciso  S04X,  Labor 
a        la.    Bureau  of  Labor  Statistics  to  cooperate  with  United  States 
Census  Bureau  in  collecting  statistics  of  manafactare. 

p.209,  7  Mr  04 
ax  Census 

5##  also  sa74.  School  census 

a  la.  Amending  C.  t.2  ch.8  relative  to  state  census:  ExecutiTt 
Council  to  prescribe  blank  forms  for  assessors;  returns  to  include 
statistics  on  population  and  agriculture;  cooperation  with  United 
States  Census  Bureau.  8,  13  Ap  04 

b  Mass.  General  law  providing  for  taking  decennial  census.  Re- 
pealing '94  ch.224.  423,  4  Je  «♦ 

c  Miss.  Submitting  amendment  to  Const.  1890  by  repealing  §105 
which  required  Legislature  to  take  decennial  state  census.  Adoptei 
November  1904  but  not  inserted  in  Constitution  by  resolution  of  Legis" 
lature.  171,  8  Mr  04 

d        Va.     Regulating  enumeration  of  city  population:  procedure. 

483  (ex.  sess.),  22  D  05 

22  State  coat  of  arms,  name,  seal,  flag,  flower,  song 

24  Flag 

a        Md.     Adoption  and  description  of  state  flag.  48,  9  Mr  04 

25  Flower 

a        O.    Adopting  scarlet  carnation  as  state  flower.        p.631,  3  F  04 
27    Seal  and  arms 

a        Va.    Amending  C.  §32  as  to  devices  nn  seal  of  commonwealth. 

353  (cx,sess.),  8  D  05 

^  Constitutions 

BY   HELEN    PAGE    BATES   PH.D. 

32  Revision 

a  Ct.  Referring  to  Legislature  of  1905  constitutional  amendment 
in  form  of  a  revision  of  Constitution.     I4p.  p.208,  2  Je  05 

b  Id.  Submitting  question  whether  constitutional  convention  shall 
be  called  to  revise  Constitution.  Not  properly  adopted  by  Legish- 
ture  so  not  submitted  to  people.  p.456,  4  Mr  05 

c  Mich.  Submitting  to  voters  question  of  calling  convention  to 
revise  C(Mi8titution;  regulations.     Adopted  November  IQ04. 

32,  16  Ap  03 

d  Neb.  Submitting  to  electors  question  of  constitutional  conrcn- 
tion  to  revise  Constitution.     Adopted  November  1904.      165,  9  Ap  05 
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33  Amendment 

a  Haas.  Referring  to  Legislature  of  1904  constitutional  amend- 
ment to  Const.  1780  by  adding  article:  any  constitutional  amend- 
ment proposed  by  50,000  voters,  not  over  25,000  from  i  county, 
approved  by  15  senators  and  majority  of  representatives,  shall  be 
submitted  to  people  at  next  state  election;  if  approved  by  majority 
of  voters  to  be  resubmitted  to  people  at  next  state  election;  if 
approved  by  two  thirds  vote  to  become  part  of  Constitution;  re- 
jected amendment  may  not  be  proposed  again  for  3  years.  Not 
repassed  in  1904,  PS^Z*  5  Je  03 

34  Amendments  pending 

Amendments  acted  on  during  current  year  are  duplicated  under  the  special 
subjecU  to  which  they  pertain.  This  list  includes  all  pending:  amendments 
whether  acted  on  during:  the  current  or  previous  years. 

«  Ct.  Referring  to  Legislature  of  1905  constitutional  amendment: 
governor  or  Legislature  may  not  appoint  during  session  any  mem- 
ber to  remunerative  office;  United  States  senator  and  notary  public 
excepted.  p.207,  20  My  03 

1>  Ct  Referring  to  Legislature  of  1905  constitutional  amendment: 
towns  may  hold  annual  or  biennial  elections.  P-^7>  20  My  03 

<  Ct.  Referring  to  Legislature  of  1905  amendment  to  Const.  1818 
by  adding  article:  voting  machines  may  be  used  in  elections;  regula- 
tions. p.207,  20  My  03 

^  Ct.  Referring  to  Legislature  of  1905  constitutional  amendment 
in  form  of  a  revision  of  Constitution.    I4p.  p.208,  2  Je  03 

i  la.  Referring  to  Legislature  of  1906  amendment  to  Const.  1857 
art.i  by  adding  §18:  Legislature  may  regulate  construction  of  drains 
across  private  lands,  provide  for  organization  of  drainage  dis- 
tricts, and  maintenance  of  drains,  and  define  procedure. 

p.210,  9  Ap  04 

^  Ky.  Submitting  amendment  to  Const.  1891  §147:  elections  by 
people  to  be  viva  voce  [formerly  by  secret  official  ballot] ;  election  offi- 
cers to  make  public  record  according  to  direction  of  voter.  Vote 
November  1905.  30i  i4  Je  04 

li  Miss.  Submitting  amendment  to  Const.  1890  by  repealing  §105 
which  required  Legislature  to  take  decennial  state  census.  Adopted 
November  1904  but  not  inserted  in  Constitution  by  resolution  of  Legis- 
lature,  i7i»  8  Mr  04 

i  Ncv.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1864  art.15  §13  relating  to  legislative  apportionment:  each  county  to 
have  at  least  one  senator  and  one  assemblyman ;  enumeration. 

p.230,  10  Mr  03 
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j  Ncv.  Referring  to  Legislature  of  1905  amendment  to  Const 
1864  art.4  §1 :  provision  for  initiative  on  petition  of  10%  of  voters  of 
state,  and  referendum  on  petition  of  7%  of  voters,  or  by  act  of  Legis- 
lature, p^i,  12  Mr  03 
k  Nev.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1864  adding  article:  state  may  furnish  public  utilities;  debt  con- 
tracted, not  to  exceed  10%  of  taxable  property;  provision  for  refer- 
endum. p.232,  12  Mr  03 
m  Nev.  Referring  to  Legislature  of  1905  amendment  to  Const 
1864  art.  10  §1:  proceeds  only  of  unpatented  mines  and  mining  daims 
to  be  taxed ;  patented  mines  to  be  assessed  at  $500  or  more ;  exception. 

p.240,  20  Mr  03 

p  N.  Y.  Submitting  amendment  to  Const.  1894  vt.7  by  adding 
§11 :  Legislature  may  pay  from  funds  in  treasury  sinking  fund  charges, 
interest  and  principal  of  debts  heretofore  or  hereafter  created ;  if  other 
funds  suffice,  no  direct  annual  tax  need  be  imposed.  Vote  November 
1905-  P-I45x»  22  Ap  03 

q  N.  Y.  Submitting  amendment  to  Const.  1894  art.6  by  adding 
section:  Legislature  may  increase  justices  in  any  judicial  district  but 
ntunber  may  not  exceed  i  justice  for  each  60,000  or  fracdon  over 
35,000;  1st  and  2d  districts  excepted.     Vote  November  1905. 

p.1452,  22  Ap  03 
r  N.  Y.  Submitting  amendment  to  Const.  1894  art.12  §1:  Legis- 
lature may  regulate  wages,  hours  and  conditions  of  labor  of  employees 
of  state  or  any  civil  division  and  on  all  public  contracts.  Vote  Novem- 
ber 1905.  p.i4S3f  22  Ap  03 
s  N.  Y.  Referring  to  Legislature  of  1905  amendment  to  Const 
1894  art./  §4  relating  to  creation  and  payment  of  state  debts:  direct 
annual  tax  to  be  levied  to  pay  annual  interest  charge,  and  principal 
within  so  [formerly  18]  years  from  date  of  contraction. 

P.I4S4,  22  Ap  05 

SI  N.  Y.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1894  art7  by  adding  §12:  Legislature  may  contract  debts  for  improve- 
ment of  highways,  limited  to  $50,000,000;  counties  to  pay  not  more 
than  35^,  or  towns  15%  of  cost  of  highway.  P*I454>  2  Ap03 

82  N.  Y.  Submitting  amendment  to  Const.  1894  art.8  §10:  debts 
of  New  York  city  for  water  supply  excepted  from  constitutional  limit 
of  city  indebtedness.     J'o/f  November  1905.  p.1456,  23  Ap  03 

S3  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §2  as  amended  in  1899,  relating  to  justices  of  appellate  division 
of  Supreme  Court:  when  not  acting  as  appellate  justice  may  hold  term 
of  Supreme  Court  in  any  county  or  judicial  district  in  any  other  depart- 
ment of  state.  p.1931,  6  Ap  oi 
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«4  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §6:  Court  of  Appeals  may  authorize  appointment  of  trial  com- 
missioners in  counties  of  500,000,  their  necessity  being  certified  to  by 
appellate  division  of  Supreme  Court  of  the  county;  term  6  years; 
salary  $12,000;  powers.       ,  p.  1933,  8  Ap  04 

85  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.7  §7  relating  to  forest  preserve:  Legislature  may  authorize  removal 
of  dead  timber  for  reforestation;  also  sale  of  lands  outside  Adiron- 
dack park  and  Catskill  park ;  proceeds  to  be  used  for  purchase  of  lands 
within  parks;  regulations.  pi934>  9  Ap  04 

t6  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
artJi  §1  as  to  residence  qualifications  in  a  city  comprising  more  than  i 
county.  p.1935,  14  Ap  04 

§7  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §1,  7  as  amended  in  1899:  Legislature  may  increase  number  of 
justices  of  Supreme  Court,  and  judges  of  Court  of  Appeals  not  to 
exceed  11,  on  two  thirds  vote  of  members  of  each  house;  divisions  of 
latter;  quonrni;  concurrence.  P-1936,  14  Ap  04 

•8  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §6  by  adding  article:  justices  of  appellate  division  of  department 
in  which  Supreme  Court  commissioners  have  been  appointed  may 
designate  additional  commissioners  and  may  revoke  designation. 

p.1938,  15  Ap  04 

t        N.  D.     Referring  to   Legislature  of   1905  amendment  to   Const. 

1889   §162:    school   funds   may   be    invested    in   county,    township   or 

municipal  bonds.  P-294,  24  F  03 

ti  O.  Submitting  amendment  to  Const.  1851  by  adding  art.17: 
elections  of  state  and  county  officers  to  be  held  Tuesday  after  ist 
Monday  in  November  in  even  years,  of  other  elective  officers,  in 
odd  years;  Legislature  to  fix  even  year  terms  of  administrative  and 
judicial  officers  within  certain  limits.     P'ote  November  1903. 

p.640,  18  Mr  04 

ta        O.    Submitting  amendment  to  Const.  1851  art. 12  §2:  state,  local 

government   and    school   bonds   to   be   exempt    from   taxation.     Vote 

November  1905.  p.652.  25  Ap  04 

t3        Or.     Referring  to  Legislature  of  1903  amendment  to  Const.  1857 

artii  §2:  general  laws  to  be  passed  for  incorporation  of  cities;  cities 

may    frame   and   adopt    charters    without    submission    to    Legislature. 

Repassed  in  1903  but  no  provision  for  submission.  P-47I,  15  F  01 

t4        Or.     Referring  to  Legislature  of  1903  amendment  to  Const.  1857 

art. I  §3  which  prohibited  negroes  from  residing  in  state.     Repassed  in 

1903  but  no  provision  for  submission.  P-479.  12  F  01 

15        Or.     Referring  to  Legislature  of  1905  amendment  to  Const.  1857 

art.2  by  adding  section :  right  of  suffrage  to  be  extended  to  women. 

p.37,  '03 


mendmente  adopted 
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t6  R.  I.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1842  art.5  §1:  House  of  Representatives  to  consist  of  100  [formerly 
limited  to  72]  members;  Legislature  to  [formerly  may]  reapportion 
representation  after  every  United  States  [formerly  or  state]  census 
and  divide  each  city  and  town  into  representative  districts;  no  town  or 
city  to  have  more  than  one  fourth  [formerly  one  sixth]  of  whole  num- 
ber of  members.  r.i,  13  Ap  04 

ty  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1895  art.3  §9:  sessions  of  Legislature  after  1906  to  be  held  biennitMy 
[formerly  annually].  383,  n  F  .04 

t8  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1895  by  adding  article  of  amendment:  Legislature  may  pass  local  and 
special  laws  relative  to  construction  and  working  of  roads  and  high- 
ways, also  relative  to  drainage.  384,  18  F  04 
u  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1895  Ai't.8  §7  amended  in  1901,  relating  to  municipal  bonded  indebt- 
edness: city  of  Greenville  may  increase  indebtedness  to  15%  for 
street  improvement  or  sewerage  or  purchase  of  water  or  electric 
light  plants.                                                                            385,  18  F  04 

uz  Wis.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1848  art.8  §1 :  Legislature  may  provide  for  graduated  income  tax. 

P-776,  03 

35  Amendments  adopted 

The  entries  under  this  head  are  duplicated  under  the  special  subjects  to  which 
they  pertain. 

a  Ark.  Submitting  amendment  to  Const.  1874  art.i6  §1:  state  or 
local  division  may  not  loan  credit;  regulating  issue  of  local  govern- 
ment bonds;  cities  over  2500  excepted.    Adopted  November  1904. 

p.484,  8  Ap  03 

b  CaL  Submitting  amendment  to  Const.  i879art.9  by  adding  §12: 
property  of  California  Academy  of  Sciences  exempt  from  taxation. 
Adopted  November  1^4.  P-598,  6  F  03 

c  Gal.  Submitting  amendment  to  Const.  1879  art.  13,  by  adding 
§ioi :  personal  property  of  every  householder  to  $100  exempt  from 
taxation.    Adopted  November  1904.  p.682,  26  F  03 

d  CaL  Submitting  amendments  to  Const.  1879  art.6,  relating  to 
judiciary:  division  of  state  into  3  judicial  districts,  each  presided  over 
by  District  Court  of  Appeals,  consisting  of  3  justices;  to  have  appel- 
late jurisdiction  over  certain  cases  formerly  under  jurisdiction  of 
Supreme  Court;  cases  pending  before  Supreme  Court  may  be  trans- 
ferred to  District  Court  of  Appeals;  election  of  justices;  qualifica- 
tions; salaries;  Supreme  Court  Commission  abolished.  Adopted 
November  1904.  p.737f  14  Mr  03 


\ 
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e  CoL  Submitting  amendment  to  Const.  1876  art.6  §5-8  relative 
to  Supreme  Court:  election,  term  and  number  of  judges;  departments. 
Adopted  November  1904.  73*  6  Ap  03 

I  CoL  Submitting  amendment  to  Const.  1876  art.  10  §3  relating  to 
exemptions  from  taxation :  repealing  provision  relating  to  special  assess- 
ments; exemption  of  personal  property.    Adopted  November  1904, 

74,  8  Ap  03 

g  Fla.  Submitting  amendment  to  Const.  1885  art.12  §8:  counties  to 
levy  annual  school  tax  of  j  to  7  [formerly  5]  mills.  Adopted  No- 
vember 1904.  p.637,  13  My  03 

h  Ga.  Submitting  amendment  to  Const.  1877  art.7  §1  by  adding 
^2:  Legislature  may  levy  annual  ad  valorem  tax  on  property  not  to 
exceed  5  mills  on  $1.    Adopted  October  1904,  p.21,  17  Ag  03 

i  Ga.  Submitting  amendment  to  Const.  1877  art8  §4  j[i: 
counties  [formerly  on  recommendation  of  2  grand  juries],  militia  dis- 
tricts, school  districts  and  municipal  corporations  may  maintain  public 
schools  by  local  taxation,  on  two  thirds  vote  [formerly  of  qualified 
voters]  of  persons  voting  at  special  election.    Adopted  October  1904, 

p.23,  17  Ag  03 

j  Ga.  Submitting  amendment  to  Const.  1877  art.  11  §1  ^2:  counties 
limited  to  145  [formerly  formation  of  new  counties  prohibited]. 
Adopted  October  1904.  p.47.  IQ  Jl  04 

k  Ga.  Submitting  amendment  to  Const.  1877  art.3  §3:  number  of 
representatives  limited  to  183  [formerly  175] ;  reapportionment. 
Adopted  October  1904,  p.48,  27  Jl  04 

m  IlL  Amending  Const.  1870  art.4  by  adding  §34:  Legislature  may 
pass  special  laws  for  reorganization  of  Chicago  government,  subject  to 
appxoval  by  vote  of  people.    Adopted  November  1904.     p.358,  22  Ap  03 

n  la.  Submitting  amendment  to  Const.  1857  art.12  by  adding  §16: 
general  elections  to  be  held  in  November  1906  and  biennially  thereafter ; 
Legislature  to  meet  in  January  1907  and  biennially  thereafter  [Legisla- 
ture now  meets  in  even  years  and  a  general  election  is  held  annually]. 
Adopted  November  1904,  p.207,  7  Mr  04 

p  la.  Submitting  amendment  to  Const.  1857  art.3  §34-36:  Senate 
to  consist  of  50  [formerly  limited  to  50]  members;  Assembly  limited 
to  108  [formerly  100]  representatives;  reapportionment  of  repre- 
sentation.   Adopted  November  1904,  p.208,  9  Ap  04 

q  Kan.  Submitting  amendment  to  Const.  1859  art.2  §14:  governor 
may  veto  items  of  appropriation  bill.    Adopted  November  1904. 

545,  21  F  03 

r  La.  Submitting  amendment  to  Const.  1898  art.255  relating:  to 
Louisiana  State  University  and  Agricultural  and  Mechanical  College: 
repealing  provision  limiting  annual  appropriation  for  maintenance  to 
$15,000.    Adopted  November  1904.  12,  17  Je  04 


adopted 

N.   y.  STATE  LIBRARY     INDEX  OF  LEGISLATION    I904 

16  R.  L  Referring  to  Legislature  of  1905  amendment  to  Const 
1842  art.5  §1 :  House  of  Representatives  to  consist  of  100  [formaij 
limited  to  72]  members;  Legislature  to  [formerly  may]  reapportioa 
representation  after  every  United  States  [formerly  or  state]  cosos 
and  divide  each  city  and  town  into  representative  districts;  no  town  or 
city  to  have  more  than  one  fourth  [formerly  one  sixth]  of  whole  noni- 
bcr  of  members.  r.i,  13  Ap(H 

ty  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const 
1895  art.3  §9:  sessions  of  Legislature  after  1906  to  be  held  bienMi 
[formerly  annually].  383.  n  F(H 

t8  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const 
1895  by  adding  article  of  amendment :  Legislature  may  pass  local  and 
special  laws  relative  to  construction  and  working  of  roads  and  high- 
ways, also  relative  to  drainage.  384,  18  F  Q| 
u  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const 
1895  airt.8  §7  amended  in  1901,  relating  to  municipal  bonded  indebt- 
edness: city  of  Greenville  may  increase  indebtedness  to  15%  for 
street  improvement  or  sewerage  or  purchase  of  water  or  electric 
light  plants.                                                                            385,  i8F(H 

ux  Wis.  Referring  to  Legislature  of  1905  amendment  to  Const 
1848  art.8  §1 :  Legislature  may  provide  for  graduated  income  tax. 

p.776»  03 

35  Amendments  adopted 

The  entries  under  this  head  are  duplicated  under  the  special  subjects  to  vhick 
they  pertain. 

a        Ark.     Submitting  amendment  to  Const.   1874  art.i6  §1:  state  of! 
local  division  may  not  loan  credit;  regulating  issue  of  local  govern- 
ment bonds;  cities  over  2500  excepted.    Adopted  November  1904, 

pu|84,  8  Ap  05 

b  CaL  Submitting  amendment  to  Const.  i879art.9  by  adding  \Vi» 
property  of  California  Academy  of  Sciences  exempt  from  taxation* 
Adopted  November  1904.  P-598,  6  F  OiJ 

c  CaL  Submitting  amendment  to  Const.  1879  art.  13,  by  adding 
§ioi :  personal  property  of  every  householder  to  $100  exempt  from 
taxation.    Adopted  November  1^4.  p.682,  26  FoJ 

d  CaL  Submitting  amendments  to  Const.  1879  art.6,  relating  t(J 
judiciary:  division  of  state  into  3  judicial  districts,  each  presided  ove^ 
by  District  Court  of  Appeals,  consisting  of  3  justices;  to  have  appel* 
late  jurisdiction  over  certain  cases  formerly  under  jurisdiction  O' 
Supreme  Court;  cases  pending  before  Supreme  Court  may  be  trans- 
ferred to  District  Court  of  Appeals;  election  of  justices;  qualific*-' 
tions;  salaries;  Supreme  Court  Commission  abolished.  Adopted 
November  1904.  p  737,  14  Mr  ^ 
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i  CoL  Submitting  amendment  to  Const  1876  art.6  §5-8  relative 
to  Supreme  Court:  election,  term  and  number  of  judges;  departments. 
Adopted  November  1904.  7Z9  6  Ap  03 

\  CoL  Submitting  amendment  to  Const.  1876  art.  10  §3  relating  to 
exemptions  from  taxation :  repealing  provision  relating  to  special  assess- 
ments; exemption  of  personal  property.    Adopted  November  1904, 

74,  8  Ap  03 

1;  Fla.  Submitting  amendment  to  Const.  1885  art.12  §8:  counties  to 
levy  annual  school  tax  of  j  to  7  [formerly  5]  mills.  Adopted  No- 
vember 1904,  p.637,  13  My  03 

1  Ga.  Submitting  amendment  to  Const.  1877  art.7  §1  by  adding 
f2:  Legislature  may  levy  annual  ad  valorem  tax  on  property  not  to 
exceed  5  mills  on  $1.    Adopted  October  1904.  p.21,  17  Ag  03 

i  Ga.  Submitting  amendment  to  Const.  1877  art.8  §4  j[i: 
counties  [formerly  on  recommendation  of  2  grand  juries],  militia  dis- 
tricts, school  districts  and  mtmidpal  corporations  may  maintain  public 
schools  by  local  taxation,  on  two  thirds  vote  [formerly  of  qualified 
voters]  of  persons  voting  at  special  election.    Adopted  October  1904, 

p.23,  17  Ag  03 

j  Ga.  Submitting  amendment  to  Const.  1877  art.11  §1  ^2:  counties 
limited  to  145  [formerly  formation  of  new  counties  prohibited]. 
Adopted  October  1904.  p.47,  19  Jl  04 

k  Ga.  Submitting  amendment  to  Const.  1877  art3  §3:  number  of 
representatives  limited  to  183  [formerly  175] ;  reapportionment. 
Adopted  October  1904.  p.48,  27  Jl  04 

n  lU.  Amending  Const.  1870  art.4  by  adding  §34:  Legislature  may 
pass  special  laws  for  reorganization  of  Chicago  government,  subject  to 
appxoval  by  vote  of  people.    Adopted  November  1904.      p.3S8,  22  Ap  03 

n  la.  Submitting  amendment  to  Const.  1857  art.12  by  adding  §16: 
general  elections  to  be  held  in  November  1906  and  biennially  thereafter ; 
Legislature  to  meet  in  January  1907  and  biennially  thereafter  [Legisla- 
ture now  meets  in  even  years  and  a  general  election  is  held  annually]. 
Adopted  November  1904.  p.207,  7  Mr  04 

p  la.  Submitting  amendment  to  Const.  1857  art.3  §34-36:  Senate 
to  consist  of  50  [formerly  limited  to  50]  members;  Assembly  limited 
to  108  [formerly  100]  representatives;  reapportionment  of  repre- 
sentation.   Adopted  November  1904.  p.208,  9  Ap  04 

q  Kan.  Submitting  amendment  to  Const.  1859  art.2  §14:  governor 
may  veto  items  of  appropriation  bill.    Adopted  November  1904. 

545,  21  F  03 

r       La.     Submitting  amendment  to   Const.    1898  art.255  relating  to 

Louisiana  State  University  and  Agricultural  and  Mechanical  College: 

repealing  provision  limiting  annual  appropriation   for  maintenance  to 

$15,000.    Adopted  November  1904.  12,  17  Je  04 
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s  La.  Submitting  amendment  to  Const.  1898  art.230:  railroads 
constructed  and  completed  between  Jan.  i,  jgos  4ind  Jan.  J,  jgoQ  [for- 
merly prior  to  1904]  to  be  exempt  from  taxation  for  10  years. 
Adopted  November  1904.  16,  17  Jc  04 

t  La.  Submitting  amendment  to  Const.  1898  art303  subdiT^ 
amended  in  1900:  total  annual  appropriation  for  pensions  may  vary 
from  $75,000  to  $150,000  [formerly  $50,000  to  $75,000].  Adopted 
November  1904.  113,  4  Jl  04 

u  La.  Submitting  amendment  to  Const.  1898  art.86-88,  95:  justices 
of  Supreme  Court  to  be  elected  [formerly  appointed  by  governor  with 
consent  of  Senate].    Adopted  November  1904,  137,  6  JI04 

V  La.  Submitting  amendment  to  Const.  1898  art.119:  vacancies 
in  office  of  sheriff,  and  ex  officio  collector  of  state  and  parish  taxes  to 
be  filled  by  special  election,  if  unexpired  portion  of  term  exceed  i 
year,  or  by  governor  if  less  than  year.    Adopted  November  1904, 

138,  6  Jl  04 

w        La.    Submitting  amendment   to   Const.   1898  art.124:   vacancies 

in  office  of  clerk  of  District  Court  to  be  filled  by  special  election  if 

unexpired  portion  of  term  exceed  i  year,  or  by  governor  if  less  than 

year.    Adopted  November  JQ04.  139,  6  Jl  04 

wi  La.  Submitting  amendment  to  Const.  1898  art.125:  vacancies 
in  office  of  district  attorney  to  be  filled  by  election  if  unexpired  por- 
tion of  term  exceed  i  year,  or  by  governor  if  less  than  year. 
Adopted  November  1904.  140,  6  Jl  04 

wa  La.  Submitting  amendment  10  Const.  1898  art.109:  vacancies 
in  office  of  judge  of  District  Court  to  be  filled  by  special  election  if 
unexpired  portion  of  term  exceed  i  year  or  if  less  than  year,  by  gov- 
ernor with  consent  of  Senate.     Adopted  November  1904.     141,  6  Jl  04 

W3  La.  Submitting  amendment  to  Const.  1898  art.281:  municipal 
council  may  create  i  or  more  sewerage  districts  within  corporate 
limits;  sewerage  districts  on  majority  vote  of  property  taxpayers 
may  levy  special  tax  not  exceeding  5  mills  on  $1  of  assessed  valua- 
tion of  property  of  district:  exception;  bond  issue.  Adopted  No- 
vember 1904.  186,  7  Jl  04 

W4  Mich.  Submitting  amendment  to  Const.  1850  art.4  by  repealitig 
§28  limiting  introduction  of  new  bills  to  first  50  days  of  scssior*- 
Adopted  November  1904-  p.4^»  '^'^ 

W5        Minn.     Submitting  amendment  to  Const.   1857  art.8  §6:  penn^' 
nent  school  and  university  funds  may  be  invested  in  indebtedne^- 
of  localities  unless  bonds  purchased  make  bonded  indebtedness  er*^ 
ceed  15%  [formerly  7^^]  of  assessed  valuatim.    Adopted  Novemb^' 
J904.  25,  3  Mr  CF- 

w6        Minn.     Submitting  amendment  to  Const.   1857  art.i  §7:  no  per" 
son  may  be  held  to  answer  for  criminal  offense  H'ithout  due  proce^" 
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of  law  [formerly,  unless  indicted  by  grand  jury,  except  in  cases  of 
impeachment,  cases  cognizable  before  justices  of  peace,  or  arising 
in  army  or  navy  or  in  militia  in  active  service].  Adapted  November 
1904-  269,  18  Ap  03 

7  itiss.  Amending  Const.  1890  §206:  division  into  county  and 
state  common  school  funds;  county  fund,  consisting  of  poll  tax, 
to  be  retained  in  counties  where  collected;  state  [formerly  entire] 
fund  to  be  apportioned  among  counties  and  school  districts  pro- 
portionally to  children  of  school  age.  Adopted  November  1900; 
ratified  by  Legislature  of  1904,  201,  6  Mr  00 

6  Miss.  Amending  Const.  1890  §256:  Legislature  may  reapportion 
senators  and  representatives  at  tst  session  after  federal  census  of 
J900  [formerly  state  census  of  1895]  sind  every  10  years  thereafter. 
Adopted  November  1900;  ratified  by  Legislature  of  1904,    202,  8  Mr  00 

t  Men.  Amending  Const.  1889  art.  18  by  adding  §3,  5:  children 
under  16  not  to  be  employed  in  mines.    Adopted  November  1904, 

49,  3  Mr  03;  4  (2d  ex.  sess.),  10  D  03 

:  Hon.  Amending  Const.  1889  art.  18  by  adding  §4,  5:  establishing 
8  hour  day  for  state,  county  or  municipal  public  work.  Adopted 
November  1904,  49,  3  Mr  03;  4  (2d  ex.  sess.),  10  D  03 

I  N.'D.  Submitting  amendment  to  Const.  1889  §176:  Legislature 
may  tax  grain  in  storage.    Adopted  November  1904.    p.293, 2  Mr  03 

I  N.  D.  Submitting  amendment  to  Const.  1889  §215  subdiv.8: 
Institution  for  Feeble-minded  to  be  removed  from  Jamestown  to 
Grafton.    Adopted  November  J904.  p.294,  5  Mr  03 

I  N.  D.  Submitting  amendment  to  Const.  1889,  §215  subdiv.5: 
changing  name  of  Deaf  and  Dumb  Asylum  to  School  for  Deaf  and 
Dumb  of  North  Dakota.    Adopted  November  1904.      p.295,  2  Mr  03 

5  Or.  Submitting  amendment  to  Const.  1857  art.12  §1:  Legisla- 
ture to  provide  for  election  of  state  printer;  [formerly  elected  by 
people].    Adopted  June  1904.  p.  168,  24  F  03 

^  S.  D.  Submitting  amendment  to  Const.  1889  art.8  §11:  school 
funds  may  be  invested  in  county,  township  or  city  bonds;  no  loan 
to  exceed  $5000  or  one  third  [formerly  one  half]  valuation  of  land 
covered  by  mortgage;  interest  charge,  not  less  than  5%,  to  be  fixed 
by  Legislature.    Adopted  November  1904.  99,  '03 

Tex.  Submitting  amendment  to  Const.  1875  art.  3  §52:  Legisla- 
ture may  authorize  political  subdivisions  of  state  to  issue  bonds 
not  to  exceed  one  fourth  assessed  valuation  of  real  estate  for 
construction  of  roads,  irrigation  works  and  improvement  of 
streams;  proviso.     Adopted  November  1904,  P-246,  i  Ap  03 

Tex.  Submitting  amendment  to  Const.  1875  art.3  §51:  annual 
appropriation  for  pensions  limited  to  $500,000  [formerly  $250,000]; 
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widows  of  confederate  veterans  married  prior  to  j88o  [formerly 
1866]  and  not  remarried,  to  receive  pension,  Adopted  November  1^04. 

p.248,  I  Ap  03 
Z2  Tex.  Submitting  amendment  to  Const  1875  art  16  §16:  Legisla- 
ture may  authorize  incorporation  of  banking  corporations;  share- 
holders to  be  liable  to  amount  equal  to  par  value  of  shares  in  addi- 
tion to  shares;  capital  stock  to  be  paid  in  in  full;  corporations  may 
do  business  in  only  one  place;  foreign  corporations,  excepting 
national  banks,  may  not  do  business  in  state.  Adopted  November  1^04. 

p.249,  I  Ap  03 
X3  Wash.  Submitting  amendment  to  Const.  1889  arti  §11:  Legis- 
lature may  appoint  chaplains  for  state  penal  and  reformatory  insti- 
tutions.   Adopted  November  1904,  147,  16  Mr  03 

36  Amendments  rejected 

The  entries  under  this  head  are  duplicated  under  the  special  subjects  to  which 
they  pertain. 

a  Ark.  Submitting  amendment  to  Const  1874  art7  §3:  Supreme 
Court  to  consist  of  chief  justice  and  5  [formerly  4]  associate  jus- 
tices; court  to  sit  in  2  divisions;  transfer  of  causes  from  division  to 
court.    Rejected  November  1^4,  p.482,  10  Mr  03 

b  CaL  Submitting  amendment  to  Const.  1879  art.  13,  by  adding 
§1}:  ships  or  shipping  engaged  in  foreign  or  domestic  navigation 
or  in  fisheries  exempt  from  taxation.    Rejected  November  1904. 

p.734,  6  Mr  03 

€  Cal.  Submitting  amendment  to  Const.  1879  art.4  §2,  23:  session 
of  Legislature  to  begin  Monday  after  ist  day  of  February  [formerly 
January];  pay  limited  to  80  [formerly  60]  days;  bills  to  be  intro- 
duced during  ist  60  [formerly  50]  days  of  session,  except  on  two 
thirds  vote.    Rejected  November  1904.  p.736,  13  Mr  03 

d  Cal.  Submitting  amendment  lo  Const.  1879  art.4  by  adding  §24! : 
Legislature  may  revise,  and  reenact  as  a  whole,  any  of  existing 
codes,  every  12  years.    Rejected  November  1904.         P'7A2,  14  Mr  03 

e  Fla.  Submitting  amendment  to  Const.  1885  art.8  §6:  term  of 
county  assessor,  collector  and  treasurer  to  be  4  years  after  1906. 
Rejected  November  1904.  p.636,  30  Ap  03 

f  Fla.  Submitting  amendment  to  Const.  1885  art.S  §18:  judge  of 
county  courts  to  be  attorney  at  law.    Rejected  November  1904, 

P.637,  '03 
g        Fla.    Submitting  amendment  to  Const.  1885  art.9  §10:  Leg^sla- 
i  ture  may  authorize  municipal  corporations  to  exempt  manufactur- 

ing enterprises  from   taxation,  not   exceeding   15  years.    Rejected 
November  1904.  p.638y  *03 
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\  Fla.  Submitting  amendment  to  Const  1885  art  16  §6:  opinions 
[formerly  decision]  of  Supreme  Court  to  be  filed  before  judgment 
takes  effect.    Rejected  November  IQ04.  P*639,  '03 

i  Flau  Submitting  amendments  to  Const  1885  arts  §1,  5,  11,  24-29, 
31-32:  Legislature  on  petition  of  majority  of  voters  of  county  to 
establish  County  Court  of  Record,  replacing  previous  County 
Court  and  Criminal  Courts;  appointment  of  judge  and  prosecuting 
attorney;  jurisdiction;  abolition  of  court;  procedure.  Rejected 
November  1904-  P-639,  '03 

j  Fla.  Amending  Const  1885  ^^^-Z  §20,  24  prohibiting  Legislature 
from  passing  special  or  local  laws;  exceptions;  Legislature  to 
divide  municipalities  into  4  classes  and  provide  uniform  govern- 
ment for  each  class.     Repealing  art.8  §8.    Rejected  November  1904, 

p.643,  '03 
k        Id.    Submitting  amendment  to  Const.  1889  art6  §5:  inmates  of 

soldiers  homes  to  vote  in  county  where  home  is  situated.    Not 

properly  adopted  by  Legislature,  so  not  submitted  to  people, 

p.449,  II  F  03 

Id.  Submitting  amendment  to  Const  1889  art  18  §10:  term  of 
county  commissioners  to  be  4  [formerly  2]  years;  biennial  elec- 
tions.   Rejected  November  1904.  p.450,  28  F  03 

Id.  Submitting  amendment  to  Const  1889  art  18  §4:  new  coun- 
ties may  not  be  established  except  by  vote  of  majority  of  electors 
in  territory  proposed  to  be  included.  Not  properly  adopted  by 
Legislature,  so  not  submitted  to  people.  P-455>  7  Mr  03 

La.  Submitting  amendment  to  Const.  1898  art.256:  repealing 
provision  limiting  annual  appropriation  for  maintenance  of  Louisi- 
ana Industrial  Institute  to  $15,000.    Rejected  November  1904. 

18,  17  Je  04 

La.  Submitting  amendment  to  Const.  1898  art.  109  relating  to 
District  Courts:  additional  judge  to  be  elected  in  ist  judicial  dis- 
trict; repealing  provisions  pertaining  to  ist  election  of  district 
judges  under  Constitution  of  1898.    Rejected  November  1904. 

29,  21  Je  04 

La.  Submitting  amendment  to  Const.  1898  art.46:  Legislature 
elected  in  April  1904  authorized  to  issue  $1,000,000  of  3%  25  year 
bonds  for  educational  purposes;  exemption  from  taxation.  Rejected 
November  1904,  33,  23  J  e  04 

La.  Submitting  amendment  to  Const.  1898  art.249:  salary  of 
superintendent  of  public  education,  $3000  [formerly  $2000].  Re- 
jected November  1904,  123,  6  Jl  04 

La.  Submitting  amendment  to  Const.  1898  art.98-100,  106,  131 
relating  to  Courts  of  Appeal:  division  of  state  into  2  circuits  and  of 
circuits  into  3  districts  each;  election  of  judges  of  districts  for  term 
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of  8  years;  vacancies;  sessions  of  Courts  of  Appeals;  jurisdiction. 

Repealing  art.  105.    Rejected  November  1904.  132,  6  Jl  04 

u        La.    Submitting  amendment   to   Const.    1898   art.97:   salary   of 

attorney  general,  $5000  [formerly  $3000].    Rejected  November  1904. 

134,  6  Jl  04 
V  Mass.  Referring  to  Legislature  of  1904  amendment  to  Const. 
1780  by  adding  article:  any  constitutional  amendment  proposed 
by  50,000  voters  (but  25,000  from  any  one  county),  approved  by 
15  senators  and  majority  of  representatives,  shall  be  submitted  to 
people  at  next  general  election;  on  approval  of  majority  of  voters 
to  be  resubmitted  to  people  at  succeeding  state  election,  and  if 
approved  by  two  thirds  vote,  to  become  part  of  Constitution; 
rejected  amendment  may  not  be  proposed  again  for  3  years.  Not 
repassed  in  1904.  p.583»  5  Je  03 

W2  Mo.  Amending  Const.  1875  art.4  §47:  Legislature  may  authorize 
cities  of  100,000  to  provide  pensions  for  disabled  and  superannu- 
ated policemen  and  relief  for  their  widows  and  minor  children. 
Rejected  November  IQ04.  P-279,  '03 

W3  Mo.  Amending  Const.  1875  art.4  §1:  legislative  power  inherent 
in  electors  of  municipal  divisions,  subject  to  general  laws;  refer- 
endum may  be  demanded  by  10%  of  voters  of  each  congressional 
district  within  90  days  after  adjournment  of  Leg^islature;  only  ap- 
propriation acts,  laws  for  immediate  preservation  of  public  peace, 
health  and  safety,  and  laws  passed  by  two  thirds  vote  may  become 
operative  within  90  days  after  adjournment;  initiative  of  laws  on 
petition  of  15%  of  voters  of  state,  and  of  constitutional  amend- 
ments on  petition  of  20%  of  voters  of  each  congressional  district. 
Rejected  November  1904.  p.280,  '03 

W4  Mo.  Amending  Const.  1875  art.  10,  by  adding  §27:  annual  tax 
of  ^  mill  to  be  levied  to  supply  schools  with  free  textbooks. 
Rejected  November  1904.  p.aSi,  '03 

W5  Mo.  Amending  Const.  1875  art.  12  §24:  antipass  provisions  omit- 
ted; transportation  companies  to  give  passes  to  designated  state 
officials  and  judges,  sheriffs  and  superintendents  of  state  institu- 
tions; penalties.    Rejected  November  IQ04.  p.283,  '03 

w6  Mo.  Amending  Const.  1875  art.  10  adding  section:  authorizing 
f  mill  tax  for  5  years  for  erection  of  new  state  capitol.  Rejected 
November  IQ04.  p.284,  '03 

W7  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  adding  §24:  provision  for  election  of  2  additional  justices  of 
Supreme  Court  in  2d  judicial  district.     Not  repassed  in  1903  or  1904. 

p.  1806,  22  Ap  01 

w8  S.  D.  Submitting  amendment  to  Const.  1889  by  adding  art.29: 
salary  of  attorney  general.  $1800.    Rejected  November  1904.      97,  03 
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z  S.  D.  Submitting  amendment  to  Const.  1889  art.20  §1,  2:  per- 
manent seat  of  government  to  be  located  at  Mitchell.  Rejected 
November  1^04,  98,  '03 

za  Tenn.  Submitting  amendment  to  Const.  1870  art.3  §4:  governor 
to  hold  office  4  [formerly  2]  years,  and  be  eligible  8  in  12 
[formerly  6  in  8]  years.    Rejected  November  IQ04.  532,  2  Ap  03 

23  Tenn.  Submitting  amendment  to  Const.  1870  art.3  §17:  secre- 
tary of  state  to  be  elected  by  qualified  voters  [formerly  by  joint  vote 
of  Legislature].    Rejected  November  1904.  532,  2  Ap  03 

24  Tenn.  Submitting  amendment  to  Const.  1870  art.7  §1:  sheriffs, 
regristers  and  county  trustees  are  to  be  elected  for  4  [formerly  2] 
years;  ineligible  for  2d  term,  till  expiration  of  4  years.  Rejected 
November  1904.  532,  2  Ap  03 

Z5  Tenn.  Submitting  amendment  to  Const.  1870  art.7  §3:  state 
treasurer  and  comptroller  to  be  elected  by  qualified  voters  [formerly 
by  joint  vote  of  Legislature] ;  term  4  [formerly  2]  years.  Rejected 
November  1904.  532,  2  Ap  03 

x6  Tenn.  Submitting  amendment  to  Const.  1870  art.  11  §13:  Legis- 
lature may  enact  local  road,  fence  and  stock  laws.  Rejected  No- 
vember 1904.  532,  2  Ap  03 

Z7  Tenn.  Submitting  amendment  to  Const.  1870  art.ii  §18:  coun- 
ties or  cities  may  exempt  new  manufacturers  from  taxation  for 
ID  years  on  two  thirds  vote  of  County  Court  or  city  council. 
Rejected  November  1904.  532,  2  Ap  03 

x8  Tenn.  Submitting  amendment  to  Const.  1870  art.  11  §19:  indebt- 
edness of  counties^  cities  and  towns  limited  to  10%  of  value  of 
taxable  property.    Rejected  November  1904.  532,  2  Ap  03 

Z4  Wy.  Submitting  amendment  to  Const.  1889  art.5  §17:  salary  of 
Supreme  Court  judges,  $5000,  of  District  Court  judges,  $4000  after 
January  1905.     Rejected  November  1904.  P  152.  23  F  03 

3»  State  departments 
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See  also  753.  Officer*;  also  under  each  head  Finance.   Public  health,  Charities 
Education   etc. 

40  Governor 

a  Tenn.  Submitting  amendment  to  Const.  1870  art.3  §4:  governor 
to  hold  office  4  [formerly  2]  years  and  be  eligible  8  in  12  [for- 
merly 6  in  8]  years.    Rejected  November  1904.  532,  2  Ap  03 

b  Va,  Amending  C.  §221-22  relating  to  powers  of  governor:  all 
officers  of  executive  department,  also  institutional  boards  and  super- 
intendents to  report  to  governor  on  request;  [formerly  officials 
were  designated,  and  quarterly  reports  required];  governor  may 
employ  accountants  to  inspect  official  records.     Repealing  §220. 

428  (ex.  sess.),  12  D  03 
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43  Salary 

a       Ala.    Salary   of  governor,  $sooo   [formerly  $3000].    Am< 

C.  §1954.  P-32, 

b       Ga.    Salary  of  governor  $3000   [formerly  $3000].    See 

1877  arts  §1  ^2.  p.71,  16 

44  Secretary.    Clerks.    Bmployees 

a        Ala.    Salary  of  private  secretary  to  governor,  $2400  [foi 

$1500].    Amending  C.  §I953.  p.126,  5 

b        Mass.    Salary  of  executive  secretary  of  governor  and  C< 

$2500  [formerly  $2000].  Amending  R.  L.  ch.4  §6.  268,  27 
c        Miss.    Salary  of  governor's  private   secretary  $isoo   [foi 

$1200].    Amending  '02  ch.108.  134,  18 

d        O.    Amending  R.  S.  §80,  108,  1288  relating  to  secretary  o; 

crnor.  p.4,  6 

45  Veto 

a  Kan.  Amending  Const.  1859  art.2  §14:  governor  may  veto 
of  appropriation  bill.    Adopted  November  1904.  545,  21 

48  Lieutenant  govemor 

a  O.  Salary  of  lieutenant  governor  $1500  [formerly  $800].  A 
ing  R.  S.  §1284.-  p.3,  6 

49  Secretary  of  state 

a        Ala.    Secretary  of  state  to  appoint  chief  clerk  at  salary,  $15 

P.158,  5 

b        Miss.    Office  of  secretary  of  state  to  be  open  from  9  a. 
5  p.  m.;  [formerly  closed  from  12  m.  to  2  p.  m.]     Amending 
C.  '92  §4084.  168,  15 

c        N.  Y.    Amending  executive  law,  '92  ch.683  §26  subdiv.4  an< 
ing  subdiv.i6  relating  to  fees  of  secretary  of  state:  registry  of 
mark.  26,  i 

d        Tenn.    Submitting  amendment  to  Const.  1870  art.3  §17: 
tary  of  state  to  be  elected  by  qualified  voters  [formerly  by  join 
of  Legislature].    Rejected  November  1^4.  532,  2 

e  Va.  Secretary  of  commonwealth  to  make  monthly  [for 
annual]  statement  of  tax  receipts  to  auditor  of  public  acci 
Amending  C.  §591.  '   336  (ex.  sess.),  3 

f  Va.  Revision  of  C.  ch.i8  relating  to  duties  of  secretary  of 
monwealth  and  concerning  state  and  other  libraries.  Repeali: 
ch.253,  261.  547  (ex.  sess.),  2 

g  W.  Va.  Fixing  fees  of  secretary  of  state;  monthly  and  a 
reports  to  auditor  of  state.  13,  n  . 

50  Attorney  general 

a        Ala.    Attorney  general  may  employ  stenographer  at  $50  a  n 

p.  395,  6 
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b       Ga.    Salary  of  stenographer  for  attorney  general,  ?ioo  a  month. 

p.io6,  12  Ag  04 

c  la.  Salary  of  assistant  attorney  general,  $i€oo  [formerly  $1200]. 
Amending  C.  §212.  10,  24  Mr  04 

d  La.  Submitting  amendment  to  Const.  1898  art.97:  salary  of  attor- 
ney general,  $5000  [formerly  $3000].    Rejected  November  1904. 

134,  6  Jl  04 

f  Miss.  Office  of  attorney  general  to  be  open  from  9  a.  m.  to  5 
p.  m.;  [formerly  closed  from  12  m.  to  2  p.  m.]  Amending  Ann.  C. 
'92  §188.  137,  19  F  04 

g  N.  J.  Attorney  general  to  act  as  counsel  for  state  boards,  com- 
missions and  officials;  provision  for  appointment  of  assistant  attor- 
ney general  and  for  clerk  hire.  Amending  and  supplementing  '54 
ch.58.  62,  25  Mr  04 

h  *  O.  Attorney  general  may  appoint  assistants  and  employees  of 
department:  viz,  first  and^  second  assistant  attorney  general  at 
salaries  of  $3000  and  $2500  respectively,  chief  clerk  at  $1500,  stenog' 
raphers  and  messenger,  also  special  counsel  as  needed;  attorney 
general  to  be  only  legal  adviser  of  state  institutions,  boards  and 
officers;  [formerly  other  counsel  allowed  on  consent  of  attorney 
general,  governor  and  auditor  of  state].  Amending  R.  S.  §202, 
202a.  p.59,  31  Mr  04 

i  S.  D.  Submitting  amendment  to  Const.  1889  by  adding  art.29: 
salary  of  attorney  general,  $1800.    Rejected  November  1904.      97,  '03 

j  Va.  Attorney  general  to  give  his  opinion  and  act  as  counsel  to 
State  Corporation  Commission.     Amending  C.  §3203-4. 

416  (ex.  sess.),  10  D  03 

k  Va.  Salary  of  attorney  general  $3500  [formerly  $2500];  clerk 
may  be  employed  at  $1200  [formerly  $900].     Amending  C.  §183. 

67,  7  Mr  04 

5x  Other  officers  and  boards 

Departments  o£  agriculture  are  classified  undrr  Agriculture,  of  education 
Bducation,  etc. 

53    Corporation  commission 

a  Va.  Amending  C.  §183  subdiv.12,  regulating  salaries  of  mem- 
bers and  employees  of  State  Corporation  Commission.    65,  7  Mr  04 

57    Officers  and  departments  created,  abolished  or  reorganized 

Courts  and  court  officers  not  included 

The  entries  under  this  head  are  also  duplicated  under  the  special  subjects  to 
which  they  pertain.  They  are  grouped  here  primarily  for  the  use  of  the  docu* 
inent  librarian  and  the  student  of  state  administration. 

a  Ala.  Creating  State  Board  of  Horticulture  to  consist  of  state 
commissioner  of  agriculture  and  industries,  president  of  Alabama 
State  Horticultural   Society,  and   director  of   Experiment   Station 
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of  Alabama  Polytechnic  Institute;  professor  of  horticulture  of 
institute  to  be  state  horticulturist;  to  regulate  inspection  and  sale 
of  nursery  stock;  quarterly  report  of  horticulturist  to  board; 
annual  report  of  board  to  governor;  $1500  annual  appropriation. 

m  p.  140,  5  Mr  03 

b  Ala.  Creating  State  Text  Book  Commission  to  consist  of  state 
superintendent  of  education,  governor  and  -3  teachers  appointed 
by  latter;  term;  appointment  of  examining  committee  of  5;  to 
adopt  uniform  textbooks;  $2000.  p.  167,  4  Mr  03 

c  Ala.  /Reorganizing  State  Military  Board  to  consist  of  adjutant 
general,  quartermaster  general  and  inspector  general  and  2  ap- 
pointees of  governor:  to  constitute  advisory  body  to  commander 
in  chief.    Amending  '99  p.  136  §2,  12,  15,  and  adding  §30-32. 

p.265,  30  S  03 

d  Ala.  Creating  State  Board  of  Appointment  according  to  Const 
1901  §186:  to  consist  of  governor,  state  auditor  and  state  commis- 
sioner of  agriculture  and  industries;  to  appoint  county  boards  of 
registrars.  P-438,  9  0  03 

e  Ala.  Creating  state  bank  examiner  to  be  appointed  by  gov- 
ernor for  4  years;  salary  $2000;  annual  inspection  of  banking  insti- 
tutions and  trust  companies;  annual  report  to  governor. 

p.483    10  0  03 

f  Id.  Declaring  unconstitutional  '03  p.375  which  created  Board  of 
Deposits.    State  v.  Cojffin,  74  P.  962  (1903). 

g  la.  Secretary  of  state  to  act  as  custodian  of  state  documents 
and  publications;  powers  and  duties;  biennial  report  to  governor. 

5,  12  Mr  04 

h  la.  Auditor  of  state  to  appoin^t  insurance  examiner  at  salary, 
$2000;  to  inspect  companies  biennially;  powers  and  duties. 

56,  17  Mr  04 

i  la.  Commission  consisting  of  governor,  auditor  of  state,  and 
attorney  general  to  approve  plans  for  consolidation  or  reinsurance 
of  risks  of  life  insurance  companies.  58,  30  Mr  04 

j  la.  State  Board  of  Health  to  serve  as  state  registrar  of  vital 
statistics:  appointment  of  local  health  officers  as  subregistrars; 
powers  and  duties;  monthly  reports  by  latter  to  state  board. 

100,  13  Ap  04 

k  la.  Iowa  State  College  of  Agriculture  and  Mechanic  Arts  con- 
stituted Highway  Commission  for  Iowa;  powers  and  duties;  annual 
report  to  governor.  105,  13  Ap  04 

m  la.  State  agent  for  Soldiers*  Orphans  Home,  Industrial  School 
for  Boys,  and  Industrial  School  for  Girls,  to  be  appointed  by 
Board  of  Control  of  State  Institutions;  to  place  out  and  visit  chil- 
dren in  homes;  reports  to  board.  157,  13  Ap  04 
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a  Ky.  Creating  State  School  Book  Commission  to  consist  of  7 
designated  members;  to  adopt  and  contract  for  uniform  series  of 
textbooks;  $1000.    I4p.  3,  8  F  04 

p  Ky.  Creating  State  Board  of  Dental  Examiners:  to  consist  of 
5  members  appointed  by  governor  for  5  years;  to  license  to  prac- 
tise on  diploma  of  approved  college  and  examination;  annual 
report  to  governor;  [replacing  board  of  examiners  created  in 
1893,  chosen  from  Kentucky'  State  Dental  Association].  Amend- 
ing '93  ch.189  §1,  3-4,  6.  32,  17  Mr  04 

I  Ky.  Auditor,  treasurer  and  secretary  of  state  to  constitute 
Board  of  Assessment;  to  fix  valuation  of  shares  of  national  banks 
in  state;  annual  report  to  auditor  of  public  accounts.      66,  21  Mr  04 

r  Ky.  Creating  State  Board  of  Embalming:  to  consist  of  5  mem- 
bers appointed  by  governor  for  4  years;  later  appointments  to  be 
made  by  governor  on  recommendation  of  Funeral  Directors  Asso- 
ciation of  Kentucky;  to  license  to  practise  on  examination. 

89,  22  Mr  04 

I  La.  Creating  State  Crop  Pest  Commission:  to  consist  of  gov- 
ernor, commissioner  of  agriculture,  director  and  entomologist  of 
State  Experiment  Station,  and  2  cotton  planters  appointed  by 
governor;  term  4  years;  compensation;  to  prevent  spread  of  crop 
and  fruit  diseases  and  pests,  in  particular  cotton  boll  weevil;  bul- 
letins to  be  published  and  distributed  by  Board  of  Agriculture 
and  Immigration.  6,  15  D  03 

La.  Establishing  Department  of  Forestry:  register  of  Land 
Office  as  ex  officio  commissioner  of  forestry  and  4  appointees  of 
governor  to  constitute  State  Forestry  Commission;  commissioner 
to  appoint  deputy  as  chief  firewarden  with  power  to  appoint  assist- 
ant wardens;  powers  and  duties;  compensation;  deputy  to  report 
annually  to  commissioner  and  latter,  to  governor.  113,  4  Jl  04 

1  La.  Creating  office  of  state  fire  marshal:  to  be  appointed  by 
governor;  salary  $3000;  powers  and  duties;  annual  report  to  gov- 
ernor. 122,  5  Jl  04 

r  La.  Creating  State  Board  of  Charities  and  Corrections:  to  con- 
sist of  6  members  appointed  by  governor  for  6  years;  governor  to 
serve  as  chairman;  to  visit  and  inspect  state  and  local  charitable 
and  correctional  institutions;  annual  report  to  governor  and  bien- 
nial report  to  Legislature.  176,  5  Jl  04 

r  Md.  Creating  Board  of  Examiners  of  Nurses:  to  consist  of  5 
members  appointed  for  3  years  by  governor  on  recommendation 
of  State  Association  of  Graduate  Nurses;  to  issue  certificates  on 
diploma  and  examination.  172,  25  Mr  04;  241,  12  Ap  04 

Md.  Commission,  which  was  appointed  by  '96  ch.51  to  direct 
State  Economic  and  Geologic  Survey,  now  vested  with  power  to 
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supervise  construction  of  state  roads;  $200,000  annual  appropria 
for  road  improvement.    Supplementing  '98  ch.454.         225,  2  A 

W2  Md.  Creating  Board  of  Barber  Examiners:  to  consist  c 
members  appointed  by  governor  for  2  years:  board  may  app 
local  subboards  of  examiners;  to  issue  certificates  on  examinal 
annual  report  to  state  comptroller.  226,  i  A 

W3        Md.    Creating  oiffice  of  state  reporter  and  codiHer:   to  be 
pointed  for  4  years  by  Court  of  Appeals;  salary  $3000  [form 
$1000];  as  codifier  to  compile  code  of  general  laws  in  1910 
every   10  years   thereafter,   and   code   of   local   laws   as   nee 
Amending  C.  art.8o.  327,  8  A 

W4  Md.  Reorganizing  State  Board  of  Education:  to  consis 
governor  and  6  [formerly  4]  appointees  confirmed  by  Senate, 
superintendent  of  public  education  [formerly  also  principa 
state  normal  school];  principals  of  state  normal  schools  an* 
normal  department  of  school  or  college  receiving  state  aid  t( 
honorary  members  without  vote.    Amending  C.  art77  §5. 

584,  12  A 

W5  Mass.  Creating  office  of  state  forester:  to  be  appointed  f< 
year  by  governor  with  consent  of  Council;  salary  $2000;  to  b 
officio  member  of  State  Board  of  Agriculture;  powers  and  du 
annual  report  to  Legislature;  annual  expenditure  limited  to  %: 

409,  3  J 

w6        Mass.    Abolishing  fire  marshal's  department  under  Departr 

of   District   Police;   transferring  powers   and   duties   to   dete< 

department;    reorganizing    latter    by    adding    thereto    chief 

inspector    [corresponding   to   former   chief   aid   of   fire   mars! 

department]  and  6  additional  fire  inspectors.     Repealing  '02  cl 

§2,  3,  '03  ch.365  §1.  433,  8  J 

W7        Miss.    Creating  State  Textbook  Commission:  to  consist  of  ! 

superintendent  of  education  and  8  appointees  of  governor  f 

the  several  congressional  districts;  term  5  years;  to  adopt  unii 

series  of  textbooks.  86,  19  liil 

w8        Miss.     Creating  permanent   Capitol   Commission:  to  consis 

governor,   secretary  of   state,   state   insurance   commissioner 

state  revenue  agent;  commission  may  employ  superintenden 

supervise  capitol  and  grounds  at  $1200  salary.  109,  10  M 

z        N.  J.    Creating  State  Board  of  Tenement  House  Supervis 

to  consist  of  5  members  appointed  by  governor  with  consen 

Senate;  term  5  years;  powers  and  duties;  annual  report  to 

ernor.  61,  25  W 

zz        N.  J.    Creating  Department  of  Labor:  to  consist  of  com 

sioner  to  be  appointed  for  3  years  by  governor  with  consen 

Senate  at  $2500  salary,  an  assistant  appointed  by  commissi 
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with  consent  of  governor,  and  ii  inspectors  (2  women)  appointed 
by  governor;  powers  and  duties;  annual  report  by  commissioner 
to  governor.  64,  24  Mr  04 

[a  N.  J.  Creating  office  of  state  auditor:  to  be  attached  to  office 
of  comptroller  of  treasury,  and  appointed  by  latter  with  consent 
of  governor;  salary  $2500;  powers  and  duties.  Supplementing 
'65  ch.2i2.  198,  29  Mr  04 

3  N.  J.  Creating  State  Board  of  Public  Accountants:  to  consist 
of  3  members  appointed  by  governor  for  3  years;  board  to  recom- 
mend examinees  to  governor  for  certificate;  annual  report  to 
governor.  230,  5  Ap  04 

4  N.  J.  Providing  for  creation  of  River  Flood  District  Commis- 
sion on  establishing  of  any  river  flood  district:  to  consist  of  5 
members  appointed  by  governor  with  consent  of  Senate;  perpetual 
succession  under  corporate  name;*  salary  $2500;  to  plan,  construct 
and  maintain  dams,  sluices,  canals  etc.  for  arresting  overflow  of 
flood  waters;  annual  report  to  secretary  of  state. 

4  (ex.  sess.),  19  Ap  04 

5  N.  Y.  Consolidating  Department  of  Public  Instruction  and 
University  of  the  State  of  New  York:  offices  of  state  superintend- 
ent of  public  instruction  and  secretary  of  the  University  abolished 
and  state  commissioner  of  education  created;  Board  of  Regents 
reorganized.  40,  8  Mr  04 

5  N.  Y.  Creating  State  Board  of  Alienists:  to  consist  of  chief 
and  2  assistant  examiners  appointed  by  State  Commission  in  Lun- 
acy; to  act  under  direction  of  commission;  salaries  $5000  and  $3000 
respectively;  to  examine  immigrants  as  to  mental  condition. 

326,  13  Ap  04 

J  N.  Y.  Creating  Board  of  Examiners  and  Appraisers  (of  canal 
property):  to  act  under  direction  of  State  Canal  Board;  to  consist 
of  3  members  slppointed  for  4  years  by  governor  with  consent  of 
Senate;  salary  $5000;  powers  and  duties.  335,  14  Ap  04 

\  N.  Y.  Creating  River  Improvement  Commission:  to  consist  of 
state  engineer  and  surveyor,  attorney  general,  superintendent  of 
public  works,  state  forest,  fish  and  game  commissioner,  and  i  civil 
engineer  appointed  by  governor  with  consent  of  Senate;  powers 
and  duties;  annual  report  to  Legislature.     I2p.  734,  14  My  04 

f  O.  Abolishing  office  of  quartermaster  general  and  transferring 
powers  and  duties  to  adjutant  general;  creating  office  of  assistant 
quartermaster  general  to  be  appointed  by  governor;  to  serve  in 
office  of  adjutant  general;  salary  $1500;  abolishing  offices  of  judge 
advocate  general,  surgeon  general  and  chief  of  engineers.  Amend- 
ing R.  S.  §98,  99,  102  and  repealing  §100,  loi.  p. 5,  11  Ja  04 

c        O.     Members  of  Board  of  Public   Works  to  serve  as   superin- 
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tendents  of  the  several  state  canals;  to  maintain  canals  and  pub- 
lic works;  power  of  appointment.    Amending  R.  S.  §218  subdiv.4* 

p.  103,  19  Ap  04. 

y2  O.  Establishing  Division  of  Nursery  and  Orchard  Inspectioi» 
under  Ohio  Department  of  Agriculture:  creating  office  of  state 
entomologist  to  be  appointed  by  board  to  serve  as  chief  inspector; 
powers  and  duties;  board  to  report  annually  to  governor;  [repeal- 
ing '02  p.491,  which  provided  for  appointment  of  nursery  inspector 
by  State  Board  of  Agriculture].  P*i72>  22  Ap  04. 

yS  O.  Supplementing  '88  p.  127  providing  for  appointment  of  Cana> 
Survey  Commission:  governor  with  consent  of  Senate  to  appoint 
for  2  years  2  [formerly  3]  commissioners  at  %iyx>  [formerly 
$1200]  salary;  to  complete  work  begun  by  original  commission. 

p.184,  22  Ap  04. 

y4  O.  Establishing  State  Highway  Department:  creating  office  of 
state  highway  commissioner  to  be  appointed  for  4  years  by  gov- 
ernor with  consent  of  Senate;  salary  $2500;  commissioner  may 
appoint  assistant  at  $1500  on  approval  of  governor;  powers  an<f 
duties;  annual  report  to  governor,    p.511,  27  Ap  04;  p.523,  18  Ap  04. 

yS  O.  Creating  Board  of  Deposit:  to  consist  of  treasurer  of  state,, 
auditor  of  state  and  attorney  general;  to  designate  banks  and  trust 
companies  for  state  depositories.  p.535i  3  My  04. 

y6  O.  Creating  State  Board  of  Equalization  for  Electric  Rail- 
roads: to  consist  of  auditor  of  state,  treasurer  of  state,  attorney 
general  and  commissioner  of  railroads  and  telegraphs;  to-  equalize 
valuations  of  county  boards  of  appraisers  and  assessors. 

p.572,  6  My  04 

y7  R.  I.  State  nursery  inspector  to  be  appointed  by  State  Board 
of  Agriculture  for  i  year;  compensation  to  be  fixed  by  board; 
powers  and  duties.  ii59,  13  Ap  04 

yS  R.  I.  Creating  Firemen's  Relief  Board  of  Rhode  Island:  to 
consist  of  I  member  appointed  by  Rhode  Island  State  League  of 
Firemen  and  2  persons  by  governor  with  consent  of  Senate;  tema 
I  year;  powers  and  duties;  $2500  annual  appropriation  to  league. 

1 161,  13  Ap  04 

z        S.   C.    Creating   state   commissioner   of   agriculture,   commerce 

and  immigration :  to  be  appointed  for  4  years  by  governor  with 

consent  of  Senate;  salary  $1900;  powers  and  duties;  annual  rcporf 

to  governor.  259,  23  F  04 

zi  Va.  Repealing  '00  ch.202  as  to  provision  requiring  reg^ister  of 
land  office  to  serve  as  superintendent  of  weights  and  measures. 

454,  14  D  03 

Z2         Va.     Creating  office  of  secretary  of  Virginia  military  records:  to 

be  appointed  for  i  year  by  governor  on  recommendation  of  com- 
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mander  of  Grand  Camp  of  Confederate  Veterans;  salary  $1200;  to 
collect  muster  rolls  and  military  records  of  confederate  officers 
and  enlisted  men  and  transfer  to  United  States  War  Department. 

70,  7  Mr  04 
S3        W.  Va.    Creating  office  of  state  tax  commissioner:  to  be  ap- 
pointed for  6  years  by  governor  with  consent  of  Senate;  salary 
$4000;  biennial  report  to  governor.  4,  15  Ag  04 

58  Temporary  boards  and  officers 

The  entries  under  this  head  are  also  duplicated  under  the  special  subjects  to 
which  they  pertain.  They  are  grouped  here  primarily  for  the  use  of  the  docu- 
ment librarian  and  the  student  of  state  administration.  Ste  also  59,  Special 
investigations. 

a  Ala.  Designating  Capitol  Building  Commission  of  6  members- 
to  supervise  enlargement  of  capitol;  report  to  Legislature  of  1907. 
$150,000.  p.57,  17  F  Q> 

b  Ala.  Legislature  to  elect  commissioner  to  codify  statutes;  com- 
pletion of  code  before  Legislature  of  1907;  $10,000.      p.298,  30  S  03 

c  Ga.  Joint  legislative  committee  to  be  appointed  to  purchase 
portrait  of  Gen.  J.  B.  Gordon  to  be  placed  in  capitol;  $500. 

p.732,  13  Ag  04 

d  Ga.  Commission  consisting  of  state  commissioner  of  agricul- 
ture, state  geologist  ^nd  3  appointees  of  governor  to  be  appointed 
to  represent  state  at  Jamestown  Exposition  in  1907.  p.761,  13  Ag04 

e  la.  Commission  of  5  veterans  to  be  appointed  by  governor  to 
erect  monument  commemorative  of  prisoners  at  Andersonville; 
annual  report  to  governor;  $10,000.  166,  9  Ap  04 

f  Ky.  Louisiana  Purchase  Exhibition  Commission  consisting  of 
15  members  to  be  appointed  by  governor;  to  erect  building  and 
prepare  exhibit;  proviso;  final  report  to  governor;  $75,000. 

I,  27  Ja  04 

f^  Ky.  Commissioners  of  Sinking  Fund  of  Kentucky  constituted 
Board  of  Capitol  Commissioners:  to  erect  and  complete  capitol 
buildings  at  Frankfort;  reports  to  governor  and  Legislature; 
$1,000,000.  2,  6  F  04 

h  Ky.  Commission  consisting  of  governor,  lieutenant  governor, 
auditor  and  treasurer,  to  erect  statue  at  Frankfort  to  martyred 
Gov.  William  Goebel;  $20,000.  118,  25  Mr  04 

i  La.  Extending  term  of  New  Orleans  Courthouse  Commission 
created  in  1902.     Supplementing  '02  ch.79.  96,  30  Je  04 

j  Md.  Attorney  general  with  4  appointees  of  governor  to  form 
Advisory  Commission  on  Emergency  Legislation  made  necessary 
by  Baltimore  fire.  2,  11  F  04 

k  Md.  Governor,  comptroller  of  treasury  and  treasurer  may  sell, 
convey  or  lease  to  Baltimore  city  authorities  property  of  state 
lying  within  burnt  district.  581,  12  Ap  04 
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m        Md.    Governor  to  appoint  commission  of  13  members  to  confer 

with   similar,  commission   from   Virginia   relating   to   Jamestown 

Exposition  in  1907;  report  to  Legislature  of  1906.  p.  1272,  '04 

n        Md.    Designating  committee  of  4  members  to  prepare  plan  for 

rebuilding  Fort  Frederick;  report  to  Legislature  of  1906;  $50. 

p.  1273,  '04 

q  Mass.  Commission,  consisting  of  state  auditor,  secretary  of 
commonwealth  and  adjutant  general,  to  pass  on  applications  for 
bounties  to  be  awarded  to  Civil  War  veterans;  powers  and  duties; 
provision  for  state  loan  of  $350,000.    Amending  '03  ch.471. 

458,  9  Je  04 

p  Mass.  Governor  with  consent  of  Council  may  appoint  commit- 
tee of  3  members  to  consider  erection  of  memorials  to  John 
Adams,  John  Quincy  Adams  and  John  Hancock;  report  to  Legis- 
lature of  1905.  r.109,  8  Je  04 

r  Miss.  Entomologist  of  Mississippi  Agricultural  Station  to  regu- 
late inspection,  sale  and  shipment  of  nursery  stock,  and  cotton 
products  liable  to  be  infested  with  boll  weevil;  report  to  Legisla- 
ture of  1906;  $10,000.  45,  18  Mr  04 

s  Miss.  Creating  commission  of  3  members:  to  be  appointed  by 
governor  from  the  several  Supreme  Court  districts;  to  codify  laws; 
compensation  $2000  each;  ratification  of  code  by  special  session  of 
Legislature  in  1906.  100,  19  Mr  04 

t  Miss.  Governor,  attorney  general,  i  appointee  of  governor,  and 
2  others  appointed  by  governor  on  nomination  of  Legislature  to 
constitute  commission  to  provide  for  state  institution  for  deaf  and 
dumb;  cost  limited  to  $75,000;  report  to  Legislature  of  1906. 

108,  14  Mr  04 

u  N.  J.  Governor  to  appoint  3  commissioners  to  erect  monu- 
ment to  9th  Regiment  of  New  Jersey  Volunteer  Infantry  buried 
in  National  Cemetery  at  Newbern  N.  C;  $5000.  56,  22  Mr  04 

V  N.  J.  Governor  to  appoint  3  commissioners  to  erect  tablets  or 
monuments  on  Revolutionary  battlegrounds  at  Elizabethtown, 
Connecticut  Farms,  and  Springfield;  $5000.  93,  28  Mr  04 

w  N.  J.  Supervisor,  keeper  and  board  of  inspectors  of  State  Prison 
to  constitute  building  cQmmission  to  enlarge  State  Prison;  expend- 
iture limited  to  $335»ooo.  98,  28  Mr  04 

X  N.  J.  Governor  to  appoint  3  commissioners  to  compile  general 
statutes;  compensation;  work  to  be  entitled  Revised  Statutes  of 
New  Jersey.  227.  30  Mr  04 

zi  N.  J.  Governor,  president  of  Senate,  and  speaker  of  House  of 
Assembly  to  constitute  commission  to  decide  on  purchase  of  por- 
traits of  New  Jersey  signers  of  Declaration  of  Independence; 
$1250.  p.505,  24  Mr  04 
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Z2  N.  J.  President  of  Senate,  speaker  of  House  of  Assembly  and 
adjutant  genera]  to  constitute  committee  to  purchase  portraits  of 
governor  and  ex-governors;  $2000.  P-5o6,  28  Mr  04 

Z3  N.  Y.  Designating  Board  of  Statutory  Consolidation  of  5  mem- 
bers: to  appoint  persons  to  consolidate  laws,  and  direct  work; 
annual  report  to  Legislature  and  final  report  in  1907;  $32,500. 

664,  9  My  04 

JL4  N.  Y.  Designating  commission  of  5  members  to  select  site  for 
New  York  State  Training  School  for  Boys,  within  50  miles  of 
New  York  city,  on  abandonment  of  House  of  Refuge  for  Juvenile 
Delinquents  on  Randall's  island;  report  to  Legislature  of  1905. 

718,  II  My  04 

Z5  O.  Governor  to  appoint  commission  of  3  members  to  erect 
monument  to  Gen.  P.  H.  Sheridan  at  Somerset;  commission  to  act 
under  supervision  of  governor;  $10,000.  PS  10,  27  Ap  04 

z6  O.  Governor,  adjutant  general  and  president  of  Board  of 
Library  Commissioners  to  supervise  erection  and  furnishing  of 
additional  rooms  for  State  Library;  $5000. 

P.515,  27  Ap  04;  p.641,  24  Mr  04 

X7        O.    Commission  consisting  of  governor,  auditor  of  state,  attor- 
ney general,  secretary  of  State  Board  of  Health  and  one  appointee   . 
of   governor   to  purchase   lands   and   erect   state   sanatorium    for 
tuberculosis;  $35,000.  p.559,  4  My  04 

z8  O.  Commission  consisting  of  governor,  auditor  of  state  and 
secretary  of  state  to  erect  monument  to  William  H.  Gibson; 
$10,000  appropriation  on  subscription  of  $8000  by  citizens. 

p.645,  31  Mr  04 

y        O.     Committee  of  5  to  be  appointed  by  governor  to  consider 

location  for  State  Hospital  for   Insane;  report  to  Legislature  of 

1906.  p.651,  25  Ap  04 

yx  O.  Commission  of  3  members  to  be  appointed  by  governor  to 
erect  soldiers  monument  at  Fort  Meigs;  $25,000.      p.651,  25  Ap  04 

ya  Or.  Creating  Board  of  Commissioners  of  Canals  and  Locks: 
to  consist  of  governor,  secretary  of  state  and  state  treasurer;  to 
acquire  right  of  way  for  canal  and  improvement  of  Columbia  river 
between  The  Dalles  and  Celilo;  expenditure  limited  to  $100,000; 
final  report  to  be  filed  with  secretary  of  state.  p.  11,  24  D  03 

y3  R.  I.  Designating  committee  of  3  members  to  erect  monument 
to  Maj.  Gen.  Frank  Wheaton  of  Civil  War;  $1300.      r.26,  30  Mr  04 

y4  S.  C.  Designating  commission  of  3  members  to  direct  repairing 
of  monument  on  battlefield  at  Chickamauga;  $2500.        368,  22  F  04 

yS  S.  C.  Joint  legislative  commission  of  5  members  to  be  appointed 
to  direct  completion  of  state  house;  $50,000.  374,  25  F  04 

y6  Va.  Joint  committee,  consisting  of  governor,  3  senators  and  3 
delegates  to  supervise  enlargement  and  restoration  of  state  cap- 
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itol;  [replacing  joint  committee  appointed  by  '02  ch^^a  P4^1: 
$150,000  additional  appropriation.  62,  7  Mr  04 

y^  Va.  Commission  consisting  of  governor,  treasurer  and  register 
of  land  office  to  remove  statue  of  Washington  from  capitol  to 
place  of  safety,  during  repair  of  capitol;  $1000.  224,  15  Mr  04 

y8  W.  Va.  Board  of  Public  Works  constituted  Board  of  Review 
and  Equalization:  to  equalize  reassessment  of  real  estate  to  be 
made  in  1905.  15,  12  Ag  04 

59  Special  investigations 

The  entries  under  this  head  are  abo  duplicated  under  the  q>ccial  subjects  tc 
which  they  pertain.  They  are  grouped  here  primarily  for  the  use  of  the  depart 
ment  librarian  and  the  student  of  state  administration. 

a  Ga.  Extending  term  of  Commission  on  Registration  of  Land 
Titles,  appointed  in  1903;  report  to  Legislature  of  1905.  Supple- 
menting 03  p.689.  p.758,  3  Ag  (H 

b  Ga.  Commission  to  be  appointed  consisting  of  2  senators, 
3  representatives,  and  3  members  of  State  Bankers  Association 
appointed  by  governor:  to  consider  revision  of  banking  laws; 
report.  p.7S9,  26  Jl  04 

c  Ga.  Governor  to  appoint  commission  consisting  of  i  physician 
from  each  congressional  district,  and  10  from  state  at  large:  to 
investigate  prevalence  of  tuberculosis  and  means  of  prevention; 
report  to  Legislature  of  1905.  p.76o,  12  Ag  04 

d  la.  Board  of  Control  of  State  Institutions  to  investigate  extent 
of  tuberculosis  and  means  of  prevention;  $1000.  162,  12  Ap  04 

e  la.  Joint  lecislative  committee  of  3  members  to  investigate 
\vt>rk:r.j;  oi  indeterminate  sentence  and  Elmira  Reformatory  sys- 
teni>:  rcpcri  to  Legislature  oi  1006:  $500.  p.2ii,  12  Ap  04 

f  la.  J'Mnt  legislative  committee  of  6  members  to  consider  advis- 
ability of  c-'ianging  present  system  of  management  of  state  educa- 
ti.-T'.a!  :n-:if.':'on>:  report  t--*  Legis'atr.re  oi  1906;  $I20O. 

p.2II,    12  Ap  04 

g  La.  C  :v.:r.i<sion  consist  r.g  .^f  5  members  to  be  appointed  by 
g'vom.  r  to  i:.vest:gate  Torrtn<  system  of  land  registration:  report 
to  g--verr.    r  by  Ti:ly  i«x?5.  88,  4  Jl  04 

h  La.  J::n:  Icviisl.itive  committee  f  5  members  to  be  appointed 
t-  v.vt-*:j:.:v  -y-tttr^  "t  state  pr  :.t:t:c:  report  to  Legislature  of 
i^'^'  198.  7  Jl  04 

i  Md.  Cr^L.itir.i:  F-.b'.o  Rec  rj.s  C-  :v.nvs-i~t::  t.^  consist  of  3  mem- 
bers app-ir.t.  J  fr  J  years  by  c^vertv^v  with  c.-r.sent  of  Senate; 
to  ir.vc-ticate  c:r.diti-r:  ar.o.  c  ^mplctot'.ess  of  p/.blic  records:  $1000 
r.r.!v.:a!  appr  rpriati-r.:  report  to  Legislature  z'^i,  7  Ap  04 

j         Md.     Fxter.i-r.g  term   0:   c^m.m-ssior.   a^p-it-.tcvl   ir.    :002,  to   in- 

V-. i:  .:a:-.  cerebro-spir.a;  merir.k:i:is  in  hrrses.  t?  T.-i:v.:ary  1006  [for- 

"mer  y  :o<jV     Sv.pplem?r»tme  02  ch  181.  jo?.  7  Ap  04 
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Md.  Commission  consisting  of  State  Lunacy  Commission 
and  governor  to  recommend  changes  in  legislation  relative  to 
treatment  of  insane,  and  submit  plans  for  additional  state  hospitals, 
made  necessary  by  law  requiring  all  dependent  insane  persons 
to  be  cared  for  by  state  and  to  be  removed  from  county  and 
city  almshouses.    Amending  C.  art.59  §2.  421,  8  Ap  04 

Md.  Governor  to  appoint  Tuberculosis  Commission:  to  consist 
of  5  members;  term  2  years;  to  investigate  causes  of  disease  and 
to  present  detailed  plan  for  establishment  of  sanatorium;  report  to 
Legislature  by  January  1906;  $2000.  476,  12  Ap  04 

Mass.  State  Board  of  Health  to  consider  advisability  of  legisla- 
tion to  regulate  undertaking  and  embalming;  report  to  Legislature 
by  May  1904.  r.27,  23  Mr  04 

Mass.  State  Board  of  Education  to  investigate  feasibility  of 
increasing  age  of  compulsory  school  attendance  to  15  years. 

r.8o»  20  My  04 

Mass.  Governor  with  consent  of  Council  to  appoint  3  commis- 
sioners to  prepare  register  of  adult  blind  from  20  to  60  years;  to 
consider  feasibility  of  establishing  industrial  schools;  report  to 
Legislature  of  1905;  $5000.  r.87,  23  My  04 

Mass.  Governor  with  consent  of  Council  may  appoint  commit- 
tee  of  3  members  to  investigate  local  sewerage  systems  within 
metropolitan  sewerage  district  and  consider  advisability  of  their 
purchase  and  maintenance  by  metropolitan  water  and  sewerage 
boards;  report  to  Legislature  of  1905.  r.98,  3  Je  04 

Mass.  State  Board  of  Health  to  investigate  factories  as  to  con- 
ditions affecting  health  or  safety  of  employees;  report  to  Legisla- 
ture of  1905;  $1000.  r.99,  3  Je  04 

Mass.  Governor  with  consent  of  Council  to  appoint  3  persons 
as  Commission  on  Building  Laws;  to  consider  expediency  of  re- 
vision; report  to  Legislature  of  1905.  424,  4  Je  04 

N.  J.  Governor  to  appoint  3  commissioners  to  investigate  ad- 
visability of  establishing  free  bridges  across  Delaware  river;  report 
to  Legislature  of  1905.  p. 507,  28  Mr  04 

N.  J.  Extending  time  of  commission  appointed  to  report  on 
advisability  of  state  reformatory  for  women.  Supplementing  '03 
p.523-  PS  10,  28  Mr  04 

R.  I.  Designating  commission  of  7  members  to  determine 
changes  necessary  for  carrying  into  effect  art.12  of  amendments 
to  Constitution,  adopted  in  November  1903,  relating  to  jurisdic- 
tion of  Supreme  Court;  report  to  secretary  of  state  by  October 
1904-  r.2.  13  Ap  04 

Va.  Special  joint  commission  of  10  members  to  be  appointed 
by  speaker  of  House  and  president  of  Senate  to  consider  advisa- 
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bility  of  establishing  additional  state  female  normal  school;  report 
to  Le<yislature.  583.  ii  U^ 

^  State  institutions 

The  entries  under  this  head  are  abo  duplicated  under  the  apecial  subjects  to 
which  they  pertain.  They  are  groiq>ed  here  primarily  for  the  nae  of  the  docu- 
ment librarian  and  the  student  of  state  administration.  St€  alto  335,  Correctioos; 
2140,  Charities;  2220,  Education. 

6z  Establishment.    Reorganization.    Change  of  name 

a  Ala.  Designating  testing  laboratory  of  University  of  Alabama 
as  State  Testing  Laboratory  for  cements  and  other  materials  of 
construction.  P-248,  23  S  03;  p.389>  6  O  03 

b  Ala.  Establishing  Home  for  Confederate  Veterans  at  Mountain 
Creek,  on  conveyance  of  site;  board  of  control  to  consist  of  gov- 
ernor and  I  veteran  from  each  congressional  district  and  3  from 
state  at  large  appointed  by  governor;  $25,000.  P-26o,  6  O  03 

c  la.  Establishing  State  Hospital  for  Inebriates  in  former  Indus- 
trial Home  for  Adult  Blind  at  Knoxville:  to  be  used  for  detention 
and  treatment  of  dipsomaniacs,  inebriates  and  those  addicted  to 
drugs;  management?  by  Board  of  Control  of  State  Institutions; 
$125,000.  8o»  6  Ap  04 

d  la.  Establishing  State  Bacteriological  Laboratory  connected 
with  medical  department  of  State  University  at  Iowa  City:  pro- 
fessor of  bacteriology  to  serve  as  director  of  laboratory;  addi- 
tional salary  limited  to  $1200;  to  make  scientific  analyses  and  inves- 
tigation under  direction  of  State  Board  of  Health;  $6000  biennial 
appropriation.  loi,  12  Ap  04 

c  Ky.  Changing  name  of  Kentucky  Institution  for  Education  of 
Deaf  Mutes  at  Danville  to  Kentucky  School  for  Deaf.    42,  19  Mr  04 

f  La.  Changing  name  of  Insane  Asylum  for  Colored  Persons  of 
State  of  Louisiana  to  Louisiana  Hospital  for  Insane  at  Alexandria; 
white  and  colored  patients  to  be  received.  Amending  '02  ch.92  §i» 
2,  8,  9.  IS.  16.  143,  6  Jl  04 

g  La.  Establishing  state  reform  school  for  reception  of  male 
convicts  under  t8,  not  guilty  of  capital  offenses;  organization  and 
management;  annual  report  to  governor.  173,  5  Jl  04 

h  Mass.  Establishing  Massachusetts  School  and  Home  for  Crip- 
pled and  Deformed  Children:  managing  board  of  5  trustees  to  be 
appointed  by  governor  with  consent  of  Council;  supervision  by 
State  Board  of  Charity;  annual  report  of  tru«^tecs  to  governor; 
provision  for  $300,000  loan.  446,  8  Je  04 

i  Miss.  Establishing  State  Institution  of  Deaf  and  Dumb  near 
Jackson:  appointment  of  commission  to  select  site,  erect  and  fur- 
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nish  buildings  and  sell  property  now  occupied  by  institution;  report 
to  Legislature  of  1906.  108,  14  Mr  04 

N.  Y.  Changing  name  of  House  of  Refuge  for  Women  at  Hud- 
son to  New  York  State  Training  School  for  Girls;  managing  board 
to  consist  of  6  members  appointed  by  governor  with  consent  of 
Senate;  commitment  of  girls  under  17.  Adding  §i3i-39c  to  state 
charities  law  '96  ch.546  art.8.  453>  28  Ap  04 

N.  Y,    Establishing  State  Armory  at  Rochester  on  approval  by 
State  Armory  Commission;  $300,000  on  donation  of  site. 

642,  9  My  04 
N.  Y.    Establishing  State  Armory  at  Flushing  on  approval  of 
State  Armory  Commission;  $70,000.  647,  9  My  04 

n  N.  Y.  Establishing  New  York  State  College  of  Agriculture  at 
Cornell  University;  $250,000  on  conveyance  of  lands  by  latter. 

65s,  9  My  04 

p  N.  Y.  Establishing  State  Armory  at  Binghamton  on  approval 
of  State  Armory  Commission;  $120,000  additional  to  proceeds  of 
sale  of  old  site  and  building.  667,  9  My  04 

q  N.  Y.  Establishing  State  Reception  Hospital  for  Insane  in  bor- 
ough of  Manhattan;  supervision  by  State  Lunacy  Commission; 
$300,000.  760,  14  My  04 

r  N.  D.  Submitting  amendment  to  Const.  1889  §215  subdiv.8: 
Institution  for  Feeble-minded  to  be  Removed  from  Jamestown  to 
Grafton.    Adopted  November  1904.  p. 294,  5  Mr  03 

s  N.  D.  Submitting  amendment  to  Const.  1889  §215  subdiv.5: 
changing  name  of  Deaf  and  Dumb  Asylum  to  School  for  Deaf  and 
Dumb  of  North  Dakota.    Adopted  November  JQ04.      p.295,  2  Mr  03 

t  O.  Establishing  Home  of  Ohio  Soldiers,  Sailors,  Marines,  their 
Wives,  Mothers  and  Widows,  and  Army  Nurses,  at  Madison,  on 
cession  of  site  by  National  Women's  Relief  Corps;  managing 
board  of  5  members  to  be  appointed  by  governor  with  consent  of 
Senate;  annual  report  to  governor;  appropriation.        p.69,  6  Ap  04 

^  Supervision  and  administration 

Set  also  790,  863,  Finance 

a  la.  Amending  C.  %2727-SL  23  relative  to  employment  of  architects 
by  Board  of  Control  of  State  Institutions.  109,  6  Ap  04 

b  la.  $250  annual  appropriation  for  quarterly  conferences  of  ex- 
ecutive officers  of  institutions  under  Board  of  Control  of  State 
Institutions.  no,  17  Mr  04 

c  la.  Special  policemen  may  be  appointed  for  any  institution 
under  control  of  Board  of  Control  of  State  Institutions;  regula- 
tions. Ill,  13  Ap  04 

d  la.  Providing  for  disposition  of  unclaimed  money  left  by  de- 
ceased inmates  of  state  institutions.  112,  13  Ap  04 
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e  Mass.  Inmates  of  public  penal,  charitable  or  reformatory  m- 
stitutions  to  be  required  only  to  attend  religious  service  of  own 
belief;  proviso.    Amending  R.  L.  ch.225  §72.  363,  23  My  04 

f  O.  Extending  provisions  of  R.S.  §6826-27a  to  all  state  bemw- 
lent,  penal  or  reformatory  institutions:  prohilyiting  abduction  or 
enticement  of  inmates  to  escape,  trespassing  on  grounds  of  insti- 
tutions, or  purchasing  clothing  from  inmates;  arrest  and  return  of 
fugitives.  p.306,  23  Ap  04 

63  State  boards  of  control 

a  La.  Creating  State  Board  of  Charities  and  Corrections:  to  visit 
and  inspect  state  and  local  charitable,  and  correctional  institu- 
tions; annual  report  to  governor  and  biennial  report  to  Legisla- 
ture. 176,  5  Jl  0* 

b  Md.  Amending  C.  art.88a  relating  to  Board  of  State  Aid  and 
Charities:  board  to  consist  of  T  [formerly  5]  members,  2  nanrisi^ 
dents  of  Baltimore  city;  salary  of  secretary  $1800  [formerly  $1200]; 
duties  of  secretary;  investigation  of  state-aided  institutions,  and 
recommendation  as  to  appropriations.  549>  8  Ap  04 

^  Public  documents.    Printing 

67  General 

a  la.  State  documents  to  be  placed  in  custody  of  secretary  of 
state;  classification  and  arrangement;  distribution.  Amending 
C.  §126.  5,  12  Mr  04;  6,  9  Ap  04 

b  La.  Joint  legislative  committee  of  5  members  tg  be  appointed 
to  investigate  systems  of  state  printing;  report  to  Legislature  of 
1906.  198,  7  Jl  04 

c  Md.  Revising  C.  art78  relating  to  public  printing;  Board  of 
Public  Works  [formerly  clerk  of  Court  of  Appeals]  to  award  con- 
tracts; biennial  report  to  Legislature.  319,  12.  Ap  04 

d  O.  Amending  R.  S.  §133-34  relative  to  purchase  of  paper  for 
public  printing.  P*5^>  6  My  04 

e  Va.  Revising  C.  ch.19  and  later  supplements  relating  to  public 
printing.  532  (ex.sess.),  31  D  03 

f        Va.     Amending  C.  %2y2>  relating  to  contracts  for  public  printing. 

214,  15  Mr  04 

68  State  printing  boards  and  officers 
a        Mass.     Statistics  incorporated  in  reports  of  boards,  commissions 

and  heads  of  departments  to  be  approved  by  State  Board  of  Pub- 
lication. 388,  31  My  04 

b  O.  Salary  of  supervisor  of  public  printing  $1800  [formerly  $800]. 
Amending  R.  S.  §1284.  p.3,  6  Ja  04 

c  O.  Salary  of  supervisor  of  public  printing  $2000  [formerly 
$1800].     Amending  R.  S.  §1284.  p.556,  3  My  04 
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d  Or.  Submitting  amendment  to  Const.  1857  art.  12  §1:  Legisla- 
ture to  provide  for  election  of  state  printer  [formerly  elected  by 
people].    Adopted  June  1904.  p.i68,  24  F  03 

70  Distribution 

Seg  also  3354,  State  libraries 

a  Ala.  Secretary  of  state  to  furnish  probate  judge  of  county  addi- 
tional copies  of  state  reports  and  documents  for  each  place  where 
court  of  record  is  held.  P-4i6»  9  O  03 

b  la.  Secretary  of  state  to  distribute  code,  and  state  documents 
in  foreign  countries  and  effect  exchanges;  college  library  ex- 
changes. 142,  4  Ap  04 

7a  Manuals.    Blue  books 

a  la.  Secretary  of  state  to  publish  15,000  additional  copies  of 
Iowa  Official  Register  of  1904.  p.216,  13  Ja  04;  p.217,  28  Ja  04 

b  Ky.  State  librarian  to  purchase  and  distribute  legislative  manu- 
als; library  exchanges.  P-326,  21  Mr  04 

c  N.  J.  Amending  '91  ch.i8  §2  relating  to  legislative  manual:  dis- 
tribution to  public  schools.  109,  28  Mr  04 

"  Legislature 

See  also  2455,  Council  (municipal) 

a  CaL  Submitting  amendment  to  Const.  1879  art.4  §2,  23:  session 
of  Legrislature  to  begin  Monday  after  first  day  of  February  [for- 
merly January];  pay  limited  to  80  [formerly  60]  days;  bills  to  be 
introduced  during  first  60  [formerly  50]  days  of  session  except 
on  two  thirds  vote.    Rejected  November  1904.  P-736,  13  Mr  03 

b  Va.  Regular  session  of  Legislature  to  meet  second  Wednesday 
in  January  1904  [formerly  first  Wednesday  in  December  1889]  and 
every  second  year  thereafter;  duties  and  privileges  of  members 
during  session.    Amending  C.  §I94»  197-99-       4S8  (ex.  sess.),  17  D  03 

79  Ejection.    Number.    Apportionment.    Vacancies 

a  la.  Submitting  amendment  to  Const.  1857  art.3  §34-36:  Senate 
to  consist  of  so  [formerly  limited  to  50]  members;  Assembly  lim- 
ited to  108  [formerly  100]  representatives;  reapportionment  of 
representation.    Adopted  November  1904.  p.208,  9  Ap  04 

b  Va.  Amending  C.  §60,  61,  *02  ch.674  relating  to  apportionment 
of  representation:  term  of  senators;  vacancies  in  Legislature. 

323  (ex.  sess.),  25  N  03 

80  Apportionment:  general  laws 

1  Ga.  Submitting  amendment  to  Const.  1877  art.3  §3:  number  of 
representatives  limited  to  183  [formerly  175];  reapportionment. 
Adopted  October  1904.  p.48,  27  Jl  04 
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b  Ind.  Apportioning  senators  and  representatives.  206,  9  Mr  o^ 
Unconstitutional.  Unequal  and  not  according  to  popalatioi. 
Brooks  V.  State,  70  N.  K  980  (1904)  • 

c        la.    Reapportioning  state  into  representative  districts. 

184.  13  Ap  04 

d  Miss.  Amending  Const.  1890  §256:  Legislature  may  at  first  ses- 
sion after  federal  census  of  1900  [formerly  state  census  of  189SI 
reapportion  senators  and  representatives,  and  «very  10  years  ther^ 
after.    Adopted  November  1900;  ratified  by  Legislature  of  1904, 

202,  8  Mr  00 

e  R.  I.  Referring  to  Legislature  of  1905  amendment  to  Const 
1842  art. 5  §1 :  House  of  Representatives  to  consist  of  Joo  [fonnerly 
limited  to  72]  members;  Legislature  to  [formerly  may]  reapportioa 
representation  after  every  United  States  [formerly  or  state]  censas, 
and  divide  each  city  and  town  into  representative  districts;  no  towq  or 
city  to  have  more  than  one  fourth  [formerly  one  sixth]  of  whole 
number  of  members.  r.i,  13  Ap  04 

84    United  States  senators 

a  la.  Requesting  Congress  to  call  constitutional  convention  to 
consider  election  of  senators  by  direct  vote.  P-209,  24  Mr  04 

88  Special  laws 

Sec  also  ::434.  Municipalilles 

a  Fla.  Submitting  amendment  to  Const.  1885  art.3  §20:  Legisla- 
ture may  not  pass  special  or  local  laws;  exceptions.  Rejected  Nc- 
v ember  1904.  p.643,  '03 

b  111.  Amending  Const.  1870  art.4  by  adding  §34:  Legislature 
may  pass  special  laws  for  reorganization  of  Chicago  government, 
subject  to  approval  by  vote  of  people.    Adopted  November  1904. 

p.358,  22  Ap  03 

c  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const 
1895.  by  adding  article  of  amendment:  Legislature  may  pass  local 
and  special  laws  relative  to  construction  and  working  of  roads  and 
highways,  also  relative  to  drainage.  384,  18  F  04 

d  Tenn.  Submitting  amendment  to  Const.  1870  art.ii  §13:  Legis- 
lature may  enact  local  road,  fence  and  stock  laws.  Rejected  No- 
zembrr  lOOJ.  532,  2  Ap  03 

90  Members  of  Legislature 

a  O.  Salary  of  legislators  $u\x>  [formerly  $600].  Amending  R.  S. 
§40.  p.316,  25  Ap  04 

b  S.  C.  Mileage  oi  assembh-man  s  [formerly  lo]  cents.  Amend- 
ing C.  C.  §14.  220,  20  F  04 
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95  Internal  organization 

97    Committees 

a  liasa.  Committee  of  ways  and  means  of  House  of  Representa- 
tives may  regularly  employ  first  clerk  in  auditor's  department  as 
clerk.  440,  8  Je  04 

b  O.  Amending  R.  S.  §871  as  to  time  of  redemption  of  county 
bonds  issued  for  rebuilding  certain  county  buildings. 

p.117,  20  Ap  04 

c        R/  I.    Joint  committee  on  engrossed  acts  may  employ  clerk  at 

$600  [formerly  $400]  salary.    Amending  '03  p.i86.       1152,  30  Mr  04 

200  Officers  and  emplojrees 

a  Ala.  Providing  for  employees  of  Legislature:  prescribing 
method  of  appointment  or  election,  compensation  and  tenure. 

p.27,  26  Ja  03 

b  Ala.  Officers  or  clerks  of  Senate  or  House  may  employ  assist- 
ants with  authority  of  presiding  officer.  p.30,  26  Ja  03 

c  R.  I.  Certain  committees  of  Senate  and  House  may  employ 
clerks  at  $500  a  year.    Amending  '02  ch.1003.  11 39,  19  F  04 

103  Records 

a        Ala.    Amending  C.  §2240  as  to  filing  legislative  journals. 

p.241,  18  S  03 
105  Legislative  procedure 

Z06  Bills 

a  Mich.  Submitting  amendment  to  Const.  1850  art.4  by  repealing 
§28,  which  limited  introduction  of  new  bills  to  first  50  days  of 
session.    Adopted  November  1904.  P-427,  '03 

>i3  Sessions 

a  la.  Submitting  amendment  to  Const.  1857  art.12  by  adding  §16: 
Legislature  to  meet  in  January  190/  and  biennially  thereafter; 
[Legislature  now  meets  in  even  years].    Adopted  November  1904. 

p.207,  7  Mr  04 

b  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1895  art.3  §9:  sessions  of  Legislature  after  1900  to  be  held  bienni- 
ally  [formerly  annually].  383,  11  F  04 

"*  Direct  legislation 

a  Mass.  Referring  to  Legislature  of  1904  amendment  to  Const. 
1780  by  addinf^  article:  any  constitutional  amendment  proposed 
by  50,000  voters  (but  25,000  from  any  i  county)  approved  by 
15  senators  and  majority  of  representatives,  shall  be  submitted 
to  people  at  next  general  election:  on  approval  by  majority  of 
voters    to    be    submitted   to   people    at    succeeding    state    election, 
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and  if  approved  by  two  thirds  vote  to  become  part  of  Con 
stitution;  rejected  amendment  may  not  be  proposed  agilin  foi 
3  years.    Not  repassed  in  1904,  P*583»  5  J«  o; 

b  Mo.  Amending  Const.  1875  ^^^A  %i'  legislative  power  inheren 
in  electors  of  municipal  divisions,  subject  to  general  laws;  refer 
endum  may  be  demanded  by  10%  of  voters  of  each  congressiona 
district  within  90  days  after  adjournment  of  Legislature;  onl: 
appropriation  acts,  laws  for  immediate  preservation  of  public  peace 
health  and  safety  laws  passed  by  two  thirds  vote  may  become 
operative  within  90  days  after  adjournment;  initiative  of  laws  01 
petition  of  15%  of  voters  of  state,  and  of  constitutional  amend 
ments  on  petition  of  20%  of  voters  of  each  congressional  district 
Rejected  November  IQ04.  p.280,  'o 

"•     Citizenship.    Civil  and  political  rights 

S'ee  alto  ia8,  Saffrmge 

zaa  Civil  rights 

Sg0  alto  1 338,  Race  dtttinction 

a  Or.  Referring  to  Legislature  of  1903  amendment  to  Const.  185 
art. I  §35,  which  prohibited  negroes  from  residing  in  state.  Re 
passed  in  1903  hut  no  provision  for  submission.  P-479t  12^  F  o 

"*  Elections.    Political  parties 

See  also  for  tenn  of  office,  vacancies  etc.,  the  Tariout  officers  under  state  an 
local  ^Temment 

xa6  General 

a        Ala.    General  election  law.    4ip.  p.438,9  O  0 

b        O.    General  election  law.    66p.  p.  185,  23  Ap  0 

c  Va.  Amending  C.  ch.9,  relating  to  elections  of  state,  count] 
district  and  city  officers.     Repealing  C.  §99. 

482  (ex.  sess.),  18  D  0 
d        Va.     Revision  of  C.  ch.io  relating  to  elections. 

587  (ex.  sess.),  11  Ja  0 

^^  Suffrage;  qualifications 

zag  General  qualifications 

a  La.  Amending  '98  ch.202  §2-3  as  to  qualifications  of  voters  fc 
elections  called  to  submit  question  of  special  levy  for  improve 
ments.  23,  17  Je  c 

b  Va.  Persons  qualified  to  vote  at  general  elections  may  vote  i 
any  special  or  local  option  election.     Amending  C.  §62. 

Ii5»  12  Mr  c 
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190  Property.    Poll  tax 

13s  Poll  tax 

a  Va.  County  treasurer  to  furnish  to  clerk  of  Circuit  Court  list 
o£  residents  who  have  paid  state  poll  tax,  according  to  Const. 
1902  §58.  596  (ex.  sess.),  12  Ja  04 

b  Va.  Certificate  of  prepayment  of  poll  tax  to  be  evidence  of  right 
to  vote,  on  transfer  of  voter  from  one  locality  to  another:  local 
treasurer  to  furnish  same.  193,  15  Mr  04 

X4a  R^dence 

a  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.3  §1  as  to  residence  qualifications  in  a  city  comprising  more 
than  I  county.  P-i935»  14  Ap  04 

345  Soldiers  home  inmates 

a  Id.  Submitting  amendment  to  Const.  1889  art.6  §5:  inmates  of 
soldiers  homes  to  be  legal  voters  in  county  where  home  is  situated. 
Not  properly  adopted  by  Legislature  so  not  submitted  to  people. 

p.449.  ir  F  03 

MB  Corrupt  practices.    Election  offenses 

Ste  also  167,  Offenses 

150  Corrupt  practices  acts 

AH  laws  rviqairinfi:  candidates  nr  committees  to  file  a  statement  of  election 
•xpensas  are  included  under  this  head.  These  laws  often  include  miscellaneous 
election  offenses. 


Amending  R.  L.  ch.ii  §297-99,  301,  305  relative  to  filing 
and  inspection  of  statements  of  election  expenses.    Repealing  §300. 

375»  25  My  04 

b       Mass.    Amending  R.  L.  ch.ii  §285,  287-88  relating  to  expenses 

of  candidates  for  public  office.  380,  25  My  04 

<S>  Corruption  and  miscellaneous  offenses 


Mass.  Employees  of  manufacturing,  mechanical  or  mercantile 
establishments  to  be  allowed  2  hours  leave  of  absence  after  open- 
ing of  polls  on  application  during  such  period.  Amending  R.  L. 
ch.li  Is.  334,  13  My  04 

Mass.  Defining  penalties  for  corrupt  practices  in  elections  not 
specially  determined  by  law.    Amending  R.  L.  ch.ii  §420. 

375,  25  My  04 

N.  Y.  Amending  liquor  law  '96  ch.112  §31  subdiv.c  restricting 
sales  on  election  days;  special  election  for  legislative  office  within 
city  excepted.  205,  4  Ap  04 

8.  C.    Unlawful  to  sell  or  give  liquor  on  election  day;  penalty. 

231,  20  F  04 
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153  Bribery 

See  also  350,  Crimes  againtt  the  gOTemmeiit 
a        Va.    Amending  C.  §3853  relating  to  bribery  of  voters  at  elee-| 
tion:  fine  of  $ioo-$iooo  [formerly  $20-$ioo]  or  imprisonment  k  p9\ 
from  1'12  months.  551  (ex.  sess.)i  2  J»o| 

Z55  Illegal  TOting 

a        Mass.     Penalty  for  attempt  to  register  or  vote  illegally.    Amend- 
ing R.  L.  ch.ii  §385,  390.  310,  9  My  ot 

x^  Nominations.    Parties 

a        Ala.     General  primary  election  law.     lop.  p.356,  i  0  fX^ 

b  La.  Unlawful  for  party  committees  to  meet  sooner  than  i» 
days  prior  to  election:  fixing  time  of  meeting  of  state  and  local 
committees;  secretary  of  state  to  reject  nominations  in  violation  of 
act.  115,  SJlo* 

c  Mass.  Provisions  of  '03  ch.454  requiring  joint  caucuses  for  all 
political  parties  must  be  submitted  to  vote  of  annual  town  meeting. 

41.  sFoi 

d  Mass.  Regulating  appointment  of  caucus  officers  by  city  and 
town  cunimittees,  preliminary  to  holding  political  caucus  for  elec- 
tion of  delegates  to  national  convention.  179,  23  Mr  Oi 

c  Mass.  Amending  R.  L.  ch.ii  §119  relative  to  manner  of  votings 
for  ward  committees.  20i,  31  Mr  oi 

f  Mass.  Cities  may  adopt  provisions  of  '03  ch.454,  providing  for 
joint  caucuses  or  primaries  of  political  and  municipal  parties,  at 
any  state  or  city  election;  regulations.  377,  25  My  04 

g  Miss.  Generally  amending  '02  ch.66,  §3,  5,  9-10,  12,  22  regulating 
I)rimary  elections:  candidate  without  opposition  to  be  declared 
nominee:  appointment  of  precinct  officers.  129,  9  Mr  04 

h  N.  J.  Amending  '03  ch.248  §2.  4.  7.  16,  17,  20  relative  to  primary 
elections:  >election  of  delegates  from  zvards,  township  or  borough 
iK'ithout  wards  [formerly  election  district].  241,  5  Ap  04 

i  O.  Amending  R.  S.  §2916-19,  292i-2ia  relating  to  conduct  of 
party  primary  elections.  P>439»  26  Ap  04 

j  Or.  Providing  for  direct  primary  elections  law.  48p.  Proposed 
by  initiative  petition  and  adopted  June  6,  1904. 

k  Wis.  ]'r«»vidinp  for  party  nominations  by  direct  vote;  excep- 
tioii>;  nomination  papers  for  state  office  or  United  States  senator 
!«'  be  ^iKne<l  by  1 9c  of  party  vote  in  state  at  last  presidential  elec- 
tion, fr.r  cnngressional  representative,  by  2%  of  vote  in  district,, 
y/<  of  district  vote  for  offices  of  lesser  area,  2%  of  state  vote  for 
nonpartizan  candidates;  conduct  of  primaries;  registration;  voting; 
Stale  Board  of  Canvassers  to  serve  for  primaries;  party  committees 
and  plaii'.»rm;  penalties.     Adopted  November  1904.        451,  23  My  05 
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163  Certtficates.    Vacancies.    Piling  of  nominations 

a  N.  J.  Amending  '98  ch.139  §42  as  to  time  for  filing  certificates  of 
nominations  and  petitions.  242,  5  Ap  04 

b  N.  Y.  Amending  election  law,  '96  ch.909  §61  as  to  publication  of 
nominations  for  other  than  town  oMces.  74,  18  Mr  04 

266  Nomination  papers.    Independent  nominations 

■ 

a        Mass.    Amending  R.  L.  ch.ii  §109  prescribing  form  of  nomina- 
tion papers.  275,  30  Ap  04 
167                                                     Offenses 

See  also  149,  Corrupt  practices 

a        Ga.    Misdemeanor  to  buy  or  sell  vote  at  primary  election. 

p.97,  13  Ag  04 

b        O.    Defining  and  punishing  certain  offenses  at  primary  elections 

and  nominating  conventions.  P-io7,  20  Ap  04 


'TO  Districts.    Notices.    Days 

Y71  Days.    Hours 

a  la.  Submitting  amendment  to  Const.  1857  art.12  by  adding  §16: 
general  elections  to  be  held  in  November  1906  and  biennially  [for- 
merly annually]  thereafter.    Adopted  November  1904,    p.207,  7  Mr  04 

1>        N.  Y.    Villages  under  3000  by  special  vote  may  hold  annual  elec 
tion  any  Tuesday  in  June;  exception.     Amending  village  law  '9> 

ch.414  §55.  231,  5  Ap  04 

•c  O.  Judicial  and  publTc  officials  previously  elected  in  April  to  be 
elected  in  November;  beginning  of  term  of  office;  provision  for 
election  of  school  boards  and  directors  on  same  day.  Amending 
R.  S.  S483,  567,  58I1  1442,  '02  p.20  §222-23  (ex.  sess.).  p.37,  17  Mr  04 
^  O.  Submitting  amendment  to  Const.  1851  by  adding  art.  17: 
elections  of  state  and  county  officers  to  be  held  Tuesday  after  first 
Monday  in  November  in  even  years;  of  other  elective  officers,  in 
odd  years.     Vote  November  igos.  p.640.  18  Mr  04 

^w  Ballots.    Voting 

Z75  General.    Ballot  reform 

a  Ky.  Submitting  amendment  to  Const.  1891  §147:  elections  by 
people  to  be  viva  voce  [formerly  by  secret  official  ballot]:  election 
officers  to  make  public  record  according  to  direction  of  voter. 
Vote  November  1905,  30,  14  Je  04 

b  Md.  Amending  C.  art.33  §50,  ii4.\  relative  to  form  of  ballots 
and  instructions  given  to  voters:  17  counties  excepted.  339,  12  Ap  04 

Z77  Ballot  boxes 

a  N.  Y.  Amending  election  law  '96  ch.909  §16,  86  providing  for 
ballot  boxes  to  be  used  at  town  elections.  7ii^  14  My  04 
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<^  Registration 

a  Ky.  Extending  to  cities  of  5th  and  6th  class  provisions  of  'gz 
ch.65  art.4  §1,  3  relating  to  registration:  duplicate  certificates. 

6,  II  F  04. 

b  Va.  Person  denied  registration  may  appeal  to  Circuit  Court  or 
Corporation  Court  of  city  on  presenting  petition  within  10  days;, 
procedure.  *  327  (ex.  sess.),  28  N  o^ 

c  Va.  Generally  amending  C.  ch.8  relating  to  registration.  Re- 
pealing §63,  66.  346  (ex.  sess.),  8  D  05^ 

d  Va.  Provision  for  revision  of  registration  books  on  change  of 
ward  boundaries.    Amending  '03  ch.iia  (ex.  sess.).       131,  12  Mr  04. 

189  Dmyn.    Hours 

a  Md«  County  boards  of  registry  to  make  new  general  registratioir 
in  igo6  [formerly  1896]  and  at  intervals  of  8  years,  prior  to  eacb 
alternate  presidential  election.    Amending  C.  art.33  §25. 

254,  12  Ap  04^ 

b  Miss.  City  authorities  may  fix  days  for  registration  of  voters. 
Amending  Ann.  C.  '92  §3029.  158,  22  Mr  04^ 

190  Lists.    Transfers 

a  La.  Each  parish  registrar  to  file  list  of  voters  as  permanent 
registration  roll  [formerly  new  registration  to  be  made  every  year 
in  which  general  election  was  held].     Amending  '98  ch.199  §2. 

118,  5  JI  04: 
b        Va.    Providing  for  preservation  of  permanent  registration  rolls- 
prepared  by  county  boards  of  registration  appointed  by  constitu- 
tional convention  of  1901,  also  for  transfer  of  voters  on  said  rolls. 

326  (ex.  sess.),  28  N  03: 

>9a  Election  officers 

a        la.    Providing  for  payment  of  special  policemen  at  elections. 

Amending  C.  §1129.  39,  31  Mr  04^ 

b        Ky.    Circuit  Court  clerk  of  county  containing  no  city  of  2d 

chss  to  act  on  Board  of  Election  Commissioners,  with  powers  of 

sheriflF.    Amending  '00  ch.5  §2  (ex.  sess.).  93f  22  Mr  04 

c        N.  J.    Amending  '98  ch.139  §15,  17  relating  to  district  boards  of 

registry  and  election:  date  of  appointment;  term  of  office. 

«35,  S  Ap  04 
d        N.  Y.    Amending  election  law,  '96  ch.909  §12  as  to  removal  of 
election  officers  in  cities  of  250,000.  70,  17  Mr  04. 

e        N.  Y.    Amending  election  law  '96  ch.909  §14  as  to  supplying- 
vacancies  and  absences  of  election  district  officers.       487,  28  Ap  04. 
f        O.    Amending  R.  S.  §2926b  as  to  date  of  appointment  of  mem- 
bers of  city  boards  of  election.  p.79^  7  Ap  o^ 


> 
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g        Va.     Rei>ealing  '03  ch.70  relating  to  appointment  of  town  regis- 
trars and  judges  of  election.  596  (ex.  sess.),  10  D  03 
li        Va.    Repealing  C.  §208  requiring  certificates  of  election  to  be 
sent  to  city  and  county  electoral  boards  on  election  by  Legislature. 

458  (ex.  sess.),  17  D  03 
i        Va.    Amending  C.  §1022  relating  to  appointment  of  town  regis- 
trars and  judges  of  election.  538  (ex.  sess.),  31  D  03 

iM  Canvass.    Contests 

195  Count.    Canvass.    Returns 

Sm  also  19a,  Election  officers 

a  Mass.  Amending  R.  L.  ch.ii  §267  regulating  recount  of  votes 
cast  at  primaries  and  elections:  Boston  excepted,  293,  3  My  04 

X96  Contests 

a  la.  Amending  C.  §3656  as  to  time  of  trying  appeal  cases  in  con- 
tested elections.  122,  7  Mr  04 

b  Va.  Defining  procedure  in  contested  elections  of  state  officers: 
governor,  lieutenant  governor,  attorney  general,  superintendent  of 
public  instruction,  secretary  of  commonwealth,  state  treasurer  and 
commissioner  of  agriculture  and  immigration.    Amending  C.  §157-61. 

363  (ex.  sess.)»  10  D  03 

299  CRIMINAL  LAW 

Penal  Code  and  Code  of  Criminal  Procedure 

Criminal  procedure 

For  laws  applying  to  both  civil  and  criminal  procedure,  see  695,  Civil  procedure 

Apprehension,  prosecution,  indictment 

Apprehension 

Va.  Amending  C.  §3955-56  relating  to  issue  of  process  of  arrest: 
arresting  officer  to  bring  prisoner  and  return  warrant  to  police 
justice.  529  (ex.  sess.),  31  D  03 

Va.  Amending  C.  §3956,  3958  as  to  return  of  warrant  of  arrest 
for  misdemeanor.  103,  11  Mr  04 

Reward 

Ky.  Amending  *8o  ch.1590  §2  as  to  rewards  of  peace  oMcers  for 
arrest  of  horse  thieves.  47,  21  Mr  04 

Bail 

Mass.  Default  to  be  recorded  and  process  to  issue  to  bring 
defendant  into  court.    Amending  R.  L.  ch.217  §35.  164,  19  Mr  04 

M.  J.  Judge  of  Criminal  Court  in  city  of  150,000  may  fix  bail 
not  exceeding  $300  for  violation  of  city  ordinances.  Supplement- 
ing '94  ch.305.  170,  29  My  04 
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c        N.  Y.    Bail  may  be  taken  by  magistrate  in  county  where  dc 
ant  held.    Amending  Crim.  P.  §567.  202,  4  Ap 

d       S.  C.    Person  charged  before  magistrate  may  deposit  sum 
money  in  lieu  of  recognizance.  204. 18  F 1 

azz  Habeas  corpua 

a  O.  Courts  of  county  where  state  institution  located  to  hiicl 
jurisdiction  over  habeas  corpus  for  inmate  thereof.  Adding  iS79 
to  R.  S.  p.318,  25  AP  «*1 

aia  Proaecutiona 

a        Minn.    Submitting    amendment    to    Const.    1857    art.i 

person  may  be  held  to  answer  for  criminal  offense  without  dit 
process  of  law  [formerly  unless  indicted  by  grand  jury,  except  ia 
cases  of  impeachment,  cases  cognizable  before  justices  of  pace, 
or  arising  in  army  or  navy  or  in  militia  in  active  service].  Adofid 
November  1904,  269,  18  Ap  OJ 

213    Grand  jury 

a  la.  Grand  jury  in  counties  over  50,000  may  appoint  shorthaod 
reporter  as  clerk;  compensation.    Amending  C.  §5256. 

138,  30  Mr  04 

b  Va.  Grand  jury  to  consist  of  9  to  12  [formerly  16  to  24]  male 
citizens  21  to  60  years  old,  residents  of  state  2  years,  county  i  ywf. 
Amending  C.  3976-78.  549  (ex.  sess.),  2  Ja  0* 

c  Va.  Special  grand  jury  may  be  ordered  by  Circuit  or  Corporati(m 
Court  at  special  or  regular  term.     Amending  C.  S3978.      51,  7  Mro* 

3^5  Criminal  trials 

216  General 

a  Mass.  Males  and  females  not  to  be  placed  in  same  dock  in 
police,  district  and  municipal  courts,  unless  accused  jointly. 

218,  9  Ap  04 

b  R.  I.  Justices  of  either  [formerly  Common  Pleas]  division  of 
Supreme  Court  may  appoint  attorneys  for  indigent  persons  and 
fix  compensation.     Amending  G.  L.  ch.285  §66,  67.      1153,  31  Mr  04 

c  Va.  Amending  '90  ch.ioi  relating  to  criminal  docket  of  Circuit 
and  Corporation  Courts.  539  (ex.  sess.),  31  D  03 

d  Va.  Amending  C.  ch.197  §4016,  4018,  4023,  4047-48  relating  to 
criminal  trials  and  procedure:  judge  may  try  case  without  jury,  li 
defendant  plead  guilty;  disqualification;  change  of  venue. 

553  (ex.  sess.),  2  Ja  04 

217  Change  of  venue 

a  Va.  Circuit  or  Corporation  Court  may  order  change  of  venue 
in  criminal  cases:  motion  by  accused  may  be  made  in  his  absence 
by  petition  and  acted  on  by  judge  in  vacation.     Amending  C.  §4036. 

19,  15  F  04 
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b         Va.    Venue  in  criminal  cases  to  be  changed  if  governor  called 
on  for  military  protection  to  accused.    Amending  C.  §4036. 

190,  15  Mr  04 

sxs  Evidence 

azg  General  and  miscellaneous 

a  La.  Sheriffs  may  serve  subpoenas  in  criminal  matters  in  adjoin- 
ing parish;  regulations;  penalty.  148,  5  Jl  04 

b  N.  Y.  Bond  for  appearance  may  be  required  of  material  witness 
for  people  in  criminal  cases;  commitment  on  refusal.  Adding 
§6i8b  to  Crim.  P.  437,  27  Ap  04 

c  O.  State's  witness  incriminating  himself  in  proceedings  against 
bucket  shops  or  prosecution  for  illegal  sale  of  liquors  to  be  exempt 
from  prosecution.    Amending  R.  S.  §7285.  P-332,  25  Ap  04 

Conoipetence 

Ala.  Wife  to  be  competent  witness  against  husband  on  charge 
of  family  desertion  and  nonsupport.  p.32,  2  F  03 

Judgment.    Sentence.    Execution 

Appeals.    New  trial 

Ky.  Amending  Crim.  C.  §360  relating  to  appeals  in  criminal 
cases:  mandate  not  to  issue  nor  decision  to  be  final  till  30  days. 

64,  21  Mr  04 

Ky.  Amending  Crim.  C.  §352  as  to  appeals  by  state  from  ver- 
dicts -^f  acquittal  in  criminal  cases.  65,  21  Mr  04 

R.  I.  Reasons  for  appeal  need  not  be  filed  in  criminal  cases; 
appeal  of  defendant  convicted  for  neglect  of  family  or  drunken- 
ness to  have  precedence  over  criminal  appeals  in  Supreme  Court. 
Amending  G.  L.  ch.249  §1-2,  5.  1149,  25  Mr  04 

Va.  Amending  C.  §4050-52  relating  to  writs  of  error  in  criminal 
cases.  403  (ex.  sess.),  10  D  03 

Va.  Extending  to  criminal  cases  provisions  of  C.  §3385  relating 
to  bill  of  exceptions.  541  (ex.  sess.),  31  D  03 

Va.  Amending  C.  §3916  as  to  appeal  bond  of  person  arrested  on 
complaint  of  intentional  crime.  73,  7  Mr  04 

Expenses.    Costs.    Fines 

La.  Persons  sentenced  to  imprisonment  in  default  of  payment 
of  fine  may  obtain  release  on  paying  proportionate  part  of  fine 
for  unexpired  term.  168,  5  Jl  04 

Md.  Bonds  taken  by  justice  of  peace  and  forfeited  may  be 
remitted  in  whole  or  part  by  governor  on  justice's  or  other  recom- 
mendation.   Amending  C.  art.41  §8.  552,  8  Ap  04 

O.  Amending  R.  S.  §1306-7  as  to  payment  of  costs  of  chief  of 
poUce  in  criminal  cases.  p.  10,  5  F  04 
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d  Va.  Governor  [formerly  Legislature]  may  remit  fines  in  crim- 
inal cases;  exceptions;  to  report  remissions  to  Legislature;  pro- 
cedare.    Amending  C.  §738,  743-  385  (c^c  sess.),  10  D  03 

e  Va.  Repealing  C.  §4199-4200  which  defined  power  of  goTemor  to 
remit  fines.  598  (ex.  8ess.)f  10  D  03 

f  Va.  Repealing  '03  ch.89  (ex.  sess.)  which  prescribes  cases  in 
which  governor  may  remit  fines.  402  (ex.  sess.),  10  D  03 

g  Va.  Providing  for  official  receipts  for  fines:  form;  accounting; 
penalties  for  misappropriation.  124,  12  Mr  04 

h  Va.  Amending  C.  §723  relative  to  payment  to  court  clerks  of 
fines  received  by  justices  of  peace.  230,  15  Mr  04 

9flS  Sentence.    Bzecotion 

See  alto  36s,  SytCem  of  ■rnftmcing  and  icforat 

a        Mass.    Amending  R.  L.  ch.77  §4  relative  to  disposition  of  bodies 

of  murderers  after  execution:  warden  of  state  prison    [formerly 

sheriff]  to  deliver  to  proper  parties.  204,  2  Ap  04 

b        W.  Va.    Amending  C.  ch.17  §10,  12,  16-17,  relating  to  execution 

of  judgments.  21,  12  Ag  04 

aao  Jury 

See  also  7*5,  QtA  procedure 
a        Va.    Repealing  '96  ch.128  which  grives  defendant  in  misdemeanor 

case  right  to  waive  jury  trial.  522  (ex.  sess.),  31  D  03 

b  Va.  Providing  mode  of  selecting  jurors  for  felony  cases. 
Amending  C.  §4016,  4018.  17,  10  F  04 

c  Va.  Jurors  for  trial  of  felonies  may  be  used  for  trial  of  misde- 
meanors and  civil  cases;  peremptory  challenge  in  trial  of  mis- 
demeanors same  as  in  civil  cases;  fee  for  writ  of  venire  facias. 
Amending  C.  I4048.  82,  8  Mr  04 

332  Challenge 

a  O.  In  capital  cases  prosecuting  attorney  entitled  to  4  (formerly 
2]  peremptory  challenges.     Amending  R.  S.  S7274.      p.316,  25  Ap  04 

333  Criminal  jurisdiction 

a  Va.  Amending  C.  §4106  relating  to  criminal  jurisdiction  of  police 
and  peace  justices.  389  (ex.  sess.),  10  D  03 

b  Va.  Police  justices  and  justices  of  peace  to  have  concurrent 
jurisdiction  with  Circuit  and  Corporation  Courts  over  violations  of 
election  laws.     Amending  C.  §4106.  103,  II  Mr  04 

"3*  Crimes  and  offenses 

Penalties    incidental    to    enforcement    of    statutes   are    not   duplicated   here,  but 
references  to  them  will  be  found  in  the  subject  index  under  PenaMca 

a  La.  Grading  penalties  for  misdemeanors  and  minor  offenses. 
107.  7  Jl  02.     Unconstitutional.    Includes  larceny;  embrftcei  more 
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than  one  subject;  subject  not  within  title.    State  v.  Dalcourt,  36  Si 

479  (1904). 
b       Va.    Amending  C.  §3888,  3902-3  as  to  punishment  of  certain 
criminal  attempts  and  misdemeanors  in  cases  tried  by  court  without 
jury.  502  (ex.  sess.)*  31  D  03 

936  Crimes  against  the  government 

198  Administration  of  justice 

a40    Contempt  of  court 

a  Va.  Writ  of  error  to  judgments  for  certain  contempts  to  lie  to 
Supreme  Court  of  Appeals.    Amending  C.  §4053. 

403  (ex.  sess.),  10  D  03 

b       Va.    Amending  C  §3768  defining  certain  contempts;  repealing 

provisions  as  to  indirect  contempts.  194,  15  Mr  04 

JtSO  Bribery 

5##  alto  i53»  Elections 

a  Ky.  Bribery  of  public  officials  punishable  by  imprisonment  cf 
I  to  s  y^ors  [formerly  $200  to  $1000  fine]  and  loss  of  suffrage. 
Amending  '93  ch.182  §228.  46,  21  Mr  04 

b  O.  Fixing  penalty  for  bribery  of  witness.  Adding  §6899b  to 
R.  S.  p.a8i,  23  Ap  04 

c  Va.  Amending  C.  §3744-45  relating  to  bribery  of  officials:  pun- 
ishable by  imprisonment  tn  penitentiary  [formerly  jail]  of  from  i  to 
JO  years  [formerly  i].  510  (ex.  sess.),  30  D  03 

952  Flags:  desecration 

a  N.  J.  Misdemeanor  to  mutilate^  or  use  United  States  or  state 
flag  for  advertising  purposes.    Supplementing  '98  ch.235. 

16,  2  Mr  04 

b  N.  Y.  Misdemeanor  to  deface,  defy  or  place  on  merchandise 
for  sale  flag  or  standard  of  United  States  or  New  York  state.  272^ 
24  Ap  03.  Unconstitutional  as  applied  to  existing  articles.  De- 
prives of  property  without  due  process  of  law.  People  v.  Van  de 
Carr,  70  N.  E.  965  (1904). 

S56  Crimes  against  public  order  and  security 

See  also  870,  Public  order 

258    Disorderly  conduct 

a  Md«  Party  guilty  of  disorderly  conduct  to  be  committed  to 
county  jail  not  exceeding  30  days  in  default  of  payment  of  fine 
and  costs.    Amending  C.  art.27  §68.  118,  18  Mr  04 

b  N.  J.  Amending  '98  ch.239  §16,  40-42  relating  to  commitment  of 
disorderly  persons  to  workhouse  or  county  penitentiary  [formerly 
jail  or  penitentiary];  sentence  limited  to  /  year  [formerly  90  days]. 

203,  30  Mr  04 
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360    Vagrancy 
a        Ala.    Defining  and  punishing  vagrancy.    Repealing  C.  §5628. 

p.944t  22  S  05 
b        Ky.    Revision  of  law  relating  to  vagrancy.  55,  ai  Mr  04 

c  La.  Municipalities  may  pass  ordinances  against  vagrancy;  term 
defined;  limitation  of  fines  and  terms  of  imprisonment;  prosecu- 
tion. 178,  7  Jl  04 
d  Mass.  Providing  for  appointment  of  additional  member  of  de- 
tective department  of  District  Police;  to  enforce  laws  relating  to 
arrest  of  tramps.  Amending  R.  L.  ch.108  §1.  318,  9  My  04 
e        MisSb    General  vagrancy  law.    Repealing  Ann.  C.  '92  §1322-25. 

144,  29  F  04 

f        Va.     Amending    C.    §884-85    and    repealing    §886    relating  to 

vagrancy:  vagrant  to  be  deemed  a  misdemeanant;  on  conviction, 

court  may  suspend  sentence  on  defendant's  giving  bond  of  $100  to 

$500  and  promise  of  good  conduct  for  i  year. 

548  (ex.  sess.),  2  Ja  04 

26a    Weapons 

a        Ky.    Prescribing  penalty  for  drawing  or  waving  deadly  weapon 

in  passenger  coach.  59,  21  Mr  04 

b        Md.    Amending     C.  art.27  §30     relative     to     carrying     deadly 

weapons:    fine    $1000    [formerly   $500]    or    imprisonment    ^   years 

[formerly  6  months];  carrying  with  intent  to  assault.    114,  18  Mr  04 

• 

264  Crimes  against  public  morals  and  the  family 

See  also  895,  Cruelty  to  children  and  animals;  929,  Sunday  otMervance 

266    Abortion 

a        S.   C.     Providing   for   punishment    of   abortion.     354,   24   D  83. 
Unconstitutional  as  to  §2  which  provides  punishment  for  persons 
advising  commission  of  abortion.     Subject  not  within  title^     State 
V.  Fields,  46  S.  E.  771  (1904). 
370    Bastardy 

a  Mass.  Minor  amendment  to  R.  L.  ch.82  §1  relative  to  f:omplaint 
for  maintenance  of  bastard  child.  159,  17  Mr  04 

b  N.  J.  Amending  '98  ch.241  §10  as  to  commitment  in  bastardy 
proceedings.  35,  16  Mr  04 

c  N.  J.  New  oond  may  be  required  of  father  of  bastard  if  old 
sureties  unsatisfactory;  if  discharged  for  inability  to  procure  bond 
and  subsequently  able,  court  may  order  bond  or  commit  to  jail. 
Supplementing  '98  ch.241.  222,  30  Mr  04 

d  N.  Y.  Defendant  in  bastardy  proceedings  to  pay  funeral  ex- 
penses of  bastard;  father  or  mother,  discharged  for  inability,  to 
support  when  able.     Amending  Crim.  P.  §839,  850,  878. 

520,  29  Ap  04 


Persons.    Proper 

CRIMINAL  LAW      CRIMES  AND  OFFENSES  S7*^ 

97a    Bigamy 

5«#  also  139,  Suffrage 

s  La.  Wife  or  husband  may  be  competent  witness  against  other 
party  in  trial  for  bigamy.    Amending  '02  ch.185.  41,  25  Je  04 

sBo    Obscene  literature 

a  Mass.  No  part  [formerly  one  half]  of  fines  in  prosecutions  for 
circulating  obscene  literature  to  go  to  complainant.  Amending 
R.  L.  ch.2i2  §20.  120,  27  F  04 

b  Miss.  Amending  Ann.  C.  '92  §1216  as  to  sale  or  distribution  of 
obscene  literature:  maximum  fine  $300  [formerly  $20]  or  imprison- 
ment for  6  months  [formerly  20  days].  I43i  ^2  Mr  04 


a  Md.  Assault  with  intent  to  have  carnal  knowledge  of  female 
under  14  punishable  by  2  to  10  years  imprisonment.  Amending 
C.  art.27  §16.  76,  18  Mr  04 

b        8.  C.    Felony  to  assault  with  intent  to  ravish.         298,  12  Mr  04 

c  Va.  Deposition  of  female  complainant  in  rape  cases  may  be 
taken  privately:  attorneys  for  state  and  accused  to  be  present  and 
may  cross-examine;  if  no  appeal,  to  be  destroyed.  18,  15  F  04 

s68    Seduction 

a  N.  Y.  Action  by  father  for  seduction  of  minor  daughter  to  sur- 
vive to  mother,  who  may  recover  actual  and  exemplary  damages. 
Amending  C.  C.  P.  §764.  379,  26  Ap  04 

29a  Crimes  against  persons 

294    Abduction 

a        Va.     Kidnapping  for  purposes  of  extortion  punishable  by  death 

or  by  imprisonment  of  8  to  18  [formerly  3  to  10]  years.     Amending 

C.  §3676.  598  (ex.  sess.),  12  Ja  04 

296    Assault 

a        la.    Assault  with  intent  to  murder  punishable  by  imprisonment 

limited  to  jo  [formerly  10]  years.     Amending  C.  §4768. 

129,  10  F  04 

308  Crimes  against  property 

3x0    Arson 

a  La.  Penalty  of  i  to  5  years'  imprisonment  at  hard  labor  for 
burning  or  attempting  to  burn  any  movable  property  of  value. 
Amending  R.  S.  §847,  ^88  ch.114.  144,  6  Jl  04 

b  Md.  Generally  amending  C.  art.27  §6,  7,  9,  12  and  adding  §i2A, 
291D  relating  to  arson.  267,  12  Ap  04 

3x2    Burglary 

a  S.  C.  Safe-cracking  made  felony;  life  imprisonment  unless  jury 
recommends  mercy.  212,  19  F  04 
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3x8    Defrauding  liverymen  and  hotel  keepers 
a        Ky.    Protection  of  liverymen:  to  keep  register,  showing  distance 

to  be  traveled  and  time  to  be  used;  prosecutions.  127,*  26  Mr  04 

sac    Electric  apparatus  and  power:  water  and  gas  mains  and  metm 

a       Ala.    Amending  C.  §5623  relating  to  injury  of  telegraph  and  tele> 

phcne  lines.  p.399>  6  O  03;  p.513,  6  0  03 

b        la.    Larceny  to  steal  electricity,  gas  or  water  from  wires,  mains 

or  meters.  132,  30  Mr  04 

c        Md.    Fixing  penalty  for  destroying  or  tampering  with  water 

meters,  mains,  canals  etc.    Adding  §59C-D  to  C.  art.27. 

546,  a  Ap  (H 

d  S.  C.  Misdemeanor  to  interfere  with  fire  and  police  alarm  sys- 
tems. 198,  II  F  04;  227,  19  F  04 

e       S.  C.  Misdemeanor  to  divert  electric  current  or  tamper  with 

meter.  223,  20  F  04 

f        S.  C.  Misdemeanor  to  interfere  with  electric  apparatus. 

255*  25  F  04 
332    Elmbezslement 
a        Ala.    Amending  C.  §4661    relating  to  embezzlement;  to'  include 
certain  fiduciaries.  P*40,  4  F  03 

b        O.    Embezzlement  of  property  over  $35  punishable  by  i  to  10 
years  imprisonment;  under  $35,  by  $200  fine  or  30  days  imprison- 
ment or  both;   [formerly  punishable  as  for  larceny  of  thhig  em- 
bezzled].    Amending  R.  S.  §6842.  p.67,  i  Ap  04 
326    Injury.    Trespass.     Malicious  mischief 

See  also  468,  Torts;   1908,  Trespass  (hunters) 

a  La.  Misdemeanor  to  enter  plantation  [formerly  also  farm,  pas- 
ture or  orchard  lands  or  any  inclosure]  without  expressed  or 
implied  consent  of  owner.     Amending  R.  S.  §822.  76,  4  Jl  04 

b  Mass.  Nuts,  berries  or  grapes,  also  ferns,  flowers  or  shrubs  not 
to  be  taken  without  owners  consent;  penalties.  Amending  R.  L. 
ch.2o8  §99.  444.  8  Je  04 

328    Larceny 

a  la.  Fixing  penalties  for  larceny  of  domestic  fowl  or  poultry  at 
nlKlit.  133,  12  Ap  04 

b        Ky.     Felony  to  steal  fowl  valued  at  $2.  29,  17  Mr  04 

c  La.  Fixing  penalty  for  stealing  or  attempting  to  steal  from 
person  of  another.  133,  5  Jl  04 

d  Va.  Larceny  for  fiduciary  to  remove  property  and  refuse  to 
disclose  location  thereof.     Amending  '98  ch.334.  223,  i^  Mr  04 

330    Receiving  stolen  goods 

a        N.J.     Misdemeanor  to  retain   stolen   goods  whether  crime  com- 
mitted in  or  out  of  state.     Amending  '98  ch.235  §166.      193,  29  Mr  64 
33a    Robbery 

a        Ky.     Making  bank  robbery  or  safe-blowing  a  felony. 

43*  19  Mr  04 
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534    MlsccUanecus 
a        la.    Ameoding  C.  4807  providing  for  punishment  of  malicious 
injary  to  highway,  bridges,  electric  railways,  etc.  130,  30  Mr  04 

b        la.    Misdemeanor  to  wantonly  injure  or  deface  property  of  pub- 
lic libraries  and  reading  rooms.  131,  31  Mr  04 
c        Ky.    Felony  to  break  open  box  of  common  carrier  with  intent 
to  steal.  44,  19  Mr  04 
d        Mass.    Fixing  penalties  for  injury  to  personal  property  not  cov- 
ered by  R.  L.  ch.2o8.                                                        305,  6  My  04 
e        Mass.    Gratuities  not  to   be   received  by  or  given   to  agents, 
employees  or  servants  to  influence  action;  penalties;  witnesses  not 
excused  from  testifying  but  exempt  from  prosecution  therefor. 

343,  14  My  04 
f        N.  J.    Misdemeanor  to  tamper  with  steam  or  electric  railway. 
Amending  '98  ch.235  §76.  78,  28  Mr  04 

C        S.  C.    Misdemeanor  to  alter  teeth  of  horses  for  deception. 

11B3,  I  Mr  04 
h  Va.  Fixing  penalties  for  malicious  removal  of  waste  or  packing 
from  journal  boxes  of  locomotives  used  on  steam  or  electric  rail- 
roads. 90,  10  Mr  04 
i  Va.  Malicious  shooting  or  throwing  of  misscles  at  cars,  or  boats 
to  be  punished  by  5  to  10  years'  imprisonment;  where  act  is  not 
malicious,  imprisonment  i  to  3  years,  and  fine  $100  to  $500. 

170,  14  Mr  04 

^  Corrections 

5##  also  60,  Stste  instttutioiii;  a  140,  Charities 

340  Penal  institutions 

a  Mass.  State  Board  of  Prison  Commissioners  may  prepare  man- 
ual of  laws  relating  to  prisons;  $400.  r.53.  21  Ap  04 

S4<  State  prisons:  government  and  maintenance 

a  la.  Amending  C.  §5685,  5685a  relating  to  disposition  of  gate 
receipts  of  state  penitentiaries:  Board  of  Control  of  State  Institu- 
tions may  use  funds  for  lectures  or  entertainment  of  prisoners,  or 
for  use  of  other  institutions  under  their  control.  140,  6  Ap  04 

b  La.  Board  of  Control  of  Louisiana  State  Penitentiary  at  Baton 
Rouge  may  sell  certain  property  in  city  and  expend  proceeds  to 
establish  manufacturing  plant:  report  to  Legislature  of  1906. 

156,  5  Jl  04 
c        Miss.    Amending  Ann.  C.  '92  §3168  changing  day  and  place  of 
meeting  of  penitentiary  board  of  control.  160.  22  Mr  04 

d  N.  J.  State  Prison  supervisor,  keeper  and  Board  of  Inspectors 
to  constitute  building  commission  to  enlarge  State  Prison;  regula- 
tions; expenditure  limited  to  $335,000.  98,  28  Mr  04 
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34a    Prison  officers 

a        la.    Amending  C.  §5663,  5669,  5711,  5716  providing  for  appoint- 
ment of  assistant  deputy  wardens  for  state  penitentiaries. 

139,  13  Ap  04 

b  la.  Penitentiary  guards  and  turnkeys  to  receive  salaries  graded 
according  to  service.    Amending  C.  §5716.  141,  12  Mr  04 

c  Ky.  Salary  of  penitentiary  guards  $T5  [formerly  $60]  a  month. 
Amending  '98  ch.4  §19.  106,  24  Mr  04 

d  Md.  Salary  of  penitentiary  warden  $4000  [formerly  $3000]. 
Amending  C.  art.27  §397.  469,  8  Ap  04 

e  N.  Y.  Abolishing  position  of  keeper  in  the  several  state  prisons 
and  creating  that  of  guard;  salary  graded  according  to  length  of 
service.    Amending  R.  S.  pt4  ch.3  t.2  §30,  34,  '89  ch.382. 

709,  II  My  04 
f        Wash.     Submitting  amendment  to  Const.  1889  arti  §11:  Legis- 
lature may  appoint  chaplains  for  state  penal  and  reformatory  insti- 
tutions.    Adopted  November  1904.  147,  16  Mr  03 
g        W.  Va.    Amending  C.  ch.163  §10  providing  for  appointment  of 
penitentiary  guards.  20,  12  Ag  04 

343  Reform  schools  and  reformatories 

345    Institutions  for  women  and  girls 

a  la.  Amending  '00  ch.ioi  §1  as  to  support  of  Industrial  School 
for  Girls  at  Mitchellville.  143,  9  Ap  04 

b  N.  J.  Continuing  commission  appointed  in  1903  to  report  on 
advisability  of  state  reformatory  for  women:  to  report  also  on 
number  of  women  committed  to  correctional  institutions  by  judges 
or  pr(^baiion  officers,  also  as  to  work  required  of  women  in  penal 
institutions.  P-Sio,  28  Mr  04 

c  N.  Y.  Amondinp  state  charities  law  '96  ch.546  §142  relating  to 
managinc:  boards  of  houses  of  refuge  and  reformatories  for  women 
controlled  by  <^tate:  board  oi  managers  to  constitute  board  of 
parole:  to  par(^le  and  discharge  inmates.  165,  28  Mr  04 

d  N.  Y.  Women  of  15  to  30  convicted  oi  vagrancy  may  be  com- 
mitted to  House  of  Refuge  at  Hudson,  House  of  Refuge  at  Albion 
or  State  Reformatory  for  JVomen  at  Bedford:  term  Umited  to  3  years; 
transfers  of  intftatcs.  Amending  state  charities  law  '96  ch.546  §146, 
and  adding  §1473-  169,  28  Mr  04 

e  N.  Y.  All  female  children  under  12  convicted  of  felony,  or  from 
I-?  to  16  of  misdemeanor,  not  sentenced  to  state  prison,  to  be  con- 
lintd  in  Xczv  York  State  Training  School  for  CirLs  [formerly  West- 
ern Hnise  of  Refuge  for  Juvenile  Delinquents]  when  convicted 
•:i:t>iiie  -.n*  1st.  jd  and  3d  judicial  districts.     Amending  Pen.  C.  §701. 

388,  26  Ap  04 
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• 

f  N.  Y.  Amending  state  charities  law  '96  ch.546  §140  subdiv.i 
relative  to  commitments  to  Western  House  of  Refuge  for  Women 
at  Albion,  and  New  York  Reformatory  for  Women  at  Bedford; 
reorganization  of  House  of  Refuge  for  Women  at  Hudson  and 
change  of  name  to  New  YorK  State  Training  School  for  Girls; 
commitment;   employment;   discharge.    Adding  §131-39^. 

453,  28  Ap  04 
g       O.    Girls  may  be  detained  in  Girls  Industrial  Home  at  Rath- 
bone  till  21  [formerly  18]  years.    Amending  R.  S.  §773. 

p.259,  23  Ap  04 
346    Reform  schools 
a        La.     Establishing  State   Reform   School  for  reception   of  male 
convicts  under  18,  not  guilty  of  capital  offenses;  managing  board 
of  3  commissioners  to  be  appointed  by  governor  with  consent  of 
Senate;  annual  report  to  governor.  .  I73.  5  Jl  ©4 

b  N.  Y.  State  Industrial  School  at  Rochester  and  House  of  Ref- 
uge for  Juvenile  Delinquents  of  New  York  city  to  receive  all  male 
children  under  16  committed  as  vagrants  or  for  any  criminal 
ofifense;  transfers  of  inmates.  Amending  state  charities  law  '96 
ch.546  §120-21,  124-29.  167,  28  Mr  04 

c  N.  Y.  Male  juvenile  delinquents  may  be  sentenced  to  State 
Industrial  School  at  Rochester;  regulations.  Amending  '93  ch.470 
S3.  221,  4  Ap  04 

d  N.  Y.  All  male  children  under  12  convicted  of  felony,  or  from 
12  to  16  of  misdemeanor  not  sentenced  to  state  prison  to  be  con- 
fined in  State  Industrial  School  [formerly  Western  House  of  Refuge 
for  Juvenile  Delinquents]  when  convicted  outside  of  ist,  2d  and 
3d  judicial  districts.     Amending  Pen.  C.  §701.  388,  26  Ap  04 

e  N.  Y.  Designating  commission  to  select  site  for  New  York 
State  Training  School  for  Boys,  within  50  miles  of  New  York 
city  on  abandonment  of  House  of  Refuge  for  Juvenile  Delinquents 
on  Randall's  island;  report  to  Legislature  of  1905.  718,  11  My  04 
f  O.  Trustees  of  Boys  Industrial  School  near  Lancaster  may 
parole  inmates  subject  to  recall  for  violation  of  parole.  Adding 
§757b  to  R.  S.  p.23,  2  Mr  04 

%  W.  Va.  Amending  C.  ch.45  §98d  subsec.2,  6,  16  relating  to  West 
Virginia  Reform  School:  board  of  directors;  commitment  fees; 
per  capita  appropriation  for  support;  tax  apportionment.     Adding 

§17-19.  22,  12  Ag  04 

347    Reformatories 

a  Mass.  Officers  from  jails  and  houses  of  correction  may  be  trans- 
ferred as  watchmen  to  temporary  industrial  camp  for  prisoners. 
Amending  R.  L.  ch.225  §10.  214,  9  Ap  04 

b  Mass.  Regulation  of  temporary  industrial  camp  for  prisoners: 
State   Highway   Commission   and   State    Board   of   Agriculture    to 
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furnish  information  as  to  work;   parole;   escapes;   prisoners'  aid. 
Repealing  R.  L.  225  §66.  243,  20  Ap  04 

c  O.  Superintendent  of  Ohio  State  Reformatory  may  expend  50% 
of  gross  receipts  of  earnings  of  inmates  to  establish  manual  train- 
ing schools;  monthly  reports  by  superintendent  to  auditor  of  state. 
Amending  R.  S.  §73^8  subdiv.25.  p.82,  15  Ap  04 

34B  Local  institutions 

349  County  and  township  jails  and  workhouses 

a  Mass.  Repealing  R.  L.  ch.224  §34-37  relative  to  recovery  of 
sums  expended  for  support  of  county  convicts.  211,  9  Ap  04 

b  N.  Y.  Book  containing  record  of  commitments  to  county  jails 
to  be  public  record.    Amending  county  law  '92  ch.686  §95. 

83,  18  Mr  04 

c  O.  Sheriffs  may  [formerly  shall]  appoint  not  exceeding  3  jail 
matrons  in  any  [formerly  Cuyahoga]  county;  salary  Umited  to  $60 
a  month;  to  have  care  of  insane,  also  women  and  minors.  Amend- 
ing R.  S.  §7388a-c.  p.86,  15  Ap  04 

d  O.  Amending  R.  S.  §1536  subdiv.377  providing  for  joint  erection 
of  workhouse  by  county  commissioners  and  city  or  village  authori- 
ties: organization  of  joint  board  of  managers.    Repealing  '86  p.265. 

P448,  26  Ap  04 

e  O.  Any  board  authorized  to  manage  workhouse  may  regulate 
discharge,  parole  and  recommitment  of  prisoners.  Amending  R.  S. 
§1536  subdiv.373.  p.488,  26  Ap  04 

f        Va.    Amending  C.  §927,  929-30,  934  relative  to  county  jails. 

410  (ex.  sess.),  10  D  03 

350  Municipal  jails.    Police  matrons 

a  N.  Y.  Town  board  may  lease  house  of  detention  or  lockup. 
Amending  town  law  '90  ch.569  §192.  68,  11  Mr  04 

353  Convicts  (commitment,  management) 

353  Commitment.     Discipline.    Transportation 

a  la.  Five  years'  imprisonment  in  penitentiary  for  bringing  or 
attempting  to  bring  into  state  reformatory  or  penal  institutions 
narcotics,  liquors,  weapons  or  articles  to  aid  escape.      134,  7  Mr  04 

b  O.  Governor  on  application  of  superintendent  of  Boys  Indus- 
trial School  near  Lancaster  may  transfer  inmates  over  16  years 
to  Ohio  State  Reformatory  at  Mansfield  in  certain  cases.  Add- 
ing §76ia  to  R.  S.  p.24,  2  Mr  04;  p.52a,  2  Mr  04 

c  O.  Misdemeanor  to  convey  to  persons  in  penitentiaries,  jails  or 
other  place  of  lawful  confinement  liquors  or  certain  narcotic  drugs. 
Amending  R.  S.  §6902.  p.iao,  ab  Ap  04 

d  O.  Officer  transporting  boy  to  Boys  Industrial  School  to  re- 
ceive 5c  mileage  each  way.    Amending  R.  S.  §759.      p.sy^  >$  Ap  04 
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04  Convict  labor 

IS5  General  state  account  system 

a       Ala.    Defendant  charged  with  misdemeanor  [formerly  or  felony 

other  than  capital]  may  elect  to  perform  hard  labor;  if  acquitted 

to  receive  payment.    Amending  C.  §5239.  P-239,  18  S  03 

b       Va.    Convicts  may  be  used  for  certain  work  on  state  capitol: 

regulations.  232,  15  Mr  04 

156  Contract  and  lease  system 

a  Ga.  Prison  commission  may  contract  for  labor  of  male  con- 
victs unemployed  at  State  Farm;  funds  to  be  paid  into  state 
treasury.  P'7^3»  I3  Ag  04 

J57  County  and  municipal  convicts 

a       La.    Police  juries  of  respective  parishes  may  hire  out  prisoners 
in  parish  jail  to  work  on  public  works  or  farms  and  may  also 
regulate  care,  detention  and  compensation;  contracts.      191,  7  Jl  04 
b       Va.    Amending  C.  §3932-33  relating  to  establishment  and  regu- 
lation of  county  chain  gangs:  corporal  punishment 

485  (ex.  sess.),  24  D  03 
j6o  Special  industries 

a  Ala.  State  Board  of  Convict  Inspectors  may  employ  convicts 
in  mining  coal.  p.86,  26  F  03 

b  Ala.  State  Board  of  Convict  Inspectors  on  approval  of  gov- 
ernor may  sell  agricultural  lands  worked  by  convicts  and  buy 
others.  p.393i  6  O  03 

36Z  Criminal  insane 

a  Ga.  Insane  convicts  to  be  cared  for  at  State  Farm  during  re- 
mainder of  sentence  or  till  recovery;  proviso.  p.  107,  12  Ag  04 

h  Mass.  Persons  under  indictment  may  be  committed  to  insane 
asylum  for  investigation  as  to  mental  condition.  Amending  R.  L. 
ch.219  §11,  12.  257,  25  Ap  04 

<  N.  Y.  State  Commission  in  Lunacy  may  transfer  certain  insane 
convicts  and  previous  insane  inmates  of  penal  institutions  mani- 
festing criminal  tendencies  to  Matteawan  State  Hospital.  Amend- 
ing insanity  law  '96  ch.545  §90,  97i  10 1.  525,  29  Ap  04 

3^    System  of  sentencing  and  reform.   Parole.   Pardon 

a  la.  Joint  legislative  committee  of  3  members  to  investigate 
working  of  indeterminate  sentence  and  Elmira  Reformatory  sys- 
tems; report  to  Legislature  of  1906;  $500.  p.211,  12  Ap  04 

1>  Mass.  Amending  R.  L.  ch.220  §16  relative  to  sentencing  of 
female  convicts  to  hard  labor:  repealing  provision  which  related 
to  term  of  imprisonment.  224,  11  Ap  04 
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c  N.  J.  Discretionary  power  given  to  police  justice  as  to  penal 
within  maximum  limit  prescribed  by  city  ordinance.    145,  28  Mr 

367  Discharge 

a  Ala.  Amending  C.  §4551  as  to  furnishing  transportation  to  d 
charged  convicts.  P<4C>4,  6  O 

b  Va.  Amending  C.  §4147  as  to  free  transportation  furnished  cr 
victs  on  discharge.  391  (ex.  sess.),  10  D 

368  Habitual  criminals 

a  Mass.  Amending  R.  L.  ch.220  §21  relative  to  habitual  crimina 
on  third  conviction  to  be  sentenced  to  maximum  term  [formei 
25  years]  for  crime  of  which  competed.  303,  6  My 

369  Identification.    Records 

a  Mass.  Felons  must,  and  tramps  or  vagrants  under  sent  en 
may  be  measured  by  state  or  county  officer  according  to  BertiU 
system.    Amending  R.  L.  ch.225  §18.  241,  16  Ap 

370  Indeterminate  sentence 

a        Kan.    Providing  for  indeterminate  sentences  to  state  penitc 
tiary.    375,  13  Mr  03.     Unconstitutional  as  to  one  convicted  befc 
passage  of  act.    £x  post  facto  legislation.    State  v,  Tyree^  77 
2go  (1904). 
37Z    Juvenile  offenders.    Juvenile  courts 

See  also  346,  Reform  schools;  374,  Probation;  2172,  Cbildren 

a  la.  District  Court  to  have  exclusive  jurisdiction  of  all  deper 
ent,  neglected  and  delinquent  children  under  16;  appointment 
probation  officers  to  serve  without  pay;  place  of  detention  i 
child  awaiting  trial  to  be  furnished  by  city  or  county;  no  ch 
under  17  to  be  detained  in  jail;  commitment  to  institution  of  sai 
religious  belief;  Board  of  Charities  to  have  supervision  of  instil 
tions  receiving  juveniles;  annual  reports  by  District  Court  a 
juvenile  institutions  to  board.  ii»  7  Ap 

b  Md.  Female  minors  may  be  committed  to  juvenile  institutio 
till  ^7  [formerly  18].     Amending  C.  art.42  §18.  98,  18  Mr 

c  Md.  Amending  C.  art.42  §18  relating  to  procedure  in  comm 
ment  of  minors  to  juvenile  institutions:  commitment  allowed  whe 
home  environment  is  vicious  and  depraved;  females  to  be  coi 
mitted  to  21  [formerly  18]  years.  291,  7  Ap 

d        O.     Establishing  juvenile  court  and  probation  system:  court 
have  original  jurisdiction  of  dependent,  neglected  and  delinquc 
children  under  16;  appointment  of  paid  probation  officers;  no  ch 
under  12  to  be  detained  in  jail;  place  of  detention  to  be  furnish 
.  by  city  or  county;   commitment  to  institution  of  same  religio 

belief;  Board  of  Charities  to  have  supervision  of  instittitions  1 
'^  ceiving  children;  annual  report  of  institutions  to  board. 

p.561,  5  My 
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«  Va.  Minors  under  i8  charged  with  crime,  vagrancy,  disorderli- 
ntss,  or  incorrigibility  may  be  committed  till  majority  to  custody 
of  Prison  Association  of  Virginia;  powers;  release  or  pardon  by 
governor.  60,  8  Mr  04 

373  Parole 
a      Mass.    Amending  R.  L.  ch.85  §39  relative  to  release  on  permit 
of  prisoners  resentenced  to  State  Farm.  216,  9  Ap  04 

b      Va.    Amending  '98  ch.685,  '03  ch.192  (ex.  sess.)  relating  to  con- 
ditions of  parole:  board  of  directors  of  penitentiary  [formerly  gov- 
ernor  on  petition  of  convict]  may  parole,  if  employment  assured; 
parole  of  convicts  sentenced  on  2  or  more  convictions.    68,  7  Mr  04 
^4   Probation 

See  also  371,  Juvenile  oflfenders 

a  N.  J.  Probation  officers  may  arrest  on  sight  person  violating 
terms  of  probation;  certificate  of  former,  sufficient  warrant  for 
detention  till  court  hearing;  sentence  or  recommitment  to  proba- 
tion officer;  no  sentence  for  offense  3  years  after  original  convic- 
tion.   Supplementing  '00  ch.102.  132,  28  Mr  04 

\  CIVIL  LAW 

Civil  Code  and  Code  of  Civil  Procedure 

'  Property 

See  also  490,  Family  property 

»  Real  property 

»  Land  tenure 

:  General.    Titles 

See  also  741,  Special  actions 
I        N.  Y.     Rural  residences  with  appurtenance  of  100  acres  may  be 
registered  under  desig^nation  with  secretary  of  state;  filing  and  fee. 

702,  1 1  My  04 

\  Eminent  domain.    Condemnation  proceedings 

See  also    1297,    Railways;    141 6,   Telegraph   and   telephone;    2026,    Mines;    2554, 
Local  improvements;  2649,  Water;  2663,  Sewerage 

I  Ala.  Amending  C.  §1713-14,  1717-20  relating  to  condemnation 
proceedings:  several  owners  to  have  separate  hearings;  land  sub- 
ject to  public  use  not  to  be  taken  unless  necessary;  appeals;  bonds. 

p.374,  I  O  03 

>  IlL  Extending  right  of  condemnation  to  public  mills  and  ma- 
chinery other  than  gristmills,  and  providing  regulations  for  con- 
duct of  such  mills,  p.563,  22  Mr  72.  Unconstitutional  in  so  far  as 
authorizes  taking  of  private  property  for  such  purposes.  Private 
property  not  to  be  taken  for  other  than  public  purposes.  Gaylord 
:v.  Sanitary  Dist.  of  Chicago,  68  N.  E.  522  (1903). 
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c  la.  State  may  condemn  land  for  state  buildings  on  approval  il 
Executive  Council;  damages.  71,  13  Mr  •( 

d  Mass.  State  or  local  governments  may  tender  payment  for 
property  taken  by  eminent  domain;  may  be  taken  in  full  or  pf» 
tanto  satisfaction.  317$  9  ^y  H 

e  Mass.  General  act  recrulating  eminent  domain  by  state  or  citici 
for  public  highways,  squares,  parks,  playgrounds.  443f  S  Je  oi 

f  O.  Amending  R.  S.  §6437  as  to  time  for  filing  bill  of  excep- 
tions and  petition  in  error  in  condenmation  proceedings  by  cor- 
poration. p.44»  21  ^f  <4 

g  Va.  Amending  '03  ch.270  pt3  §2  subdiv.f  (ex.  sess.)  relating  to 
condemnation  proceedings  by  telephone,  telegraph,  canal  and  tan- 
pike  corporations.  543  (ex.  sess.),  31  Dq$ 

h        Va.    General  law  regelating  eminent  domain,    pp. 

606  (ex.  sess.),  18  Ja  oi 

383  Escheat 

a  Va.  Amending  C.  §2386  as  to  costs  of  publication  of  esc  heat  or^s 
certificate.  375  (ex.  sess.),  10  Do^ 

384  Estates  in  lands 

a  Md.  Estate  to  which  particular  estate  pertains  may  be  mort- 
gaged on  application  to  Chancery  Court,  if  other  parties  inbeing 
be  joined;  mortgage  to  bind  all  parties  inbeing  or  not;  pro- 
cedure.    Adding  §I98A  to  C.  art.i6.  563,  8  Ap  of 

b  N.  J.  Remainder-man  may  apply  for  receiver  if  particular  ten- 
ant neglects  to  maintain  estate  or  to  pay  ^axes;  procedure;  powers 
of  receiver;  reinstatement  of  tenant.  182,  29  Mr  04. 

385  Partition 

a  Md.  Verbal  amendment  to  C.  art.i6  §116,  relating  to  partition 
proceedings.  535,  8  Ap  04 

b  O.  Amending  R.  S.  §5761  relating  to  amicable  partition  of  real 
estate.  p.287,  23  Ap  04 

c  Va.  Amending  C.  §2562  as  to  jurisdiction  of  partition  of  lands 
between  tenants  in  common,  joint  tenants  and  coparceners. 

521  (ex.  sess.).  31  D  03 

386  Property  lines 

a  O.  Damage  to  adjoining  buildings  by  excavation  below  curb 
or  established  grade  of  street  to  be  recovered  by  civil  action  against 
owner  or  possessor  of  land.     Amending  R.  S.  §2676-77. 

P.323»  25  Ap  04 

387  Fences.    Lawful  fences 

a  N.  J.  City  authorities  may  regulate  fences  between  lands;  com- 
pensation for  damages.  144,  28  Mr  04 

b  O.  Generally  amending  R.  S.  pt2  t.5  ch.3  relating  to  partition 
fences.  P*i38,  ai  Ap  04. 
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Va.    Amending  C.  §2048  as  to  change  of  fence  law  by  board  of 
supervisors.  54©  (ex.  sess.),  31  D  03 

Wire  fences 

Ga.    Amending  C.  §1764  defining  lawful  wire  fence. 

p.64,  12  Ag  04 

Conveyance 

Steaiso  404,  Mortgages;  447,  Guardianship;  490,  Family  property  ;  519,  Corpora- 
tioos ;  835,  Tax  on  deeds 

a  La.  Providing  method  by  which  industrial  plants  may  become 
immovable  by  destination  and  form  part  of  such  real  estate  for 
purposes  of  mortgage  and  sale  only.  30,  23  Je  04;  187,  7  Jl  04 

b  N.  J.  Conveyance  made  by  sheriff  or  other  officer  in  attach- 
ment need  not  be  acknowledged;  valid  if  property  indorsed  and 
recorded.    Amending  '98  ch.232  §52.  43,  22  Mr  04 

993  Acknowledgments 

See  also  693,  Special  commissioners 
a       N.  J.    Lack  of  seal  not  to  void  various  deeds  and  instruments 
provided  attestation  and  acknowledgrment  or  proof  recite  sealing 
and  signing;  corporations  excepted.    Supplementing  '98  ch.232. 

89,  28  Mr  04 
b        N.  Y.    Acknowledgment  and  proofs  of  conveyance  of  real  estate 
without  the  United  States  may  he  made  by  secretary  of  legation. 
Amending  real  property  law  '96  ch.547  §250  subdiv.2,  7  §257. 

528,  29  Ap  04 

c        N.  Y.    Acknowledgment  or  proof  of  conveyance  of  real  estate 

may  be  made  m  Germany,    Adding  subdiv.8  to  real  property  law 

'96  ch.547  §250.  690,  9  My  04 

d        O.    Extending   power   to   take   acknowledgments   of   deeds    to 

various  consular  officers  of  United  States.     Amending  R.  S.  §4111. 

p.  1 71,  22  Ap  04 
e        Va.     Repealing    '88    ch.351    authorizing    circuit    clerks    to    take 
acknowledgments  of  deeds  and  writings.       431  (ex.  sess.),  12  D  03 
f        Va.     Certificates  of  acknowledgment  of  writings  made  in  terri- 
tory or  dependency  of  United  States  to  be  admitted  to  record;  form. 
Amending  C.  §2501.  486  (ex.  sess.),  24  D  03 

396  Record 

See  also  2497,  County  records 

a  Ga.  Extending  term  of  commission  on  registration  of  land 
titles,  appointed  in  1903;  report  to  Legislature  of  1905. 

p.758,  3  Ag  04 

b  Ky.  Source  of  title  must  be  given  in  deed  to  authorize  record- 
ing; penalties.    Amending  '93  ch.i86  §6.  67,  21  Mr  04 

c  Mass.  Fixing  salaries  of  registers  of  deeds  and  assistant  regis- 
ters: classification  based  on  yearly  receipts  of  registry;  maximum 
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salary  $5000;  rcadjostment  every  5  years.     Repealing  R.  L.  chit 
§3«.  45^  9  Jc  <H 

d        N.   J.      Exact  time  of  filing  of  deeds,  judgments,  liens  and  other 
papers  to  be  recorded.  117,  a6  Mroi 

«        Va.    Amending  C.  §2505  as  to  record  of  conveyances  by  fidi* 
ciaries.  580  (ex.  sess.),  10D03 

f  Va.  Deeds  or  other  writings  may  be  recorded  according  to 
C.  §2501  by  clerk  or  deputy  of  Corporation  Court  of  City  or  Cwak 
Court  of  County  [formerly  by  court  of  county  or  corporatioal. 
.\iuending  C.  §2500.  205,  15  Mr(H 

i97    Abatracts 

a        Ky.    Abstract  or  title  of  land  not  to  be  certified  by  county  clerk 

ur  i>ther  official  if  party  in  possession  claims  throngfa  title  adverse 

to  that  in  abstract  or  if  two  or  more  patents  issued  for  same  land; 

penalties.  92,  22  Mr  04 

iy9    Torreo*  system 

4  La.  Commission  consisting  of  5  members  to  be  appointed  by 
governor  to  investigate  Torrens  system  of  land  registration;  re- 
pkU  I  10  governor  by  July  1905.  88.  4  Jl  04 

b  Maaa.  Salary  of  associate  judge  of  land  registration,  tiSPO 
liuuucrly  $4000].     Amending  R.  L.  ch.128  §12.  586,  31  My  <H 

V  Maaa.  Changing  name  of  Court  of  Land  Registration  to  Land 
v.ouit;  transferring  certain  jurisdiction  thereto  from  Superior 
C«»mi.  procedure.     Amending  '00  ch.354.  448,  9  Je  04 

^^'*•  Personal  property 

iv*j     l>44iU4fttic  or  musical  compositions 
^         M««iii.     Mi.svlemeanor   to   perform   or   represent   publicly   unpub- 
!i>N.J   siiul  undedicated   dramatic  or  musical  composition  without 
.  .  .Ill  oi  proprietor.  183,  29  Mr  04 

<  I  Liens  and  mortgages 

General 


I  ,1 


V "a       \tiii.»i  amendment  to  C.  §io<>8  relating  to  payment  of  ven- 

p.164,  5  Mr  03 
Foreclosure.     Redemption 

\    \        ^ui.iulmg  C  C.  P.  §2398  as  to  recording  affidavits  in  fore- 
' li"iis.  679.  9  My  04 

Sv.*l  property  mortgages  and  trust  deeds 

StTf  ji'so  127,,  Kailwavii 

Deeds  of  trust 

.    V    .ii»^   \^n    appointment   of  trustees   for  bondholders  in 

P.99,  13  Ag  04 
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4x0  Foreclosure.    Redemption 

a  Va.  Amending  C.  §2935  as  to  recording  extension  of  limitation 
for  enforcement  of  trust  deeds  and  mortgages.  158,  14  Mr  04 

41X  Record 

a  Ala.  Minor  amendments  to  '99  P-26  §1  relating  to  entry  of  mort- 
gage payments.  P-423»  ^o  O  03 

.413  Personal  property 

413  General  and  miscellaneous 

a        Ga.    Regulating  business  of  loans  on  personal  property. 

p.79,  15  Ag  04 

415  Conditional  sales 

a  N.  Y.  Amending  lien  law  '97  ch.418  §115  as  to  conditional  sale 
of  electric  motors.  2S9$  8  Ap  04 

b  N.  Y.  Amending  lien  law  '97  ch.418  §112-15  as  to  conditional 
sale  of  chattels  attached  to  building;  to  be  void  against  purchaser 
or  encumbrancer  in  good  faith  unless  contract  recorded  with  regis- 
ter; refiling;  discharge.  698,  9  My  04 

c  Va.  Providing  for  record  of  release  of  conditional  contracts  of 
sale  under  C.  §2462;  penalty  for  failure  of  vendor  to  record. 

562  (ex.  sess.),  2  Ja  04;  244*  I5  Mr  04 

d  Va.  Procedure  for  enforcement  of  lien  in  conditional  sales. 
Amending  C.  §2462.  54,  8  Mr  04 

418  Mechanics  liens;  labor  and  materials 

419  General 

a  Kan.  Allowing  successful  plaintiff  in  action  on  mechanics  lien 
reasonable  attorney's  fee.  G.  S.  '01  §5125.  Unconstitutional.  De- 
nies equal  protection  of  laws.    Atkinson  v,  Woodmansee,  74,  p.640    • 

(1903). 

b  Miss.  Suit  to  enforce  mechanics  and  material  men's  lien  to  be 
begun  within  12  [formerly  6]  months.     Amending  Ann.  C.  '92  §2702. 

152,  3  Mr  04 

c  Miss.  Amending  Ann.  C.  '92  §2714  relating  to  contractor's  lien 
for  labor  or  materials:  judgment  to  be  lien  from  date  of  notice  of 
owner.  153,  22  Mr  04 

d  O.  Generally  amending  R.  S.  pt2  t.i  div.2  ch.4  relating  to  me- 
chanics, laborers  and  material  men's  liens.  p.499,  27  Ap  04 

421  Special  mechanics  and  other  liens 

See  also  595,  Practice  of  law 

a  Md.  Amending  '92  ch.419  §3  as  to  filing  of  lien  by  owner  of  stal- 
lion: defining  procedure.     Adding  §3A-B.  54,  9  Mr  04 

b  Mass.  Contractors  for  public  works  to  give  security  for  pay- 
ment for  labor  and  materials.  .  ^  349,  19  My  04 
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c  Mass.  Lien  for  materials  and  labor  furnished  contractor  for  coi- 
struction  of  street  railway;  statement  of  debt  to  be  filed  within 
30  days  of  performance  and  action  to  be  begun  within  60.  Adding 
§101-5  to  R.  L.  ch.ii2.  373.  23  My  04 

d  N.  Y.  Amending  lien  law  '97  ch^iS  §32  as  to  liens  on  vessels  on 
western  and  northwestern  lakes  and  river  St  Lawrence. 

246,  8  Ap  04 
e        N.  Y.    Lien  for  service  of  stallion  to  be  filed   within    JS  months 
[formerly  i  year].    Amending  lien  law  '97  ch^iS  §60 

261.  8  Ap  04 
f        Or,   Amending  Ann.  C.  &  S.  §4322-23  as  to  contents  of  lien  for 
stallion  service  and  as  to  procedure  for  enforcing    same. 

p.14,  23  D  03 
g        Va.    Amending  C.  §2485  as  to  lien  for  supplies  furnished  trans- 
portation companies :    lien  of  traveling  representatives, 

395  (ex.  sess.),  10  D  03 

43^  Landlord  and  tenant 

a  Ala.  Crop  rents  to  mature  Nov,  1$  [formerly  Dec.  25]  of  year 
in  which  crop  grown.    Amending  C.  §2704.  P-273,  26  S  05 

b  Md.  Leases  for  7  years  or  less  terminated  by  fire  or  unavoid- 
able accident  if  premises  rendered  untenantable.  Adding  §26A  to 
C.  art.53.  286,  7  Ap  04 

c  Md.  Typewriter  to  be  exempt  from  distress  for  rent.  Amending 
C.  art.53  §17.  568,  8  Ap  <H 

d  Md.  Amending  C.  art.53  §8  as  to  oath  of  nonresident  landlord  or 
agent  making  distress  for  rent  within  state.  575,  12  Ap  04 

e        Neb.     Defining  when  tenant  shall  be  deemed  holding  over  his 
•  term,    p.43,    25    F   75.     Unconstitutional.    Amendment    not    within 

subject  of  original  section  amended.     Preston  v.  Stover,  97  N.  W. 
812  (1903). 

f  Va.  Tenancy  from  month  to  month  terminable  by  either  party 
on  30  days  notice  in  writing;  monthly  tenant  to  pay  arrears  within 
10  days;  yearly  tenant  within  i  month.     Amending  C.  §2785-86. 

369  (ex.  sess.),  10  D  03 

g  Va.  Distress  for  rent  may  be  made  under  warrant  from  justice 
or  clerk  of  Circuit  or  Corporation  Court.     Amending  C.  §2790. 

429  (ex.  sess.),  12  D  03 

h  Va.  Amending  C.  §2716  as  to  ejectment  of  tenant  under  /  year 
[formerly  i  month]  lease.  211,  15  Mr  o\ 

423  Succession 

424  Descent 

1  a        la.     Amending  C.  §3276,  3^79  relating  to  rights  of  posthumous 

>»i  children  unmentioned  in  will.  120,  7  Ap  04 
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b  N.  Y.  Estate  of  intestate  to  descend  to  grandparents,  if  no 
uncles  or  aunts  or  their  descendants  to  take.  Amending  real  prop- 
erty law  '96  ch.547  §288.  106,  as  Mr  04 

496  Administration  of  estates 

See  also  836,  Inheritance  taxes 

4>8  Probate  procedure 

499  General  and  miscellaneoua 

a  O.  Record  of  real  estate  devised  by  will  to  be  made  by  county 
and  recorded  on  receipt  of  certified  copy  of  will  from  probate 
judge;  fees.    Amending  R.  S.  §5930.  P-394*  25  Ap  04 

b  Va.  Generally  amending  C.  ch.119  vesting  clerk  of  court  with 
certain  powers  over  probate  of  will  and  administration  of  estates. 

378  (ex.  sess.),  10  D  03 

430  Probate  courts  and  officers 
a        Ala.    Judge  of  probate  to  keep  index  of  instruments  filed. 

p.397.  6  O  03 

b  Mass.  Amending  R.  L.  ch.164  §5,  7  as  to  incapacity  of  judge  of 
probate  and  insolvency;  compensation  of  judge  sitting  in  his  stead. 

401,  2  Je  04 

c  Mass.  Salaries  of  judges,  registers  and  assistant  registers  of  pro- 
bate  fixed  according  to  county  classification.  Repealing  R.  L. 
ch.164  §27.  455,  9  Je  04 

d  N.  Y.  Amending  C.  C.  P.  §2513  as  to  compensation  of  Surrogate 
Court  stenographer.  59,  9  Mr  04 

c  N.  Y.  Amending  C.  C.  P.  §2567  subdiv.2  as  to  certain  fees  of  sur- 
rogate. 137,  28  Mr  04 

f  N.  Y.  Amending  county  law  '92  ch.686  §237  as  to  fee  of  surro- 
gate's clerk  for  recording  official  bonds.  461,  28  Ap  04 

g  Va.  Clerk  of  Corporation  Court  may  admit  wills  to  probate,  ap- 
point and  take  bond  of  executors,  administrators  and  committees. 
Amending  '03  ch.25S  (ex.  sess.).  107,  12  Mr  04 

431  Probate  of  wills 

a  Va.  Vesting  clerks  of  courts  with  certain  jurisdiction  over 
probate  and  recording  of  wills.    Amending  C.  §2533-34,  2538,  2547. 

438  (ex.  sess.),  12  D  03 

b  Va.  Corporation  and  Circuit  Courts  to  have  jurisdiction  over 
probate  of  wills.    Amending  C.  §2533.  108,  12  Mr  04 

440  Administration 

441  Administrators  and  executors 

a  N.  D.  Providing  for  special  administrator  in  cases  where  death 
of  owner  of  estate  not  satisfactorily  proved,  but  whose  disappear- 
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ance  affords  reasonable  groonds  for  believing  him  dead.  R.  C 
{6325  8ubdiv.2.  Unconstitutional  so  far  as  affects  property  of  It?- 
ing  persons:  deprives  of  property  without  due  process  of  Uw. 
Clapp  V.  Hough,  98  N.  W.  710  (i9<H)- 
b  O.  Trustee  to  be  appointed  of  property  within  state  of  person  so 
long  unheard  of  as  to  be  deemed  dead;  procedure.        p.23,  23  F04 

44a  Management  and  settlement 

a  AU.  Claims  of  infants  or  insane  persons  against  estate  to  be 
filed  6  [formerly  9]  months  after  appointment  of  guardian  or  ^^ 
moval  of  disability.    Amending  C.  §307.  p.78,  26  F  03 

b  Mass.  Amending  R.  L.  ch.141  §2  relative  to  pa3rm«nt  of  debts  of 
estates :  executor  or  administrator  to  pay  doubtful  debts  under  ap- 
proval of  Probate  Court,  if  no  notice  within  i  year  of  insolvency 
of  estate.  165,  19  Mr  04 

c  Maaa.  Amending  R.  L.  ch.144  §4  and  repealing  '02  ch.544  §20 
relative  to  settlement  of  absentee's  estate.  206,  2  Ap  04 

d  Maaa,  Administrator  of  intestate  may  sell  realty  for  purposes  of 
distribution  [formerly  sale  limited  to  realty  over  $1500].  Amend- 
ing R.  L.  ch.146  §18.  217,  9  Ap  04 

0  Maaa.  Amending  R.  L.  ch.143  §2  as  to  distribution  of  personal 
collate  01  deceased  nonresidents.  360,  20  My  04 

1  N.  J.  Amending  '99  ch.156  relating  to  disposition  of  balance  in 
hutuU  of  executor.  50,  22  Mr  04 

g         N.  J.     Amending  '03  ch.92  §1  relating  to  sale  of  land  by  substi- 

luicil  aUnunistrator  when  administrator  in  whose  name  application 

fill  .\alv  is  pt'tuiing  has  died  or  been  removed.  57,  22  Mr  04 

U        N.  J.     Application  to  Orphans  Court  for  fulfilment  of  decedent's 

iimiuui  t\»r  hale  or  purchase  of  land  to  be  made  within  5  years 

khU.u  iontfact  such  that  performance  impossible  within  such  period. 

Vuicuding  '98  ch.234  §154.  167,  29  Mr  04 

i         N-  Y.     (Uilitc^r  of  estate  to  present  claim  to  surrogate  within  3 

»a.  .uUi  v'l  ciiaiiuu  served  by  petition  uf  executor  or  administrator; 

I — u.ji  >.i   .Hit.     Adding  §27i8a  to  C.  C.  P.  386.  26  Ap  04 

\         N    V-     !  tiiutijl  expenses  may  be  paid  from  amount  recovered  in 

'   Jv.iili  liiuii  nepligcuce.     Amending  C.  C.  P.  §1903. 

515,  29  Ap  04 

^         »^    \.      iv.iu^ici  «»r  mortgage  of  interest  in  decedent's  estate  to 

:.  I   Willi  surrogate  or  county  clerk:  if  unrecorded,  to  be 

ul»  .vviui'iit  bona  fide  taker.  692,  9  My  04 

y    V         -     .^alU   aiiu-nding  C.  C.  P.  §2752.  2755-61,  2763-65,  2709, 

V  .       .  vii, position  of  real  property  of  decedents  for  pay- 

,  .       n.l  uuivMdl  expense.  750,  14  My  04 

;  \  ,     '       ■'*    ^''   ^**'^^*   ^*^*^    before   probate  judge   or  oMcer 
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authorized  to  administer  oaths  [formerly  magistrate].    Amending 
C.  C.  §2535.  253,  25  F  04 

p  Va.  Assets  in  hands  of  personal  representative  of  decedent  to 
be.  applied  first  to  pa3rment  of  physicians  and  nurses.  Amending 
C.  §2660  subdiv.i  and  repealing  subdiv.4  as  to  debts  of  husband  to 
wife.  437  (ex.  sess.),  12  D  03 

II  Va.  Amending  C.  §2690  relative  to  receiving  proof  of  debts  of 
decedent  by  commissioner  of  accounts.  72,  7  Mr  04 

r  Va.  Repealing  C.  §2708  as  to  posting  of  order  to  compel  cr^^d- 
itors  of  decedent  to  show  cause  against  distribution  of  estate. 

161,  14  Mr  04 

I  W.  Va.  Amending  C.  ch.85  §12  relating  to  appraisal  of  real  and 
personal  property  of  deceased  person.  7,  12  Ag  04 

I  Guardianship 

Set  also  2172,  Children 

5  General  and  miscellaneous 

a  Ala.  Amending  C.  §2388  relating  to  funds  of  minor  or  insane 
person.  p.56,  16  F  03 

b  Miss.  Parent  guardian  of  foreign  minor  may  exercise  powers 
of  foreign  guardian  on  filing  with  chancery  clerk  certificate  of 
residence.    Amending  Ann.  C.  '92  §2211.  149,  i  Mr  04 

c  Va.  Clerk  of  Circuit  Court  may  appoint  guardian  of  minor  and 
receive  bond.    Amending  C.  §2599-602. 

552  (ex.  sess.),  2  Ja  04;  188,  15  Mr  04 

d  Va.  Amending  C.  §2434,  2618  relative  to  appointment  of  guard- 
ian ad  litem  and  to  taking  of  depositions  in  proceedings  for  sale 
or  lease  of  lands  of  persons  under  disabilities.  75,  7  Mr  04 

S  Insane  and  incompetent 

See  also  220$*  Insane;  2215,  Feeble-minded 

a  N.  J.  Amending  '97  ch.63  §6  relating  to  exercise  of  certain  pow- 
ers by  guardian  of  insane.  44,  22  Mr  04 

b  N.  Y.  Petition  for  committee  for  incompetent  person  who  is 
inmate  of  state  institution  may  be  presented  to  court  of  county  of 
residence,  or  of  commitment.     Amending  C.  C.  P.  §2323a. 

509,  29  Ap  04 

7  Sale,  mortgage  and  lease  of  property 

a  Ala.  Sale  of  land  by.  tenants  in  common  where  one  minor  or 
insane;  court  proceedings;  certificate;  guardian's  powers. 

p.420,  12  O  03 

b  N.  J.  Amending  '03  ch.152  §2  as  to  raising  of  money  on  real 
estate  for  rebuilding  property  of  minors,  insane  etc.  destroyed  by 
fire;  repealing  restriction  on  use  of  insurance  money.       19,  7  Mr  04 

c  N.  J.  When  guardian  grantee  of  realty  from  executor  or  trus- 
tee, may  sell  same  without  court  order.  26,  7  Mr  04 
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d  N.  J.  Property  of  persons  under  disabilities  may  be  sold  at  pri- 
Tate  sale  for  pajrment  of  mortgage,  subject  to  confinnation  of 
chancellor.  46,  22  Mr  (H 

•  O.    Guardians  of  minors  may  lease  coal  lands;  procedure. 

p.312,  23  Ap  (H 
I        Va.    Amending  C.  §2629  as  to  petition  of  foreign  guardian  or 
committee  of  nonresident  minor  or  insane  person  for  transfer  of 
property  within  state.  376  (ex.  sess.),  10  D  os 

f  Va.  Miscellaneous  amendments  to  C.  §2616,  2620-22,  2625  relat- 
ing to  leasing  and  sale  of  lands  held  in  trust  or  for  persons  under 
disabilities.  531  (ex.  sess.),  31  D  03 

44ft  Trusts  (general) 

Seg  also  441,  Administnton  and  eaecoton;  444,  Gaarrfiinthip 

a       Ky.    Settlement  of  certain  fiduciaries  in  Circuit  Court  to  be  filed 

by  clerk  thereof  in  office  of  county  clerk;  fees.  45,  21  Mr  (H 

b        N.  Y.    Amending  real  property  law  '96  ch.547  §94  relating  to 

investments  by  trustees  and  other  fiduciaries.  742,  14  My  (H 

C        N.  Y.    Fixing  rate  of  compensation  of  trustees  of  express  tnisti 

Amending  C.  C  P.  §3320.  755,  14  My  <H 

d        O.    Amending  R.  S.  §6322  as  to  discharge  of  sureties  on  bonds 

of  trustees  or  g^uardians  for  nonresidents.  P-289»  23  Ap  <H 

•  Va.  Miscellaneous  amendments  to  C.  2616,  2620-22,  2625  relat- 
ing to  leasing  and  sale  of  lands  held  in  trust  or  for  persons  under 
disabilities.  531  (ex.  sess.),  31  D  03 

{  Va.  Amending  C.  §2693  21s  to  time  of  posting  list  of  fiduciaries 
by  commissioner  of  accounts.  71,  7  Mr  04 

g  Va.  Amending  C.  §2698,  2700,  2702-3  relating  to  confinnation  of 
fiduciary  accounts;  investment  and  distribution  of  money  in  hands 
of  fiduciary.  152,  14  Mr  04 

449  Insolvency.    Assignments 

Stt  aiso  5-\<.  Corporations;  1273,  Railways;   1343,  Street  railways;  1687,  Banking; 
174 J.  Building  and  loan  associations;  1743,  Insurance 

a        Ala.     Defining  assignments.  P*36,  4  F  03 

b  Ala.  Claims  against  insolvent  estates  if  no  opposition,  to  be 
ulK»svcd  within  9  [formerly  12]  months  after  insolvency.  Amend- 
ing C   §312.  p.78,  26  F  03 

c  G4.  Contracts  made  for  assignment  or  pledge  of  unearned 
wagc.^  or  salary  to  be  void;  procedure.  p.79»  15  Ag  04 

vi  N.  Y.  Persons  lending  money  on  salaries  of  employees  to  file 
\\ii\i  employers  copy  of  agreement  under  which  claim  is  made, 
..U4vi\M?>c  action  barred.  77,  18  Mr  04 

».)'  Homesteads.    Exemption  from  execution 

4         via      Auuuding  C.  §2070  relating  to  exemption  in  lieu  of  home- 
i.  i^A    ui  t-^ute  passing  to  widow  or  minor  child.       P>I50,  4  Mr  03 
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b  Ky.  Repealing  '93  ch.219  art.15  §5  which  exempts  wages  under 
$50  from  execution.  16,  4  Mr  04 

e  Md.  Life,  accident  and  sickness  insurance  money  exempt  from  exe- 
cution in  civil  proceedings.    Amending  C.  art.83  §8.      381,  7  Ap  04 

d  O.  Personal  property  to  be  subject  to  execution  on  judgment 
for  purchase  price  of  same.    Amending  R.  S.  §5441.  p.282,  23  Ap  04 

e        S.  C.    Amending  C.  C.  §2631  relating  to  homestead  exemption. 

225,  20  F  04 

f  Va.  Exempting  from  execution  property  of  householder  or 
head  of  family  to  sum  of  $2000:  exemption  not  to  be  claimed  in 
shifting  stock  of  merchandise  or  in  conveyance  by  claimant  set 
aside  for  fraud;  proviso.    Amending  C.  §3630,  3636. 

546  (ex.  sess.),  i  Ja  04 

"       Contracts  and  other  obligations 

See  also  394,  Contract  for  tale  of  land;  510,  Corporations;  7^7*  Contracts  and 
supplies  (public);  835,  Tax  on  deeds  and  contracts;  1343*  Street  railways;  S03S, 
Mines;  4113(51  Employment;  ss^»  Local  finatnce;  S705,  Roads 

3  General  and  miscellaneous 

a       R.  L    Demand  for  receipt  not  to  vitiate  legal  tender. 

1x51,  25  Mr  04 
b        Va.    Amending  C.  §2463  as  to  unwritten  contracts. 

382  (ex.  sess.),  10  D  03 

9  Sale  of  merchandise  in  bulk 

a  Ky.  Regulating  sale  of  merchandise  in  bulk:  seller  to  make  !ist 
of  creditors  who  are  to  be  notified  by  purchaser;  procedure;  penal- 
ties. 22,  8  Mr  04 

b  N.  Y.  Misdemeanor  for  seller  of  merchandise  in  bulk  to  de- 
ceive buyer  as  to  creditors;  buyer  to  retain  written  answer  of 
seller  6  months  after  sale.    Amending  '02  ch.528.  569,  3  My  04 

c  O.  Regulating  sale  of  merchandise  in  bulk:  inventory;  notice 
to  creditors;  penalties,  p.96,  4  Ap  02.  UnconstituHotMi  Restricts 
property  rights;  class  legislation.     Miller  v.  Crawford,  71    N.   E. 

631  (1904). 
d        U.    Regulating  sale  of  merchandise  in  bulk:  inventory;  5  days 
notice    to    creditors;    penalties.    67,    14    Mr    01.     Unconstitutional. 
Impairs  freedom  of  contract;   deprives   of  property  without   due 
process   of  law;   class   legislation.     Block  v.   Schwartz,   76   P.   22 

(1904). 
e        Va.     Regulating  sale  of  merchandise  in  bulk:  seller  to  make  in- 
ventory of  stock  and  statement  of  creditors   to  purchaser;   pro- 
cedure; penalties.     Repealing  '03  ch.  304  (ex.  sess.). 

554  (ex.  sess.),  2  Ja  04 
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461  Money.    Interest.    Usury 

a  S.  C.  On  loans  under  $25  unlawful  to  charge  for  drawing 
papers  or  examining  property;  paper  not  to  include  more  tbin 
loan;  violation  void.  287,  24  F  04 

463  Interest.    Usury 

a  N.  Y.  Amending  Pen.  C.  §378  relating  to  usurious  loans  on  cer- 
tain chattel  security.  661,  9  My  04 

464  Negotiable  instruments 

Ste  also  Z594,  Legal  holidmyt 

a  Ky.  Defining  diligence  on  part  of  banks  in  collection  of  checks 
and  drafts.  26,  11  Mr  04 

b  Ky.  Establishing  negotiable  instruments  law  uniform  with  law 
of  other  states.    39p.  102,  24  Mr  04 

c  La.  Establishing  negotiable  instruments  law  uniform  with  laws 
of  other  states.    27p.  64,  29  Je  04 

d  N.  Y.  Bank  not  liable  for  payment  of  forged  check  unless  de- 
positor notifies  it  within  i  year  of  return  of  voucher.  Adding  §326 
to  negotiable  instruments  law  '97  ch.612.  287>  13  Ap  04 

e  Va.  Repealing  C.  §2842-43,  2845-46,  2848-51  relating  to  nego- 
tiable instruments.  569  (ex.  sess.),  24  D  03 

f  Va.  Time  for  presentation  of  bills  and  notes  falling  due  on  holi- 
days.    Amending  €.§2844.  137,  12  Mr  04 

466  Partnership 

a  O.  Relating  to  bond  of  surviving  partner  purchasing  decedent's 
interest:  notice  to  creditors  and  discharge  of  bond.  Adding  §31698 
to  R.  S.  p.284,  23  Ap  04 

467  Suretyship 

Sec  also  1793,  Surety  companies 
a         O.     Official  and  fiduciary  bonds  less  than  $2000  must  be  guar- 
anteed by  surety  companies;  payment  by  government  of  fee  for 
official  bonds;  personal  security  when  bond  refused  by  company. 
Amending  R.  S.  83641c.  p.  182,  22  Ap  04 

*^  Torts 

Sec  also  index  under  Damages  to  property 

471  Personal  injury 

:scc  also  21-25,   Employers  liability;   2446,  Municipalities;   2728,   Roads 

a  Miss.  Mother  to  have  action  for  death  of  illegitimate  children 
and  children  for  death  of  mother  under  '98  ch.65.  87,  1 1  Mr  04 

b  Va.  Time  during  which  suit  for  death  from  personal  injuries 
pends  not  to  be  counted  if  action  abates  or  is  dismissed  without 
determination  on  merits;  distribution  of  proceeds.  Amending  C. 
§2903-4.  64,  7  Mr  04 
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47^  UbeL    Slander 

a  Kan.  Relieving  from  all  save  actual  damage  newspaper  pub- 
lisher of  libel  in  good  faith,  if  retraction  made.  249,  i  Mr  01. 
Unconstitutional,  Violates  Const.  §18  providing  for  remedy  "by 
due  course  of  law."    Hanson  v.  Krehbiel,  75  P.  1041  (1904)- 

^^*  Family 

476  Marriage 

St€  also  246,  Crimes  against  public  morals  and  the  family 

477  Parties.    Age 

a  La.  Marriages  contracted  between  parties  within  degrees  of 
relationship  prohibited  by  C.  C.  artps,  either  party  being  domi- 
ciled in  state,  not  to  be  deemed  valid  though  contracted  in  other 
state  or  country.    Amending  C.  C.  art.113.  129,  5  Jl  04 

b  N.  J.  Prohibiting  marriage  of  insane,  epileptic  or  feeble-minded 
person  except  on  physician's  certificate  of  complete  recovery; 
misdemeanor  to  abet  such  marriage.  137,  28  Mr  04 

•c  O.  Marriage  license  not  to  be  granted  if  either  party  is  habitual 
drunkard,  epileptic,  imbecile  or  insane  or  who  at  time  of  applica- 
tion is  under  influence  of  liquor  or  drug.    Amending  R.  S.  §6389. 

p.83,  15  Ap  04 

d  Va.  Woman  not  to  marry  husband  of  her  brother's  or  sister's 
daughters.    Amending  C.  §2224.  427  (ex.  sess.),  12  D  03 

478  Licenae 

a  Va.  Amending  C.  §2216,  2228,  2240,  2250  relative  to  issue  of 
marriage  licenses  and  register  thereof.         427  (ex.  sess.),  12  D  03 

4*>  Divorce 

481    Alimony.    Division  of  property 

a  N.  Y.  Amending  C.  C.  P.  §1772  relating  to  enforcement  of  judg- 
ment for  divorce  or  separation  rendered  in  another  state  requiring 
education  and  maintenance  of  children  and  support  of  wife. 

318,  13  Ap  04 

b        N.  Y.    Court  to  nullify  final  judgement  for  plaintiff's  support  on 

remarriage.    Amending  C.  C.  P.  §1771.  339,  16  Ap  04 

488  Soliciting  divorce  business 

a        Va.    Misdemeanor  to  solicit  divorce  business:  disbarment. 

374  (ex.  sess.)»  10  D  03 

489  Trials.    Procedure 

a  Ala.  Appeals  in  divorce  proceedings  to  be  taken  within  60  days; 
neither  party  to  marry  within  such  tiitie  or  during  pendency  of 
appeal-  p.49,  13  F  03 

b  Va.  Amending  C.  §3207-8  as  to  service  in  divorce  proceedings 
and  as  to  publication  of  service  on  nonresidents. 

406  (ex.  sess.),  10  D  03 
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490  Family  property 

49a  Dower.    Curtesy 

a  la.  On  insanity  of  surviving  spouse  court  may  elect  for  same 
whether  to  accept  distributive  share  of  estate  under  will.  Amend- 
ing C  §3376.  121,  12  Apoi 

b  Md.  Statute  and  common  law  of  state  as  to  wife's  dower  to  be 
applicable  to  husband's  dower  unless  such  construction  unreason- 
able.   Amending  C.  art.45  §7.  151,  25  Mr  oi 

c  Mass.  Amending  R.  L.  ch.132  §9  relative  to  petition  for  assign- 
ment of  dower.  306,  6  My  01^ 

d  Va.  Amending  C.  §2274  relating  to  rights  of  widow  before 
dower  is  assigned.  425  (ex.  sess.),  12  Do? 

e  Va.  Court  may  order  sale  of  real  estate  of  tenant  by  dower 
or  curtesy;  court  to  invest  and  hold  proceeds  for  parties  inter- 
ested. 460  (ex.  sess.),  17  D  qj 

494  Property  rights  of  married  women 

a  N.  J.  Married  woman  as  executrix,  administratrix,  trustee  or 
guardian  may  convey  real  estate  without  joining  husband  therein. 

21,  7  Mr  04 

b  N.  J.  Conveyance  by  married  woman  of  personal  estate  may 
be  executed  without  concurrence  of  husband.  Supplementing 
R.  S.  '74  p.468.  192,  29  Mr  04 

c  Va.  Repealing  C.  §2297-98  relating  to  certain  property  rights 
and  liabilities  of  married  women.  456  (ex.  sess.)>  16  D  o^ 

495  Rights  when  wife  or  husband  is  insane 

a  la.  On  insanity  of  either  spouse,  other  may  petition  for  leave  to- 
deed  or  mortgage  real  estate.    Amending  C.  §3167,  3169. 

119,  27  F04 

496  Support  of  family 

a  Md.  Amending  C.  art.27  §47A  relating  to  family  desertion: 
court  may  suspend  sentence  and  place  defendant  on  probation 
for  I  year  on  entering  into  recognizance  to  make  certain  weekly 
payments;  forfeiture  of  recognizance;  procedure.     Adding  §47B. 

44,  9  Mr  04 

b  N.  J.  Person  convicted  of  neglect  of  minor  may  be  ordered  by 
court  to  make  weekly  payment  to  humane  society  for  care  [for- 
merly during  minority].     Amending  '80  ch.95,  'oi  ch.125. 

166,  29  Mr  04 

c  N.  J.  Misdemeanor  to  desert  or  neglect  to  provide  for  wife  or 
minor  child  [formerly,  and  to  leave  the  state].  Amending  '05 
ch.2i6.  aoa,  50  Mr  04 
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d  Va.  Misdemeanor  to  desert  wife  and  minor  children  or  to  fail 
to  provide  for  support;  City  Corporation  or  Hustings  Courts  in 
cities  and  Circuit  Courts  in  counties  to  have  original  and  exclusive 
jurisdiction.  ill,  12  Mr  04 

497  Children:  adoption,  custody,  legitimation 

a  Mass.  Amending  R.  L.  ch.145  §4  relative  to  custody  of  minor 
children  under  guardians.  163,  19  Mr  04 

b  Mass.  Amending  R.  L.  ch.154  §2  relative  to  adoption  of  chil- 
dren: illegitimacy  not  to  be  averred  in  record,  302,  6  My  04 

c  Va«  Children  of  former  slaves  may  inherit  from  father,  who 
recognized  them  as  children  and  mother  as  wife.  Amending  C. 
§2552.  430  (ex.  sess.),  12  D  03 

498  Change  of  name 

a  Ala.  Misdemeanor  for  person  to  change  name  with  fraudulent 
intent.  P-438»  10  O  03 

b  la.  Person  may  change  name  [formerly  on  order  of  District 
or  Superior  Court]  by  filing  with  District  Court  clerk  certain 
statement:  procedure;  reindexing  of  real  estate;  fees;  penalty. 
Revising  C.  §4471-75.  127,  6  Ap  04 

c  Md.  Amending  C.  art.i6  §95  relating  to  procedure  for  change 
of  name.  •  25,  9  Mr  04 
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5#<  also   840,   Corporation   taxes;    xaoo,   Transportation;    1677,    Banking;    1730, 
Insurance;  2627,  Municipal  utilities 

SOX  General 

50a    General  laws.    Incorporation 

Seg  also  84a,  Incorporation  fetM  and  taxes 

a  Ala.  Minor  amendment  to  C.  §1251  relating  to  purposes  for 
which  corporations  may  be  organized.  P127,  20  Mr  03 

b  Ala.  Private  corporations  organized  under  general  law  to  have 
all  lawful  charter  powers.  p.  128,  '03 

c       Ala.     General  corporation  law.    3ip.  p.310,  2  O  03 

d  La.  Providing  for  formation  of  corporations  having  subscribed 
capital  of  $3000;  insurance  and  banking  corporations,  and  those 
exercising  power  of  eminent  domain  excepted.  78,  4  Jl  04 

c  N.  J.  Providing  for  recording  by  secretary  of  state  of  corpo- 
rate certificates  and  other  papers.  148,  28  Mr  04 

f  N.  Y.  Amending  general  corporation  law  '90  ch.563  §19  as  to 
buying  of  bullion  or  coin  by  nonbanking  corporations.  236,  5  Ap  04 

g        N.  Y.     Municipal  or  other  political  corporations  exempted  from 

provisions     of    t.2    art.2-4    concerning    corporations.       Amending 

C.  C.  P.  §1804.  501,  29  Ap  04 

h        O.    Amending  '02  p.124  §5-8  relating  to  corporations:  filing  of 
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annual  report;  incorporation  fees;  penalties;  certificate  of  dissolo- 
tion.  p.581,  25  Ap  04 

i        Va.    Repealing  C.  §1068-103  relating  to  corporations. 

419^  423^  424  (ex.  sess.),  11  D03 
j        Va.    Amending  corporations  law  '03  ch.270  pt2  §1  subdiv.f,  pt3  §1 
subdiv.h    (ex.   sess.)    as   to   names   of  officers   in   articles   of  nil- 
road,  telephone,  telegraph,  canal  and  turnpike  corporations. 

555  (c3c.  sess.),  2  Ja  04 
k        Va.    General  law  relating  to  public  service  corporations.    4ip. 

609  (ex.  sess.),  18  Ja  04 

m        Va.    Repealing   C.   ch.51    so   far   as   relating  to   public  service 

corporations.  22,  19  F  04 

n        Va.    Repealing  C.  §1334-36  relative  to  reports  and  certificates  of 

internal  improvement  companies  in  which  state  has  interest. 

V       T>         r  J  *•       1  '73,  14  Mr  04 

p        Va.    Repeahng  sundry  corporation  laws. 

183,  14  Mr  04;  253,  IS  Mr  04;  254,  15  Mr  04 
503    Amendment  and  extension  of  charter.    Reorganization 
a       Ala.    Corporations  may  be  renewed  for  20  years  on  application 
of  majority  of  stockholders;  form  of  application.    Amending  C 
§1260.  P-II5.  20  Mr  03 

b       Ala.    Amending  C  §1283  as  to  extension  or  amendment  of  char- 
ter of  corporations.  *       p.  116,  20  Mr  03 
c        N.  Y.    Verbal  amendment  to  stock  corporation  law  '90  ch.564 
§3  subdiv.3  relating  to  reorganization.  706,  1 1  My  04 

505  Domicile.    Name.    Residence  of  officers 

a  N.  Y.  Corporation  on  changing  name  to  file  petition  and  notice 
of  motion  with  secretary  of  state;  reg^ulations.  Amending  C.  C.  P. 
§2413.  no,  23  Mr  04 

506  Liability  of  stockholders 

Set  also  1690,  Banking 

a  O.  Liability  of  stockholders  of  corporations  to  amount  of  stock 
not  to  apply  to  corporations  organized  after  Nov.  33,  1903;  sach 
stockholders  to  be  under  liabilities  provided  in  Const,  art.13  §3. 
Amending  R.  S.  §3258-58a.  p.390,  25  Ap  04 

507  Supervision 

a        Ala.     Secretary  of  state  to  keep  list  of  corporations;  regulations. 

p.242,  18  S  03 

b        S.  C.    General   law  requiring  annual   reports   and  license  fees 

from  corporations.  269,  29  F  04 

509  Capital.     Shares.     Debts.    Property 

511     Consolidation 

See  also  589,  Industrial  combinations 

a        Ala.    General  law  for  consolidation  of  corporations  not  having 
right  of  condemnation.  P*i39i  ^  Mr  03 
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b  O.  Amending  R.  S.  §1536-75  relating  to  consolidation  of  cer- 
tain public  service  corporations  doing  business  in  same  municipal- 
ity. p.281,  23  Ap  04 

51a    Conveyance 

a  N,  J.  Where  error  in  conveyance  by  defunct  corporation,  sur- 
viving officers  or  their  descendants  may  correct  same  by  deed  of 
confirmation;  procedure.    Supplementing  '98  ch.232.    196,  29  Mr  04 

b  Va.  Amending  '92  ch.142  authorizing  notary  public  holding 
stock  in  company  to  take  acknowledgments  of  deeds  executed  by 
or  for  company:  proviso.    Repealing  '94  ch.542. 

513  (ex.  sess.),  31  D  03 

5x4    Increase  or  reduction  of  capital 

a  Ala.  Amending  C.  §1259  relating  to  increase  or  decrease  of  cap- 
ital stock  of  corporations:  methods  for  decrease;  rights  of  creditors 
and  stockholders.  p.  129,  20  Mr  03 

b  N.  Y.  Amending  stock  corporation  law  '90  ch.564  §46  relating 
to  increase  or  decrease  of  capital  stock.  123,  23  Mr  04 

c  S.  C.  Amending  C.  C.  §1851  relating  to  increase  or  decrease  of 
capital  stock.  248,  25  F  04 

5x6    Shares 

a  Ky.  Amending  corporation  law  '93  ch.171  §24  relating  to  classi- 
fication and  regulation  of  shares.  105,  25  Mr  04 

b  La.  Establishing  law  uniform  with  other  state  laws  relative  to 
transfer  of  stock  certificates  of  corporations.  180,  7  Jl  04 

c  Va.  Repealing  '00  ch.708  relative  to  filing  with  auditor  lists  of 
stockholders  of  corporations  doing  business  within  state. 

337  (ex.  sess.),  3  D  03 

d  Va.  Amending  corporation  law  '03  ch.270  pt5  §28  (ex.  sess.) 
relating  to  sale  of  stock  for  failure  to  pay  instalments  or  calls 
thereon.  555  (ex.  sess.),  2  Ja  04 

5x7  Government 

5x8    Meetings.    Elections 

a  la.  Stock  may  be  voted  by  executor,  guardian,  trustee  and 
owner  of  stock  pledged  or  levied  on.  55,  21  Mr  04 

b  Mass.  Amending  '03  ch437  §20  as  to  annual  meetings  of  corpo- 
rations: to  be  held  within  po  [formerly  60]  days  of  end  of  fiscal 
year.  207,  2  Ap  04 

c  N.  Y.  Certificate  of  incorporation  or  bylaws  to  state  if  meet- 
ings of  directors  are  to  be  held  only  within  state.  Amending  busi- 
ness corporation  law  '90  ch.567  §2.  446,  27  Ap  04 
5x9    Officers 

a  Ala.  Amending  C.  §1255  as  to  number  of  directors  of  corpo- 
rations. ^•127,  20  Mr  03 
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b  N.  Y.  Amending  stock  corporation  law  '90  ch.564  §21:  number 
of  directors  may  be  increased  or  reduced  by  unanimous  consent 
of  stockholders  without  meeting.  307,  13  Ap  04 

c  N.  Y.  Amending  general  corporation  law  '92  ch.687  §29  as  to 
quorum  of  directors.  737,  14  My  04 

d  Va.  Amending  '03  ch.270  pti  §14  (ex.  sess.)  as  to  filing  annual 
lists  of  officers  of  certain  transportation,  communication  and 
membership  corporations:  to  designate  attorney  on  whom  process 
may  be  served  within  60  [formerly  30]  days  after  annual  meeting. 

442  (ex.  sess.)*  12  D  03 
520    Liability 

a  N.  J.  Assenting  directors  of  corporation* liable  to  stockholders 
[formerly  and  ♦o  creditors]  and  in  case  of  iKsolvency  to  receiver 
for  loss  resulting  from  unlawful  payment  of  dividends  or  reduction 
of  stock.    Amending  corporation  law  '96  ch.185  §30.     143,  28  Mr  04 

533  Dissolution.     Insolvency 

See  also  449,  Insolvency;   1273,  Railways;   1343,  Street   railways;    1687,   Bank- 
ing; 1722,  Building  and  loan  associations;  1743,  Insurance 

a  Ala.  Assets  of  insolvent  corporation  to  constitute  trust  fund 
for  creditors.  P*388,  6  0  03 

b  N.  Y.  Incorporators  may  dissolve  stock  corporation  before  be- 
ginning business  or  incurring  liabilities.  Adding  §61  to  stock  cor- 
poration law  '90  ch.564.  296,  13  Ap  04 

5^5  Foreign  corporations 

See  also  1275,  Railways;  1344,  Street  railways;  1689,  Banking;  1723,  Buildiof 
and  loan  associations;  1746,  Insurance;  1757,  Life  insurance;  1766,  Fire  insur- 
ance;  1798,  Surety  and  guaranty 

a  S.  C.  Minor  amendment  to  C.  C.  §1779  relating  to  formation  of 
foreign  corporations.  247,  25  F  04 

528    Agents.    Office 

a  Ky.  Foreign  corporations  to  file  with  secretary  of  state  name 
of  resident  agent  on  whom  process  may  be  served.       69,  21  Mr  04 

b  La.  Foreign  corporations  to  designate  domicile  and  appoint 
agent  in  state,  according  to  Const.  1898  art.264;  procedure. 

54,  29  Je  04 

530  Name 

a  N.  Y.  Certificate  of  authority  not  to  be  granted  to  foreign  cor- 
poration holding  itself  out  as  such  by  misleading  corporate  title; 
moneyed  and  insurance  corporations  excepted.  Amending  corpo- 
ration law  '92  ch.687  §15.  490,  29  Ap  04 

531  Property  rights 

a  la.  Amending  C.  §1641  relating  to  ownership  of  real  estate  by 
foreign  corporations  and  corporations  whose  stock  is  ovmed  by 
nonresident  aliens.  54,  27  F  04 
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Corporations  not  for  profit 

Set  also  809,  Exemptions  from  taxation;  X76X,  Fraternal  societies;  1834,  Afri- 
cnltnral  societies;  SZ40,  Chariti«i 

General 

Inclndinfl:  religious,  educational,  social,  scientific,  benevolent  etc 

Ala.  Incorporation,  organization  and  powers  of  cooperative, 
single  tax  or  mutual  aid  associations,  not  for  profit,      p.343,  i  O  03 

Ala.  Corporations  not  for  profit  may  hold  and  receive  property 
up  to  $500,000;  increase  of  membership  to  500  [formerly  300]. 
Amending  C.  §1304,  1313.  p.480*  10  O  03 

N.  J.  Preserving  to  corporations  not  for  profit  right  of  disso- 
lution under  '78  ch.62.    Amending  '99  ch.76  §2.  79,  28  Mr  04 

N.  J.  Educational,  library  or  literary  corporation  may  increase 
or  abolish  capital  stock,  change  name,  abrogate  charter  provisions; 
procedure.  118,  28  Mr  04 

N.  Y.  Amending  benevolent  orders  law  '96  ch.377  §7-9:  powers; 
trustees;  reincorporation.    Adding  fioa.  I43f  28  Mr  04 

Va.  Repealing  '02  ch405  relative  to  incorporation  of  societies 
for  charitable  and  benevolent  purposes  and  for  prevention  of 
cruelty  to  children.  568  (ex.  sess.),  18  D  03 

Officers 

N.  Y.  Amending  membership  corporations  law  '95  ch.559  §14  as 
to  special  meeting  to  change  number  of  directors.  271,  8  Ap  04 

Property 

N.  Y.  Amending  membership  corporations  law  '95  ch.559  §13  as 
to  validation  of  conveyance  or  mortgage  of  real  property  made 
without  leave  of  court.  43ii  27  Ap  04 

Religious  corporations 

a        Ala.     Incorporation    of    conferences    of    itinerant    ministers    of 
Gospel.  p.234,  16  S  03 

b        N.  Y.    Amending  religious  corporations  law  '95  ch.723  §33  as  to 
time  of  annual  elections  of  protestant  episcopal  parishes. 

85,  18  Mr  04 
:S87    Officers 

a        N.  J.    Amending  '79  ch.164  §3  relating  to  filling  of  vacancies  in 
certain  religious  corporations.  186,  29  Mr  04 

Property 

N.  J.    Camp  meeting  corporation  may  require  lessee  to  construct 
sidewalks,  curbing  and  to  repair  same;  procedure.         49,  22  Mr  04 
N.  Y.    Methodist  episcopal  church  may  transfer  property  for 
religious  purposes.    Adding  §93a  to  religious  corporations  law  '95 
ch.723.  344,  16  Ap  04 

Va.  Minor  amendment  to  C  §1401  relating  to  certain  personal 
property  of  church.  450  (ex.  sess.),  12  D  03 


lottrial  combinations 
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d  Va.  Amending  C.  §1406  relating  to  sate,  exchange  and  eDcam- 
bering  6i  church  property  by  trustees.  209,  15  Mr  0^ 

«*9    Industrial  combinations  and  monopolies 

Ste  also  511,  CorporatioxM;  1271,  Railways;  1342,  Street  Railways;   1516,  Graia> 
warehouses;  1521,  Tobacco  warehouses;  1686,  Banks;   1740,  Insurance 

a  La.  Prohibiting  corporations  not  domiciled  in  state  from  coin> 
bining  to  reg^ulate  compensation  of  agents.  182,  7  JI  oi 

^  Administration  of  justice 

59Z  Practice  of  law 

593  Admission  to  bar 

a  Mass.  Amending  R.  L.  ch.165  §40,  4i>  43  relative  to  admission 
to  bar:  fees;  aliens  practising  in  other  states  to  make  petition  to 
Supreme  Judicial  Court  or  Superior  Court  for  admission. 

355»  20  My  0^ 

b  N.  J.  License  may  be  reissued  to  attorneys,  if  origrinal  lost  or 
destroyed;  procedure;  fee.  130,  aS  Mr  of 

c  Va.  Applicant  for  admission  to  state  bar  examination  most  be 
19  years,  and  have  had  2  years  in  law  school  or  office;  certificates 
to  practise  not  to  be  issued  till  21.  447  (ex.  sess.),  12  D  05 

593  Miscellaneous 

See  also  434»  Attorney  for  minors 

a  Mass.  Extending  to  Land  Court  provisions  of  R.  L.  cIli73  §^i 
relative  to  priority  of  engagements  of  attorneys  in  Supreme  Judi- 
cial and  Superior  Courts.  448,  9  }e  (4 

595  Compensation.    Fees.    Liens 

See  also  227,  Attorney's  fees  (criminsl  procedure) 
a        Va.    Attorney  in  action  for  tort  or  unliquidated  damages  oir 

contract  to  have  lien;  settlement  after  notice  void  ac^nst  lien. 

147,  14  Mr  0^ 

596  Disbarment 

a  Ala.  Generally  amending  C.  §598-603,  605-6,  610  relating  to  dis- 
barment proceedings.  p.546.  '05 

b  la.  Clerk  of  District  Court  to  certify  to  Supreme  Court  ji^dg- 
ment  suspending  or  disbarring  attorney.    Amending  C.  t.3  ch.10 

13,  7  Mr  04 

597  Practice.    Limitations 

a  La.  Employees  of  clerk  or  deputy  clerk  of  court,  sheriff  or  dep- 
uty sheriff  may  not  appear  in  criminal  courts;  penalties.  Amend- 
ing R.  S.  §117.  I35t  5  Jl  04: 

b  Miss.  Amending  Ann.  C.  '92  §215  relating  to  restrictions  00 
practice  of  law  by  mayors  and  justices  of  peace.  158,  22  Mr  04. 
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Miss.  Partner  of  district  attorney  not  to  defend  criminal  cases 
which  district  attorney  is  to  prosecute;  penalties.  Amending  Ann. 
C  *92  §1555-  14^  II  Mr  04 

Courts 

Names  and  general  organizations  of  courts  vary  greatly  in  different  states. 
Courts  are  here  grouped  according  to  actual  jurisdiction.  The  precise  names  of 
the  courts  are  preserved  in  entries  and  subordinate  headings. 

60X  General 

See  also  2359,  Law  librar  es 

a  CaL  Submitting  amendment  to  Const.  1879  art.6  relating  to 
judiciary:  division  of  state  into  3  judicial  districts,  each  to  be  pre- 
sided over  by  District  Court  of  Appeals  consisting  of  3  justices; 
appellate  jurisdiction  over  certain  cases  hitherto  under  jurisdiction 
of  Supreme  Court;  cases  pending  before  Supreme  Court  may  be 
transferred  to  District  Court  of  Appeals;  election  of  justices;  quali- 
fications; salaries;  Supreme  Court  Commission  abolished.  Adopted 
November  1904,  p.737,  14  Mr  03 

b  Fla.  Amending  Const.  1885  art.5  §1,  5,  11,  24-29,  31,  32:  Legis- 
lature on  petition  of  majority  of  voters  of  county  to  establish 
County  Court  of  Record,  replacing  previous  County  Court  and 
Criminal  Courts;  appointment  ot  judge  and  prosecuting  attorney; 
jurisdiction;  abolition  of  court;  procedure.    Rejected  November  1904, 

p.639,  '03 

c        Md.     Previous  and  present  judges  of  Circuit   Courts,  Supreme 

Bench  of  Baltimore  City  and  Court  of  Appeals  after  15  consecutive 

years  in  office  to  be  pensioned  at  $2400  a  year  when  70  years  old; 

those  reaching  70  years  after  service  for  10  preceding  consecutive 

years  to  receive  like  pension.    Adding  §44  to  C.  art.26.    236,  7  Ap  04 

d        O.    Amending  R.  S.  §  1284a  increasing  salaries  of  certain  judges: 

judges  of  Supreme  Court  and  Supreme  Court  Commission,  $6500 

[formerly  $6000];  Common  Pleas  and  Superior  Court  judges  $3000 

[formerly   $2600];    also  additional   compensation   proportional    t6 

population  of  county.  p.556,  3  My  04 

i     e        Va.    The  following  amendatory  acts  were  passed  in  the  special 

session  of  Legislature  of  1902-4  to  bring  statutes   into   conformity 

with  1903,  ch.401,  433  prviding  for  reorganization  of  Circuit  and 

Corporation  Courts  according  to  Constitution  of  1902:  ch.345,  348, 

350,  351,  354,  355,  358,  359,  365,  367,  372,  379,  381,  385,  386,  389,  390, 

393,  400,  403,  407.  408,  409,  4",  415,  422.  426,  448,  459,  485,  487,  488, 

489,  491,  498,  499,  500.  502,  511,  523,  525,  526,  527,  534,  564,  565. 

f       Va.    Court  of  Record  may  adjourn  for  period  not  exceeding  30 

,  days;  during  adjournment  regular  or  special  term  may  be  held  by 

judge  at  any  other  place.    Amending  C.  §3111. 

591  (ex.  sess.),  11  Ja  04 
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g  Va.  Amending  C.  §3122  relating  to  opening  and  sitting  of  Cir- 
cuit and  Corporation  Courts.  55»  8  Mr  <h 

h  Va.  Amending  C.  §3049  as  to  appointment  of  special  judge  is 
absence  or  sickness  of  city  or  circuit  judge  during  special  term  or 
vacation.  228,  15  Mr  04 

i  W.  Va.  Salaries  of  judges  of'  criminal  and  intermediate  courts 
to  be  paid  from  county  treasury.  14,  12  Ag  04 

j  Wy.  Submitting  amendment  to  Const  1889  art.5  §17:  salary  of 
Supreme  Court  judges,  $5000,  and  District  Court  judges  $4000, 
after  January  1905.    Rejected  November  1904.  P*I52,  23  F  03 

604  Supreme  court 

Including  only  those  highest  in  state,  of  whatever  name,  e.  g.  Court  of  Appeih 
but  not  Supreme  Court  of  New  York.  In  New  York,  New  Jeney  and  elsewhere 
the  supreme  court  is  a  district  court  and  is  classed  below  others.  The  Court  of 
Appeals  in  New  York,  New  Jersey,  Kentucky  and  Maryland  is  the  highest  court 
but  in  Colorado,  Kansas,  Missouri  and  Texas  it  is  subordinate  to  the  Sopitflie 
Court. 

605  General  and  miscellaneous 

a  Ala.  Supreme  Court  to  consist  of  chief  and  6  [formerly  4]  asso- 
ciate justices;  partial  renewal  every  2  years;  court  may  sit  in  2  di- 
visions; nonconcurrence  or  disqualification;  names  of  judges  to 
be  stated  in  final  decisions.    Amending  C.  §3825.        p.493f  10  0  03 

b  Ark.  Submitting  amendment  to  Const.  1874  art.7  §3:  Supreme 
Court  to  consist  of  chief  justice  and  5  [formerly  4]  associate  jus- 
tices; court  to  sit  in  2  divisions;  transfer  of  causes  from  division 
to  court.    Rejected  November  1904.  P-482,  10  Mr  03 

c  Col.  Amending  Const.  1876  art.6  §5-8  relative  to  Supreme  Court: 
election,  term  and  number  of  judges;  departments.  Adopted 
November  1904.  73,  6  Ap  03 

d  Ga.  Salaries  of  Supreme  Court  judges,  $4000  [formerly  $3000!. 
See  Const.  1877  art.6  §13.  p.72,  15  Ag  04 

e  Ky.  Compensation  of  clerical  assistants  in^  Court  of  Appeals 
limited  to  $100  a  month  [formerly  aggregate  limited  to  $6000  a 
year];  law  practice  in  court  prohibited.  Amending  '00  ch,i  (ex. 
sess.)  §1.  20,  8  Mr  04 

f  La.  Submitting  amendment  to  Const.  1898  art.86-88,  95:  jus- 
tices of  Supreme  Court  to  be  elected  [formerly  appointed  by  gov- 
ernor with  consent  of  Senate].     Adopted  November  1904, 

137,  6  Jl  04 

g  Miss.  Amending  Ann.  C.  '92  §3955  relating  to  pay  of  special 
judges  of  Supreme  Court.  164,  22  Mr  04 

h  Miss.  Amending  Ann.  C.  '92  §4338-39  as  to  terms  of  Supreme 
Court  and  call  of  docket.  170,  7  Mr  04 
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N.  J.  Amending  'oo  ch.147  §9  relating  to  compensation  of  special 
judges  of  Court  of  Errors  and  Appeals.  151,  28  Mr  04 

N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §1,  7  as  amended  in  1899*  Legislature  [formerly  governor] 
may  increase  number  of  judges  of  Court  of  Appeals  not  to  exceed 
II,  on  two  thirds  vote  of  members  of  each  house;  Legislature  may 
decide  as  to  quorum,  and  concurrence  necessary  to  decision,  also 
as  to  divisions  of  court;  [formerly  quorum  consisted  of  5  judges, 
and  concurrence  of  4  was  required].  p.  1936,  14  Ap  04 

R.  I.  Designating  commission  of  7  members  to  determine 
changes  necessary  for  carrying  into  effect  art.  12  of  amendments 
to  Constitution,  adopted  in  November  1903,  relating  to  jurisdiction 
of  Supreme  Court;  report  to  secretary  of  state  by  October  1904. 

r.2,  13  Ap  04 

Va.  Amending  C.  §3093  relating  to  transfer  of  causes  of  Supreme 
Court  of  Appeals  from  one  place  of  session  to  another;  amending 
§3095  stating  conditions  in  which  Special  Court  of  Appeals  may 
be  formed.  414  (ex.  sess.),  10  D  03 

606  Officers 

a  Ala.  Salary  of  assistant  marshal  of  Supreme  Court,  $1000  [foi> 
merly  $600].    Amending  C.  §3847.  P-34ii  i  O  03 

607  Reports 

a  Ky.  Judges  of  Court  of  Appeals  to  let  contracts  for  publication 
of  state  reports  containing  decisions  of  court;  regulations;  [for- 
merly printing  was  done  by  contractor  of  public  printing].  Re- 
pealing S.  '03  §956-^7  and  ch.105  so  far  as  relating  to  printing 
decisions.  113,  25  Mr  04 

609  Intermediate  courts 

6xz  Appellate  courts 

a  Ky.  Redistricting  Appellate  Court  districts.  Amending  '93 
ch.229.  ^4,  4  Mr  04 

6x3  Chancery  court 

a  Miss.  Redistricting  Chancery  Court  districts:  8th  district  added. 
Repealing  Ann.  C.  '92  §440-56.  82,  19  Mr  04 

6x5  Circuit  courts 

a  Ala.  Clerk  of  Circuit  Court  to  have  custody  of  records  of  abol- 
ished inferior  courts  and  to  issue  process  thereon.        p.388,  6  O  03 

b  Ala.  Reapportionment  and  regulation  of  judicial  circuits;  elec- 
tion of  judges  and  solicitors;  terms.  Amending  C.  §897-98,  900, 
906,  911-16,  and  adding  §917.  PS66,  12  O  03 

c  MiBS.  Redistricting  Circuit  Court  districts:  allotment  of  time  for 
criminal  and  civil  business;  district  attorneys  to  attend  court  in 
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district  of  residence.     Repealing  Ann.  C.  '92  §609-28,  '96  ch.72,  '02 
ch.92.  83,  22  Mr  04 

d  N.  J.  Governor  to  appoint  4  [formerly  3]  circuit  judges. 
Amending  '00  ch.149  §39.  29,  15  Mr  04 

e  N.  J.  Amending  '00  ch.149  §38  as  to  payment  of  common  pleas 
judge  holding  Circuit  Court.  108,  28  Mr  04 

f  N.  J.  State  to  be  divided  into  9  judicial  districts  composed  of 
such  counties  as  Supreme  Court  justices  may  determine  [formerly 
fixed  by  law].     Supplementing  '00  ch.149.  250,  11  Ap  04 

g  O.  Salary  of  Circuit  Court  judges  $6000  [formerly  $4000];  re- 
pealing provision  allowing  additional  compensation  from  county 
treasury  in  certain  circuits.    Amending  R.  S.  §455.      p.530,  20  Ap  04 

h  Va.  Jurisdiction  and  powers  of  County  Courts  vested  in  Circuit 
Courts.  401  (ex.  sess.)»  10  D  03;  5i5>  3i  ^  03 

i  Va.  Miscellaneous  amendments  to  C.  §3056-60,  3062  relating  to 
Circuit  Courts:  circuits;  jurisdiction;  terms.  Repealing  C.  §3063, 
3065-67.  495  (ex.  sess.),  26  D  03 

j  Va.  Governor  in  case  of  disability  of  circuit  or  city  judge  in 
city  of  10,000  to  fill  temporary  vacancy.    Amending  C.  §3049. 

594  (ex.  sess.),  12  Ja  04 

k  Va.  Amending  '03  ch.401  (ex.  sess.)  vesting  in  Circuit  Courts^ 
powers  and  jurisdiction  of  county  courts.  14,  9  F  04 

m        Va.    Amending  C.  §3059  relating  to  terms  of  Circuit  Courts. 

33»  23  F  04;  229,  15  Mr  04 

617  Common  pleas 

a  O.  Court  of  Common  Pleas  may  appoint  official  stenographer; 
term,  salary  and  fees;  powers  and  duties.  P-I77)  22  Ap  04 

b  O.  Courts  of  Common  Pleas  may  appoint  interpreters,  crim- 
inal bailiff  and  secret  service  officer;  duties;  compensation;  tenure. 
Repealing  R.  S.  §47i-73,  474  subdiv.i,  1282  subdiv.1-3. 

p.308,  23  Ap  04 
6x9  County  court 

a  Fla.  Submitting  amendment  to  Const.  1885  art.5  §18:  judge  of 
County  Courts  to  be  attorney  at  law.    Rejected  November  1904. 

p.637  *03 

b  Va.  Jurisdiction  and  powers  of  County  Courts  vested  in  Circuit 
Courts.  401  (ex.  sess.),  10  D  03;  515  (ex.  sess.),  31  D  03 

623  Court  of  appeals 


S 


a  La.  Clerks  of  District  Courts  to  furnish  certain  statistical  infor- 
mation for  use  of  Legislature  relative  to  Courts  of  Appeal,  on 
order  from  governor.  2,  26  My  04 
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b  I4L  Submitting  amendment  to  Const.  1898  art.98-100,  106,  131 
relating  to  Courts  of  Appeals:  division  of  state  into  2  circuits  and 
of  circuits  into  3  districts  each;  election  of  judges  of  districts  for 
term  of  8  years;  vacancies;  sessions  of  Courts  of  Appeals;  juris- 
diction.   Repealing  art.105.    Rejected  November  1904.      132,  6  Jl  04 

c  La.  Judges  of  new  Courts  of  Appeals  to  fix  terms  of  respective 
courts  on  adoption  of  amendment  to  Const.  1898  art.  100  in  Novem- 
ber 1904.    Amendment  rejected,  see  above.  183,  7  Jl  04 

633  District  courts 

a  La.  Submitting  amendment  to  Const.  1898  art.  109  relating  to 
District  Courts:  additional  judge  to  be  elected  in  ist  judicial  dis- 
trict; repealing  provisions  pertaining  to  ist  election  of  district 
judges  under  Constitution  of  1898.    Rejected  November  1904. 

29,  21  Je  04 

b  La.  Submitting  amendment  to  Const.  1898  art.  124:  vacancies  in 
office  of  clerk  of  District  Court  to  be  filled  by  special  election  if 
unexpired  portion  of  term  exceed  i  year,  or  by  governor  if  less 
than  year.    Adopted  November  1904.  I39>  6  Jl  04 

c  La.  Submitting  amendment  to  Const.  1898  art.109:  vacancies 
in  office  of  district  judge  to  be  filled  by  special  election  if  unex- 
pired portion  of  term  exceed  i  year  or  if  less  than  year,  by  gov- 
ernor with  consent  of  Senate.    Adopted  November  1904.   141,  6  Jl  04 

d  N.  J.  Amending  '98  ch.228  §6,  8  relating  to  salaries  of  District 
Court  judges  and  clerks.  82,  28  Mr  04 

639  Superior  courts 

a  Ga.  Salaries  of  judges  of  superior  courts  $3000  [formerly  $2000]. 
See  Const.  1877  art.6  §13.  p.  72,  15  Ag  04 

643  Supreme  courts 

a  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  by  adding  §24:  provision  for  election  of  2  additional  jus- 
tices of  Supreme  Court  in  2d  judicial  district.  Not  repassed  in  1903 
or  1904,  p.  1806,  22  Ap  01 

b  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art6  §2  as  amended  in  1899,  relating  to  justices  of  appellate  division 
of  Supreme  Court:  when  not  acting  as  appellate  justice  may  hold 
term  of  Supreme  Court  in  any  county  or  judicial  district  in  any 
other  department  of  state.  p.1931,  6  Ap  04 

c  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.6  §6:  Court  of  Appeals  may  authorize  appointment  of  trial  com- 
missioners in  counties  of  500,000,  their  necessity  being  certified  to 
by  appellate  division  of  Supreme  Court  of  the  county;  term  6 
years;  salary  $12,000;  powers.  p.i933,  8  Ap  04 
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d  N.  Y.  Referring  to  next  Legislature  amendment  to  Const  1894 
art.6  §1:  Legislature  may  increase  number  of  Supreme  Court  jus- 
tices on  two  thirds  vote  of  members  of  each  house. 

p.  1936,  14  Ap  04 

e  N.  Y.  Referring  to  next  Legislature  amendment  to  Const  1894 
art.6  §6  by  adding  article:  justices  of  appellate  division  of  depart- 
ment in  which  Supreme  Court  conmiissioners  have  been  appointed 
may  designate  additional  commissioners  and  may  revoke  designa- 
tion. •     p.i938>  IS  Ap  04 

f  N.  Y.  Appellate  division  of  Supreme  Court  may  provide  rules 
for  making  up  calendars  in  counties  within  department.  Amend- 
ing C.  C.  P.  §977.  474,  28  Ap  04 

g  N.  Y.  In  counties  with  2  or  more  parts  of  Supreme  Court  at 
trial  term,  i  or  more  parts  to  be  devoted  to  actions  on  sales,  insur- 
ance and  negotiable  paper.    Amending  C.  C.  P.  §232.   500,  29  Ap  04 

645  Inferior  courts 

a        N.  J.    Repealing  sundry  acts  relating  to  small  cause  courts. 

122,  28  Mr  04 

647  Coroners.    Medical  examiners 

a  N.  Y.  Amending  '73  ch.833  §1,  '74  ch.53S,  '00  ch.763  as  to  fees 
of  coroners  for  taking  inquisition.  119,  23  Mr  04 

b  Va.  Judge  of  Circuit  or  Corporation  Court  to  appoint  coroners 
[formerly  nominated  by  court  and  appointed  by  governor];  term 
^  years  [formerly  during  good  behavior].    Amending  C.  §891. 

357  (ex.  sess.),  8  D  03 
651     Inquests 

a  Ala.  Amending  C.  §3368  as  to  duties  of  Probate  Court  in  cases 
of  poisoning:  costs  for  chemical  analysis  limited  to  $100  [formerly 
$15],  to  be  paid  by  county.  p.284,  29  S  03 

b  Mass.  Inquest  to  be  held  in  cases  of  death  by  accident  on  rail- 
roads or  street  railways.     Amending  R.  L.  ch.24  §ll.        119,  27  F  04 

653  Justices  of  the  peace 

a  La.  Justices  of  peace  to  furnish  certificate  of  qualification 
within  60  days  after  election.     Amending  '98  ch.155  §2. 

39.  25  Je  04 

b        La.     Fixing  fees  of  justices  of  peace.     Amending  '98  ch.203  §8. 

155,  S  Ji  04 

c  N.  Y.  Amending  C.  C.  P.  §3322  as  to  certain  fees  of  justice  of 
peace.  282,  13  Ap  04 

f  Va.  State  liable  for  one  half  fees  unpaid  in  Justices  Courts. 
Amending  C.  §718.  385  (ex.  sess.),  10  D  03 
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g  Va.  Amending  C.  §2939,  2956-57  defining  jurisdiction  and-  pro- 
cedure of  Justices  Courts  and  regulating  appeals  therefrom.  Re- 
pealing *94  ch.454,  '98  ch.621.  436  (ex.  sess.),  12  D  03 

h  Va.  Cities  whose  charters  make  no  provision  therefor  to  elect 
justices  of  peace;  jurisdiction;  term.  577  (ex.  sess.)»  2  Ja  04 

i  Va.  Amending  C.  §2942  relating  to  trial  of  small  causes  by  justice 
of  peace :  to  call  in  two  other  justices  on  affidavit  by  defendant  that 
fair  trial  can  not  be  obtained.  56,  8  Mr  04 

tss  Municipal  and  police  courts 

a  La.  Amending  '98  ch.136  §29  as  to  compensation  of  city  judge 
appointed  in  cities  of  5000;  appointment  of  judge  pro  tem. 

91,  4  Jl  04 

b  N.  Y.  Amending  '98  ch.182  §398  as  to  powers  of  deputy  clerk 
of  police  court  in  cities  of  50,000  to  250,000.  507,  29  Ap  04 

c        O.    Defining  jurisdiction  of  police  courts.  p.7>  22  Ja  04 

d  O.  Qerk  of  Police  Court  to  receive  salary  of  $2000  for  city 
cases,  and  for  state  cases  additional  salary  limited  to  $2000  [form- 
erly $1250]  to  be  paid  from  county  treasury;  [formerly  salary  for 
city  cases  graded  according  to  classification  of  city].  Amending 
R.  S.  §1536  subdiv.839.  p.ioi,  19  Ap  04 

c  O.  Interpreter  may  be  appointed  for  police  court  in  cities  where 
more  than  i  police  judge  [formerly  cities  of  2d  grade  ist  class]; 
clerk  to  appoint  on  disagreement  of  judges.  Amending  R.  S.  §1536 
subdiv.8i6.  p.387,  25  Ap  04 

f        S.  C.     Cities  of  4000  to  20,000  may  establish  municipal  courts. 

214,  19  F  04 

g  Va.  Judge  of  Corporation  or  Hustings  Court  in  city  under 
10,000  may  be  chancery  commissioner  of  Circuit  Court.  Amending 
C.  §3130.  386  (ex.  sess.),  10  D  03 

h  Va.  Reorganizing  city  and  corporation  courts  both  in  cities 
over  and  under  10,000,  according  to  provisions  of  Const. 
1902  §98-99;  classification  of  cities;  terms;  jurisdiction.  Amend- 
ing C.  §3050,  3053-SS.  433  (ex.  sess.),  12  D  03 

i  Va.  Police  justice  to  be  appointed  by  Corporation  or  Hustings 
Court  in  certain  cities  over  10,000;  jurisdiction;  terms;  salary;  va- 
cancy. 542  (ex.  sess.),  31  D  03 

j  Va.  Amending  '03  ch.542  subdiv.2  (ex.  sess.)  relating  to  appoint- 
ment of  police  justices  in  certain  cities  over  10,000.       241,  15  Mr  04 

657  Court  officers 

For  officer  of  special  court,  seg  above  under    name  of  court 

659  Fees  (general) 

a  Mass.  Abolishing  certain  fees  in  Municipal,  District  and  Police 
Courts,  also  fees  of  auditor,  referee,  master  or  assessor,  .\mend- 
ing  R.  L.  ch.2C4  §2,  6.  350,  19  My  04 
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b  Mass.  Fixing  salaries  of  justices,  clerks  and  assistants  of  Dis- 
trict, Police  and  Municipal  Courts;  classification  based  on  judidil 
districts.     Repealing  R.  L.  ch.160  §68.  453,  9  Je  04 

c        W.  Va.    Amending  C.  ch.137  §7,  22-23  relating  to  fees  of  cer- 
tain officers.  ii»  13  Ag04 
663                                                   Constable 

a  Ky.  Marshal  in  towns  of  6th  class  may  serve  as  constable  in 
magisterial  district  without  qualified  constable.  100,  22  Mr  04 

b  O.  Regulating  appointment,  duties  and  compensation  of  con- 
stables for  various  courts.    Amending  R.  S.  §553.      p.  130,  21  Ap  04 

669  Notary  pabHc 

a  Ga.  Fees  of  notaries  public,  for  protesting  or  griving  notice  to 
indorsers,  sureties  or  makers  of  commercial  paper  limited  to  $1.50 
each.  p.97»  13  Ag  04 

b  Miss.  Governor  may  appoint  i  or  more  notaries  public  for  each 
supervisor's  district.    Amending  Ann.  C.  '92  §3040.  I59>  12  F  04 

c        Va.    Notaries  under  21  years  may  sue  for  fees.  12,  8  F  04 

d  Va.  Notaries  may  gfive  bond  before  clerk  of  Circuit  or  Corpora- 
tion Court;  to  qualify  within  4  months.    Amending  C.  §923. 

38,  27  F  04 
671  Clerks  of  courts 

a        Ky.    Amending  '93  ch.226  as  to  certain  fees  of  clerks  of  courts. 

121,  26  Mr  04 
b        Va.    Amending   C.   §3174  relating  to   examination   of   office  of 
clerks  of  various  courts.  390  (ex.  sess.),  10  D  03 

675  Public  prosecutor 

See  also  so.  Attorney  general 

677    County  attorney 

a        Ala.    Justice  of  peace  who  is  county  solicitor  may  not  issue  war- 
rant of  arrest  returnable  to  court  in  which  he  prosecutes.    Amend 
ing  C.  §4600.  p.283,  28  S  03 

b  O.  Judges  of  common  pleas  of  county  to  fix  annually  total  ag- 
gregate to  be  expended  for  assistants,  clerks  and  stenographers  in 
ofTice  of  prosecuting  attorney;  latter  to  appoint  assistants  and  fix 
salary  within  limit  set.    Repealing  sundry  general  and  special  acts. 

P.314,  25  Ap  04 
679    District  attorney 

a  La.  Submitting  amendment  to  Const.  1898  art.125:  vacancies  in 
office  of  district  attorney  to  be  filled  by  election  if  unexpired  por- 
tion of  term  exceed  i  year  or  by  governor  if  less  than  year. 
Adopted  November  1904.  140,  6  Jl  04 

b  La.  Fees  of  district  attorneys  for  prosecution  of  criminal  cases 
in  city  courts  not  to  be  charged  against  parish.  Amending  "So 
ch.96  §1.  151,  6  Jl  04 
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«  N.  Y.  District  attorneys  in  counties  over  65fioo  [formerly 
70fio6\  may  appoint  assistant  Amending  county  law  '92  ch.686 
§202.  78,  18  Mr  04 

€8z    Circuit  solicitor 

a  Ala.  Providing  for  election  of  solicitors  in  each  judicial  circuit 
according  to  Const.  1901  §167.  P«i65,  6  Mr  03 

b        Ala.    Amending  C.  §5522,  5524  relating  to  appointment  and  com- 
pensation of  solicitors  pro  tem.  P4i7>  10  O  03 
<i87    State's  attorney 

a  Va.  Attorney  for  commonwealth  to  be  present  at  meetings  ot 
county  supervisors  and  give  counsel.    Amending  C.  §836. 

32,  23  F  04 
^i  Sheri£F 

a  Ky.  Sheri£F's  fee  for  advertising  delinquent  tax  list,  $1  [form- 
erly $2].    Amending  '02  ch.128  art.7  §23.  49,  21  Mr  04 

b  La.  Submitting  amendment  to  Const  1898  art.119:  vacancies 
in  office  of  sheri£F,  and  ex  officio  collector  of  state  and  parish  taxes 
to  be  filled  by  special  election,  if  unexpired  portion  of  term  exceed 
year,  or  by  governor  if  less  than  i  year.    Adopted  November  1904, 

138,  6  Jl  04 

c  S.  C.  Verbal  amendment  to  C.  C.  §926  relating  to  vacancy  in 
office  of  sheriff.  210,  19  F  04 

d  S.  C.  Minor  amendment  to  C.  C.  §3118  relating  to  salaries  of 
sheri£Fs.  234,  22  F  04 

i     693  Special  commissioners 

a  Va.  Circuit  or  Corporation  Court  may  during  vacation  appoint 
conmiissioner  to  convey  title  to  land  sold  in  chancery  proceedings. 
Amending  C.  §3426.  407  (ex.  sess.)»  10  D  03 

^9A  Stenographers.    Reporters 

a  N.  Y.  Amending  C.  C.  P.  §258  relating  to  stenographers  for  cer- 
tain judicial  districts.  58,  9  Mr  04 

^5  Civil  procediire 

Including  such  provisions  as  apply  to  both  civil  and  criminal  cases.    Stt  also 
4s8,  Probate  procedure;  489,  Divorce 

a  N.  J.  Repealing  sundry  acts  relating  to  the  practice  of  courts  of 
law.  120,  28  Mr  04 

€97  Legal  notices 

a  la.'  Amending  sundry  laws  relating  to  publication  of  legal  no- 
tices. 2,  12  Ap  04 

b        O.    Legal  advertisements  to  be  approved  by  court  or  clerk  and 

allowed  as  costs.  p.93>  i9  Ap  04 

«        Va.    Amending  C.  §3231  relating  to  publication  of  order  of  ser- 

Tice:  clerk  to  file  certificate.  394  (ex.  sess.),  10  D  03 
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699  Commencement  of  action 

a  Ala.  Filing  of  complaint  with  clerk  of  court  to  constitute 
commencement  of  suit.    Amending  C.  §2814.  P*37o>  i  O  oj 

b        R.  I.    Person  injured  by  crime  may  institute  civil  action  beforr- 
[formerly  after]  criminal  complaint    is    made.    Amending  G.  L. 
ch.233  §16.  1150,  25  Mr  04^ 

700  Complaint 

a        N.  Y.    Amending  C.  C.  P.  §531  as  to  bill  of  particulars. 

500,  2p  Ap  04 
70Z  limitations 

a  Md.  Payment  of  interest  on  bill  or  specialty  to  suspend  opera- 
tion of  statute  of  limitations  for  3  years.    Amending  C.  art.57  §3. 

414,  8  Ap  04 
b        S.  C.    Mortgages  securing  coupon  bonds  of  corporations  not  to> 
be  subject  to  20  year  limitation.    Amending  C.  C.  §2449. 

222,  20  F  041 
c        Va.    Extending  to  married  women  provisions  of  C.  §2917  allow- 
ing further  time  to  bring  action  for  recovery  of  land. 

462  (ex«  sess.),  17  D  05-- 
d        Va.    Repealing  as  to  married  women  C.  §2757  relating  to  limi- 
tations of  action  in  rejectment  by  persons  under  disability. 

472  (ex.  sess.),  18  D  05 

703  Place  of  action.    Jurisdiction 

See  also  604-55,  Special  courts 

a        Ala.    Actions  for  personal  injuries  may  be  brought  against  cor- 
poration where  injury  occurred  or  county  of  plainti£F's  residence,  ir 
corporation  has  agent  there.    Amending  C.  §4207.      p.  182,  5  Mr  03: 

b  Mass.  Amending  R.  L.  ch.167  §6  relative  to  negligence  actions: 
venue  to  be  in  county  of  plainti£F's  residence  or  business  or  where 
injury  received.  320,  9  My  04 

c  Va.  Amending  C.  §3214  subdiv.6  relating  to  venue  of  actions 
against  state  officers  and  subdiv.7  relating  to  venue  when  judge 
interested.  409  (ex.  sess.),  10  D  03 

d  Va.  Corporation  or  Hustings  Courts  to  have  concurrent  juris^ 
diction  with  Circuit  Courts  to  enforce  police  regulations.  Amend- 
ing C.  §3055-  II.  8  F  04 

705  Summons.     Process 

a  La.  Amending  Code  of  Practice  art.i8o  fixing  time  for  answer- 
ing legal  citation:  delay  not  to  exceed  15  days.  77,  4  Jl  04 

b        N.  Y.    Summons  in  Justices  Courts  not  to  be  made  retumable- 
L  on  legal  holiday.    Amending  C.  C.  P.  §2877.  99,  18  Mr  041 

c        N.  Y.    Amending  C.  C.  P.  §2879  as  to  service  of  summons  in  ac- 
tion in  Justices  Courts  on  defendant  doing  business  in  county  other- 
than  that  of  residence.  527,  29  Ap  o^ 
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d  S.  C.  Summons  by  publication  in  Magistrates'  Courts.  Amend- 
ing C.  P.  §156.  I97»  II  F  04 

706  Civil  arrest 

a  N.  Y.  Amending  C.  C.  P.  §145,  I49-5I>  158,  167,  169,  582  relat- 
ing to  jail  liberties  of  civil  prisoners  and  undertaking  therefor. 

384,  26  Ap  04 

707  Trial.     Pleadings 

708  General  and  miscellaneous 

a  La.  Providing  for  trial  of  cases  on  legal  holidays  and  half  holi- 
days; Sundays  and  Christmas  excepted.  6,  10  Je  04 

b  Md.  Amending  C.  art.52  §29A,  relating  to  postponement  of  pro- 
ceedings  in  Justices  Courts  when  fact  of  partnership,  incorporation 
or  representative  character  of  any  party  is  denied  under  oath, 

89,    17  Mr  04 

c  Miss.  Amending  Ann.  C.  '92  §722  as  to  trial  of  issue  of  fact  in 
Circuit  Court.  142,  12  F  04 

d        N.  Y.    Amending  C.  C.  P.  §977  as  to  note  of  issue  of  trial. 

474,  28  Ap  04 

e  N.  Y.  Statement  may  be  submitted  to  court  or  referee  before 
decision  or  report  for  rulings  on  law  and  fact.  Adding  §1023  to 
C.  C.  P.  491,  29  Ap  04 

f  N.  Y.  Verbal  amendments  to  C.  C.  P.  §481  subdiv.2,  §500  sub- 
div.2,  §514  relating  to  contents  of  complaint,  answer  and  reply. 

500,  29  Ap  04 

g  Va.  Amending  C.  §3427  as  to  provision  for  hearing  argument 
in  Circuit  and  Corporation  Courts  in  open  court.  198,  15  Mr  04 

7x0  Change  of  venue  or  judge 

a  Men.  Amending  C.  C.  P.  §615  relating  to  change  of  place  of 
trial  of  civil  actions.  2  (2d  ex.  sess.),  10  D  03* 

b  Men.  Amending  C.  C.  P.  §180  relating  to  disqualification  of 
judges:  judge  disqualified  for  prejudice  by  affidavit  of  party  to 
action.  3  (2d  ex.  sess.),  10  D  03 

c  Men.  Amending  C.  C.  P.  pt2  t.4  ch.4  by  adding  §620,  621  relat- 
ing to  costs  on  disqualification  of  judge  or  change  of  place  of  triai 
in  civil  actions.  5  (2d  ex.  sess.),  11  D  03 

d  Va.  Amending  C.  §3316  as  to  motion  and  notice  of  removal  of 
civil  causes  by  circuit  or  corporation  judges.     Repealing  C.  §3315. 

399  (ex.  sess.),  10  D  03 
71  z  Equity  causes 

a  Mon.  Supreme  Court  to  review  the  facts  on  the  evidence  in  ap- 
pealed equity  cases.    Amending  C.  C.  P.  §21. 

I  (2d  ex.  sess.),  10  D  03 
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71a  Pleadings.    Motions 

a  Va.  Repealing  '98  ch.634  which  allowed  remedy  by  motion  for 
judgment  in  certain  cases  in  County  Court.    351  (ex.  sess.)»  8  D  03 

7x6  Eyidence.     Witnesses 

717  General  and  miscellaneous 

a  CaL  Court  may  strike  out  answer  of  party  on  refusal  to  attend 
and  g^ve  deposition.  C.  P.  §1991.  UnconstiiuHonal.  Restricts 
right  to  defend  action.    Summerville  v,  Kelliher,  77  P.  889  (1904). 

b  Ky.  Misdemeanor  for  witness  to  leave  state  or  person  to  abet 
in  same,  to  avoid  testifying  before  leg^islative  committee  or  grand 
jury.  ,  74,  21  Mr  04 

c  Miss.  Witnesses  in  Chancery  Court  may  testify  in  hearings  to 
confirm  sale  in  porHtion  proceedings,  to  foreclose  vendors  Hen,  es 
parte  petitions.    Amending  Ann.  C.  '92  §1764.  148,  11  Mr  04 

7x8  Attendance  and  fees  of  witnesses 

a        Ala.    Providing  for  payment  of  witness  fees  in    criminal    cases 

removed  to  United  States  Courts.  p.369,  i  0  03 

b        S.  C.    Minor  amendment  to  C.  C.  §3131  relating  to  witness  fees. 

221,  20.F(H 

719  Books.    Papers.    Laws 

a  Va.  Contents  of  papers  filed  in  Circuit,  Corporation,  County 
Court  or  office  of  clerlis  thereof  may  be  proved  before  special  com- 
missioner;    notice     of    order     to     parties     interested.       Amending 

C.  §3340-41.  57,  8  Mr  04 

720  Competence.    Forms  etc. 

a  Md.  Amending  C.  art.35  §2  as  to  competency  of  certain  wit- 
nesses in  proceedings  against  executors,  administrators,  f^rs,  de- 
visees, legatees  etc.  661,  12  Ap  04 
b  N.  Y.  Professional  or  registered  nurses  not  to  disclose  profes- 
sional information.  Amending  C.  C.  P.  §834,  836.  331,  13  Ap  04 
c  Or.  Amending  Ann.  C.  &  S.  §723  as  to  competency  of  certain 
witnesses  in  suits  by  or  against  executor  or  administrator. 

p.i6,  24  D  03 
731  Depositions.  Affidavits 

a        N.  Y.     Deposition  of  party  to  action  in  Court  of  Record  may  be 
taken  before  or  during  trial.     Amending  C.  C.  P.  §870.    696,  9  My  04 

735  Jury.     Verdict 

736  General  and  miscellaneous 

a        Ala.    Judge  to  try  issues  of  fact  in  civil  cases  unless  jury  de- 
manded; review  by  Supreme  Court.    Adding  §9i7a  to  C. 

p.S66,  12  O  03 
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b  Va.  Male  citizens  over  21  [formerly  21-60],  residents  of  state 
2  years  [formerly  i],  of  locality  i  year  [formerly  3  months]  liable 
to  jury  service;  drawing;  in  civil  cases  in  Justices  Courts,  jury  of  5, 
otherwise  7  [formerly  with  consent  of  parties].  Amending 
C.  §3139,  3I42-47*  3166-67.  384  (ex.  sess.)>  10  D  03 

c  Va.  Either  party  in  civil  cases  where  jury  consists  of  12  en- 
titled to  2  peremptory  challenges.    Amending  C.  §3154. 

592  (ex.  sess.),  11  Ja  04 

d        Va.    Either  party  in  civil  cases  entitled  to  /  peremptory  chal- 
lenge [formerly  2]  where  jury  consists  of  7  [formerly  12].    Amend- 
ing C.  §3154.  36,  27  F  04 
737                                                  Exemptions 

a        Ala.     Practising  dentist  exempt  from  jury  duty.      p.352,  i  O  03 
b        Ala.    Convict  guards  not  to  be  exempt  from  jury  duty.    Amend- 
ing c.  §4455.  p.369,  I  O  03 

c  Ky.  Amending  '93  ch.i6o  §18  as  to  exemption  of  honorary  mem- 
bers of  regiment  or  battalion  from  jury  service  on  payment  of  J-?5 
[formerly  $100]  annually.  52,  21  Mr  04 

d  N.  Y.  Licensed  embalmers  exempt  from  jury  duty.  Amending 
C.  C.  P.  §1030  subdiv.4,  §1081  subdiv.2,  §1127  subdiv.2.  416,  27  Ap  04 

e  Va.  Members,  officers  and  clerks  of  State  Corporation  Com- 
mission exempt  from  jury  service.     Amending  C.  §3140. 

384  (ex.  sess.),  10  D  03 

f  Va.  Amending  '88  ch.iio  exempting  licensed  undertakers  from 
jury  service.  593  (ex.  sess.),  11  Ja  04 

718  Fees  and  mileage 

a  la.  Amending  C.  §354  subdiv.i  as  to  compensation  of  jurors  in 
Courts  of  Record:  to  include  jurors  on  special  venire.      14,  10  F  04 

230  Qualifications.    Drawing.    Impaneling 

•a        Miss.    Amending  Ann.  C.  '92  §2363  relating  to  jury  lists  in  coun- 
ties having  2  Circuit  Court  districts.  151,  22  Mr  04 

b  N.  Y.  Jury  list  for  Court  of  Record  to  be  drawn  14  to  21  [for- 
merly 20]  days  before  trial  term.    Amending  C.  C.  P.  §1042. 

613,  6  My  04 

c  S.  C.  Verbal  amendment  to  C.  C.  §2940  relating  to  empaneling 
jurors.  226,  22  F  04 

d  Va.  9  [formerly  7]  ballots  to  be  drawn  from  jury  box  for  civil 
cases.    Amending  C.  §3146-47.  81,  8  Mr  04 

733  Appeals.     Review 

See  also  436,  Probate  procedure 

a  la.  Verbal  amendment  to  C.  §4134  relating  to  bond  on  appeal 
to  Supreme  Court.  125,  22  Mr  04 
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b  la.  Abolishing  assignment  of  error  in  appeals  to  Suprem';  Court 
Amending  C.  §4136-37.  126,  18  F  04 

c  Ky.  Appeals  may  be  taken  to  Quarterly  Court  in  civU  cases 
[formerly  involving  over  $10];  bond  not  to  be  required  of  defend- 
ant in  appeal  on  question  of  exemption.    Amending  '93  ch.221  §34. 

73,  21  Mr  04 

d  La.  Supreme  Court  or  Courts  of  Appeals  may  transfer  records 
to  proper  court  where  case  has  been  wrongly  appealed. 

56,  29  Jc  04 

c  La.  Amending  Code  of  Practice  art.  11 28,  1134-35  relative  to 
appeals  from  judgments  of  justices  of  peace:  appeals  in  civil  tiustttrs 
to  be  allowed  whether  over  or  under  $10;  citation;  transcript. 

197,  7  JI  04 

f        Md.    Regulating  determination  of  appeals  from  Justices  Coarts 

to    Circuit    Court    when    appellant    fails    to    appear.      Amending 

C.  art.5  §87.  662,  12  Ap  04 

g        N.  J.    Amending  '03  ch.165  §80  as  to  demand  for  jury  trial  in 

hearings  of  appeals  of  small  causes  by  Court  of  Common  Pleas. 

45,  22  Mr  04 
h        N.  J.    One  of  several  defendants  may  appeal  from  judgment  of 
small  cause  court.    Supplementing  '03  ch.165.  84,  28  Mr  04 

i  N.  Y.  Amending  C.  C.  P.  §1187  as  to  appeals  from  nonsuit  or 
general  verdict.  131,  28  Mr  04 

j        N.  Y.    Amending  C.  C.  P.  §1344  relating  to  appeals  from  in- 
ferior courts  to  Supreme  Court.  502,  29  Ap  04 
k        O.    Amending  R.  S.  §5227  relative  to  notice  of  appeal  to  Circuit 
Court  and  undertaking  therefor.                                    P-394>  25  Ap  04 
m        Va.    No  appeal  i  year  after  final  judgment  or  where  action  for 
less  than  $joo  [formerly  $500] ;  exception.    Amending  C.  §3455. 

373  (ex.  sess.),  10  D  03 

n        Va.    Miscellaneous  amendments  to  C.  ch.170  relating  to  appeal. 

writ  of  error  or  supersedeas.    Repealing  C.  i3453>  3468,  3473*  zfi^' 

83,  3487.  499  (ex.  sess.),  31  D  03 

Exceptions 
Ala.     Amending  C.  §614  relating  to  bill  of  exceptions. 

p.34.  2  F  03 

Ala.     Amending  C.   §465   relating  to   bill   of  exceptions:   to  be 

signed  within  20   [formerly   10]    days;  time  may  be  extended  by 

judge  or  counsel  not  exceeding  6  months.  P-74,  3  Mr  03 

Ala.    Amending  C.  §621    relating  to  bill  of  exceptions:  appeal 

to  Supreme  Court  tuithin  30  days,  if  judge  refuses  to  sign. 

p.396,  6  O  03 
Ala.     Amending  C.  §622  relating  to  time  for  filing  bill  of  excep- 
tions in  Supreme  Court  when  not  signed  by  inferior  judge. 

p.398,  6  O  03 
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O.    Amending   R.   S.   §530i-ia   and   adding   §5302a   relating  to 
time  for  filing  bill  of  exceptions.  P-46i,  26  Ap  04 

Judgments 

a        Ala.    Judgments:  registration;  liens;  execution,      p.273,  26  S  03 

b  Fla.  Submitting  amendment  to  Const.  1885  art.  16  §6:  opinion 
[formerly  decision]  of  Supreme  Court  to  be  filed  before  judgment 
takes  effect.    Rejected  November  1904.  P-639,  '03 

<  La.  Judgments  in  District  Courts  to  be  signed  in  3  days  from 
rendition,  according  to  Const.  1898  art.117.  Amending  '98  ch.163 
§5-  40,  25  Je  04 

'd  La.  Amending  Code  of  Practice  art.312  relating  to  confirma- 
tion by  default:  definitive  judgment  after  2  days,  Sundays  and 
legal  holidays  excluded.  90,  4  Jl  04 

•*  N.  J.  Defendant  in  District  Court  may  before  judgment  pay 
claim  of  plainti£F  including  cost  and  attorneys  fee  of  $%  of  amount 
paid.    Amending  '98  ch.228  §155.  115,  28  Mr  04 

i  S.  C.  Clerk  of  Supreme  Court  to  send  copy  of  opinion  with 
each  judgment;  clerks  fee  $1.50.    Amending  C.  P.  §12.    205,  18  F  04 

^  Va.  Amending  C.  §4060  as  to  docketing  judgment  of  Supreme 
Court  of  Appeals  by  inferior  court.  403  (ex.  sess.),  10  D  03 

li  Va.  Amending  C.  §3426  as  to  notice  of  interlocutory  decree 
made  by  circuit  judge  in  vacation.  407  (ex.  sess.),  10  D  03 

i  Va.  Amending  C.  §3559-6o,  3562  relating  to  docketing  of  judg- 
ments by  clerks  of  courts.  498  (ex.  sess.),  31  D  03 

736  Executions.     Judicial  sales 

See  also  451,  Exemption  from  execution 
a        Ala.    Executions  to  issue   10  days  after  judgment.    Amending 

C  §917-  P-566,  12  O  03 

b  N.  J.  Sale  of  real  estate  under  execution  not  to  be  attacked  6 
years  after  judgment  because  of  irregularities  in  notice  and  order. 

38,  i6  Mr  04 
c        Va.    Amending  C.  §3599  relating  to  quashing  of  executions. 

524  (ex.  sess.),  31  D  03 
d        Va.    Amending  C.  §907  as  to  posting  and  time  of  judicial  sale 
of  mules,  horses  and  oxen.  78,  8  Mr  04 

-737  Costs.     Bonds 

a  Ala.  Attorney's  fee  to  be  allowed  in  trust,  partition  and  distri- 
bution proceedings  in  Probate  and  Chancery  Courts,      ip.33,  2  F  03 

b  la.  Regulating  costs  in  contract  actions  in  Justices  Courts 
where  judgment  for  defendant  on  nonappearance  of  plaintiff. 
Amending  C.  84481.  128,  9  Ap  04 

-<  Maas.  Costs  of  $25  [formerly  $10]  to  be  allowed  successful  party 
for  printing  briefs  in  law  cases  in  Supreme  Judicial  Court. 
Amending  R.  L.  ch.203  §26.  413.  3  Je  04 
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d  N.  Y.  Amending  C  C.  P.  §3268  relating  to  demand  by  defendant 
of  secority  for  costs.  524,  29  Ap  04 

e  Va.  Amending  C.  §3552  as  to  certain  fees  of  attorneys  in  taxing 
of  costs.  501  (ex.  sess.),  31  D  q) 

739  Special  actions 

741  Attachment 

5m  also  4SI,  Excmirtioii  from  execatkat 

a  Ga.  Fixing  situs  of  debts  due  nonresidents  for  purposes  of  at- 
tachment, p.ioo,  13  Ag  04^ 

b  la.  Release  of  attachment  of  real  property  to  be  recorded  by 
clerk  of  county  where  located,  on  notification  from  cleric  of  countr 
where  action  commenced;  fees.  123,  17  Mr  o^ 

c  Jf.  Y.  Claimant  to  personal  property  seized  under  attachment 
may  obtain  discharge  by  giving  undertaking;  proceedings.  Adding 
§658a  to  C.  C.  P.  293.  I3  Ap  0^ 

d  N.  Y.  Amending  C.  C.  P.  §657-58,  1418-19  relating  to  claims  of 
third  party  to  property  levied  by  sheri£F:  procedure.       541,  3  My  04 

e  S.  C.  Real  or  personal  property  may  be  attached  in  action  for 
purchase  money.  260,  25  F  04. 

f  Va.  Amending  C.  §2961-62,  2965  relative  to  attachment  against 
debtor  removing  effects  out  of  state,  also  against  tenant  removing 
effects  from  leased  premises.  377  (ex.  sess.),  10  D  0^ 

g  Va.  Attachment  may  be  levied  against  any  remainder  of  non- 
resident or  of  absconding  debtor;  contingent  remainder  not  to  ht 
sold  till  vested  but  judgement  to  be  lien.    Amending  C.  §2967. 

31,  19  F04 

h  Va.  Judge  of  Circuit  or  Corporation  Court  in  vacation  may 
after  reasonable  [formerly  10  days]  , notice  to  attaching  creditor, 
quash  attachment.    Amending  C.  §2981.  52.  8  Mr  04 

742  Garnishment 

a  la.  Wages  of  nonresident  earned  outside  state  to  be  protected 
from  garnishment  by  nonresident  creditor  on  cause  of  action  aris- 
ing without  state.  124,  7  Mr  04 

b  La.  Protecting  employees  in  garnishment  cases:  wages  earned 
without  state  to  be  exempt  from  attachment  if  cause  of  action  arose 
without  state.  165,  5  JI  04 

746  Replevin 

a  Md.  Bond  by  plaintiff  in  replevin  to  be  given  to  state  for  use 
of  parties  interested  who  may  maintain  action  thereon  in  name  of 
state.     Adding  §iiiA  to  C.  art.75.  ^  9  Mr  04 

748  Title  and  possession  of  property 

a  Ala.  Standing  timber  not  to  be  eut  till  deed  for  tax  sale  is- received. 
Amending  C.  §4099-  P410,.IO  O  05 
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b  La.  Defining  manner  of  giving  notice  of  pendency  of  action 
regarding  title,  mortgage  or  lien  on  realty.  22,  17  Je  04 

c  La.  Curator  ad  hoc  to  be  appointed  for  absentees  in  partition  or 
expropriation  suits  when  residence  of  defendant  unknown  to  plain- 
tiff.   Amending  Code  of  Practice  art.  116.  190,  7  Jl  04 

d  N.  J.  Evidence  of  assignment  by  landlord  to  plaintiff  may  be 
offered  in  action  for  recovery  of  premises.  Supplementing  R.  S. 
'74  pu|22.  124,  28  Mr  04 

e  N.  Y.  Lis  pendens  may  be  filed,  if  complaint  is  verified.  Amend- 
ing C.  C.  P.  §1670.  518,  29  Ap  04 

f  N.  Y.  Amending  C.  C.  P.  §1638-39  relating  to  actions  to  com- 
pel determination  of  claims  to  real  property.  526,  29  Ap  04 

g  Va.  Amending  C.  §2716-20  relating  to  summary,  remedy  for 
unlawful  entry  or  detainer  of  land.  439  (ex.  sess.),  12  D  03 

h  Va.  Amending  as  to  land  of  feme  covert  C.  §2773,  relating  to 
value  of  plaintiff's  estate  in  ejectment  proceedings. 

453  (c3c.  sess.),  12  D  03 

i  Va.  Writs  of  possession  in  cases  of  unlawful  entry  on  city,  town 
or  suburban  property  to  be  made  returnable  within  30  days. 
Amending  C.  §3584*  5^4  (ex.  sess.),  31  D  03 

j  Va.  Establishing  rule  of  evidence  in  actions  of  ejectment  and 
unlawful  entry  or  detainer  of  lands  of  certain  description. 

566  (ex.  sess.),  2  Ja  04 

749  Writs:  certiorari,  injunction,  mandamus,  prohibition,  quo  warranto, 

scire  facias 

a        N.  J.    Repealing  sundry  acts  relating  to  mandamus. 

121,  28  Mr  04 
b        N.  J.    Repealing  sundry  acts  relating  to  quo  warranto. 

123,  28  Mr  04 
c        N.  J.    Repealing  sundry  acts  relating  to  writs  of  certiorari. 

161,  29  Mr  04 
d        Va.    Supreme  Court  of  Appeals  may  issue  mandamus  and  pro- 
hibition to  State  Corporation  Commission,  or  wherever  writs  would 
He  dt  common  law.    Amending  C.  §3086.  414  (ex.  sess.),  10  D  03 
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This  and  Conttitutional  law,  15,  make  up  what  is  commonly  known  a«  the 
Political  Code 

^53  Officers.    Civil  service 

See  also  38,  State  department!;  3472,  Municipal  civil  service;  3511,  County  civil 
service 

754  General 

a  Va.  List  of  county,  district  and  city  officials  with  date  of  ap- 
pointment, election  and  terms  to  be  sent  annually  to  secretary  of 


ivil  service 
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State   by   clerks   of   Circuit   and   Corporation   Courts;   notice   of 
vacancies.  321  (ex.  sess.)>  17  N  03 

b  Va.  Amending  C.  §223-33,  235  relating  to  certain  state  officersL 
elected  by  joint  vote  of  Legislature:  superintendent  of  State  Peni- 
tentiary: term  4  [formerly  2]  years;  bonds;  suspension;  vacancies. 

362  (ex.  sess.),  10  D  03 

756  Appointment 

a  Va.  Generally  amending  C.  ch.35  relating  to  qualifications  of 
county,  city  and  district  officers. 

418  (ex.  sess.),  10  D  03;  463  (ex.  sess.),  17  D  03 

757  Vacandea 

a  Mias.  Provision  for  filling  vacancies  in  state  offices.  Amending 
'02  ch.71  §1.  130,  II  Mr  04 

758  Civil  service  examination 

Ste  also  22s6,  Teachen 
a        Mass.    Applicants  may  be  certified  3  times  to  same  civil  service 
position,  except  in  case  of  moral  unfitness.  198,  31  Mr  04 

760  Oath.    Installation 

a  Va.  Amending  C.  §168-70,  175,  180  relating  to  general  oath  and 
oath  against  dueling  to  be  taken  by  person  entering  office.  Re- 
pealing '87  ch.406.        334  (ex.  sess.),  3  D  03;  364  (ex.  sess.),  10  D  03 

761  Bonds.    Sureties 

a        Ala.    Amending  C.  §3087  relating  to  legal  e£Fect  of  official  bond. 

p.232,  9  S  03 

b  Mass.  Public  officials  having  custody  of  official  bonds  to  exam- 
ine same  annually  as  to  sufficiency;  laws  requiring  examination  by 
Supreme  Judicial  or  Superior  Courts  repealed.  Amending  R.  L. 
ch.i8  §16.  295,  4  My  04 

c  Mass.  State  treasurer  and  receiver  general  [formerly  state  auditor 
of  accounts]  to  approve  certain  official  bonds.  431,  4  Je  04 

76a  Preference  of  veterans 

a  la.  Preference  of  veterans  in  appointment,  employment  and 
promotion  to  positions  in  public  departments  or  on  public  works; 
removals.  9»  21  Mr  04 

b  N.  Y.  Amending  civil  service  law  '99  ch.370,  '01  ch.533  §2  relat- 
ing to  veterans  of  Civil  War:  to  receive  compensation  from  date 
of  unjust  removal.  637,  9  My  04 

764  Reports 

a  Va.  Officers  of  executive  department,  also  institutional  boards 
and  superintendents  to  report  to  governor  on  request;  [formerly 
officials  were  designated,  and  quarterly  reports  required!.  Amend- 
ing C.  §221.  428  (ex.  sess.),  12  D  03 
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765  Salaries.    Pees 

a  la.  State  boards  and  ofEcials  to  turn  fees  into  state  treasury 
monthly,  also  to  file  monthly  statements  of  expenses  and  per  diem 
allowances  with  secretary  of  Executive  Council.  7,  13  Ap  04 

b  Va.  Amending  C.  §3498,  3500,  3505-6,  35o8,  3515,  3519,  35^8  as  to 
certain  fees  of  secretary  of  state,  clerk  of  House  of  Delegates,  and 
various  court  officers.    Repealing  €..§3524. 

503  (ex.  sess.),  31  D  03;  586  (ex.  sess.),  11  Ja  04 

7G7  Tenure  of  office.    Discipline 

5##  also  1237,  Passes 

a  Ind.  Terms  of  judicial  and  county  officers  to  begin  Jan.  I, 
next  succeeding  election.  13,  11  F  03.  UnconsHtutionaL  Legisla- 
ture can  not  postpone  election  of  constitutional  officers.  Gemmer  v, 
Sute,  71  N.  £.  478  (1904). 

b  La.  Providing  for  suspension  of  delinquent  official,  according 
to  Const.  1898  art.223:  governor  to  appoint  official  to  act  during 
suspension.  9,  17  Je  04 

d  Mass.  Persons  employed  in  classified  civil  service  may  not  be 
removed,  lowered  in  rank  or  pay,  suspended  or  without  consent 
transferred  except  for  cause;  procedure.  314,  9  My  04 

e  N.  J.  Misdemeanor  for  state  employees  not  to  pay  into  state 
treasury  money  received  for  information  g^ven  relating  to  depart- 
mental affairs.  238,  5  Ap  04 

f  O.  Submitting  amendment  to  Const.  185 1  by  adding  art  17: 
Legislature  to  fix  even  year  terms  of  administrative  and  judicial 
officers  within  certain  limits.     Vote  November  1905.    p.640,  18  Mr  04 

^  Finance.    Public  property 

See  also  2237,  School  finance;  2550,  Local  finance 

77a  Domain.    Property 

773  Public  lands 

See  also  2240,  School  lands 

774  General  and  miscellaneous 

a  La.  Register  of  land  office  from  general  election  in  April  1908 
to  be  elected  [formerly  appointed  by  governor  with  consent  of  Sen- 
ate] for  4  years;  vacancy  to  be  filled  by  appointee  of  governor. 
Amending  '80  ch.75  §2.  193,  7  Jl  04 

b  Md.  Appeals  from  judgments  or  orders  of  commissioner  of  land 
office  to  be  taken  within  2  [formerly  9]  months.  Amending 
C  art.5  §80.  143,  25  Mr  04 

c  Md.  Commissioner  of  land  office  may  employ  clerk  to  index 
records  at  salary,  $1000.    Adding  §2A  to  C.  art. 54.         495»  12  Ap  04 
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d  Md.  Amending  C.  art.54  §33A  as  to  sale  of  certificate  of  survey 
within  2  months  [formerly  60  days]  for  nonpayment  of  amount  due 
thereon;  procedure  for  annulment  of  certificate  when  owner  can 
not  be  found  for  purpose  of  service  of  notice.  570,  8  Ap  04 

776  Sale.    Settlement    Appraisal 

a  La.  Governor  to  direct  register  of  state  land  office  to  sunrey 
public  unsurveyed  lands  and  plat  same  for  purposes  of  entry  and 
sale;  disposition  of  proceeds.  86,  4  Jl  04 

b  Md.  Governor,  comptroller  of  treasury,  and  treasurer  may  sell, 
convey  or  lease  to  Baltimore  city  authorities,  property  of  state 
lying  within  burnt  district.  581,  12  Ap  (H 

777  Deeds.    Titles 

a  Miss.  Amending  '02  ch.74  §4  relating  to  cancelation  of  land 
patents:  procedure.  131,  25  F 04 

778  Tide,  shore  and  swamp  lands 

a  Ala.  Granting  to  trustees  of  state  insane  hospitals,  unsold 
swamp  and  overflowed  lands  granted  to  state  in  1850;  regulations. 

p.495,  ID  0  03 

b  la.  State  may  sell  or  dispose  of  abandoned  river  channels  and 
land  within  same,  also  sand  bars  or  islands  lA  navigable  waters  of 
state;  provision  for  appointment  of  boundary  conmiission. 

185,  II  Ap04 

c  la.  Executive  Council  may  survey  meandered  lakes  and  lake 
beds;  decide  on  lakes  to  be  retained  as  state  property,  and  on  lake 
beds  to  be  drained  and  sold;  procedure.  186,  29  Ap  04 

d  la.  Executive  Council  may  lease  or  sell  islands  in  meandered 
banks  of  rivers  in  state;  procedure.  187,  29  Ap  04 

e  La.  Governor  may  execute  in  behalf  of  state  waivers  of  claims 
of  certain  swamp  land  grants  required  by  United  States. 

75,  4  Jl  0* 

f        Mass.    State  Board  of  Harbor  and  Land  Commissioners  may 

sell  or  lease  islands  in  state  ponds  on  approval  of  governor  and 

Council.  379,  25  My  04 

778(5  Timber 

a        N.  Y.     Amending  Indian  law  '92  ch.679  §59  relative  to  removing 
timber  on  certain  reservations.  475,  28  Ap  04 

779  Buildings.     Property  and  supplies 

780  Buildings  and  grounds 

a  Md.  Amending  '88  ch.175  §1  providing  for  appointment  of  guards 
for  state  buildings  in  Annapolis:  governor  to  app<Mnt  assistant 
superintendent  of  public  buildings  and  grounds  at  salary  $720,  also 
additional  employees.  152,  25  Mr  04 
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t>  N.  Y.  Municipalities  may  not  alter  state  architect's  plans  for 
state  buildings  or  for  plumbing  or  sewerage  connected  therewith. 
Amending  public  buildings  law  '93  ch.227  §8.  117,  23  Mr  04 

:  Va.  Amending  C.  §288,  299  defining  duties  of  register  of  land 
office  acting  as  superintendent  of  grounds  and  public  buildings;  to 
be  under  direction  of  governor;  salary  [formerly  $1200]. 

,    454  (ex.  sess.),  14  D  03 

I    Capitol 

i  Ala.  Appointing  Capitol  Building  Commission  to  contract  for 
enlargement  of  capitol;  report  to  Legislature  of  1907;  $150,000. 

p.57,  17  F  03 

b  Ky.  Commissioners  of  Sinking  Fund  of  Kentucky  constituted 
Board  of  Capitol  Commissioners;  to  erect  and  complete  capitol 
buildings  at  Frankfort;  reports  to  governor  and  Legislature; 
$1,000,000.  2,  6  F  04 

c  Miss.  Creating  permanent  Capitol  Commission;  superintendent 
may  be  employed  at  $1200  salary  to  supervise  capitol  and  grounds. 

109,  10  Mr  04 

d  Mo.  Amending  Const.  1875  art.  10* by  adding  section:  author- 
izing }  mill  tax  for  5  years  for  erection  of  new  state  capitol. 
Rejected  November  1904,  P-284,  '03 

«  N.  J.  Salary  of  custodian  of  state  capitol  $2500  [formerly  $2000]. 
Amending  '94  ch.339  §1.  100,  28  Mr  04 

f  S.  C.  Joint  legislative  commission  of  5  members  to  be  ap- 
pointed to  direct  completion  of  statehouse  according  to  recom- 
mendations of  commission  appointed  in  1903;  $50,000. 

374.  25  F  04 

g  Va.  Joint  committee,  consisting  of  governor,  3  senators  and 
3  delegates,  to  supervise  enlargement  and  restoration  of  state  capi- 
tol; [replacing  joint  committee  appointed  by  '02  ch.452  p.465]> 
$150,000  additional  appropriation.  62,  7  Mr  04 

4  Property  and  supplies  generally 

7    Contracts  and  supplies 

a  Md.  Board  of  Public  Works  to  advertise  for  bids  and  award 
contracts  annually  for  supply  of  stationery  etc.,  required  by  cer- 
tain state  departments;  procedure.  397,  8  Ap  04 

o    State  institutions 

a  N.  Y.  Amending  state  finance  law  '97  ch.413  by  adding  §40 
relative  to  estimates  for  staple  articles  of  supplies  submitted  by 
state  institutions.  448,  27  Ap  04 

b  Va.  Amending  C.  §4162  and  repealing  §4163  relating  to  pur- 
chase of  supplies  for  State  Penitentiary  and  Prison  Farm;  monthly 
reports  of  superintendents.  444  (ex.  sess.),  12  D  03 
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793  Public  works 

798  State  parks 

a  Mass.  Amending  '03  ch.264  |i  relating  to  Mount  Tom  State 
Reservation.  351,  19  My  04 

*»  Taxation  (general) 

Relating  chiefly  to  general  property  taxes.  Under  local  finance  are  placed  only 
those  tax  laws  which  strictly  belong  there,  as  limitations  of  rates,  etc  State  and 
local  taxes  are  usually  collected  together  by  local  authorities;  hence  a  separatioa 
would  be  confusing.     See  also  2713,  Road  taxes 

80Z         General  and  miscellaneous.     State  departments 

a        Ala.    Providing  for  apportionment    and    collection    of  taxes  in 

newly  formed  counties.  p.87,  26  F  03 

b        Ala.     Generally  amending  C.  ch.iio,  *oi  p.210  relating  to  taxation. 

48p.  p.184,  4  Mr  03;  P.29S,  30  S  03; 

P.30X,  30  S  03;  p.305,  I  O  03;  p.371,  I  0  03 
c        Md.    State  Tax  Commission  may  employ  clerks  at  salaries  of 

$1800,   $1500,    $1200    [formerly    $1500,    $1200,    $600]    respectively. 

Amending  C.  art.81  §I32A.  368,  7  Ap  04 

d        Or.    Reenacting  '03  p.  295  relative  to  assessment  and  collection 

of  taxes;  repealing  Ann.  C.  &  S.  §3098  as  to  time  of  filing  rate  of 

tax  levy  with  county  clerk.  p.3,  24  D  03;  p.4,  24  D  03 

c        Va.    Generally  amending  C.  §448-532  relating  to  taxation. 

417  (ex.  sess.),  10  D  03 
f        Va.    Amending  '03  ch.148  §75-147  (ex.  sess.)  relating  to  revenue, 

so  as  to  correct  error  in  section  numbering.  20,  19  F  04 

807  Separation  of  state  and  local  taxation 

808  Taxation  of  personal  property 

a  Miss.  Exempting  bonds  of  all  levee  districts  of  state  held  by 
citizens  from  taxation.  94,  16  Mr  04 

b  N.  J.  Tax  paid  by  mortgagor  to  be  credited  as  interest  payment 
unless  agreed  that  no  reduction  be  made  from  taxable  value  of  land  by 
reason  of  mortgage.    Amending  '03  ch.208  §10.  112,  28  Mr  04 

c  N.  D.  Submitting  amendment  to  Const.  1889  §176:  Legrislature 
may  tax  grain  in  storage.     Adopted  November  1904,    p.293,  2  Mr  03 

• 

809  Exemptions  from  general  property  tax 

See  also  under  special  classes  of  taxes;  also  1632,  Encouragement  of  indnstries 

810  General  and  miscellaneous 

a  Gal.  Submitting  amendment  to  Const.  1879  art.  13  by  adding 
§ioi:  personal  property  of  every  householder  to  $100  exempt  from 
taxation.     Adopted  November    1904.  p.682,  26  F  03 
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b  CaL  Submitting  amendment  to  Const.  1879  art.  13  by  adding 
§1^:  ships  or  shipping  engaged  in  foreign  or  domestic  navigation 
or  in  fisheries  exempt  from  taxation.    Rejected  November  JQ04, 

P734,  6  Mr  03 

c  CoL  Submitting  amendment  to  Const.  1876  art.  10  §3  relating  to 
exemptions  from  taxation:  repealing  provision  relating  to  special 
assessments;  exemption  of  personal  property.  Adopted  November 
1904.  74,  8  Ap  03 

d  N.  Y.  State  Board  of  Tax  Commissioners  to  make  annual  report 
to  Legislature  of  exempt  property  of  the  several  counties.  Add- 
ing §15  to  tax  law  '96  ch.  908  and  repealing  '00  ch.689. 

438,  27  Ap  04 

e  O.  Land  used  as  site  for  memorial  monument  also  maintenance 
fund  to  be  exempt  from  taxation.    Amending  R.  S.  §2732. 

p.115,  20  Ap  04 

I  O.  Submitting  amendment  to  Const.  185 1  art.  12  §2:  state,  local 
government  and  school  bonds  to  be  exempt  from  taxation. 
Vote  November  1905,  P*652,  25  Ap  04 

g  Or.  Exempting  from  taxation  t>cfsonalty  of  aged,  infirm  and 
poor,  also  certain  property  of  householders  up  to  $300.  Adding 
subdiv.  7,  8  to  Ann.  C.  &  S.  §3039,  '03  p.216.  p.28,  22  D  03 

8x9         Charitable,  educational  and  religious  institutions  and  societies 

a        CaL    Submitting  amendment  to    Const.    1879    art.9  by  adding 

§12:   property  of   California   Academy   of   Sciences   exempt   from 

taxation.     Adopted  November    1904.  p.598,  6  F  03 

b        Md.    Amending  C.  art.81  §4  as  to  exemptions  from  taxation  of 

incorporated  educational  and  literary  institutions.  460,  8  Ap  04 

8x8  Assessment 

819  General  and  miscellaneous.    Return  by  taxpayer 

a        Ala.    Fixing  term  of  office  of  county  tax  assessor  at  4  years; 

election;  commencement  of  term.  P-370,  i  O  03 

b        Mass.     Fixing  basis  of  apportionment  of  state  and  county  taxes. 

178,  23  Mr  04 
c        N.  J.    Creating  city  boards  of  assessment  where  not  provided  by 

charter;  cities  of  150,000  excepted;  powers  and  duties. 

225,  30  Mr  04 
d        N.  Y.    Amending  town  law  '90  ch.569  §178  as  to  compensation  of 

town  assessors.  124,  23  Mr  04 

e        N.  Y.    Amending  tax  law  '96  ch.  908  §38  as  to  filing  of  town 

assessment  rolls.  279,  13  Ap  04 

f        O.    Township  assessors  serving  by  appointment  to  hold  office  till 

successors  are  elected.    Amending  *04  p.37.  p.62,  31  Mr  04 
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g  O.  County  auditor  to  fill  vacancies  in  office  of  assessor  in 
municipality,  on  failure  to  elect  assessor  in  ward  or  precinct  or 
on  removal  of  latter  after  election.  Amending  R.  S.  §1518. 

P.7St  7  Ap  04 
h       O.    Township  trustees  to  appoint  assessor  on  removal  of  latter 
from  precinct  or  township  where  elected.    Amending  R.  S.  §(451. 

p.76,  7  Ap  04 

i        Or.    School  districts,  municipalities  and  public  corporations  au- 

thorized  to  levy  a  tax  to  file  with  county  clerk  rate  of  tax  levy  by 

Jan,  I  [formerly  Sep.  i]  proviso.    Amending  Ann.  C.  &  S.  §3098. 

p.22y  24  D  03 

j  Va,  Amending  C.  §567-68,  571,  573,  578  relating  to  erroneous  as- 
sessment of  real  and  personal  property;  procedure. 

443  (ex.  sess.),  12.  D  03 

k  W.  Va.  Revision  of  C.  ch.29  relating  to  assessment  of  taxes. 
46p.  4*  15  Ag  04 

890  Assessment  of  real  estate 

a       Ala.    Governing  board  of  county  to  prepare  county  map  or  plat 

book  for  tax  purposes.  P<4i6,  10  O  03 

b        Ky.    Tax  valuation  of  real  property  to  be  taken  as  on  Sep.  i  by 

county  assessor.  130,  26  Mr  04 

c        O.    Provision  for  assessing  lands  where  fee  of  soil  and  minerals 

is  not  in  same  person.    Adding  §2792a  to  R.  S.  P-294,  23  Ap  04 

d        O.    Provision  for  appointment  of  draftsman  and  assistants  to 

prepare  tax  maps  of  county  subdivisions;  salaries.    Amending.  R.  S. 

§2789a-b.  P»489>  26  Ap  04 

e        Va.    Revising  C.  ch.23  relating  to  assessment  of  lands. 

388  (ex.  sess.),  10  D  03 
f        Va.    Amending  C.  §458  as  to  listing  of  property  in  land  books 

by  city  and  county  commissioners  of  revenue.  27,  19  F  04 

g        Va.    Amending  C.  §444  providing  for  correcti6n  of  erroneous 

assessment  of  lands.  195,  15  Mr  04 

h        W.  Va.    Providing  for  reassessment  of  real  estate  to  be  used  as 

basis  for  tax  levy  in  1906;  Board     of     Public  Works  constituted 

Board  of  Review  and  Equalization;  powers  and  duties.   15,  12  Ag  04 

823  Personal  property 

a  Ga.  Tax  returns  on  personal  property  to  be  made  to  county  re- 
ceiver where  person  resides  or  office  of  company  is  located; 
property  of  business  corporation  conducted  on  realty  to  be  taxed 
in  county  where  realty  is  taxed.     Amending  C.  §826.     p.54,  IS  Ag  04 

b  Va.  Amending  C.  §504  as  to  personal  property  list:  identifi- 
cation of  persons  with  same  family  name;  penalty.      26,  19  F  04 
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^5  Review.     Equalization.    Adjustment 

For  equalization  by  ttate  boards,  stt  also  8oz,  General  and  misceUaneous 

a  N.  J.  State  Board  of  Taxation  to  review  actions  of  local  as- 
sessors and  boards  of  tax  review  on  complaint;  board  may  on 
application  of  property  owners  correct  assessments.  Amending  '03 
ch.2o8  §34-  180,  29  Mr  04 

b  N.  Y.  County  commissioners  to  examine  town  assessment 
valuations  biennially  or  oftener  for  equalization  of  taxes.  Amend- 
ing '96  ch.820  §2.  155,  28  Mr  04 

c  N,  Y.  Amending  tax  law  '96  ch.908  §35  as  to  review  of  assess- 
ments on  application  of  nonresident  owner.  385,  26  Ap  04 

d  O.  Amending  '02  p.481  §3  as  to  compensation  of  members  of 
board  of  review  of  municipality.  P-3i3>  23  Ap  04 

8a7  Collection 

a  Ala.  Fixing  term  of  office  of  county  tax  collector  at  4  years; 
election;  commencement  of  term.  p.370,  i  O  03 

b  Ky.  Amending  '02  ch.128  art.5  §1  relating  to  payment  of  state 
and  county  taxes  by  owners  of  bonded  warehouses.       40,  18  Mr  04 

c  Ky.  Board  of  trustees  of  towns  of  6th  class  may  appoint  sheriff 
as  tax  collector.    Amending  '93  ch.196  art.9  §32.  88,  22  Mr  04 

d  Miss.  Amending  Ann.  C.  '92  §3840  and  repealing  §3852  relating 
to  settlement  of  retiring  tax  collector:  on  failure  to  pay  over  taxes, 
collector  to  pay  damages  of  30%  and  6%  interest  on  principal  and 
damages.  161,  18  Mr  04;  162,  22  Mr  04 

e        W.  Va.    Revision  of  C.  ch.30  relating  to  collection  of  taxes,    i  ip. 

5,  13  Ag  04 
Sa8  Refund 

a        Ala.    Provision  for  refunding  taxes  paid  erroneously;  procedure. 

p.278,  29  S  03 

Sag  Delinquent  taxes.     Tax  sales.     Redemption 

a  Ala.  Town  tax  collectors  required  to  give  30  days  notice  before 
charging  fees  for  collection.  P-4io,  10  O  03 

b  Qa.  Municipal  corporations  may  quitclaim  to  owner  property 
sold  for  taxes.    Amending  C.  §735.  p.52,  13  Ag  04 

c  Ga.  Amending  C.  §821  relating  to  sale  of  wild  lands  for  delin- 
quent taxes.  p.53>  i5  Ag  04 

d  Ga.  Amending  C.  §892  authorizing  issue  of  alias  execution  for 
collection  of  municipal  taxes.  p.55,  13  Ag  04 

«  N.  J.  Amending  '03  ch.208  §44,  51  as  to  sale  of  goods  and  chat- 
tels, also  of  real  property  for  delinquent  taxes.  75,  28  Mr  04 

I  N.  J.  Cities  under  12,000  may  elect  collector  of  delinquent 
taxes  for  i  year.  179.  29  Mr  04 
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g        N.  J.    Unpaid  taxes  to  be  determined  by  Chancery  Court,  wheij 
records  destroyed;  procedure;  lien;  costs  and  fees.      187,  29  Mr  04 

h  N.  J.  Proceedings  for  purchase  of  land  under  tax  sale  may  be 
completed  by  guardian  of  minor  when  purchaser  dies.  Sappl^ 
menting  '86  ch.112.  190,  29  Mr  04 

i  N.  J.  Board  controlling  city  finances  to  make  settlement  of 
taxes  when  lien  of  city  is  questioned;  procedure.  207,  30  Mr  04 

j  N.  J.  Lands  sold  for  taxes  and  not  redeemed,  subject  to  pro- 
ceedings defined  by  '86  ch.112.  20S,  30  Mr  04 

k  N.  Y.  Amending  village  law  '97  ch.414  §120  requiring  notice 
of  tax  sales  to  be  published  in  official  [formerly  every  villa^^] 
newspaper.  34,  i  Mr  04 

m        N.  Y.    Amending  village  law   '97  ch.414  §133   relating  to  tax  4 
sales  [formerly  in  villages  of  5000].  loi,  18  Mr  04 

n  N.  Y.  Amending  tax  law  '96  ch.908  §152  as  to  costs  of  publish- 
ing notices  for  redemption  of  tax  lands  sold  by  county  treasurer. 

535,  29  Ap  04 

p  N.  C.  Providing  for  ipso  facto  forfeiture  of  swamp  land* 
granted  by  the  state,  on  arrearage  of  taxes.  243,  2  Mr  89. 
Unconstitutional.  Deprives  of  property  without  process  of  law. 
Parish  v.  East  Coast  Cedar  Co.,  45  S.  E.  768  (1903). 

q  O.  Amending  R.  S.  §2847  relating  to  payment  of  taxes  by 
other  than  owner;  certificate  of  authority  from  owner  to  be  filed 
in  separate  book  by  county  recorder.  p.  100,  19  Ap  04 

r  O.  Amending  R.  S.  §1104  relating  to  enforcement  of  lien  for 
unpaid  taxes.  P-403f  25  Ap  04 

s  Or.  Tax  lands  to  be  sold  to  bidder  accepting  lowest  rate  of 
interest  not  exceeding  10%.     Amending  Ann.  C.  &  S.  §3122. 

p.24,  23  D  03 

t  S.  D.  Receipt  of  taxes  for  any  year  not  to  be  issued  till  all 
prior  taxes  paid.  150,  30  Ja  90.  Unconstitutional  as  to  §3,  making 
receipt  conclusive  evidence  of  payment.  Deprives  county  of  prop- 
erty without  process  of  law.  Harris  v.  Steams,  97  N.  W.  361 
(1903). 

u  Va.  Generally  amending  C.  ch.28  relating  to  procedure  in  sale 
of  delinquent  tax  lands.  452  (ex.  sess.),  12  D  03 

V  Va.  Amending  C.  §623  relating  to  distress  made  by  local  treas- 
urer for  taxes  and  levies.  5^9  (ex.  sess.),  11  Ja  04 

w        Va.    Amending  C.  §607-8  relative  to  delinquent  tax  lists. 

94,  ID  Mr  04 

X  Va.  Fixing  date  from  which  interest  shall  be  charged  on  un- 
paid taxes.  118,  12  Mr  04 

y  Va.  Amending  C.  §637  as  to  posting  and  publication  of  delin- 
quent tax  lists.  las,  12  Mr  04 
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»3x  Poll  taxes 

See  also  132,  Suffrage;  2714,  Roads 
a        Ala.    Regulating  collection  of  poll  taxes.  p.42,  12  F  03 

b        Ala.    County  tax  collectors  to  file  annually  with  judge  of  pro- 
bate lists  of  paid  poll  taxes.  P-394>  6  O  03 
c        Va.    Real  estate  may  not  be  sold  for  payment  of  state  poll  tax 
till  3  years  past  due.    Amending  *g6  ch.380.    338  (ex.  sess.),  3  D  03 
d        Va.    Prescribing  manner  in  which  registered  voter  not  assessed 
with  state  poll  tax  may  pay  tax.                       342  (ex.  sess.),  4  D  03 
e        Va.    Provision  for  posting  lists  of  persons  who  have  paid  state 
poll  taxes;  compensation;  regulations;  penalties.  89,  10  Mr  04 

^<  Business'tazes.     Revenuei  license  or  privilege  taxes 

See  also  842,  Incorporation  taxes;  906,  Liquor  licenaet;   1530,  Regulation  and 
licensing  of  trades  and  occupations 

833  General.     Business  and  privilege  taxes 

a  Ky.  Repealing  '02  ch.128  art.  10  §54  which  requires  wholesale 
dealers  in  mineral  waters  to  pay  license  tax.  54,  21  Mr  04 

b  Ky.  Fixing  license  tax  to  be  paid  by  manufacturers  of  single 
stamped  spirits;  annual  report  to  auditor  of  public  accounts. 

104,  24  Mr  04 

c  Ky.  Repealing  '02  ch.128  art.  10  §32  as  to  provision  which  im- 
poses license  tax  on  manufacturers  of  tobacco.  129,  26  Mr  04 

d  La.  Imposing  license  tax  on  dealers  in  pistols  and  pistol  cart- 
ridges. 83,  9  Jl  00.  Unconstitutional.  Violates  Const.  1898  §229,  re- 
quiring license  imposed  to  be  graduated.    State  v.  Rittenburg,  36 

S.  330  (1904). 

e  La.  Wholesale  and  retail  license  tax  to  be  levied  on  pistol  and 
rifle  cartridges,  based  on  annual  gross  sales.  65,  29  Je  04 

f  La.  Municipalities  levying  license  taxes  for  local  improve- 
ments equal  to  those  levied  by  police  juries  for  same  purposes  to 
be  exempt  from  parish  licenses.  142,  6  Jl  04 

g  Miss.  General  privilege  or  occupation  tax  law.  29p.  Repeal- 
ing '98  ch.5.  76,  16  Mr  04 

h  N.  C.  Fixing  taxes  to  be  paid  by  dealers  in  various  commodi- 
ties. 9,  15  Mr  01.  Unconstitutional  as  to  §52  imposing  tax  on  sale 
of  sewing  machines  in  state.  Interference  with  interstate  com- 
merce, as  applied  to  sale  of  machine  shipped  into  state  C.  O.  D. 
Norfolk  &  W.  Ry.  Co.  v.  Sims,  191  U.  S.  441  (1903). 

i        S.  C.    Confederate  veterans  exempt  from  paying  licenses. 

252,  25  F  04 

j  Va.  Amending  C.  §555»  559  sis  to  attendance  of  license  commis- 
sioners at  terms  of  court  and  as  to  assignment  of  license  by  per- 
sonal  representative  of  deceased  licensee.         356  (ex.  ssess.),  8  D  03 
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k  Va.  Exempting  certain  persons  conducting  business  at  religious 
gatherings  from  license  tax.  100,  10  Mr  04 

m  Wash.  Amending  tax  law.  141,  6  Mr  99.  Unconstitutional  as 
to  §12,  relating  to  certain  deduction  to  itinerant  merchants 
paying  tax  in  previous  year.  Grants  special  privileges  and  immu- 
nities; taxes  must  not  be  commuted.  Nathan  v.  Spokane  County, 
76  P.  521  (1904). 

n       W.  Va,    Revision  of  C.  ch.32  relating  to  business  license.    25p. 

3,  13  Ag  04 
834  Miscellaneous  occupations,  etc. 

a  Md.  Gipsies  to  obtain  license  to  ply  craft  from  clerk  of  Circuit 
Court  of  county;  $50  fee  for  each  county;  prosecution;  3  counties 
excepted.  485,  8  Ap  04 

b  Va.  Imposing  license  tax  on  gipsies  and  like  strolling  com- 
panies; $500  to  be  paid  to  authorities  of  each  county,  where  prac- 
tising their  craft.  69,  7  Mr  04 

836  Inheritance  taxes 

a  la.  Fixing  tax  rate  on  collateral  inheritances  passing  to  aliens. 
Amending  C.  §1467.  51,  6  Ap  04 

b  La.  Providing  for  levy  of  inheritance  tax  for  support  of  public 
schools  according  to  Const.  1898  §235-36;  exempting  property  hav- 
ing paid  just  proportion  of  taxes  prior  to  time  of  inheritance; 
method  of  payment;  collection  and  distribution.  45,  28  Je  04 

c  Md.  Collateral  inheritance  tax  to  be  lien  on  real  estate  for  4 
years  after  death  of  decedent  [formerly  till  paid];  defining  powers 
of  Orphans   Court    Amending  C.  art.8i  §113-16.  222,  i  Ap  04 

d  Mass.  State  treasurer  and  receiver  general  on  approval  of  at- 
torney general  may  effect  settlement  of  taxes  on  collateral  lega- 
cies or  successions  in  certain  cases.  421,  3  Je  04 

e  O.  Providing  for  inheritance  tax  of  2%  on  estates  over  $3000 
passing  to  lineal  heirs  including  brothers  and  sisters;  procedure. 

p.398,  25  Ap  04 

f  W.  Va.  Revision  of  C.  ch.33  relating  to  tax  on  collateral  in- 
heritances.   9p.  6,  12  Ag  04 

840  Corporation  taxes 

Including  taxation  by  general  property  tax 

84Z  General  and  miscellaneous 

a  La.  Amending  '98  ch.io6  §7  relating  to  suit  for  reduction  of 
assessment  of  State  Board  of  Appraisers;  suit  to  be  brought  in 
East  Baton  Rouge  parish  [formerly  at  place  of  domicile  of  corpora- 
tion making  complaint].  70»  i  Jl  04 
b  Mass.  Assessors  to  return  annually  to  state  tax  commissioner 
names  of  foreign  corporations  having  place  of  business  within 
city  or  town.    Amending  R.  L.  ch.12  §93.                     iBi,  fl6  Mr  04 
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Mass.  Amending  '03  chu|37  §74  relative  to  taxation  of  domestic 
business  corporations.  261,  25  Ap  04 

Mass.  Relating  to  assessment  of  taxes  on  corporations  liable 
to  franchise  tax;  effect  of  abatement  of  taxes  by  local  authorities. 

442,  8  Je  04 
N.  J.    Corporations  voided  for  nonpayment  of  taxes  may  be 
reinstated  on  payment  of  reasonable  sum  in  lieu  of  said  taxes; 
certain  public  service  corporations  excepted.    Supplementing  '96 
ch.187.  219,  29  Mr  04 

O.  Capital  stock  of  any  foreign  corporation  not  to  be  taxed 
on  proof  that  two  thirds  of  property  of  corporation  is  taxed 
within  state  and  remainder  elsewhere.    Amending  R.  S.  §i48c 

p.496,  27  Ap  04 
g        Va.    Providing  remedy  for  erroneous  tax  assessments  made  by 
State  Corporation  Commission;  procedure.    514  (ex.  sess.),  31  D  03 
h       Va.    Providing  for  relief  of  corporations  from  erroneous  taxa- 
tion. 231,  15  Mr  04 

M2  Incorporation  and  license  fees  and  taxes 

a        N.  J.    Regulating  licensing  and  taxing  of  foreign  corporations. 

221,  29  Mr  04 
b        S.  C.    General  law  requiring  annual  reports  and  license   fees 
from  corporations.  269,  29  F  04 

843  Banking  institutions 

Sff  also  1677,  Banking 

a  Ky.  Providing  for  taxation  of  shares  of  national  banks;  creat- 
ing Board  of  Assessment;  basis  of  valuation;  annual  report  to  be 
filed  with  auditor  of  public  accounts  by  Mar.  i.  66,  21'  Mr  04 

b  Md.  Savings  banks  with  capital  of  $20,000  subject  to  tax  laws 
of  state  and  receiving  time  deposits  only  at  fixed  rate  of  interest 
to  be  exempt  from  franchise  tax.    Adding  §86B  to  C.  art.81. 

212,  I  Ap  04 

c  O.  Amending  R.  S.  §2762,  2765-66,  2808-10  relating  to  taxation 
of  banks:  capital  of  unincorporated  bank  not  divided  into  shares 
to  be  taxed  at  true  value  in  money.     Repealing  §2759-59a,  2760-61. 

p.279,  23  Ap  04 

d  Va.  Undivided  profits  when  paid  to  banking  and  trust  com- 
pany stockholders  to  be  deducted  from  aggregate  value  of  stock 
for  tax  purposes.    Amending  '03  ch.148  §17  (ex.  sess.). 

435  (ex.  sess.),  12  D  03 

e  Va.  Building  and  loan  associations  exempted  from  franchise 
tax.    Amending  '03  ch.148  §43  (ex.  sess.).  34,  23  F  04 

f  Va.  Building  and  loan  associations  to  pay  annual  state  fran- 
chise tax.     Amending  '03  ch.148  §43  (ex.  sess.),  '04  ch.34 

148,  14  Mr  04 
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844  Insurance  companies 

See  also  1730,  Insurance 

a  Neb.  Providing  mode  of  taxation  of  insurance  com 
C.  S.  '01  §4319.  Unconstitutional  in  so  far  as  it  exempts  fron 
tion  personal  property  of  insurance  companies;  violates 
1875  art.9  §1,  providing  for  levying  of  taxes  by  valuation,  ar 
formity  of  taxation.  State  v.  Insurance  Co.  of  North  Ai 
99  N.  W.  36  (1904). 

b        Neb.     Net  receipts  of  insurance  companies  to  be  taxed 
of  other  tax  on  realty  and  fees  imposed  by  G.  S.  *73  ch.33  §32. 
'01  §4319-     Unconstitutional  in  so  far  as  it  exempts  companie 
taxation   on   personalty.     Not   within    constitutional    exem 
State  V,  Insurance  Co.  of  North  America,  100  N.  W.  405  (19 

c        N.    Y.    Life    insurance    companies    organized    outside 
States  to  pay  annual  tax  of  1%  on  cash  premiums  within 
not  taxed  in  other  state.    Amending  insurance  law  '92  ch.6 

708,  II 

d  O.  Providing  for  suit  by  attorney  general  against  forei 
surance  companies  failing  to  pay  tax  after  notice;  p 
Amending  R.  S.  §2745.  p.401,  26 

e        S.  C.    Tax  of  ^ff%  on  gross  receipts  of  insurance  compa 

274,  2 
f        Va.    Amending  '03  ch.148  §25  as  to  exemption  from  taxai 

life  insurance  companies  not  carrying  on  business  for  profit 

61,  7 

845  Transportation  and  transmission  corporations 

See  also  1200,  Transportation 

a  la.  Telegraph  and  telephone  companies  to  file  annual  fit 
statement  with  Executive  Council  [formerly  auditor  of  stat 
assessment  purposes;  certification  of  county  assessment.  / 
ing  C.  §1328-29,  1330b.  44,  24  Mr  04;  45»  6 

b        la.    Amending  C.  §1334  requiring  railway  corporations 
annual  statement  with  Executive  Council.  46,  30 

c  la.  Amending  C.  §i342b,  I342d  as  to  financial  stateme 
assessment  of  freight  line  and  equipment  companies.      47,  13 

d  la.  Telegraph  and  telephone  companies  to  file  annual! 
county  auditors  maps  of  lines  within  each  county  for  asse 
purposes;  regulations.  49,  6 

c  la.  Executive  Council  to  classify  railway  corporations  i 
purposes;  Council  [formerly  governor]  to  issue  certifica 
change  of  classification.     Amending  C.  §2078.  75,  30 

f  la.  Providing  for  assessment  of  telephone  and  telegrapl 
panics;  Executive  Council  to  deduct  amount  locally  assessed 
assess  remainder  at  average  rate.  C.  §1330,  1331.  Unconstit 
Violates   Const.   1857  art. 8  §2,  requiring  corporate  property 


V 


ADMINISTRATIVE  LAW      FINANCE 

taxed  the  same  as  that  of  individuals.    Layman  v.  Iowa  Telephone 
Co.,  99  N.  W.  205  (1904). 

g        Ky.    Railroad  bridges  spanning  state  boundary  line  to  be  as- 
sessed by  State  Railroad  Commission.  41,  19  Mr  04 
gz        Minn.    Submitting  to  people  proposition  to  increase  gross  earn- 
ings tax  on  railroads  from  3%  to  4%.    Adopted  November  1904, 

253,  18  Ap  03 

h  N.  Y.  Amending  '96  ch.908  §42  as  to  dates  for  filing  assess- 
ments of  special  franchises  in  certain  cities.  382,  26  Ap  04 

i  O.  Extending  to  heating,  cooling  and  water  transportation 
companies  provisions  of  R.  S.  §2780  subdiv.  17-23  relative  to  list- 
ing of  personal  property.  P-324,  25  Ap  04 

j  O.  Providing  for  listing,  appraisement  and  equalization  of 
suburban  and  interurban  electric  railroad  companies;  appointing 
county  boards  of  appraisers  and  assessors;  powers  and  duties; 
creating  State  Board  of  Equalization  for  electric  railroads. 

p.572,  6  My  04 

k  Tenn.  General  revenue  act.  i,  29  Mr  87.  Unconstitutional  as 
to  §5  imposing  car  tax  on  sleeping  car  companies.  Regulation  of 
interstate  commerce.  Allen  v,  Pullman  Co.,  191  U.  S.  171  (1903). 
m  Tenn.  General  law  providing  for  assessment  and  collection  of 
taxes.  257,  16  Ap  03.  Unconstitutional  as  to  section  which  renders 
street  car  and  railroad  companies  leasing  or  selling  advertising 
privileges,  liable  for  tax  imposed  on  such  advertising.  Deprives 
of  property  without  due  process  of  law.  Knoxville  Traction  Co. 
V.  McMillan,  77  S.  W.  665  (1903). 

n  U.  Amending  tax  law  as  to  railroads  and  mines  and  as  to  duties 
of  State  Board  of  Equalization.  68,  9  Mr  99.  Unconstitutional 
in  so  far  as  it  empowers  state  board  to  assess  railroads  wholly 
within  one  county.  Deprives  of  local  self-government.  State  v, 
Eldridge,  76  P.  337  (1904). 

p  Va.  Telephone  companies  with  less  than  $5000  capital  ex- 
empted from  franchise  tax;  railroad  companies  furnishing  elec- 
tricity or  steam  to  pay  franchise  tax:  mode  of  assessment. 
Amendin<a'  '03  ch.148  §43  (ex.  sess.),  '04  ch.34.  148,  14  Mr  04 

846  Mining 

a        Va.    Repealing  C.  §472  relating  to  assessment  of  mineral-bear- 
ing lands.  417  (ex.  sess.),  10  D  03 
b        Va.    Repealing  '03  ch.217  (ex.  sess.)  which  provided  for  sepa- 
rate assessment  of  mineral  lands,  and  of  improvements  thereon. 

455  (ex.  sess.),  15  D  03 

«4«  Budget 

849  General 

a        Ala.    Fixing  rate  for  state  taxation  at  6k  mills.        p.  148,  4  Mr  03 


Accounts 
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b  Ga.  Submitting  amendment  to  Const  1877  art7  §1  by  adding 
^2:  Legislature  may  levy  annual  ad  valorem  tax  on  property  not  to 
exceed  5  mills  on  $1.    Adopted  October  1904,  p.21,  17  Ag  03 

c  Ky.  Amending  '02  ch.128  art.i  §1  reapportioning  annual  tax 
levy.  18,  4  Mr  04 

d  Md.  Amending  C.  art8i  §22  providing  for  readjustment  of 
annual  tax  rate.  343,  7  Ap  04 

851  Appropriation.    Limit  of  expenditure 

a  Va.  Repealing  C.  §202  which  prohibited  Legislature  from  ap- 
propriating money  by  resolution  only.  458  (ex.  sess.),  17  X>  03 

b  W,  Va.  State  institutions,  and  boards  or  officials  of  state, 
county  or  school  district  not  to  divert  appropriations,  or  incur 
indebtedness  beyond  appropriation.  16,  12  Ag  04 

853   AccountSi  methods  generally.  Collection  of  mone]rS| 

warrants 

a  Va.  Amending  C.  §754,  765,  768,  774  as  to  interest  on  deposits, 
claims  against  State  Corporation  Commission  and  accounts  of 
court  expenses.  441  (ex.  sess.),  12  D  03 

854  Collection  of  state  claims  and  revenue 

a  Ala.  Providing  for  transfer  to  state  treasury  of  money  wrongly 
paid  into  county  treasury.  P-i59>  5  Mr  03 

b  Ala.  Governor  may  employ  agents  to  recover  money  due  state 
on  account  of  Spanish  War.  p.i6i,  4  Mr  03 

c  •  La.  Sheriffs  and  tax  collectors  to  make  monthly  settlements 
with  state  auditor  of  public  accounts.  136,  5  Jl  04 

d  N.  Y.  Attorney  general  may  submit  case  on  agreed  statement 
of  facts  to  court  of  record,  agree  to  appointment  and  compensa- 
tion of  referee  and  employ  counsel  to  recover  state  property. 
Adding  subdiv.7  to  executive  law  '92  ch.683  §52.  179,  30  Mr  04 

e  W.  Va.  Auditor  may  settle  with  sureties  of  sheriff  or  assessor 
in  certain  cases.    Amending  C.  ch.35  §40.  10,  12  Ag  04 

855  Claims  against  state 

a  N.  Y.  Term  of  judge  of  Court  of  Claims  to  hold  over  till  suc- 
cessor has  qualified.    Amending  C.  C.  P.  §263.  16,  I  Mr  04 

857  Financial  officers 

a  S.  C.  Estate  of  deceased  officer  to  pay  over  funds  within  12 
[formerly  2]  months.    Amending  C.  C.  §605.  194,  ll  F  04 

b  Tenn.  Submitting  amendment  to  Const.  1870  art.7  §3:  state 
treasurer  and  comptroller  to  be  elected  by  qualified  voters  [formerly 
by  joint  vote  of  Legislature] ;  term  4  [formerly  2]  years.  Rejected 
November  1904,  532,  2  Ap  03 
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858  Stmte  auditor.    Comptroller 

a  Ky.  $3000  for  additional  clerk  hire  in  department  of  auditor  of 
public  accounts.  24,  9  Mr  04 

b  Miss.  Office  of  auditor  of  public  accounts  to  be  open  from 
9  a.m.  to  5  p.m.;  [formerly  closed  from  12  m.  till  2  p.m.].  Amend- 
ing Ann.  C.  '92  §225.  139,  19  F  04 

c  N.  J.  Creating  office  of  state  auditor  to  be  attached  to  office  of 
comptroller  of  treasury;  to  audit  accounts  of  officials,  depart- 
ments, boards  and  conmiissions;  governor  may  direct  examination. 
Supplementing  '65  ch.212.  198,  29  Mr  04 

d  O.  Auditor  of  state  to  appoint  deputy  auditor  af  state  [formerly 
chief  clerk];  bond;  powers  and  duties.    Amending  R.  S.  §169-71. 

p.74,  7  Ap  04 
e        Va.    Salary  of  auditor  of  public  accounts,  $4000  [formerly  $3000]. 

Amending  '03  ch.62  §183  subdiv.4  (ex.  sess.).  470  (ex.  sess.),  18  D  03 
£        W.  Va.    Fixing  fees  of  auditor;  monthly  and  annual  reports  to 

secretary  of  state.  13,  11  Ag  04 

859  State  treasurer 

a        Ala.    State  treasurer  may  employ  3.  clerks  at  salary,  $1500  each. 

p.154,  4  Mr  03 

b        la.    $2000  annual  appropriation  for  payment  on  bond  of  state 

treasurer  and  deputy  state  treasurer.  4,  9  Ap  04 

c        Ky.    $1500  for  additional  clerk  hire  in  office  of  state  treasurer. 

27,  12  Mr  04 

d        Miss.    Office  of  state  treasurer  to  be  open  from  9  a.m.  to  4  p.m. 

[formerly  9  to  12  a.m.  and  2  to  5  p.m.].    Amending  Ann.  C.  '92 

§4203.  169,  19  F  04 

863  Reports 

a  La.  Amending  '94  ch.36  §1  as  to  publication  of  financial  re- 
ports of  state  or  district  boards  disbursing  public  funds. 

175,  6  Jl  04 
B&i    State  institutiona 
a        W.  Va.    Amending  C.  ch.17  relating  to  financial  transactions  of 
public  institutions;  form  of  requisitions;  methods  of  accounting; 
examination  of  accounts;  summary  to  be  included  in  biennial  re- 
port of  auditor  to  governor.    Adding  §20-23.  17,  12  Ag  04 

864  Warrants 

a  N.  Y.  Duplicate  checks  in  lieu  of  treasurer's  checks  lost  or 
destroyed  may  be  executed  by  treasurer  and  comptroller. 
Amending  state  finance  law  '97  ch.413  §5.  95>  18  Mr  04 

b  Va.  Amending  '90  ch.24  relative  to  issue  of  duplicate  warrants 
by  auditor  of  public  accounts:  duplicates  may  [formerly  may  not] 
be  issued  exceeding  $200  in  value.  347  (ex.  sess.),  8  D  03 
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c  S.  C.  Checks  outstanding  2  years  to  be  written  off  books;. may 
be  reissued  on  proof  of  nonpayment.  282,  25  F  04 

^5  Debts.    Bonds 

a  Ark.  Submitting  amendment  to  Const.  1874  art.i6  §1:  state  or 
local  division  may  not  loan  credit,  or  local  divisions  may  not  issue 
local  government  bonds;  cities  over  2500  excepted.  Adopted 
November  1904,  P484,  8  Ap  03 

b  Mass.  Regulating  issue  of  state  bonds  by  treasurer  of  com- 
monwealth; exceptions.  •  263,  25  Ap  04 

d        Va.    Revision  of  C.  ch.22  relating  to  public  debt.    i6p. 

461  (ex.  sess.),  17  D  03 

e  Va.  Amending  C.  §420-21  as  to  use  of  sinking  fund  in  buying 
up  state  bonds;  procedure.  84,  8  Mr  04 

867  Temporary  debt 

a  N.  J.  Amending  '00  ch.12  providing  for  meeting  deficit  caused 
by  erroneous  apportionment  of  state  and  county  taxes. 

22,  7  Mr  04 

868  Deposits  and  depositories 

a  Id.  Relating  to  state' deposits  and  depositories:  State  Board  of 
Deposits  created.  p.375i  4  Mr  03.  Unconstitutional,  Subject  not 
fairly  indicated  in  title.     State  v.  Coffin,  74  P.  962  (1903). 

b  la.  Depository  of  public  funds  to  pay  interest  on  same  to 
state;  rate  to  be  fixed  by  treasurer  and  depository  on  approval  of 
Executive  Council.    Amending  C.  §113.  3,  31  Mr  04 

c  Miss.  State  or  county  officer  may  not  carry  or  deposit  public 
funds  without  state;  penalties.  107,  22  Mr  04 

d  N.  Y.  State  depositories  to  file  bond.  Amending  state  finance 
law  '97  ch.413  §8.  97»  18  Mr  04 

e  O.  Creating  Board  of  Deposit  to  designate  banks  and  trust 
companies  for  state  depositories;  latter  to  deposit  with  state  treas- 
urer bonds  equal  to  amount  deposited;  regulations,    p.535,  3  My  04 

f  Va.  Designating  certain  additional  state  depositories.  Amend- 
ing C.  §753-  341  (cjc.  sess.),  3  D  03 

g  Va.  State  depositories  to  pay  2i%  on  daily  balances.  Amend- 
ing C.  §753.  258,  15  Mr  04 

®7o  Public  order 

Set  also  234,  Crimes  and  olTenses;  133^,  Railroads;  1374,  Street  railways 

87a  Police 

See  also  13341  Railroads;  1374,  Street  railways 

873  Peace  officers 

^ee  also  663,  Constable  ;  691,  Sheriff 

a  Ky.  County  judge  on  recommendation  of  any  Chautauqua 
association  may  appoint  special  policemen.  58,  21  Mr  04 
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b  O.  Providing  penalties  for  impersonating  peace  officer.  Add- 
ing §39i3a  to  R.  S.  p.3i9»  25  Ap  04 

c  S.  C.  Amending  C.  C.  §833-35  providing  for  appointment  of 
special  peace  officers  in  industrial  communities  of  30  [formerly  100] 
or  more.  1^37,  22  F  04 

874  State  and  county  police 

a  Mass.  Abolishing  fire  marshals  department  under  Department 
of  District  Police:  transferring  powers  and  duties,  also  officers, 
except  deputy  chief,  to  detective  department  and  reorganizing 
latter.    Repealing  '02  ch.142  §2,  3,  '03  ch.365  §1.  433,  8  Je  04 

b  O.  Amending  R.  S.  §409  subdiv.56  as  to  date  of  payment  of 
annual  tax  on  insurance  companies  to  defray  expenses  of  state 
fire  marshal's  department.  P'4i8,  25  Ap  04 

c  Va.  Circuit  [formerly  County]  Court  may  appoint  special  police 
force  of  2  [formerly  12]  persons.    Amending  C.  §3922. 

485  (ex.  sess.),  24  D  03 

875  Municipal  police 

876  Pensions 

a  Mass.  Towns  on  two  thirds  vote  at  annual  town  meeting  may 
retire  on  half  pay  members  of  police  department  incapacitated 
through  service,  or  members,  60  years  of  age,  after  25  years  of 
continuous  service;  emergency  service  may  be  required. 

327,  13  My  04 

b  Mo.  Amending  Const.  1875  art.4  §47:  Legislature  may  authorize 
cities  of  100,000  to  provide  pensions  for  disabled  and  superannu- 
ated policemen  and  relief  for  their  widows  and  minor  children. 
Rejected  November  1904,  p.279,  '03 

c  O.  Amending  R.  S.  §1536  subdiv.597  relating  to  police  relief 
fund:  membership  of  board  of  trustees;  rate  of  tax  levy. 

p.241,  23  Ap  04 

^77  Miscellaneous  police  regulations 

See  aUo  256,  Crimes  against  public  order  and  security;  264,  Crimes  against  pub* 
lie  morals  and  the  family;  1065,  Nuisances;  1090,  Public  safety;  2722,  Roads 

879  Amusements 

Relating  chiefly  to  restricted  amusements 

883  Gambling.    Lotteries.    Betting 

a  Ark.  Misdemeanor  to  keep  gambling  devices  or  rent  building 
for  gambling;  penalties;  responsibility  of  city  and  town  officials; 
penalty  for  granting  immunity.  67,  27  Mr  01.  Unconstitutional, 
Not  passed  by  Legislature  according  to  constitutional  require- 
ments.   Rogers  v.  State,  82  S.  W.  168  (1904). 

b  Md.  Amending  C.  art.27  §129  providing  penalty  for  certain 
kinds  of  gambling.  183,  29  Mr  04 
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c        N.  Y.    Witness  in  gambling  prosecutions  not  to   be  excused 
from  testifying  on  grounds  of  self-incriminatio&;  testimony  not 
to  be  used  against  him.    Amending  Pen.  C  §342.        649,  9  My  04 
d        S.  C.    Slot  machines  unlawful:  machines  giving  certain,  uni- 
form and  fair  returns  excepted.  241,  25  F  04 
e        S.  C.    Municipal  officers  may  break  open  gambling  rooms. 

286,  I  Mr  04 
887    Poolselfing,  bookmaking  etc. 

a        La.    Misdemeanor  to  open  or  operate  turf  exchanges. 

127,  5  Jl  04 
La.    Misdemeanor  to  open  or  conduct  poolrooms.       128,  5  Jl  04 

Racing 

Set  also  887,  Poolselling 

S.   C.    Prohibiting   entering   horse   under   assumed   name,  dis- 
guised or  out  of  class.  296,  12  Mr  04 

Cruelty  to  children  and  animals 
Cruelty  to  animate 

la.    Fixing  penalties  for  using  live  birds  as  targets.     96,  7  Mr  04 
la.    Prohibiting  docking  of  horses;  penalties.  135,  31  Mr  04 

N.  J.    Misdemeanor  to  shoot  at  live  pigeons,  etc  or  to  lease 
building,  room,  field  or  premises  for  such  purposes. 

X  (ex.  sess.),  12  Ap  04 
Intoxicating  liquors.     Narcotics 

See  also  998,  AdoHerttioa 

Prohibition 
Dispensaries 
Ala.    Misdemeanor  to  sell  liquor  in  town  with  dispensary. 

P.373»  I  O  03 

c  S.  C.  Miscellaneous  amendments  to  '96  ch.6i  relating  to  county 
dispensaries.  276,  2$  F  04 

^04    Local  option 

a  Ga.  Amending  C.  §1541  relative  to  calling  of  special  election  for 
submitting  question  of  local  option;  petition  to  be  signed  by 
one  third  [formerly  one  tenth]  of  electors  of  county;  regulations. 

p.62,  IS  Ag  04 

b  Ky.  Liquors  not  to  be  sold  by  wholesale  in  local  option  dis- 
tricts; manufacturers  excepted;  penalties.  76,  22  Mr  04 

c  Miss.  Amending  Ann.  C.  '92  §1610  relating  to  local  option  by 
counties:  special  election  not  to  be  held  within  2  months  of  any 
state,  district  or  county  election  held  under  primary  election  laws; 
proceedings  in  case  of  withdrawal;  petition  being  defeated  not  to 
be  filed  again  for  2  years.  147,  21  Mr  04 

d  O.  Providing  for  local  option  in  residence  districts  of  munici- 
palities on  petition  of  40%  of  electors;  manner  of  holding  special 
election;  not  to  be  reheld  for  2  years;  regulations.        p.87,  19  Ap  04 
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e        Or.    Providing  for  local  option  liquor  law.    I4p.    Proposed  by 

initiative  petition  and  adopted  June  6,  1904. 
f       Va.    Contests  of  local  option  elections  to  be   determined  by 

Circuit  Court  or  Corporation  Court  of  city  or  town;  procedure. 

328  (ex.  sess.),  28  N  03 
g       Va.    Amending   C.  §581,   585  as  to   local  option   elections   in 

towns.  361  (ex.  sess.)f  10  D  03 

h        Va.    Amending  C.  §585  as  to  holding  of  subsequent  local  option 

elections.  3,  2  F  04 

i       Va.    Relating  to   enforcement  of  local   option   laws:    defining 

jurisdiction  of  courts  as  to  water  courses  lying  between  counties. 

207,  15  Mr  04 

906  Liquor  licenses 

907  General  and  miscellaneous 

a  Ga.  Regulating  sale  of  domestic  wines:  retail  dealers  to  pay 
license  to  city  or  county  authorities.  p.98,  13  Ag  04 

b  la.  Mulct  tax  receipts  to  be  recorded  by  county  treasurer  and 
county  auditor;  semiannual  settlement  with  county  supervisors; 
manner  of  payment.    Amending  C.  §2437-38.  83,  15  Mr  04 

c  O.  Providing  for  disposal  of  surplus  liquor  tax  not  used  for 
support  of  city  infirmary.    Adding  §4364  subdiv.  9a  to  R.  S. 

p. 386  23  Ap  04 

d  Va.  Auditor  of  public  accounts  may  refund  money  to  appli- 
cant for  liquor  license  in  case  same  is  refused  by  town  council  on 
granting  of  license  by  County  or  Circuit  Court. 

468  (ex.  sess.),  18  D  03 

e  Va.  Restricting  sale  of  liquors  by  social  clubs  taxed  for  such 
purpose.  Amending  '03  ch.148  §144  (ex.  sess.)  and  repealing  '98 
ch.443.  517  (ex.  sess.),  31  D  03 

£  Va.  Amending  '03  ch.148  §143  (ex.  sess.)  relating  to  liquor 
licenses.  579  (ex.  sess.),  6  Ja  04 

g  Va.  Amending  '03  ch.517  (ex.  sess.),  '04  ch.20  relating  to 
licensing  of  social  clubs  to  sell  liquors;  Sunday  selling,  and  games 
of  chance  and  slot  machines  prohibited;  penalties.      116,  12  Mr  04 

h  Va.  Provision  for  refunding  money  to  liquor  dealers  deprived 
of  licenses  by  local  option  election  or  by  establishment  of  dis- 
pensary. 165,  14  Mr  04 

908  Excise  boards 

a  N.  J.  Excise  boards  in  cities  of  150,000  may  appoint  2  license 
inspectors  to  each  city  and  prescribe  duties.  Supplementing  '03 
ch.189.  162,  29  Mr  04 

b  N.  Y.  Salary  of  special  agent  to  be  $1000,  $1250  and  $1500  for 
1st,  2d  and  3d  year  respectively  [formerly  $1200! .  Amending  liquor 
tax  law  '96  ch.ii2  §10.  348*  16  Ap  04 
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909    Rates 

a  Ky.  Amending  '02  ch.128  art.io  §25  fixing  hotel  license  fee  for  re- 
tailing liquors  $160  [formerly  $235].  87,  32  Mr  04 

9x0  Regulations  and  restrictions 

See  also  998,  Adulteration 

912    Restricted  localities 
a        N.  Y.    Amending  liquor  law  '96  ch.112  §24  subdiv.2  prohibiting 
sale  of  liquors  in  certain  places;  exception.  485,  28  Ap  04 

9x5    Sunday  sales 
a        Ala.    Prohibiting  liquor  selling  on  Sunday;  penalties. 

p.64,  23  F  03 

b        Va.    Amending  C.  §3804  prohibiting  sale  of  intoxicating  liquors 

on  Sunday;  fine  $100  to  $500  [formerly  $io-$50o]  and  revocation  of 

license.  249,  15  Mr  04 

9x6  Illegal  traffic 

a  la.  Defining  procedure  in  case  of  injunction  to  suppress  illegal 
sale  of  liquors.    Amending  C.  §2406.  82,  7  Ap  04 

b  la.  Illegal  sale  of  intoxicating  liquors;  fixing  penalty  for  boot- 
legging. 84,  6  Ap  04 

c  Mass.  Abolishing  fees  for  complainant  against  police  officer 
failing  to  enforce  law  relative  to  sale  of  intoxicating  liquor. 
Amending  R.  L.  ch.ioo  §86.  122,  27  F  04 

92X  Intoxication.    Inebriates 

See  also  446,  Guardianship 

92s    Institutions.    Treatment 

a  la.  Establishing  State  Hospital  for  Inebriates,  in  former  In- 
dustrial Home  for  Adult  Blind,  at  Knoxville;  to  be  used  for 
detention  and  treatment  of  dipsomaniacs,  inebriates  and  those 
addicted  to  drugs;  organization  and  management;  $125,000. 

80,  6  Ap  04 
924  Tobacco 

a  N.  J.  Misdemeanor  to  sell  cigarettes  or  tobacco  to  minors 
under  14.    Supplementing  '98  ch.235.  163,  29  Mr  04 

926  Opium,  cocain  etc. 

See  also  953,  Sale  of  poisons 

a  Md.  Regulating  sale  or  prescription  of  cocain,  eucain,  mor- 
phin  and  their  compounds;  penalties.  607,  12  Ap  04 

b  N.  J.  Regulating  sale  or  prescription  of  cocain  and  its  com- 
pounds; penalties.  76,  28  Mr  04 

c  Va.  Pharmacist  may  not  sell  opium  or  its  compounds  except 
on  prescription  of  physician,  dentist  or  veterinary  surgeon;  pre- 
scription not  to  be  refilled.    Amending  C.  §1764.  175,  14  Mr  04 
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Mob  violence 

Miss.  $2500  for  governor's  contingent  fund  to  suppress  lawless- 
ness. 4a,  12  F  04 

O.  Mayors  of  municipal  corporations  may  close  saloons  dur- 
ing riots;  penalties.    Adding  §3096a  to  R.  S.  P.142,  21  Ap  04 

Sunday  observance 

Set  also  91  s>  Intoxacadng  liquon 

a  Ala.  Misdemeanor  to  play  baseball,  football,  tennis  or  golf  on 
Sunday.  P^i»  28  S  03 

b  Mass.  Prohibiting  hunting  of  birds,  wild  animals  or  game  on 
Lord's  day;  penalties.    Amending  R.  L.  ch.92  §1.         176,  22  Mr  04 

c  Mass.  Amending  R.  L.  ch.98  §1-2,  5,  ch.102  §172-73  as  to  enter- 
tainments for  religious  or  charitable  purposes  given  on  Lord's  day. 

460,  9  Jc  04 

d  Va.  Appeals  from  conviction  for  violation  of  Sabbath  may  be 
taken  within  10  days  to  Corporation  or  Hustings  Court,  or  Circuit 
Court.    Amending  C.  §3799*  43,  2  Mr  04 

^  Public  health  and  safety 

932  General  supervision 

Set  also  Ml 60,  Sick  and  diimbled 

a        Ala.    Misdemeanor  to  violate  health  or  quarantine  laws. 

p.418,  10  O  03 

b        Ala.     Revision  of  health  law.     I4p.  p.499*  9  O  03 

c  Ind.  Amending  '91  ch.15  establishing  State  Board  of  Health; 
local  boards  and  regulations.  16,  7  F  99.  UnconstituHonal.  Fails 
to  set  out  in  title  full  title  of  amended  act.  Hendershot  v.  State, 
69  N.  E.  679  (1904). 

d  la.  Amending  C.  §2564  as  to  time  of  meetings  of  State  Board 
of  Health.  97,  24  Mr  04 

c  Ky.  Amending  '93  ch.185  §9  relative  to  appointment,  powers 
and  duties  of  county  boards  of  health.  35,  18  Mr  04 

f  Miss.  State  Board  of  Health  to  consist  of  13  [formerly  12] 
physicians  to  be  appointed  by  the  governor,  from  each  congres- 
sional district  and  5  from  state  at  large.  Amending  Ann.  C.  '92 
§2267.  150,  12  F  04 

g  N.  J.  Recorders  and  police  justices  to  have  jurisdiction  over 
actions  to  enforce  ordinances  of  local  health  board;  disposition  of 
fines.  127,  28  Mr  04 

h  N.  J.  Appointment,  powers  and  duties  of  boards  of  health  in 
cities  of  150,000.  189,  29  Mr  04 

i  N.  Y.  Amending  public  health  law  '93  ch.66i  relative  to  powers 
of  State  Department  of  Health.  484.  28  Ap  04 
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j  O.  Amending  R.  S.  §1536  subdiv727  relating  to  local  health 
officers  and  appointees:  appointments  by  local  board  to  be  made 
with  consent  of  council;  care  of  poor  sick  with  contagious  dis- 
eases by  ward  physicians.  P-33i»  ^5  Ap  04 

934  Local  boards  and  officers 

a  La.  Amending  '98  ch.192  §5,  '02  ch.150  §4  relating  to  appoint- 
ment of  local  boards  of  health:  members  of  municipal  board  not 
to  hold  any  official  position  in  town  or  city;  term  4  years  [formerly 
during  term  of  body  by  which  elected];  board  [formerly  local  au- 
thorities] to  fix  salary  of  chairman  and  secretary.  184,  7  Jl  04 

b  O.  Amending  R.  S.  §1536  subdiv.598  relating  to  sanitary  police 
pension  fund:  rate  of  tax  levy.  P-24I,  23  Ap  04 

c  O.  Council  of  city  may  require  board  of  public  service  to  act  as 
board  of  health  for  city.    Amending  R.  S.  §1536  subdiv.723. 

P460,  26  Ap  04 

d  Va.  Amending  '00  ch.1146  §5,  as  to  appointment  of  county 
and  city  boards  of  health  by  judges  of  Circuit  and  Corporation 
Courts.  487  (ex.  sess.),  24  D  03 

e  Va.  Amending  '00  ch.1146  §5  as  to  appointment  of  local  boards 
of  health  by  circuit  [formerly  county]  or  corporation  judges. 

3S»  27  F  04 
93^  State  laboratories 

a  la.  Establishing  State  Bacteriological  Laboratory  connected 
with  medical  department  of  State  University  at  Iowa  City;  to 
make  scientific  analyses  and  investigation  under  direction  of 
State  Board  of  Health;  $6000  biennial  appropriation.    loi,  12  Ap  04 

938  Vital  statistics 

See  also  474,  Family ;  1048,  Burial 

a  la.  State  Board  of  Health  to  serve  as  state  registrar  of  vital 
statistics;  appointment  of  local  health  officers  as  subregistrars; 
burial  and  removal  permits;  birth  certificates;  monthly  reports 
by  subregistrars  to  state  board.  100,  13  Ap  04 

b  N.  Y.  Amending  public  health  law  '93  ch.66i  \22  as  to  birth 
certificates.  392,  26  Ap  04 

c  W.  Va.  Amending  C.  ch.63  §18-26,  34-35»  39  relating  to  vital 
statistics:  births  and  deaths  to  be  reported  to  clerk  of  county  court 
[formerly  assessor]  and  transmitted  to  registrar  of  vital  statistics 
[formerly  auditor];  State  Board  of  Health  [formerly  auditor]  to 
prepare  blanks.     Repealing  §30-33.  12,  12  Ag  04 

940  State  control  of  medicine 

94a  Medical  societies 

a  N.  Y.  Authorizing  consolidation  of  Medical  Society  of  New 
York  and  New  York  State  Medical  Association.  i,  21  Ja  04 
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b  N.  Y.  Constitution  and  bylaws  of  county  medical  societies  to 
conform  to  those  of  Medical  Society  of  State  of  New  York; 
Provided  that  county  medical  societies  have  control  of  real  and  personal 
property.    Amending  '13  ch.94  §14,  and  repealing  §5,  7.  544,  3  My  04 

c  N.  Y.  Amending  '85  ch.379  §1  relating  to  membership  in  Medi> 
cal  Society  of  State  of  New  York.  549,  3  My  04 

943  License  to  practise 

944  Medicine 

See  also  1588,  Veterinary  practice 

a  Ala.  Designating  subjects  of  examination  for  applicants  to 
practise  medicine.  P'73»  26  F  03 

b  Ga.  Board  of  Medical  Examiners  of  Georgia  may  grant  licenses 
to  practise  to  licensees  of  other  states  without  examination  on 
payment  of  registration  fee;  reciprocal  proviso.        p.ioi,  13  Ag  04 

c  la.  Physicians  registered  in  other  states  may  be  admitted  to 
practice  without  examination  in  certain  cases;  reciprocal  proviso. 
Amending  C.  §2582.  102,  15  Mr  04 

d  Ky.  Revision  of  '93  ch.179  regulating  practice  of  medicine: 
State  Board  of  Health  to  license  on  diploma  and  examination; 
osteopathy  excepted;  examinations  to  be  prepared  by  committee 
representative  of  different  medical  schools;  reorganization  of  state 
board;  prohibitive  license  for  itinerant  doctors.  34,  18  Mr  04 

e  N.  Y.  Amending  public  health  law  '93  ch.66i  §152  regulating 
practice  of  medicine:  physicians  serving  zvithout  salary  on  medical 
staff  of  hospitals  excepted.  211,  4  Ap  04 

£  N.  C.  Amending  C.  §3122  defining  practice  of  medicine  and 
surgery:  applicants  of  other  than  regular  school  to  be  examined 
only  on  subjects  taught  in  own  college;  proviso;  osteopaths  to  be 
admitted  as  regular  practitioners.  697,  9  Mr  03.  Unconstitutional, 
Not  within  police  power;  deprives  patient  of  choice;  fosters 
monopolies.    State  v.  Biggs,  46  S.  E.  401  (1903). 

g  S.  C.  Revising  law  regulating  practice  of  medicine.  Repealing 
C.  C.  §1112.  292,  27  F  04 

947  Osteopathy 

a  Ky.  Osteopathists  to  be  licensed  to  practise  without  examina- 
tion by  State  Board  of  Health  on  diploma  of  college  offering  4 
terms  of  s  months  each.  34,  18  Mr  04 

948  Dentistry 

a  Ky.  Amending  '93  ch.189  §1,  3-4,  6  regulating  practice  of  den- 
tistry: creating  State  Board  of  Dental  Examiners;  to  license  to 
practise  on  diploma  of  approved  college  and  examination;  exemp- 
tions; fees;  annual  report  to  governor.  32,  17  Mr  04 

b  Miss.  Amending  Ann.  C.  '92  §1528,  1531-32,  1540  relative  to 
practice  of  dentistry:  members  of  Board  of  Dental  Examiners  to 
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be  appointed  from  graduates  of  approved  dental  college;  applicant 
for  examination  to  have  equivalent  of  high  school  education;  sub- 
jects of  examination  designated.  145,  16  Mr  04 

949  Pharmacy 

a  Ga.  Amending  C.  §1492  relating  to  State  Board  of  Pharmacy: 
druggists  connected  with  schools  of  pharmacy  ineligible  to  mem- 
bership; semiannual  [formerly  annual]  meetings;  issue  of  permanent 
licenses.  p.59,  15  Ag  04;  p.6o,  12  Ag  04;  p.6i,  13  Ag  04 

b  N.  Y.  State  Board  of  Pharmacy  to  license  to  practise  on  exam- 
ination and  diploma  of  accredited  school  requiring  for  entrance, 
examination  in  subjects  equivalent  to  12  Regents  counts.  Amend- 
ing *oo  ch.667  §194  subdiv.6.  554,  3  My  04 

953  Sale  of  drugs 

a  N.  J.  Municipal  authorities  may  regulate  or  prohibit  distribu- 
tion of  medicine  and  medical  circulars;  proviso;  penalty. 

88,  28  Mr  04 
b        N.  J.    Amending  '01  ch.8s  §2  defining  impure  drugs. 

171,  29  Mr  04 
953  Poisons 

St9  alto  9^6,  Opium,  cocain  etc. 

a  Ala.  Retailers  to  record  sales  of  poison,  quantity,  purchaser  and 
date  of  sale;  penalties.    Amending  €.§3254  P>372,  i  O  03 

955      Adulteration.    Inspection  of  articles  liable  to  affect 

public  health 

See  also  1466,  Adulterations  and  imitations 

95^  General 

a  Ky.  Amending  '00  ch.13  §8  as  to  fees  for  analysis  of  adulterated 
foods:  annual  expenditure  limited  to  $10,500  [formerly  $7500]. 

63,  21  Mr  04 

b  N.  J.  Municipal  board  of  health  may  designate  from  sanitary 
inspectors,  i  or  more  inspectors  of  foods  and  drugs.  Supplement- 
ing '01  ch.85.  211,  30  Mr  04 

c  O.  Amending  R.  S.  §409  subdiv.p,  10,  14  relating  to  dairy  and 
food  department:  commissioner  may  appoint  2  assistant  commis- 
sioners [formerly  i]  at  $1000  salary;  extending  provisions  of  law 
to  include  linseed  oil;  inspectors  of  department  given  power  of 
entry  and  search  in  prosecution.  p.30,  4  Mr  04 

d  O.  Salary  of  dairy  and  food  commissioner,  $3500  [formerly 
$20ooJ;  expense  allowance  limited  to  $750  a  year.  Amending  '94 
p.i56§i.  p.64,  I  Ap  04 

e  O.  Amending  R.  S.  §4200  subdiv.5-6  relating  to  adulteration  of 
food  and  drugs:  term  food  to  include  articles  for  food,  drink,  con- 
fectionery and  condiments.  p.  116,  20  Ap  04 


AdultemloB 

ADMINISTRATIVE   LAW      PUBLIC    HEALTH  95^-^ 

Va.    Defining  procedure  in  prosecution  for  selling  adulterated 
and  misbranded  foods;  attorneys'  fees.  i6,  lo  F  04 

Labels 

I        S.  C.     Misdemeanor  to  misbrand  food  products.         297,  12  Mr  04 

'»  Milk  and  milk  products 

I  General 

a  la.  Amending  C.  §2515  fixing  salary  of  deputy  and  2  assistant 
dairy  commissioners  [formerly  i]  at  $1200  [formerly  $1000]. 

88,  2  Ap  04 

4  Butter  and  cheese 

5  Butter.    Imitation  and  adulteration.    Oleomargarin 

a        W.  Va.     Requiring  oleomargarin  to  be  colored  pink.      8,  16  F  91. 

Unconstitutional.      Regulation    of    interstate    commerce.      State    v. 

Bruce,  47  S.  E.  146  (1904). 
5    Cheese  and  its  imitations 
a        N.    Y.     Amending    '93    ch.338    §33    requiring    manufacturers    to 

brand  or  label  cheese.  27,  i  Mr  04 

b        O.    Cheese  containing  less  than  30%   [formerly  20%]   of  pure 

butter  fat  to  be  labeled  skimmed  cheese;  penalty  for  selling  or 

exposing  same  for  sale.    Amending  R.  S.  §4200  subdiv.  21,  23. 

p.252,  23  Ap  04 
7  Milk 

i  N.  J.  State  Board  of  Health  may  apply  to  Court  of  Chancery 
for  injunction  to  prohibit  keeping  milch  cows  in  unwholesome 
places,  or  improper  feeding.    Supplementing  '87  ch.68.    99,  28  Mr  04 

3  N.  Y.  Prohibiting  sale  of  adulterated  milk  or  imitation  cream. 
Amending  agricultural  law  '93  ch.338  §22.  480,  28  Ap  04 

:  N.  Y.  Regulating  sale  of  certified  milk.  Amending  agricultural 
law  '93  ch.338  §22.  566,  3  My  04 

1         O.    Amending  R.  S.  §4200  subdiv.2  defining  adulteration  of  milk. 

p.  119,  20  Ap  04 

\    Cans 

See  also  150a,  Marks 

L  N.  J.  Milk  shippers  and  persons  receiving  shipments  to  cleanse 
cans  used  for  transportation;  fine.     Supplementing  '01  ch.8s. 

204,  30  Mr  04 
Test  standard 

O.     Regulating  testing  of  milk;  standard  measures;  penalties. 

p.  285,  23  Ap  04 
Other  articles  of  food  and  drink 

Fruits 

N.  Y.     Prohibiting  sale  of  evaporated  apples  other  than  standard; 
standard  defined.    Adding  §185-86  to  agricultural  law  '93  ch.338. 

391,  26  Ap  04 
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998  Liquors.    Alcohol 

a  Md.  Misdemeanor  to  manufacture  or  offer  for  sale  flavoring 
extracts  or  essences  containing  wood  alcohoL  Adding  §81 B  to 
C.  art.43.  378,  7  Ap  04 

b  Md.  Misdemeanor  to  substitute  wood  alcohol  for  grain  alcohol 
in  retailing  drugs,  medicinal  or  chemical  preparations.  Adding 
§ii9B  to  C.  art27.  470,  8  Ap  04 

Z008  Sugars.    Sjrnips.    Confectionery 

Z012    Sugar.    Sjmip 

a  O.  Misdemeanor  to  manufacture,  offer  for  sale  or  sell  adulte- 
rated maple  sugar  or  syrup;  label  to  give  address  of  packer. 
Amending  and  supplementing  '00  p.316.  p.46,  24  Mr  04 

Z014  Vinegar 

a  Md.  Restricting  sale  of  adulterated  apple  or  cider  vinegar; 
prosecution.    Adding  §5iA-F  to  C.  art.43.  653,  12  Ap  04 

X018  Communicable  diseases 

Set  also  1 143,  Communicable  diseases  of  animals 

Z020  Prevention  and  restriction  (general) 

a  Va.  Large  forces  of  men  constructing  works  of  public  improve- 
ment to  be  inspected  regularly  by  county  boards  of  health  at  cost 
of  corporation.  186,  14  Mr  04 

1023  Quarantine  and  isolation 

Se^  also  X053,  Disposition  of  the  dead 

a  la.  Amending  C.  §25703  and  repealing  §257ob  as  to  payment  of 
expenses  incurred  by  local  boards  of  health  in  erecting  and  main- 
taining quarantine  or  detention  hospital.  98,  6  Ap  04 

b  la.  Regulating  removal  of  persons  sick  with  infectious  dis- 
eases; penalties.  99,  13  Ap  04 

c  Mass.  State  Board  of  Charity  may  remove  persons  with  infec- 
tious diseases  to  hospitals  for  state  paupers  or  other  place  of  re- 
ception. 395,  2  Je  04 

d  N.  J.  Amending  title  of  '03  ch.62  making  it  a  misdemeanor  to 
expose  person  to  contagious  disease.  169,  29  Mr  04 

e  O.  Expenses  of  quarantining  county  infirmary  or  other  county 
institution  to  be  paid  by  county;  regulations.  Amending  R.  S. 
§1536  subdiv.741.  P.539i  3  My  04 

f  Va.  Amending  C.  §1721  and  repealing  §1722  as  to  establishment 
by  county  authorities  of  temporary  hospitals  for  infectious  dis- 
eases. 473  (ex.  sess.),  18  D  03 

g  Va.  Local  authorities  not  to  maintain  pesthouses  within  50 
yards  or  to  establish  same  within  150  yards  of  public  road,  park 
or  cemetery.  179,  14  Mr  04 
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Protective  inoculation 
Antitoxin 

N.  J.  $4000  annual  appropriation  for  free  distribution  of  diph- 
theria antitoxin  by  State  Board  of  Health.  232,  5  Ap  04 

Special  diseases 
Tuberculosis 

Ga.  Governor  to  appoint  commission  consisting  of  i  physician 
from  each  congressional  district,  and  10  from  state  at  large;  to 
investigate  prevalence  of  tuberculosis  and  means  of  prevention; 
report  to  Legislature  of  1905.  P76o,  12  Ag  04 

b        la.    Board  of  Control  of  State  Institutions  to  investigate  extent 

of  tuberculosis  and  means  of  prevention;  distribution  of  circulars 

^         of  information;  $1000  for  experimentation.  162,  12  Ap  04 

c  Md.  Protecting  public  from  negligence  of  persons  affected  with 
certain  communicable  diseases,  particularly  tuberculosis  of  lungs 
or  larynx;  complaints;  procedure;  duties  of  physician  and  of  local 
boards;  State  Board  of  Health  to  issue  circulars  of  information; 
$5000  annual  appropriation.  399,  8  Ap  04 

d  Md.  State  Board  of  Health  to  keep  register  of  persons  affected 
with  tuberculosis;  all  institutions  receiving  state  aid  to  report  to 
board;  cases  to  be  reported  by  physicians;  disinfection  of  apart- 
ments.   Adding  §34G-K  to  C.  art.43.  412,  8  Ap  04 

e  Md.  Appointing  Tuberculosis  Commission  of  5  members;  to 
investigate  causes  of  disease  and  to  present  detailed  plan  for  estab- 
lishment of  sanatorium;  report  to  Legislature  by  January  1906; 
$2000.  476,  12  Ap  04 

f  N.  J.  $200,000  additional  appropriation  for  State  Sanatorium  of 
Tuberculous  Diseases.    Supplementing  '02  ch.126.         129,  28  Mr  04 

g  O.  Designating  commission  of  5  members  to  purchase  lands 
and  erect  state  sanatorium  for  tuberculosis;  provision  for  appoint- 
ment of  managing  board;  $35iOOO.  p.559i  4  My  04 

h  R.  I.  $21,000  additional  appropriation  to  complete  State  Sana- 
torium for  Consumptives.    Supplementing  '03  ch.1096. 

r.14,  12  Ap  04 
1046    Yellow  fever 

a        La.    Governor  may  provide  necessary  funds  for  quarantine  pur- 
poses on  outbreak  of  yellow  fever.  10,  21  D  03 
b        La.    Governor  may  set  aside  from  maritime  quarantine  fees  con- 
tingent fund  for  quarantine  against  yellow  fever.  66,  i  Jl  04 

048  Disposition  of  the  dead 

051  Practice  of  embalming  and  undertaking 

a  Ala.  Misdemeanor  to  practise  embalming  without  license  from 
State  Board  of  Embalm ers;  fines  to  be  paid  into  public  school 
fund.  ■   p.388,  6  O  03 


Diapoehion  of  dead 

XOSX-56  N.    Y.    STATE   LIBRARY      INDEX   OF   LEGISLATION    I904 

b  Ky.  Regulating  practice  of  embalming:  creating  State  Board  of 
Embalming;  to  license  to  practise  on  examination;  3  years  prac- 
tice or  instruction  in  embalming  required  for  entrance  to  exam- 
ination; fees;  penalties.  89,  22  Mr  04 

c  Md.  Amending  '02  ch.i6o  §1,  8,  9  relating  to  State  Board  of 
Undertakers:  board  to  consist  of  8  [formerly  7]  members;  appli- 
cants for  examination  to  have  had  2  years  previous  practice;  board 
may  revoke,  cancel  or  suspend  license.  389,  7  Ap  04 

d  Mass.  State  Board  of  Health  to  consider  advisability  of  legis- 
lation to  regulate  undertaking  and  embalming;  report  to  Legisla- 
ture by  May  1904.  r.27,  23  Mr  04 

e  N.  Y.  State  Board  of  Embalming  Examiners  may  revoke  license 
on  proof  of  fraud  or  violation  of  statute.    Amending  '98  ch.555 

^      §2,  3»  7f  9  and  adding  §6a.  498,  29  Ap  04 

Z052  Burial  permits 

See  also  938,  Vital  statistics 

a  Md.  Local  boards  of  health  or  county  commissioners  to  ap- 
point annually  for  educational  and  charitable  institutions,  resident 
physician  as  subregister  to  issue  burial  permits;  reports. 

384,  7  Ap  04 

Z054  Cemeteries 

Z055    Public  cemeteries 

a  Ala.  Providing  for  appointment  of  commission  by  county  judge 
of  probate  to  mark  bounds  of  rural  burial  places  or  to  enlarge 
same;  procedure.  .  P-275i  26  S  03 

b  la.  Township  trustees  may  levy  tax  for  support  of  public  ceme- 
teries not  owned  by  township;  limits.     Amending  C.  §586. 

23,  12  Ap  04 

c        O.     Municipality  or  township  may  transfer  cemetery  to  cemetery 

association;  latter  to  assume  all  legal  debts.    Adding  §2545a  to  R.  S. 

p.  165,  22  Ap  04 
d        O.     Providing  for  election  of  trustees  on  union  of  city  and  town- 
ship   for    maintenance    of    cemetery.      Amending     R.     S.    §1536 
subdiv.493.  P.387»  25  Ap  04 

e  O.  Mayor  of  village  owning  public  cemetery  may  appoint  board 
of  cemetery  trustees  [formerly  elected];  term,  powers  and  duties. 
Reenacting  and  amending  R.  S.  §2518.  p.538»  3  My  04 

Z056    Cemetery  associations 

a  N.  J.  Corporations  wishing  to  locate  or  enlarge  cemetery  may 
apply  to  chosen  freeholders  on  refusal  of  municipal  boards. 
Amending  '85  ch.129  §6.  249,  11  Ap  04 

b  O.  Amending  R.  S.  §3573  as  to  appropriation  of  lands  by  ceme- 
tery associations,  when  cemetery  adjoins  municipal  corporation. 

p.391,  25  Ap  04 
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c  O.  Cemetery  associations  may  acquire  property  by  gift  or 
devise  for  cemetery  purposes  to  be  exempt  from  execution  and 
taxation.    Amending  R.  S.  §3571.  P-442,  26  Ap  04 

d  Va.  Cemetery  associations  may  hold  property,  aggregate  not 
exceeding  $10,000,  for  maintenance  and  improvement  of  cemetery 
lots;  validating  disposition  of  property  in  perpetuity.  15,  10  F  04 
X059    Cemetery  trust  funds 

a  la.  County  auditor  to  act  as  trustee  in  certain  cases  of  funds 
donated  to  improvement  of  cemeteries.  12,  12  Ap  04 

b  Mass.  Amending  R.  L.  ch78  §19-20  relating  to  deposits  for  care 
of  cemetery  lots;  amounts  not  exceeding  $200  to  be  deposited  with 
state  treasurer  and  receiver  general;  payment  of  accrued  interest. 

422,  4  Je  04 

c  N.  Y.  Family  cemetery  corporations  may  receive  and  hold 
trust  funds  for  maintenance  and  improvement.  Amending  mem- 
bership corporations  law  '95  ch.559  §57.  429,  27  Ap  04 

1064  Transportation  of  dead  bodies 

a  Va.  Revision  of  *oo  ch.393  relating  to  transportation  of  bodies 
dying  of  infectious  diseases.  607  (ex.  sess.),  18  Ja  04 

10^5  Nuisances  (general).  Miscellaneous  health  regulations 

See  also  1191,  Drains;  2660,  Sewerage 

a  O.  Amending  R.  S.  §6919  as  to  institution  of  proceedings  in  con- 
tempt against  defendant  neglecting  or  refusing  to  abate  nuisance. 

p.310,  23  Ap  04 
b         Va.     Repealing  *88  ch.489  subdiv.5-6  relating  to  application  of 
fines  and  duty  of  commonwealth's  attorney  in  abatement  of  nui- 
sancer. 511  (ex.  sess.),  30  D  03 
107 1                                                       Drainage 

See  also  1191,  Drains;  2660,  Sewerage 

a  N.  J.  Local  boards  of  health  to  abate  nuisances  causing  disease, 
including  water  in  which  mosquito  lari^ac  breed.     Amending  '87  ch.68 

§13.  14-  119.  28  Mr  04 

1079  Pollution  of  water 

See  also  932,  General  supervision;   2660,  Sewerage 

a  N.  J.  Amending  '00  ch.72  relating  to  pollution  of  waters  of 
state:  repeal'ng  §42  which  included  within  waters  of  state,  bound- 
ary waters  used  for  potable  purposes.  213,  30  Mr  04 

b  O.  Jurisdiction  of  municipal  corporation  [formerly  owning 
waterworks]  to  prevent  pollution  of  water  supply  extended  to  20 
[formerly  10]  miles  beyond  corporation  limits.  Amending  R.  S. 
§1536  subdiv.544.  p.135,  21  Ap  04 
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X090  Public  safety 

Protection  of  human  life  from  accidents,  casualties  etc.    Seg  also  liis,  RaiV 
roads;  iz^^t  Public  street  railways;  2044,  General  workshop  regulations 

X092  Fires 

Set  also  1765,  Fire  prevention  association;    a6oj.  Fire  department 

Z093  Fire  marshals.    Inspection 

a  La.  Creating  office  of  state  fire  marshal;  to  direct  investigation 
of  fires  by  local  officials  of  fire  departments;  to  regulate  handling 
of  combustible  material;  to  exercise  powers  of  committing  magis- 
trate; tax  levy  of  5  mills  on  gross  annual  premium  receipts  of  fire 
insurance  companies  for  enforcement  of  act;  annual  report  to 
governor.  122,  5  Jl  04 

b  Mass.  Abolishing  fire  marshals  department  under  Department 
of  District  Police;  transferring  powers,  duties  and  officers, 
except  deputy  chief,  to  detective  department  and  reorganizing  lat- 
ter.   Repealing  '02  ch.142  §2,  3,  '03  ch.365  §1.  433,  8  Je  04 

c  S.  C.  Investigation  of  fires  by  comptroller  general  and  local 
authorities;  expenses  to  be  met  by  tax  iV  %  on  gross  receipts 
of  insurance  companies.  274,  24  F  04 

Z099  Buildings:  sanitation  and  safety 

Set  also  2044,  General  workshop  regulations;  223$,  Schools 

a  Mass.  Governor  with  consent  of  Council  to  appoint  3  persons 
as  Commission  on  Building  Laws;  to  consider  expediency  of  re- 
vision; report  to  Legislature  of  1905.  424,  4  Je  04 

zzoa  Exits 

ZZ03    Fire  escapes 

a        la.    Revision  of  '02  ch.150  regulating  construction  of  fire  escapes. 

»  136,  6  Ap  04 

b        Va.    County  board  of  supervisors  to  select  fire  escapes  used  in 

buildings  over  3  stories  high,  outside  limits  of  cities  and  towns. 

Amending  '90  ch.199  §2.  476  (ex.  sess.)*  18  D  03 

ZZ08  Hotels.'  Lodging  houses 

a  Mass.  Extending  provisions  of  '94  ch.414  regulating  public 
lodging  houses  in  Boston  to  include  same  in  cities  of  50,000. 

242,  20  Ap  04 
ZZ09  Public  halls 

a  Mass.  Governor  may  appoint  2  additional  members  to  Depart- 
ment of  District  Police,  to  serve  as  additional  inspectors  of  fac- 
tories and  public  buildings;  preference  of  veterans  may  be  with- 
drawn. 430,  4  Je  04 

b  Mass.  Regulating  licensing  and  inspection  of  theaters  and  pub- 
lic halls  of  400  capacity:  chief  of  district  police  [formerly  city  or 
town  authorities]  to  issue  license;  responsibility  of  licensees;  in- 
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spection    schedule;    monthly    inspection;    revocation    of    license; 

appeal;   Courts  of  Equity  jurisdiction  to  enforce  law;  penalties. 

Repealing  R.  L.  102  §172.  450,  9  Je  04 

c        O.    Regulating  public  halls  and  theaters  of  750  capacity  so  as  to 

insure  protection  against  fires:  to  be  provided  with  diagrams  of 

aisles  and  exits,  illuminated  exits,  asbestos  curtain,  and  proscenium 

wall;  annual  inspection  and  issue  of  certificates  by  city  authorities. 

p.264.  23  Ap  04 
d        Va.    Owners  or  lessees  of  public  halls,  theaters  and  opera  houses 

to  provide  approved  and  sufficient  exits;  semiannual  inspection; 

penalties.  23,  19  F  04 

Exzo  Tenement  houses 

a        N.  J.    General   law  regulating  condition   of  tenement   houses. 

53P*  61,  25  Mr  04 

b        N.  Y.    Amending  tenement  house  law  '01  ch.334  §11  requiring 

houses  above  6  stories  to  be  fireproof  tenements.  346,  16  Ap  04 

c        N.  Y.    Amending  '01  ch.334  §3o  as  to  fire  escapes  in  tenement 

houses  erected  prior  to  May  i,  1902.  739,  14  My  04 

ixza  Floods.    Life  saving 

5««  also  XX  97,  Levees  and  dikes 

IXZ3  Floods 

a  la.  Cities  may  protect  property  from  floods  by  changing  water 
courses,  constructing  levees,  etc;  special  assessments;  bond  issue. 

33,  31  Mr  04 
b  N.  J.  Reg^ilating  flow  of  torrential  rivers:  provision  for  creat- 
ing a  river  flood  district  commission  on  establishing  of  each  river 
flood  district;  to  plan  and  construct  dams,  sluices,  canals  etc.  for 
arresting  overflow  of  flood  waters;  condemnation  proceedings; 
maintenance  of  works;  annual  report  to  secretary  of  state. 

4(ex.  sess.)»  19  Ap  04 

c        N.  Y.    Village  trustees  may  borrow  money  to  protect  property 

from  floods.    Amending  village  law  '97  ch.414  §88  subdiv.15,  §128 

subdiv.ii.  193,  4  Ap  04 

IX 16  Explosives 

See  also  X493t  Petroleum  products 

1 117  Manufacture.    Storage.    Transportation 

a  Mass.  Fire  marshals  department  under  Department  of  District 
Police  [formerly  city  or  town  authorities]  to  regulate  use,  manu- 
facture and  sale  of  explosives  and  inflammable  liquids,  also  con- 
struction of  storage  buildings;  penalties.  Amending  R.  L.  ch.102 
§87-121.  370,  23  My  04 

b  O.  Regulating  manufacture,  handling  and  storage  of  high  ex- 
plosives: chief  inspector  of  workshops  and  factories  on  examina- 
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tion  by  inspector  of  high  explosives  to  approve  plans  and  location 
of  factories  and  magazines;  manufacturers  and  dealers  to  file  state- 
ment with  chief  inspector;  penalties.  P-302,  23  Ap  04 

ti2o  Dynamite  etc. 

a  O.  Misdemeanor  to  leave  unguarded  receptacle  containing 
nitroglycerin;  exceptions;  inspector  of  high  explosives  to  prose- 
cute. p.288,  23  Ap  04 

1124  Miscellaneous 

xxa8    Boilers  and  engineers 
1 1 30    Licenses 

a  O.  Amending  R.  S.  §4364  subdiv.Spq-t  relative  to  licensing  sta- 
tionary engineers:  standard  of  examination  to  be  uniform  through 
state;  renewal  fee  $2  [formerly  $1];  appeal  on  refusal  to  grant 
renewal.  p.28,  4  Mr  04 

1x31    Electric  apparatus 

a  S.  C.  No  electric  wire  within  50  feet  of  highway  to  be  without 
certain  safety  devices.    Amending  C.  C.  §2211.  278,  25  F  04 

XX37    Samples 

a  Va.  Misdemeanor  to  leave  sample  m-edicines  on  premises  or 
give  to  child  under  12.  560  (ex.  sess.),  12  Ja  04 

X141    Uncovered  openings 

a        S.  C.    Owner  or  tenant  not  to  leave  abandoned  well  open;  pen- 
alty. 199,  II  F  04 
1 1 43                          Communicable  diseases  of  animals 

X144  General.    Inspection  and  supervision 

a  la,  $5000  [formerly  $3000]  annual  appropriation  to  carry  on 
work  of  state  veterinary  surgeon  in  suppressing  infectious  diseases 
in  domestic  animals.    Amending  C.  §2536.  89,  12  Ap  04 

b  N.  Y.  State  commissioner  of  agriculture  may  appoint  /  state 
appraiser  [formerly  3]  of  condemned  animals  at  $1300  salary  [for- 
merly $5  a  day]  and  additional  appraisers  as  needed  at  $5  a  day. 
Amending  agricultural  law  '93  ch.338  §67.  253,  8  Ap  04 

XI 50  Disposal  of  carcasses 

a  R.  I.  Supplementing  G.  L.  ch.91  relative  to  disposal  of  carcasses 
of  dead  animals.  1162,  13  Ap  04 

b  Va.  Animals  [formerly  hogs]  or  fowls  dying  of  infectious  dis- 
eases to  be  cremated  or  buried;  fines.     Amending  C.  §2197. 

252,  15  Mr  04 
II 51  Special  diseases 

1 1 63    Rabies 

a  O.  Persons  injured  by  mad  dog  to  be  reimbursed  by  county  to 
sum  of  $5co.  p.68,  4  Ap  04 
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z  1 67    Tuberculosis 

a  R.  I.  Amending  G.  L.  ch.99  §10-13,  19  as  lo  slaughter  and 
appraisal  of  animals  with  tuberculosis;  duties  of  county  board  of 
appraisers,  and  cattle  commissioners.  1156,  8  Ap  04 

ZZ69  Special  animals 

ZZ71     Bees 

a  O.  Providing  for  appointment  of  county  inspectors  of  apiaries 
on  petition  of  owners;  to  eradicate  disease  of  foul  brood;  com- 
pensation, powers  and  duties.  p.127,  21  Ap  04 
XX  75    Horses 

a  Md.  Extending  term  of  commission,  appointed  in  1902  to  in- 
vestigate cerebro-spinal  meningitis  in  horses,  to  January  i^^ 
[formerly  1904].  293,  7  Ap  04 

"^  Control  of  waters 

iiat  Irrigation.    Water  rights,  power,  storage 

1190  Water  rights,  power  and  storage  generally 

a  Ala.  Amending  C.  §1727-28  as  to  erection  of  dams  for  generat- 
ing electricity;  procedure.  p.163,  5  Mr  03;  p.391,  6  O  03 

b  Ala.  Corporations  for  sale  of  power  produced  by  water  to 
have  general  right  of  condemnation.  P-365,  i  O  03 

c  Id.  Regulating  appropriation  and  diversion  of  waters,  p.223,  11 
Mr  03.  Unconstitutional  as  to  §34,  35,  36  relating  to  actions  to 
settle  water  rights.  Deprives  of  property  without  due  process  of 
law.     Bear  Lake  County  v.  Budge,  75  P.  614  (1904). 

d  N.  J.  Regulating  flow  of  torrential  rivers:  provision  for 
creating  a  river  flood  district  commission  on  establishing  of  each 
river  flood  district;  to  plan  and  construct  dams,  sluices,  canals  etc. 
for  arresting  overflow  of  flood  waters;  condemnation  proceedings; 
maintenance  of  works;  annual  report  to  secretary  of  state. 

4  (ex.  sess.),  19  Ap  04 

c  N.  Y.  Creating  River  Improvement  Commission  of  5  members; 
to  regulate  flow  of  water  courses  in  aid  of  public  health  and 
safety;  proceedings;  con'tents  of  annual  report  to  Legislature 
specified.     I2p.  734,  14  My  04 

f  Or.  Amending  Ann.  C.  &  S.  §5030  relating  to  action  for  appro- 
priation of  water  below  contiguous  owner's  point  of  diversion: 
such  owner  not  to  be  deprived  of  water  for  domestic,  stock  and 
irrigation  purposes,  p. 25.  23  D  03 

"91  Drains.     Dikes.    Levees 

See  also  1071,  Nuisances;   1182,  Irrigation;  2660,  Sewerage:   2730,  Roads 

XI09    General.    County  and  township  ditches.  Drainage  districts 

a  111.  General  agricultural  and  sanitary  drainage  act.  p78,  27 
Jc  85.     Unconstitutional  as  to  %37  relative  to  i)aynient  for  right  of 
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way  and  damages.    Deprives  of  property  without  due  process  of 
law.    Juvinall  v.  Jamesburg  Drainage  Dist.    68  N.  £.  440  (1903). 

b  la.  Referring  to  Legislature  of  1906  amendment  to  Const.  1857 
art  I  by  adding  §18:  Legislature  may  reg^ulate  construction  of 
drains  etc.  across  private  lands,  provide  for  organi2:ation  of  drain- 
age districts,  and  maintenance  of  drains,  and  define  procedure. 

p.210,  9  Ap  04 

c  la.  Secretary  of  state  to  have  printed  5000  copies  of  drainage 
laws.  p.219,  II  Ap  04 

d  la.  Pumping  stations  may  be  established  in  drainage  dis- 
tricts; costs  to  be  levied  on  lands  in  districts.  69,  13  Ap  04 

e        la.    Revision  of  law  relating  to  drainage.     i8p. 

67,  29  Ap  04;  68,  29  Ap  04 

f  la.  Defining  rights  of  landowners  or  proprietors  relative  to 
drainage  of  surface  waters.  70,  29  Ap  04 

g  la.  Providing  for  assessment  for  drainage  purposes.  C.  §1940. 
Unconstitutional  in  so  far  as  applied  to  nonabutting  owners  with- 
out notice.  Deprives  of  property  without  process  of  law.  Beebe 
V.  Magoun,  97  N.  W.  986  (1904). 

h  la.  General  drainage  law.  C.  §1939-51*  Unconstitutional  in  so 
far  as  it  provides  for  assessment  of  nonabutting  owners  without 
notice.  Deprives  of  property  without  due  process  of  law.  Beebe  v, 
Magoun,  97  N.  W.  986.  Invalidity  of  §1946  invalidates  whole  drain- 
age law,  1939-51.    Smith  v,  Peterson,  99  N.  W.  552  (1904). 

i  La.  Control  of  public  drainage  channels  to  be  given  to  the 
several  boards  of  levees  and  drainage  districts;  procedure;  penal- 
ties for  obstruction  of  drainage  channels.  61,  29  Je  04 

j  Md.  Amending  C.  art.25  §55,  63  relating  to  drainage  of  lands: 
obstruction  of  ditches;  taxes  levied  for  ditches  to  be  lien  on  real 
estate;  collection  of  levies;  powers  and  duties  of  treasurer  of  ditch 
company.    Adding  §44A,  75A-C.  391,  8  Ap  04 

k  N.  J.  Town  or  township  authorities  may  clear  and  straighten 
creeks  for  drainage  purposes;  condemnation  proceedings.  Amend- 
ing '03  ch.261  §1,  2.  113,  28  Mr  04 
m  N.  Y.  Amending  drainage  law  R.  S.  pt3  ch.8  t.l6  §8:  court 
wherein  proceedings  are  pending  to  apportion  costs,  when  lands 
to  be  drained  are  located  in  i  or  more  towns;  procedure. 

7Sf  18  Mr  04 
n        N.  Y.    Amending  drainage  law  R.  S.  pt3  ch.8  t,i6  prescribing 
powers  of  town  fence  viewers  relative  to  opening  of  ditches;  pro- 
cedure.    Adding  §37.  433,  27  Ap  04 
p        O.    Amending  R.  S.  §4510  subdiv.19  as  to  procedure  in  improve- 
ment of  sink  holes  and  fissures  by  county  or  township  authorities. 

p.i37»  21  Ap  04 
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q  O.  Amending  R.  S.  §445ia  as  to  procedure  in  application  for 
county  ditch:  compensation  for  serving  notice  on  landowners. 

p.260,  23  Ap  04 

r  O.  Amending  R.  S.  §4510  subdiv.ii  relating  to  repairing  of 
joint  county  ditches.  P-289,  23  Ap  04 

8  O.  Amending  R.  S.  §4475  as  to  manner  of  selling  construction 
or  improvement  of  county  ditch.  P«3ii»  23  Ap  04 

"96  Cleaning.    Repair.    Obstruction 

a  O.  Amending  R.  S.  §4584  subdiv.3  relative  to  procedure  in 
clearing  out  of  ditch,  when  applicant  is  resident  owner. 

.  p.262,  23  Ap  04 

Z197  Levees.    Dikes 

a  Miss.  Board  of  Mississippi  Levee  Commissioners  may  issue  5%, 
40  year  bonds  payable  semiannually,  for  levee  purposes  to  amount 
of  $1,000,000;  regulations.  91,  25  F  04 

b  Miss.  Amending  '65  ch.i  §17,  '84  ch.169  §3  regulating  exercise  of 
right  of  domain  by  Board  of  Mississippi  Levee  Commissioners. 

92,  26  F  04 

c  Miss.  Exempting  from  taxation  for  levee  purposes,  property 
in  Yazoo  Mississippi  delta  levee  district  between  levees  and 
Mississippi  river.  96,  i  Mr  04 

d  Miss.  Relative  to  Board  of  Mississippi  Levee  Commissioners: 
abolishing  office  of  cotton  tax  collector;  collection  of  cotton  tax; 
use  of  levee  lands;  penalties.  90,  11  Mr  04 

e  Miss.  Board  of  Yazoo  Mississippi  Delta  Levee  Commissioners 
may  issue  $500,000  of  4}%  bonds  payable  semiannually,  for  levee 
purposes;  reg^ilations.  95,  16  Mr  04 

f  N.  J.  Amending  G.  S.  '95  p.2024  ^16  relative  to  proceedings 
against  owner  of  marsh  and  meadow  lands  for  neglect  to  keep 
tide  embankments  in  repair.  9,  i  Mr  04 
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Transportation  and  communication 

See  also  1800,  Navigation 


laox  General 

1303  Rates.    Discrimination 

X9za  Rates  (general) 

a  La.  Conferring  on  Railroad  Commission,  according  to  Const. 
1898,  art.288,  added  powers  to  regulate  joint  through  rates  for 
freight,  express  matter  and  telegraph  and  telephone  communica- 
tions transported  or  transmitted  over  2  lines  of  railroads  or  other 
common  carriers.  24,  17  Je  04 
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iaa6  Passenger  rates.    Passes 

See  also  1365,  Street  railways 

1227  Rates.    Tickets 

1232    Mileage  books 

a  S.  C.  Mileage  tickets  to  be  good  for  members  of  purchaser's 
family.  250,  25  F  04 

1235    Ticket  scalping 

a  Ga.  Prohibiting  traffic  in  nontransferable  signature  tickets 
issued  by  common  carriers;  latter  to  redeem  unused  or  partly 
used  tickets;  procedure;  penalties.  p.102,  12  Ag  04 

1237  Passes.    Franks 

See  also  1365,  Street  railways 

a  Ga.  Judges  of  Supreme  or  Superior  Courts  not  to  receive  free 
passes  from  railroad  corporations  or  other  favors  from  quasi  pub- 
lic corporations;  impeachment.  P-72,  15  Ag  04 

b  Mo.  Amending  Const.  1875  art.12  §24:  antipass  provisions 
omitted;  transportation  companies  to  give  passes  to  designated 
state  officials  and  judges,  sheriffs  and  superintendents  of  state 
institutions;  penalties.    Rejected  November  1904.  p.283,  '03 

1338  Race  distinction 

See  also  122,  Civil  rights 

a  Md.  Railroad  companies  to  provide  separate  cars  for  white  and 
colored  races;  exceptions;  penalties;  regulations.  109,  17  Mr  04 

b  Md.  Steamboats  to  provide  separate  quarters  for  white  and 
colored  races;  exceptions;  penalties;  regulations.  no,  17  Mr  04 

c  Miss.  Street  railways  to  provide  equal  but  separate  accommo- 
dations for  races;  regulations;  penalties.  99,  i  Mr  04 

d  S.  C.  Steam  ferries  and  railroads  to  furnish  separate  accommo- 
dations for  white  and  colored  passengers.     Amending  C.  C.  §2158. 

249,  25  F  04 

e  Va.  Railroad  corporations  operating  sleeping,  dining,  palace, 
parlor,  chair  or  compartment  cars  may  refuse  admittance  to  any 
person  at  their  discretion.  85,  9  Mr  04 

f  Va.  Misdemeanor  for  owners  of  steamboat  wharves  not  to 
provide  separate  accommodations  for  white  and  colored  persons; 
provisos.  257,  15  Mr  04 

1240  Miscellaneous.    Common  carriers 

a        N.  J.     Revision   of  law  concerning  carriers. 

176,  29  Mr  04;  177,  29  Mr  04 

1242  Appropriation  by  common  carrier 

a  O.  Common  carrier  companies  operating  steam  railroads  may 
exercise  all  powers  of  railroad  company  including  right  of  appro- 
priation.   Amending  R.  S.  §3838.  p.  161,  22  Ap  04 
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1244  Baggage 

a        S.  C.    Maximum  free  baggage  to  be  200  pounds.        196,  11  F  04 
b        S.  C.    Baby  carriages  must  be  carried  as  baggage,  uncrated. 
Amending  C.  C.  §2167.  230,  20  F  04 

1247  Loss  or  damage 

a  la.  Joint  common  carriers  to  be  jointly  liable  for  loss  or  dam- 
age to  freight,  whether  or  not  initial  carrier  exempts  itself  from 
liability  for  injury  beyond  its  own  line;  any  defendant  may  prove 
that  loss  did  not  occur  on  its  line.  74,  9  Ap  04 

b  Miss.  Common  carriers  to  settle  claims  for  lost  or  damaged 
freight  not  exceeding  $50  within  90  days;  damages;  procedure. 

104,  10  Mr  04 

c  Va.  Repealing  C.  §1295-97  which  relate  to  liability  of  common 
carriers  for  loss  or  injury  to  goods.  250,  15  Mr  04 

1249  Prompt  shipment 

a        S.  C.     Railroads  to  transport  freight  within  times  specified. 

379,  25  Mr  04 
2253  Special  commodities 

2260    Live  stock 

See  also  896,  Cruelty  to  animals 
a        la.     Common  carriers  on  demand  to  issue  transportation  to  live 
stock  shippers  from  place  of  shipment  of  cattle   to   destination; 
penalties.  76,  9  Ap  04 

1^5  Roads.     Streets 

Sei  2700 

12M  Railwajrs.    Car  companies.    Express 

See  also  500,  Corporations;  840,  Corporation  taxes;  845,  Taxation;  3040,  Labor 

Z267  GeneraL    Incorporation 

Chiefly  steam  roads   but  many  of  the  general  laws  and  special  provisions  include 
all  kinds  of  railways 

a        Va.    Terms  **  railroad,"  and  "  railway  "  to  be  construed  alike. 

48,  2  Mr  04 

b  Va.  Amending  '03  ch.270  pt2  §2-3,  pts  §40,  63  (ex.  sess.)  as  to 
extension  of  railroad  into  District  of  Columbia  and  as  to  railroad 
companies  incorporated  under  laws  of  United  States.        50,  4  Mr  04 

X368  Corporate  organization  and  power 

Z373  Consolidation,  sale,  lease 

a  MaM.  Railroad  corporations  may  acquire  property  of  foreign 
railroad  or  steamship  corporations  and  operate  same;  regulations. 
Amending  R.  L.  ch.iii  §284.  169,  22  Mr  04 
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za77  Office 

a  N.  Y.  On  consolidation  of  domestic  and  foreign  railroad  cor- 
poration, office  of  new  corporation  may  be  located  in  either  state. 
Amending  railroad  law  '90  ch.565  §71  subdiv.i.  228,  4  Ap  04 

za79  Stocks,  bonds,  niortgages 

a  Ky.  Amending  corporation  law  '93  ch.15  §190  as  to  conversion 
of  stock  of  railroad' into  common  and  preferred  shares;  reg^ilations. 

105,  25  Mr  04 
b        S.  C.    Miscellaneous   amendments  to   C.   C.   §2037   relating   to 
railroad  mortgages.  228,  19  F  04 

za8o  Public  ownership  and  aid 

za8a  Public  aid.    Exemptions.    Subscription  to  stock 

a  La.  Submitting  amendment  to  Const.  1898  art.230:  railroads 
constructed  and  completed  between  Jan.  i,  igos  and  Jan,  i,  1909 
[formerly  prior  to  1904]  to  be  exempt  from  taxation  for  10  years. 
Adopted  November  1904.  16,  17  Je  04 

X285  General  supervision  and  regulations 

za86  GeneraL    State  boards 

a  Ala.  Revision  of  C.  ch.96  relating  to  Railroad  Commission  of 
Alabama:  commissioners  to  be  elected  by  People  [formerly  ap- 
pointed by  governor  with  consent  of  Senate];  joint  rates;  inter- 
change of  traffic;  prosecution;  appeal.     I3p. 

p.9S,  28  F  03;  p.354,  I  O  03 

b  Mass.  Amending  R.  L.  ch.iii  §10  relating  to  assessment  of 
salaries  and  expenses  of  State  Board  of  Railroad  Commissioners 
among  railroad  and  street  railway  corporations.  429,  4  Je  04 

1295  Location.    Right  of  way 

a  Ala.  Railroad  corporations  may  relocate  lines  to  straighten  or 
improve  same;  proviso.  P-I3i»  28  F  03 

1297    Eminent  domain.    Damages 

See  also  382,  Eminent  domain  (general) 

a  N.  Y.  State  commissioner  of  land  office  may  grant  prison  lands 
to  railroad  corporations  on  approval  of  superintendent  of  state 
prisons.     Amending  railroad  law  '90  ch.s65  §8.  313,  13  Ap  04 

b  Va.  Amending  '03  ch.270  pt2  §2  subdiv.f  (ex.  sess.)  relating  to 
condemnation  proceedings  by  railroads.  537  (ex.  sess.),  31  D  03 

Z300  Reports 

a  N.  Y.  State  Board  of  Railroad  Commissioners  to  furnish  blank 
forms  for  reports  of  corporations  by  June  15  [formerly  Sep.  30]. 
Amending  railroad  law  '90  ch.565  §158.  158,  28  Mr  04 
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b  Va.  Repealing  C.  §1304-5*  I309  which  required  railroad  com- 
panies to  report  to  state  railroad  commissioner.         128,  12  Mr  04 

13x3  Public  safety,  comfort  and  order 

1314  Safety  regulations 

X316    Brakes.    Couplers 

a  O.  Amending  R.  S.  §3365  subdiv.23  so  as  to  require  use  of  auto- 
matic couplers  and  air  brakes  on  standard  gage  cars  only  prior  to 
March  igio.  p.615,  23  Ap  04 

13x7    Crossings 

a  O.  Court  of  Common  Pleas  given  jurisdiction  to  fix  manner 
of  raihoad  crossings  within  limits  of  city  or  village.  Adding  §ia 
to  '02  P.S30.  P.537»  3  My  04 

b        O.    Court  of  Common  Pleas  given  juris^liction  to  fix  mode  of 
railroad  crossings  outside  corporate  limits  of  municipality.    Amend- 
ing '02  p.530  §1.  P.S48,  3  My  04 
13x9    Highway  crossing 

a  Md.  Railroad  corporations  may  provide  at  own  cost  crossings 
over  public  highways  either  overgrade  or  undergrade;  procedure. 
Adding  §204A  to  C.  art .23.  620,  12  Ap  04 

b  N.  J.  Municipality  may  issue  bonds  to  pay  share  of  expense 
for  changing  grades  of  railroads  within  corporate  limits;  regula- 
tions. 209,  30  Mr  04 

c  O.  Amending  R.  S.  §3337  subdiv.i  relative  to  overhead  cross- 
ings of  railroads.  P*30i,  23  Ap  04 

d  O.  Regulating  construction  of  railroad  and  highway  crossings; 
Court  of  Common  Pleas  to  determine  when  crossings  may  be  at 
grade;  appeal.  P-546,  3  My  04 

1327    Miscellaneous  safety  regulations 

a  Ala.  Railroad  employees  to  be  examined  as  to  color  blindness 
and  deafness  by  superintendent  of  road,  master  of  trains,  or  master 
mechanic  of  railroad.    Amending  C.  §3448-49.  p.  162,  5  Mr  03 

1332  Public  order.    Railway  police 

a       Va.    Local  authorities  may  restrict  or  prohibit  transportation 
by  railroad  companies  of  excursion  parties  to  places  without  ade- 
quate police  protection.  153,  14  Mr  04 
X333    Obstruction,  injury  to  cars,  etc. 

a       Va.    Malicious   tampering   with   railroad   machinery,   switches    or 

signals  punishable  by  2  to  10  years  imprisonment;  where  injury 

not   malicious,   imprisonment    i    to   3   years    and    fine   ^/oo-$5oo. 

Amending  C.  |372S»  '96  ch.858.  171,  14  Mr  04 

X334    RailwiQr  police 

a       Va.    Amending  '04  ch.609  pt4  §10  (ex.  sess.)  relating  to  appoint- 
ment of  police  agents  by  railroad  companies.  169,  14  Mr  04 
10 
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X336  Street  railways.    Rapid  transit 

1337  GeneraL    Incorporatioii 

Seg  also  soo.  Corporations;  840,  845,  Taxation;  ao40.  Labor 

a  Ala.  Corporations  operating  street  or  suburban  railwa: 
joining  state  may  operate  lines  within  state,  on  consent  oi 
pal  authorities;  procedure.  p.66 

b        Ala.    Corporations  operating  street  or  suburban  railwa: 
joining  state,  also  selling  electricity  for  power  or  light, 
same  on  extension  of  lines  within  state;  procedure,      p.67, 

c        Ala.    Amending  C.  §1189  as  to  incorporation  of  street 

P.384 
d        N.  J.    Turnpike  companies  may  construct  and  opera 

railways  on  turnpike)  bonds  to  be  secured  by  mortgage 
chises  and  real'and  personal  property.  173,  : 

e  N.  J.  Enabling  street  railway  companies  to  come  under 
act  *93  ch.172;  procedure;  proviso.  243, 

Z339  Corporate  organization  and  powers 

1343    Consolidation,  sale,  lease,  contracts 

a  O.  Amending  '02  p.510  %2  relating  to  consolidation  oi 
street  railroad  companies.  P'57o, 

X345    Mail.    Express.    Light  freight 

a  Mass.  Amending  '03  ch.202  defining  authority  of  streei 
companies  to  act  as  common  carriers  of  baggage  and  f 
certain  cases.  441 

X349    Stock.    Bonds 

a  Ala.  Street  railway  companies  may  increase  capital  1 
majority  vote  of  capital  stock.  P'i44> 

Z350  Public  ownership  and  aid 

a  La.  Municipalities  of  5000  may  construct,  own  and 
electric  street  railways.  8( 

Z353  Construction 

1359    Location.    Right  of  way 

See  also  2710,  Paving 

a        O.    Street  railway  corporations  on  majority  vote  of 
may  for  certain  purposes  appropriate  private  property,  als' 
location  of  lines.  p.  106, 

1365  Fares.    Passes 

1366  Transfers 

a  Mass.  Street  railways  to  print  on  transfer  tickets  re; 
as  to  use;  penalties  for  misuse.  267, 

Z368  Public  safety  and  comfort 

a        Mass.    Amending  R.  L.  ch.112  §45  relative  to  liability 
railway  companies  for  defects  in  street,  highway  or  brid 
pied  by  its  tracks.  no. 
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b        Mass.    State  Board  6(  Railroad  Commissioners  to  recommend 

establishment  of  waiting  rooms  by  street  railway  corporations,  and 

investigate    complaints    agains^t    same.     Amending    R.    L.    ch.iii 

§15-16.  357,  20  My  04 

1374  Public  order.    Police 

a  Mass.  Explosives  not  to  be  put  on  street  railway  tracks  or  cars. 
Amending  R.  L.  ch.208  §86.  396,  2  Je  04 

b  C.  Conductors  of  interurban  railroads  vested  with  police  pow- 
ers.    Amending  R.  S.  §3433-36.  p.84,  15  Ap  04 

c  O.  Governor  on  application  of  street  railroad,  suburban  or 
interurban  railroad  may  appoint  railroad  police;  regulations. 
Amending  R.  S.  §3427.  p.392,  25  Ap  04 

13S3  Canals 

1386  Public  ownership  and  aid 

a  N.  Y.  Amending  canal  law  '94  ch.338  art.4  §54  relative  to  ad- 
vances to  division  engineers  for  expenses  of  engineer's  depart- 
ment. 14,  25  F  04 

b  N.  Y.  Term  of  consulting  engineers,  appointed  as  advisory 
board  to  State  Canal  Board,  to  continue  during  construction  of 
works;  vacancies  to  be  filled  by  governor  with  consent  of  Senate. 

200,  4  Ap  04 

c  N.  Y.  Creating  board  of  examiners  and  appraisers  to  act  under 
direction  of  State  Canal  Board;  to  appraise  lands,  structures,  and 
waters  appropriated  for  use  of  improved  canals.  335,  14  Ap  04 

d  O.  Members  of  .Board  of  Public  Works  to  serve  as  superin- 
tendents of  the  several  state  canals;  salary  as  superintendent, 
$1500;  to  maintain  canals  and  public  works;  also  to  appoint  neces- 
sary superintendents  of  repairs  [formerly  11],  lock  tenders  and 
employees  [formerly  aggregate  salaries  limited  to  $12,500]. 
Amending  R.  S.  §218  subdiv.  4.  p.103,  19  Ap  04 

c  O.  Supplementing  '88  p.  127  providing  for  appointment  of  Canal 
Survey  Commission:  to  consist  of  2  [formerly  3]  commissioners; 
salary  $1500  [formerly  $1200];  to  complete  work  begun  by  original 
commission.  P-i84,  22  Ap  04 

f  O.  Receipts  from  sales  of  lands  held  by  state  for  canal  pur- 
poses to  be  credited  to  canal  fund.    Amending  R.  S.  §218  subdiv.5. 

p.534,  3  My  04 

g  Or.  Creating  Board  of  Commissioners  of  Canals  and  Locks: 
to  acquire  right  of  way  for  canal  and  improvement  of  channel  of 
Columbia  river  between  The  Dalles  rapids  and  Celilo  falls,  and 
releases  from  damages  to  United  States;  expenditure  limited  to 
$100,000;  final  report  to  be  filed  with  secretary  of  state. 

p.ii,  24  D  03 
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1388  Ferries.   '  Fords 

a  S.  C.  Misdemeanor  for  public  ferry  keeper  to  delay  pa 
I  hour;  steam  and  free  ferries  excepted.  256,  : 

Z390  Private.    License 

a  111.  General  ferry  regulations.  R.  S.  '01  ch.55.  Unconsh 
in  20  far  as  §1,  penalizing  unlicensed  ferries,  is  applied  tc 
portation  of  railroad  cars  between  states.  Interferes  witi 
state  commerce.    St  Clair  County  v.  Interstate  S.  &  C.  ( 

U.  S.  454  (1904). 
1391  Public 

a  Miss.  Board  of  supervisors  may  establish  and  maintain 
over  water  courses  where  public  or  private  roads  are  on 
side.    Amending  Ann.  C.  '92  §394^.  163,  ii 

1393  Bridges.    Tunnels 

X396  Bridges  on  boundaries 

a        N.  J.    Governor  to  appoint   3   commissioners  to   conf( 
similar  commission  from  Pennsylvania  as  to  advisability  o\ 
lishing  free  bridges  across  Delaware  river  at  designated 
report  to  Legislature  of  1905.  P-507i  28 

X397  Injuries 

a  Ala.  Misdemeanor  to  float  logs  etc.  under  county  bridg 
out  giving  $500  bond  to  county.  p.S36, 

Z401  Public  bridges 

a        Ga.    County  commissioners  of  roads  and  revenues  or  tl 

naries  may  erect  bridges  across  navigable  streams;  regulatit 

,  p.  100,  i: 

b        la.    County  may  levy  annual  4  [formerly  3]  mill  tax  foi 

purposes.    Amending  C.  §1303.  42, 

c        la.    Cities  of  50,000  may  levy  tax  of  2  mills  for  construe 

viaduct.    Amending  C.  §77i-  29,  i; 

d        N.  J.    County  board  of  chosen  freeholders  may  'constr 

maintain  viaduct  between  municipalities  and  extend  roads 

nect  with  same;  condemnation  proceedings;  annual  tax  lin 

I  mill;  bond  issue.  loi,  2I 

e        N.  J.    Chosen  freeholders  in  counties  of  50,000  to  150,0 

issue  additional  bonds  to  $100,000  for  bridge  purposes; 

dum.    Supplementing  '95  ch.209.  200,  2$ 

f        O.    Special  tax  levy  for  construction  of  county  bridge 

ing  $15,000  in   cost  to  be   submitted   to  popular  vote; 

Amending  R.  S.  §2825.  P455>  26  Ap  04;  p.49i>  ^ 
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1403  Regulation  of  bridges  over  navigable  waters 

a  O.  County  commissioners  may  remove  and  rebuild  bridges  con- 
demned by  United  States  War  Department  as  obstructing  naviga- 
tion; bond  issue  limited  to  $200,000.  p.53,  26  Mr  04 

14x0  Telegraph  and  telephone 

See  also  3 jo.  Crimes  against  property;  500,  Cosporctioiis;  &40,  &45,  Taxation; 
A040,  Labor 

14x1  GeneraL    Incorporation 

a  Va.  Repealing  C.  §1287-94  which  relate  to  regulation  of  tele- 
phone and  telegraph  companies.  251,  15  Mr  04 

1414  Supervision 

I         a        S.  C.    Railroad  Commission  to  have  jurisdiction  over  telephones. 

281,  25  F  04 
X415    Franchise.    Location.    Placing  of  wires 
X416    Eminent  domain.    Damages 

a  Ky.  Telephone  companies  may  acquire  right  of  way  by  con- 
demnation proceedings.  71,  21  Mr  04 

"^        Commerce  and  industry  (general) 

1424  Weights  and  measures 

1425  General 

a  Va.  Repealing  '00  ch.202  as  to  provision  requiring  register  of 
land  office  to  serve  as  superintendent  of  weights  and  measures. 

4S4f  14  D  03 
144Z  CoaL    Coke.    Charcoal 

a        La.    Amending  '88  ch.147  §3,  58  relative  to  gaging  boats  and 
barges  containing  anthracite  or  bituminous  coal  or  coke.    Amend- 
ing '88  ch.147  §3,  S»  8.  80,  I  Jl  04 
1450                                                     Shrimps 

a        La.    Standard  shrimp  basket  to  hold  70  pounds.  85,  4  Jl  04 

1453  Standard  time 

a  Ala.  Amending  C.  §11  requiring  use  of  "standard  railroad  cen- 
tral time"  in  legal  computation.  P-395>  6  O  03 

H^  Adulterations  and  imitations.  Branding.  Inspection 

See  also  955,  Adulterations  liable  to  affect  public  health 

X4M  Adulteration.     Inspection 

147a    Commercial  feed  for  atock 

a  La.  State  Board  of  Agriculture  and  Immigration  to  regulate 
aale  of  commercial  feeding  stuffs;  manufacturers  to  forward  state- 
ment of  ingredients  and  submit  sample  to  commissioner;  latter  to 
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issue  inspection  certificate  and  tags;  label  to  show  percentage  of 
ingredients;  official  chemist  of  board  to  make  analyses. 

153.  S  Jl  04 

b  Mass.  $3000  annual  appropriation  to  reg^ilate  sale  of  concen- 
trated commercial  feed  stuffs.    Amending  '03  ch.122  §10. 

332,  13  My  04 

c  N.  Y.  Amending  agricultural  law  '93  ch.338,  '99  ch.sio  §120-24, 
126  relative  to  sale  and  analysis  of  concentrated  commercial  feed- 
ing stuffs;  repealing  §125,  127  relating  to  violation  of  act  and  pen- 
alties. 558,  3  My  04 

d  O.  Regulating  manufacture  and  sale  of  commercial  feed  stufiFs: 
bags  to  be  labeled  and  percentages  of  fiber,  fat  and  protein  given; 
manufacturers  to  forward  statement  of  ingredients  and  sample  to 
secretary  of  State  Board  of  Agriculture;  annual  license  fees; 
annual  analysis  of  each  brand;  penalties.  P*395>  25  Ap  04 

1474    Fertilizers 

a        Ala.    Amending  C.  §382-84,  398  regulating  sale  of  fertilizers. 

p.6s,  26  F  03 

b  Ala.  Revising  C.  ch.5  art.2  regulating  sale  of  commercial  fer- 
tilizers.   8p.  p.78,  3  Mr  03 

c  Ky.  Amending  '98  ch.i8  §2  regulating  sale  of  fertilizers:  label 
to  give  date  of  analysis  and  estimated  value.  84,  22  Mr  04 

d  Miss.  Regulating  manufacture  and  sale  of  commercial  fer- 
tilizers: brand  to  show  grade  of  fertilizer  and  percentage  of  ingre- 
dients; cotton  seed  products  excepted.  iii,  22  Mr  04 

e  N.  Y.  Regulating  sale  and  analysis  of  commercial  fertilizers 
selling  above  $5  a  ton:  package  label  to  give  weight,  address  of 
manufacturer,  and  chemical  analysis;  state  commissioner  of  agri- 
culture to  issue  licenses;  annual  fees;  enforcement  of  law.  Adding 
art.  12  to  agricultural  law  '93  ch.338.  567,  3  My  04 

f  S.  C.  Amending  C.  C.  ch.34  relating  to  commercial  fertilizers, 
to  include  cotton  seed  meal.  275,  27  F  04 

1484    Lime.    Cement  and  other  construction  materials 

a  Ala.  Designating  testing  laboratory  of  University  of  Alabama 
as  State  Testing  Laboratory  for  cements  and  other  materials  of 
construction.  P-248,  23  S  03;  p.389,  6  O  03 

2492  Paris  green 

a        La.     Revision  of  law  regulating  sale  and  purity  of  paris  green. 

174,  6  Jl  04 

2493  Petroleum  products 

a  la.  Revision  of  C.  t.12  ch.ii  relating  to  inspection  of  petroleum 
products:  governor  to  designate  i  of  14  inspectors  as  chief  in- 
spector to  have  supervision;  to  recommend  changes  to  State  Board 
of  Health;  inspectors  may  appoint  assistants  on  approval  of  Execu- 
tive Council.  87,  6  Ap  04 
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1496    Seeds 

a        Ky.    Misdemeanor  to  sell  certain  adulterated,  mixed   or  mis- 
branded  grass  and  clover  seeds.  82,  22  Mr  04 
b        N.  Y.    Regulating  sale  of  imported  ginseng:  label  to  show  for- 
eign country  where  roots  or  seeds  were  grown.  Adding  §44  to 
'96  ch.376.  286,  13  Ap  04 
1500                                      Marks,  labels  etc. 

Ste  also  958,  Adulteration  (food) 
a  HL  Providing  for  registration  of  trade-marks;  possession  of 
receptacles  bearing  such  marks  prima  facie  evidence  of  unlawful 
possession,  p.316,  11  My  01..  Unconstitutional,  Special  and  class 
legislation.  Horwich  v,  Walker-Gordon  Laboratory  Co.,  68  N.  E. 
938  (1903). 
150Z  Bottles,  cans  and  other  receptacles 

a  N.  Y.  Person  repacking  fruit  or  farm  produce  in  barrels  etc.  to 
erase  name  of  grower  or  producer;  penalty.  Adding  §45  to  domes- 
tic commerce  law  '96  ch.376.  309,  13  Ap  04 

b  N.  Y.  Misdemeanor  to  use  without  owner's  consent  registered 
trade-mark  of  pastry  makers  and  dealers.    Amending  Pen.  C.  §367, 

369-71.  A9A,  29  Ap  04 

c  N.  Y.  Misdemeanor  to  use  unlawfully  registered  articles  of 
manufacturers  and  dealers  in  ice  cream,  confectionery  etc.;  regu- 
lations. 548,  3  My  04 

1502  Milk  cans 
a        La«    Protecting  dealers  in  bottled  milk  fron)  unauthorized  use 

of  registered  bottles.    Amending  '96  ch.120  §1-2.  74,  i  Jl  04 

b        N.  Y.    Amending  agricultural  law  '93  ch.338  §24,  32  relating  to 

illegal  use  of  milk  cans,  jars  and  bottles,  168,  28  Mr  04 

1503  Union  labels 

a  N.  Y.  Misdemeanor  to  use  illegally  labels  of  labor  organizations. 
Amending  labor  law  '97  ch.415  §16.  523,  29  Ap  04 

1508  Warehouses.     Markets 

15x0  Warehouses 

a  Ky.  Extending  provisions  of  '93  ch.256  to  storage  of  cotton 
seed  oil  in  warehouses  and  issuance  of  receipts  therefor. 

57,  21  Mr  04 
15x3    Warehouse  rece^>t8 

a  Miss.  Warehouse  receipt  made  conclusive  evidence  of  receipt  of 
property.  89,  11  Mr  04 

X5S0  Tobacco  warehouses 

X5SS    Charges 

a  S.  C.  Miscellaneous  amendments  to  C.  C.  §1731  relating  to 
tobacco  warehouse  charges.  271,  i  Mr  04 
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1534    State  warehouse 

a  Md.  Chief  inspector  of  tobacco  may  appoint  assistant  clerk  at 
$800;  also  assign  employees  to  different  lines  of  work  connected 
with  warehouses  on  request  or  consent  of  deputy  inspector. 
Amending  C.  art.48  §11.  336,  7  Ap  04 

^530  Regulation  and  licensing  of  trades  and  occupations 

153a  Licensing  (general) 

a  N.  J.  Clerk  of  court,  council  or  board  authorized  to  transfer 
license,  shall  record  power  of  attorney  to  transfer  same;  fee. 

210,  30  Mr  04 
1536  Accountants 

a        N.  J.    Regulating  practice  of  accounting:  creating  State  Board 
of  Accountants;  board  on  examination  to  recommend  to  governor 
for  certificate;  exemptions;  fees;  penalties;  annual  report  to  gov- 
ernor. 230,  5  Ap  04 
S538                                      Auctioneers  and  auctions 

a  La.  Tax  on  public  auction  sales  to  be  paid  to  Charity  Hospital 
of  New  Orleans.    Amending  R.  S.  §145.  46,  28  Je  04 

b  La.  Regulating  auction  sales  of  horses  etc.,  vehicles  and  har- 
ness.   Amending  R.  S.  §170,  '82  ch.ii6.  106,  4  Jl  04 

Z540  Barbers 

a  Md.  Regulating  practice  of  barbering:  creating  Board  of  Bar- 
ber Examiners  and  providing  for  appointment  of  subboards;  to 
issue  certificates  on  examination;  fees;  to  inspect  sanitary  condi- 
tion of  shops;  annual  report  to  state  comptroller.  226,  i  Ap  04 

2554  Embalming  and  undertaking 

See  105' 

Z556  Engineers 

See  XX 30 

Z560  Hawkers  and  peddlers 

a        Id.    Regulating  licenses   for  peddlers,   hawkers   and  solicitors. 

P-i55>  16  Mr  01.     Unconstitutional  in  so  far  as  §8  excepts  runners 

for  wholesale  houses  taking  orders  from  merchants  only.    Class 

legislation.     In  re  Abel,  77  P.  621  (1904). 
b        la.    Peddlers   to  pay  annual   county  tax   of  $$-$100   [formerly 

$i-$5o].    Amending  C.  §i347a.  48,  9  Ap  04 

c     '  La.    Amending  '98  ch.171  §12,  '00  ch.103  as  to  annual  license  tax 

of  peddlers  and  hawkers.  49,  28  Je  04 

d        N.  J.    Veterans  showing  certificate  of  honorable  discharge  to  be 

licensed  to  peddle  without  cost;  regulation.  I4X»  28  Mr  04 
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e  N.  Y.  Veterans  having  served  beyond  sea  may  obtain  license  to 
peddle  and  auction  goods  on  presenting  certificate  of  discharge  to 
counly  clerk.    Amending  '96  ch.371  §1,  2,  '99  ch.6S9.      556,  3  My  04 

£  Wis.  Prescribing  licenses  for  peddlers;  exempting  certain 
classes.  S.  ch.98  §1570  as  amended  by  341,  8  My  01.  Unconstikh' 
tional.  Denies  equal  protection  of  law.  Unequal  system  of  taxa- 
tion.   State  V.  Whit  com,  99  N.  W.  468  (1904). 

1568  Junk  and  secondhand  dealers 

a  N.  J.  Regulating  business  of  pawnbrokers  and  dealers  in  second 
hand  goods:  book  of  loans  and  purchases  to  be  kept  on  order 
from  police  department;  penalties.  52,  22  Mr  04 

b  Va.  Amending  '03  ch.148  §69  (ex.  sess.)  relative  to  licensing 
junk  dealers.  480  (ex.  sess.),  18  D  03 

1570  Law 

See  591 

1573  Medicine 

See  944 

1575  Nurses 

a  Md.  Regelating  practice  of  nursing:  creating  Board  of  Exam- 
iners of  Nurses;  applicants  for  examination  to  have  had  equivalent 
of  high  school  course,  and  diploma  from  training  school  requiring 
3  years  course;  exceptions;  registration  fee;  penalties. 

172,  25  Mr  04;  241,  12  Ap  04 

1576  Pawnbroldng 

See  1727 

X578  Pharmacy 

See  949 

X580  Plumbers 

a  Minn.  Requiring  plumbers  in  cities  of  10,000  to  be  licensed  by 
state  board.  319,  23  Ap  97  as  amended  by  356,  13  Ap  01.  Uncon- 
stitutional, Special  legislation:  exempts  master  plumbers  and 
cities  of  10,000  having  sewerage  system  or  water  works.  State  v. 
Justus,  97  N.  W.  124  (1903). 
1586  Transient  merchants.  Sale  of  bankrupt  stocks.  Itinerant  vendors 
a  N.  C.  Imposing  license  tax  on  itinerant  vendor  of  stoves  within 
state.  247  §36,  9  Mr  03.  Unconstitutional  as  applied  to  sales  by 
sample  of  goods  manufactured  without  state,  shipped  into  state 
and  delivered  in  original  packages.  Restriction  on  interstate  com- 
merce.   Wrought  Iron  Range  Co.  v.  Campen,  47  S.  £.  658  (1904). 

1588  Veterinary  practice 

a  la.  Registered  veterinary  practitioners  to  pay  annual  renewal 
fees  to  State  Board  of  Veterinary  Medical  Examiners.  Amending 
C  82538],  2S38p.  91.  4  Ap  04 
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b  la.  Veterinarians  practising  without  state  may  be  admitted  to 
practice  without  examination  in  certain  cases  on  payment  of  regis- 
tration fee;  reciprocal  proviso.    Amending  C.  §2538i.    90,  12  Ap  04 

X590  Miscellaneous  trade  regulations 

2593  Advertisements 

a  la.  Misdemeanor  to  advertise  sale  of  liquors  or  tobacco  within 
400  feet  of  public  school  buildings.  137.  12  Ap  04 

b  N.  Y.  Misdemeanor  to  publish  false  or  misleading  statements 
relative  to  merchandise  offered  for  sale.  Adding  subdiv.8  to 
Pen.  C.  §364.  423,  27  Ap  04 

c  Va.  Misdemeanor  to  use  name  or  picture  for  advertising  pur- 
poses without  person's  consent.  66,  7  Mr  04 

1594  Legal  holidasrs.    Public  holidays 

1596    General  and  miscellaneous 

a  La.  Designating  Confederate  Memorial  [formerly  Decoration] 
day,  June  3,  and  general  election  days  as  legal  holidays.    Amending 

R.  S.  §1114.  3,  3  Je  04 

161 2    Labor  day 

a  Miss.  Designating  first  Monday  in  September  as  labor  day,  and 
legal  holiday.  88,  4  Mr  04 

1624    Saturdays 

a  O.  Repealing  '96  p.208  §2  which  limited  Saturday  half  holiday 
to  cities  of  50,000.  p. 160,  22  Ap  04 

1628  Trading  stamps 

a  La.  Trading  stamp  companies  or  dealers  issuing  stamps  to 
merchants  to  pay  annual  license  tax  of  $3000  to  $10,000  graded  ac- 
cording to  gross  receipts  [formerly  $500  tax  where  receipts  exceeded 
$200,000].    Amending  '98  ch.171  §15.  47,  28  Je  04 

b  Md.  Prohibiting  sale  or  issue  of  trading  stamps  entitling  holder 
to  receive  from  vendor  or  indirectly  through  any  other  person 
articles  of  different  redeemable  value  from  value  in  money;  re- 
deemable value  to  be  printed  on  face;  penalties.  Adding  §2630-! 
to  C.  art.27.  233,  12  Ap  04;  577»  12  Ap  04 

c  Mass.  Persons  selling  or  giving  trading  stamps  to  be  exchanged 
for  articles  not  distinctly  bargained  for,  to  pay  excise  tax  of  3%  of 
gross  receipts  from  articles  sold;  semiannual  report  to  city  or 
town  treasurer;  penalties.  403,  3  Jc  04 

d  N.  Y.  Regulating  issue  and  redemption  of  trading  stamps  and 
other  devices;  value  of  same  in  lawful  money  to  be  printed  on  face; 
redeemable  in  merchandise  or  money  value  on  demand;  regula- 
tions.   Adding  §384q  to  Pen.  C.  t.ii.  657,  9  My  04 
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e  O.  Regelating  issue  and  redemption  of  trading  stamps:  stamps 
to  have  redeemable  value  in  lawful  money  printed  on  face;  re- 
demption in  merchandise  or  money  at  option  of  holder;  proviso; 
penalties.  p-277,  23  Ap  04 

f  Vt.  Penalizing  use  of  trading  stamps.  123,  26  N  98.  C/ncon- 
stituHonaL  Violates  U.  S.  Const  14th  amendment.  Abridges 
privileges  and  immunities  of  citizenship.  Deprives  of  property 
without  due  process  of  law.    State  v.  Dodge,  56  A.  983  (1904). 

1630  Encouragement  of  industries 

1632  Bonus.    Exemptions.    Bounty 

See  also  810,  Exemptions  from  general  property  tax 

1633  General 

a  Fla.  Submitting  amendment  to  Const.  1885  art.9  §10:  Legisla- 
ture may  authorize  municipal  corporations  to  exempt  manufac- 
turing enterprises  from  taxation,  not  exceeding  15  years.  Rejected 
November  1904.  p.638,  '03 

b  Miss.  Mineral,  cement  and  lime  factories  and  manufactories  of 
agricultural  implements  to  be  exempt  from  taxation  5  years. 
Amending  '00  ch.48  §1-6.  126,  21  Mr  04 

c        Tcnn.    Submitting  amendment  to  Const.  1870  art.  11  §18:  coun- 
ties or  cities  may  exempt  new  manufacturers  from  taxation  for  10 
years  on  two  thirds  vote  of  County  Court  or  city  council  respect- 
ively.   Rejected  November  1904.  532,  2  Ap  03 
1635    Beet  sugar  and  sugar  beet 

a  Minn.  Providing  bounty  ic  a  pound  for  sugar  from  beets  and 
sorghum.  205,  16  Ap  95  as  amended  by  307,  20  Ap  99.  Unconsti- 
tutional. Violates  Const,  art.9  §5,  10:  expenditure  not  for  public 
purpose;  lends  state  credit  for  private  purposes.  Minnesota  Sugar 
Co.  V.  Iverson,  97  N.  W.  454  (1903). 
2643    Cotton  factories 

a  Ala.  Cotton  mill  plants  or  extensions  to  same,  valued  at  $50,000, 
built  since  1902  to  be  exempt  from  taxation  for  10  years. 

p.565,  9  O  03 
z66z  Expositions 

St*  also  1834,  Fairs 

z666(5    Jamestown  Exposition 

a  Ga.  Commission  of  5  members  to  be  appointed  to  represent 
state  at  Jamestown  Exposition  in  1907.  P  761,  13  Ag  04 

b  Md.  Governor  to  appoint  commission  of  13  members  to  confer 
with  similar  commissions  from  Virginia  relating  to  the  Jamestown 
Exposition  in  1907;  report  to  Legislature  of  1906.  P1272,  '04 

1667    Lewis  and  Clark  Exposition 

a  Mass.  Louisiana  Purchase  Exposition  managers  may  transfer 
exhibit  to  Lewis  and  Clark  Centennial  Exposition  to  be  held  at 
Portland,  1905;  $i5»ooo.  r.96,  2  Je  04 
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1669    Lomsiaiia  Purchase  Centennial 

a  la.  $20,000  additional  appropriation  for  exhibit  at  Louisiana 
Purchase  Exposition.    Supplementing  '02  ch.195.         164,  22  Mr  04 

b  la.  $5000  appropriation  for  disposition  of  state  property  used 
at  Louisiana  Purchase  Exposition;  Board  of  Control  to  distribute 
same  among  state  institutions;  report  to  be  included  in  board's 
biennial  report  to  governor.  165,  22  Mr  04 

c  la.  Executive  Council  to  prepare  historical  exhibit  for  Louisiana 
Purchase  Exposition.  p.218,  8  Ap  04 

d  Ky.  Louisiana  Purchase  Exhibition  Commission  consisting  of 
15  members  to  be  appointed  by  governor;  to  erect  building  and 
prepare  exhibit;  provisos;  final  report  to  governor;  $75,000. 

I,  27  Ja  04 

e  La.  $2500  for  return  of  state  exhibit  from  St  Louis  Exposition; 
governor  to  make  disposition  of  same.  125,  5  Jl  04 

f  Md.  $40,000  additional  appropriation  for  Louisiana  Purchase 
Exposition.  50,  9  Mr  04 

g  N.  J.  $25,000  appropriation  to  represent  state  at  Louisiana  Pur- 
chase Exposition.  174,  24  Mr  04 

h  N.  Y.  $40,000  additional  appropriation  for  representation  of 
state  at  Louisiana  Purchase  Exposition.    Supplementing  '02  ch.421. 

640,  9  My  04 

i        O.    $12,500  additional  appropriation  for  building  at   Louisiana 

Purchase  Exposition.  p.50,  25  Mr  04 

j  R.  I.  $30,000  additional  appropriation  for  Louisiana  Purchase 
Exposition.  1145,  18  Mr  04 

k  Va.  $10,000  additional  appropriation  for  state  building  at  Louisi- 
ana Purchase  Exposition.  481  (ex.  sess.),  18  D  03 

m  Va.  University  of  Virginia  may  send  exhibit  to  Louisiana  Pur- 
chase Exposition.  600  (ex.  sess.),  12  Ja  04 

1675  Resources  and  attractions.    Immigration 

See  also  21 14,  Emigrant  agents 
a        La.    Police  jury  on  approval  of  state  commissioner  of  agricul- 
ture and  immigration  may  advertise  resources  of  parish;  state  aid 
to  parish  limited  to  $500  annually.  150,  5  Jl  04 

b  N.  J.  On  indorsement  by  governor,  comptroller  and  state  treas- 
urer, Meeker's  publication,  showing  state  resources,  to  be  declared 
public  document;  distribution  at  Louisiana  Purchase  Exposition. 

72,  28  Mr  04 

c        N.  J.    Council  of  cities  under  12,000  may  levy  tax  of  2  mills 

[formerly  i]  for  public  advertising.    Amending  '97  ch.30,  '00  ch.142. 

199,  29  Mr  04 

d        S.   C.    Creating  state   commissioner  of  agriculture,   commerce 

and   immigration;   to   promote   industrial   development   of.  state; 

annual  report  to  governor.  259,  23  F  04 


G 

ADMINISTRATIVE  LAW      BANKING  1 

'^7  Banking 

5##  also  500,  Coiporatioiis;  843,  Taxation  of  bankmg  inatitutioiis 

iCts  General 

Inchiding  mil  proritioas  fdatiiic  to  banks  of  deposit  or  relating  to  two  or  more 
of  the  following  daases 

1679  General  and  misceUaneoas 

a        Ala.    General  banking  law.  P-483>  10  O  03 

b  Gra.  Commission  of  8  members  to  be  appointed  to  consider  re- 
vision of  banking  laws;  report.  P*759»  26  Jl  04 

c  Tez.  Submitting  amendment  to  Const.  1875  art.i6  §16:  Legisla- 
ture may  authorize  incorporation  of  banking  corporations;  share- 
holders to  be  liable  to  amount  equal  to  par  value  of  shares  in 
addition  to  shares;  capital  stock  to  be  paid  in  in  full;  corporations 
may  do  business  in  only  one  place;  foreig^n  corporations,  excepting 
national  banks,  may  not  do  business  in  state.  Adopted  November 
1904-  p.249,  I  Ap  03 

d  Va.  Revision  of  C.  ch48  regulating  banks  of  discount  and 
deposit.  578  (ex.  sess.),  4  Ja  04 

1680  Inspection.    Reports.    Departments 

a  la.  Bank  examiners  [formerly  limited  to  4]  to  receive  salary 
of  $1800  each  [formerly  examiner's  fees  paid  by  bank];  bank  to 
pay  examination  fees  to  auditor  of  state.    Amending  C.  §1876. 

64,  13  Ap  04 

b  O.  Banks  doing  business  within  state  [formerly  organized  under 
laws  of  state]  to  report  at  least  twice  annually  [formerly  on  first 
Monday  of  April  and  October]  to  auditor  of  state.  Amending 
R.  S.  §3817-18.  p.266,  23  Ap  04 

c  S.  C.  Private  banks  to  publish  quarterly  reports;  penalty. 
Amending  C.  C.  §1766.  215,  19  P  04 

1 681  Amendment,  extension  of  charter 

a  Ala.  Banks  may  extend  their  corporate  existence  for  period  of 
20  years;  thereafter  for  periods  of  12  years  each.      p.  160,  19  Mr  03 

Z687  Dissolution.    Insolvency 

St*  also  5J3*  Corporations 

a  N.  Y.  Debts  due  building  and  loan  corporations  and  savings  banks 
from  insolvent  banks  preferred.    Amending  banking  law  '92  ch.689 

§130.  693,  9  My  04 

b  N.  Y.  Amending  '02  ch.6o  §4  relating  to  legal  expenses  of  re- 
ceivers of  moneyed  corporations.  705,  1 1  My  04 

1668  Deposits 

a  Ala.  Misdemeanor  to  accumulate  demands  etc.  to  start  run  on 
banks.  P-479>  9  O  03 
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b        La.    State  banks  may  issue  interest-bearing  time  deposit  certifi- 
cates. 100,  4  JI  04 
1692                                             Name.    Domicile 

a  N.  Y,  Misdemeanor  fqr  corporation  by  misleading  title  to  rep- 
resent itself  as  moneyed  corporation;  liability  of  agents.  Adding 
to  Pen.  C.  §608  and  §593  subdiv.2.  489,  29  Ap  04 

Z693  Officers 

a  O.  Savings  and  loan  associations,  safe  deposit,  trust  and  mutual 
telephone  companies  may  choose  directors  not  to  exceed  30. 
Amending  R.  S.  §3244.  p.170,  22  Ap  04 

Z697  Trust  and  safe  deposit  companies 

1698  General  and  miscellaneous 

a  la.  Trust  companies  to  have  same  paid  up  capital  as  savings 
banks.     Amending  C.  §1889.  65,  30  Mr  04 

b  Ky.  Amending  '96  ch.31,  '98  ch.32  as  to  capital  of  trust  com- 
panies in  counties  of  certain  populations.  78,  22  Mr  04 

c  Md.  Stockholders  of  safe  deposit,  trust,  guaranty  and  fidelity 
companies  liable  to  par  value  of  stock  in  addition  to  amount  in- 
vested therein  [formerly  to  double  par  value];  fiduciaries  not  per- 
sonally liable.    Amending  C.  art.23  §85L,  '92  ch.109.  loi,  '04 

d  Md.  Safe  deposit,  trust,  guaranty,  loan  and  fidelity  companies 
may  deposit  as  security  with  state  treasurer  first  mortgage  on 
real  estate  within  state;  cancelation  and  reissue  of  capital  stock 
to  provide  contingent  fund;  procedure.  Amending  C.  art.23  §85M; 
adding  §85N.  251,  4  Ap  04 

e  Mass.  Receivers  to  dispose  of  unclaimed  dividends,  books  and 
paper  of  insolvent  trust  companies  according  to  R.  L.  ch.113  §56. 

200,  31  Mr  04 

f  Mass.  General  law  for  incorporation  of  trust  companies  and 
regulation  of  reserve  funds.  374,  25  My  04 

g        N.  Y.    Amending  banking  law  '92  ch.689  §156  defining  powers 
of  trust  companies:  foreign  corporations  forbidden  to  exercise  cer- 
tain powers.  492,  29  Ap  04 
Z70Z                                                      Deposits 

a  Md.  Safe  deposit  companies  to  refuse  access  to  vaults  by  one 
of  several  joint  fiduciaries  or  to  representative  of  single  fiduciary 
unless  written  authority  filed  with  company  and  signed  by  proper 
parties.    Adding  §221 A  to  C.  art.23.  92,  17  Mr  04 

1703  Investments 

a  N.  Y.  Amending  banking  law  '92  ch.689  §159  relating  to  invest- 
ment of  capital,  surplus,  undivided  profits  and  deposits  of  trust  com- 
panies. 479,  a8  Ap  04 
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1705  Officers 

a  N.  Y.  Quorum  of  directors  of  trust  companies  to  consist  of 
one  third  number,  and  not  less  than  7.  Amending  banking  law  '92 
ch.689  §161.  607,  5  My  04 

X707  Savin£s  banks 


1708  General  and  miscellaneous 

a  N.  Y.  Authorizing  school  savings  banks;  money  to  be  rede- 
posited  in  savings  banks.    Amending  banking  law  '92  ch.689  §131. 

568,  3  My  04 

b        Va.    Amending  C.  ch.49  relating  to  savings  banks:  number  of 

directors,  not  less  than  5,  may  be  fixed  in  articles  or  bylaws  and 

increased  at  general  meeting;  stock  may  be  increased  to  maxitnutn 

prescribed  in  articles  or  charter  [formerly  not  to  exceed  $900,000]. 

576  (ex.  sess.),  31  D  03 
X713  Investments.    Reserves 

a  Mass.  Savings  banks  may  invest  in  bonds  of  incorporated  water 
districts  of  certain  states.    Amending  R.  L.  ch.113  §26  subdiv.2  ^d. 

208,  7  Ap  04 

b  Mass.  Savings  banks  may  invest  in  notes  of  citizens  of  state 
with  authorized  bonds  of  street  railways  as  collateral.    210,  9  Ap  04 

17x5  Mortgage,  loan  and  investment  companies 

a  Ga.  Regulating  business  of  domestic  and  foreign  investment 
companies:  annual  statement  to  comptroller  general;  deposit  with 
state  of  $25,000;  reserve  fund;  annual  license  fees;  provision  for 
appointment  of  expert  accountants;  revocation  of  license. 

p.74,  13  Ag  04 
b        la.     Providing  for  regulation  of  investment  companies:  certifi- 
cate; state  deposit  of  $25,000;  annual  report  to  auditor  of  state; 
examination;  penalties.  66,  29  Ap  04 

c  Mass.  General  act  regulating  bond  and  investment  corpora- 
tions: deposit;  issue  of  certificate  on  examination  by  State  Savings 
Bank  Commission;  report;  suspension;  bonds  to  be  paid  up  after  2 
years  or  one  fourth  payments  made.  427,  4  Je  04 

17x7  Buildine:  and  loan  associations 


The  names  of  thete  orguiizatioiis  vary  somewhat,  but  the  powers  and  regula- 
tions do  not  depend  on  the  name.  The  ordinary  phrase  is  building  and  loan  asso- 
ciations, but  they,  are  elsewhere  called  savings  and  loan  associations,  cooperative 
loan  associations,  etc,  and  in  Massachusetts  cooperative  banks. 

27x8  General  and  miscellaneous 

a  Md.  Extending  provisions  of  C.  art.23  §103  to  building  and 
homestead  associations  organized  under  special  acts.  Amending 
S103.  239,  7  Ap  04 
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b  Md.  Amending  C.  art.23  §99  as  to  mortgage  security  for  fines 
and  assessments  and  as  to  exemption  from  taxation  of  building  and 
homestead  associations.  240,  8  Ap  04 

c  Mass.  Authorizing  consolidation  of  cooperative  banks  in  same 
city  or  town;  petition  by  two  thirds  stockholders  and  approval  by 
Board  of  Commissioners  of  Savings  Banks;  general  regulations  as 
to  assets;  liabilities;  shares;  name.  392,  2  Je  04 

d  N.  J.  General  act  for  incorporation  and  regulation  of  provident 
loan  associations.  96,  28  Mr  04 

e  N.  J.  Amending  '03  ch.218  §40,  51  relating  to  building  and  loan 
associations:  gross  premium  on  loans  not  to  be  regarded  as  profit 
wholly  earned,  if  Part  rebatable  before  maturity  of  shares  on  which 
loan  made;  restrictions  on  annual  expenses  not  to  apply  to  asso- 
ciations with  assets  less  than  $35,000  [formerly  $25,000]. 

240,  5  Ap  04 
lyai  CapitaL    Shares 

a  CaL  Regulating  building  and  loan  associations  and  creating 
State  Board  of  Commissioners  of  Loan  Associations  to  examine 
and  inspect.  188,  23  Mr  93-  Unconstitutional  as  to  §19  fixing  with- 
drawal value  of  shares.  Subject  not  within  title.  Provident  Mut. 
Building  Loan  Ass'n  v.  Davis,  76  P.  1034  (1904). 

179a  Dissolution.    Insolvency 

a       N.  J.    Regulating  dissolution  of  building  and  loan  associations 
on  vote  of  two  thirds  stock:   procedure;   appointment;   powers; 
compensation  of  trustees  for  liquidation;  notice  to  creditors.    Sup- 
plementing '03^ch.2i8.  24,  7  Mr  04 
1724                                          Loans.    Investments 

a  Mass.  Cooperative  banks  to  make  no  loans  over  $5000  secured 
by  mortgage  on  one  parcel  of  real  estate.  292,  2  My  04 

b  O.  Building  and  loan  associations  may  invest  20%  of  assets  in 
United  States,  state  and  local  government  bonds.  Adding  §3a  to 
'91  p.469.  P*43>  21  Mr  04 

«7a7  Pawnbroking 

a  O.  Regulating  chattel  loan  companies:  capital  stock  not  to 
exceed  $50,000;  discrimination  in  favor  of  small  loans  to  indigent; 
restrictions  on  amount,  charges  and  interest  of  loans;  redemption 
and  sale  of  pledges.  Repealing  '85  p.  132,  '86  p.  144  relating  to 
Cuyahoga  county.  P*i34>  21  Ap  04 

'730  Insurance 

See  also  500,  Corporations;  844,  Taxation  of  insurance  companies 

173X  General  (all  classes) 

173a  General 

a       la.    Providing  for  examination  of  insurance  companies:  creating 

i 
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insurance  examiner,  to  be  appointed  by  auditor  of  state;  biennial 
inspection  of  companies;  powers  and  duties.  56,  17  Mr  04 

b        Miss.    Generally  amending  '02  ch.59  relating  to  insurance. 

79,  22  Mr  04 

z  Miss.  Amending  '02  ch.59  §27,  29  as  to  investments  and  increase 
of  capital  stock  of  insurance  companies.  80,  22  Mr  04 

1  O.  Insurance  laws  not  to  apply  to  sanatoriums,  medical  insti- 
tutes etc.    Amending  R.  S.  §289.  P-287,  23  Ap  04 

e  S.  C.  No  insurance  company  to  be  member  of  association  to 
fix  excessive  rates  nor  to  discriminate  in  rates  on  similar  risks. 

274,  24  F  04 

I    State  departments 

I  Ky.  Amending  '94  ch.109  as  to  salaries  of  clerical  and  actuarial 
assistants  of  state  insurance  commissioner.  21,  8  Mr  04 

>  O.  State  superintendent  of  insurance  to  give  $100,000  [formerly 
$20,000]  bond.    Amending  R.  S.  §267.  P433»  26  Ap  04 

\    Examination.    Report 

I  O.  Superintendent  of  insurance  to  issue  certificate  to  insurance 
companies  complying  with  laws;  foreig^n  companies  to  file  copy 
with  county  recorder  and  publish  in  county  newspaper  approved 
by  superintendent;  penalties.    Amending  R.  S.  §284.  p.405, 25AP04 

>  O.  Forms  of  statements  required  of  insurance  companies  to  be 
furnished  in  November  [formerly  September].  Amending  R.  S. 
§280,  283.  p.410,  25  Ap  04 

:  O.  Amending  R.  S.  §272,  274-76  relating  to  examination  of  insur- 
ance companies  and  proceedings  against  unsound  companies. 

p.415,  25  Ap  04 

>  Agents 

I  la.  Auditor  of  state  to  license  insurance  [formerly  life  insur- 
ance] agents;  revocation  of  license;  fees;  penalties.         57,  9  Ap  04 

J  O.  License  not  to  be  issued  to  insurance  agent  of  another  state 
refusing  same  to  citizen  of  Ohio.    Adding  §283a  to  R.  S. 

p.151,  22  Ap  04 

I  Brokers 

I  R.  I.  Honorably  discharged  veterans  of  Civil  or  other  wars  of 
United  States  exempt  from  payment  of  insurance  brokers'  fee. 
Amending  G.  L.  ch.416  §4.  1164,  13  Ap  04 

)  Capital 

I  N.  Y.  Amending  insurance  law  '92  ch.690  §41  relating  to  impair- 
ment of  capital  of  other  than  life  insurance  corporations. 

451,  28  Ap  04 
:  Deposit  of  security 

I  O.  Security  for  deposit  by  insurance  companies  to  be  of  par 
market  value  of  $1000.    Amending  R.  S.  §281.  P*4io,  25  Ap  04 

11 
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b  Va.  Amending  C.  §1271  relating  to  deposits  of  insurance  com- 
panies  with  state  treasurer.  203,  15  Mr  04 

1743  Dissolution.    Insolvency 

a  Md.  Repealing  C.  '88  art.23  §I43£I  and  amending  §122,  128  as 
to  powers  of  insurance  commissioners.  338,  8  Ap  02.  Unconsti- 
tutional as  to  §i22b  forbidding  order  or  injunction  save  on  com- 
plaint of  commissioner.  Subject  not  within  title.  Kaila  v.  Wil- 
kinson, 57  A.  617  (1904). 
1746  Foreign  companies 

a        N.  J.    Privileges  to  be  denied  to  insurance  companies  of  states 

« 

denying  same  to  New  Jersey  companies  or  refusing  to  accept 
statement  of  state  insurance  commissioner.  Amending  '02  ch.134 
§66.  66,  28  Mr  04 

b  O.  Amending  R.  S.  §285  as  to  appointment  of  general  agents 
of  foreign  insurance  companies.  P*I52,  22  Ap  04 

c  d.  Foreign  insurance  companies  other  than  life  to  make  de- 
posit for  policy  holders  in  United  States  [formerly  in  state]; 
computation  of  assets.    Amending  R.  S.  §3660.  p.i54f  22  Ap  04 

Z747  Investments 

a        N.  J.    Amending  insurance  law  '02  ch.134  §16  regulating  invest- 
ments. 51,  22  Mr  04 
Z748                              Liability.    Actions  against  company 

a  Va.  Actions  on  insurance  policies  may  be  brought  at  place 
where  insured  resided  at  date  of  death  or  where  property  situated 
at  date  of  policy.    Amending  C.  §3214.  206,  15  Mr  04 

^753  Life  and  accident 

Z754  General 

a  la.  Providing  for  consolidation  or  reinsurance  of  risks  of  life 
insurance  companies:  plan  to  be  submitted  to  auditor  of  state  and 
approved  by  designated  commission.  58,  30  Mr  04 

b  la.  Amending  C.  §1788  as  to  transfer  of  certain  funds  of  stipu- 
lated premium  and  assessment  life  insurance  companies. 

60,  30  Mr  04 

c  Md.  Life  and  accident  insurance  companies  may  deposit  as 
security  with  state  treasurer  ist  mortgage  on  real  estate  within 
state;  cancelation  and  reissue  of  capital  stock  to  provide  contin- 
gent fund;  procedure.    Amending  C.  art.23  §85M  and  adding  §85N. 

251,  4  Ap  04 

d  O.  Deposit  of  life  insurance  company  in  excess  of  require- 
ments to  be  held  in  trust  for  company;  additional  requirements 
for  commencement  of  business.    Amending  R.  S.  §3594-95. 

p.149,  22  Ap  04 
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O.  Amending  R.  S.  §3604-5*  3616  relating  to  licensing  and 
deposits  of  life  insurance  companies.  P-i53»  22  Ap  04 

O.  Repealing  '98  p.343  which  provides  for  incorporation  of 
insurance  companies  on  stipulated  premium  plan.      p.i6i,  22  Ap  04 

O.  Amending  R.  S.  §36301  as  to  transfer  of  certain  funds  and 
annual  report  of  accident  insurance  companies.  p.435*  26  Ap  04 

O.  Amending  R.  S.  §279  relating  to  annual  valuation  by  super- 
intendent of  insurance  of  obligations  of  life  insurance  companies. 

p.437,  26  Ap  04 
Actions  against  companies 

O.  Amending  R.  S.  §363of  relating  to  actions  against  life  insur- 
ance companies.  P-i38»  21  Ap  04 

Foreign  companies 

O.  Amending  R.  S.  §3630]  as  to  revocation  of  certificate  of 
foreign  accident  insurance  companies  when  expenses  exceed  30%  of 
premiums,  assessments  and  fees;  annual  report.  p.i47,  22  Ap  04 

Policies 

t  la.  Form  of  life  insurance  policy  to  be  approved  by  governor, 
auditor  of  state  and  attorney  general  or  any  2  of  them;  regula- 
tions; penalties.  59,  12  Ap  04 

b  Miss.  Copy  of  application  to  be  delivered  with  life  insurance 
policy;  default  to  estop  company  to  deny  statement  in  application; 
misstatement  of  age  not  to  invalidate  policy;  insurance  to  be  esti- 
mated according  to  premiums  paid  and  for  actual  age.    81,  22  Mr  04 

9  Mutual  insurance 

1  O.  Excepting  certain  mutual  burial  associations  from  require- 
ments of  R.  S.  §363oa-3i  relative  to  life  insurance  companies. 
Amending  R.  S.  §363ia.  p.6i.  31  Mr  04 

>  Assessment  companies 

Mass.  Fraternal  insurance  corporations  may  within  7  years 
of  act  become  assessment  insurance  companies  under  R.  L.  ch.120; 
substitution  of  beneficiaries;  election  and  terms  of  officers. 

155,  14  Mr  04 
O.     Amending   R.   S.   §363oe   as   to   revocation    of   certificate   of 
foreign    assessment    life    or    accident    insurance    companies    zvhen 
expenses  exceed  30%  of  premiums,  assessments  and  fees. 

p.  144.  22  Ap  04 
Fraternal  beneficiary  societies 

Ala.  Generally  amending  C.  §ir  16-20  relating  to  nuitiial  benefit 
and  aid  associations:  conditions  for  doing  business;  report  to  and 
examination  by  insurance  commissioner  f formerly  auditor];  tax; 
process.  P  i35.  28  F  03 
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b  la.  Auditor  of  state  to  examine  fraternal  beneficiary  societies 
at  least  biennially;  revocation  of  authority;  penalties  for  soliciting 
new  business  thereafter.  61,  17  Mr  04 

c  la.  Articles  and  bylaws  of  fraternal  beneficiary  societies  to  be 
approved  by  auditor  and  attorney  general  must  have  500  [formerly 
250]  applications  of  $1000  each;  foreign  companies  to  have  1000 
members  and  $1,000,000  insurance.    Amending  C.  §1832. 

62,  30  Mr  04 

d        la.    Consolidation  or  reinsurance  of  risks  of  fraternal  beneficiary 
societies  to  be  approved  by  auditor;  procedure;  penalties. 
'  63,  30  Mr  04 

e  Mass.  Certain  fraternal  organizations  may  pay  member  on 
death  of  wife  portion  of  amount  payable  at  his  own  death. 

271,  29  Ap  04 

£  O.  General  act  regulating  fraternal  beneficiary  societies.  I2p. 
Repealing  R.  S.  §3631  subdiv.  11-23.  P42I,  26  Ap  04 

g  O.  Permitting  certain  foreign  fraternal  beneficiary  associations 
to  continue  business  within  state;  license;  fees.         P-495»  26  Ap  04 

'763  Fire  and  other  casualty 

Stt  also  1092,  Fires;  a6o2.  Fire  departments 

X764  General  and  miscellaneous 

a  N.  Y.  Minor  amendment  to  insurance  law  '92  ch.690  §86  as  to 
assets  and  liabilities  of  casualty  insurance  corporations. 

468,  28  Ap  04 

b  O.  Amending  R.  S.  §3634,  3640  as  to  issue  of  certificate  to 
insurance  companies  other  than  life  and  as  to  deposit  of  $iojooo  of 
mutual  fire  insurance  companies.  P*I55»  22  Ap  04 

c  O.  Amending  R.  S.  §3644  holding  solicitor  to  be  agent  of  insur- 
ance company  other  than  life.  p.  160,  22  Ap  04 

d  O.  Amending  R.  S.  §366ia  relating  to  statements  in  advertise- 
ments of  fir^  insurance  companies.  P-4i9»  25  Ap  04 

e  O.  Amending  R.  S.  §3648  as  to  reservation  of  unearned  pre- 
mium fund  in  estimate  of  profits  of  fire  insurance  companies; 
§3654  as  to  reinsurance  of  certain  companies  other  than  life. 

p.443,  26  Ap  04 
2765  Fire  prevention  associations 

a  La.  Fire  insurance  companies  doing  business  in  state  may 
form  fire  prevention  bureau;  organization  and  management;  pow- 
ers and  duties;  annual  report  to  state  fire  marshal.  Amending 
Code  of  Practice  art.ii6.  189,  7  Jl  04 

1766  Foreign  companies.    Reinsurance 

a  N.  Y.  Amending  insurance  law  '92  ch.690  §34  as  to  taxation 
of  foreign  marine  insurance  corporations.  708,  1 1  My  04 
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t>  N.  Y.  Amending  insurance  law  '92  ch.690  §22  relating  to  rein- 
surance by  fire  insurance  companies.  759»  14  My  04 

c  O.  License  may  be  issued  to  agents  to  procure  insurance  in 
fire  and  casualty  companies  unauthorized  to  do  business  within 
state;  regulations.  P*i57»  22  Ap  04 

d  O.  Foreign  insurance  companies  other  than  life  must  consent 
to  suit  in  county  where  application  taken.    Amending  R.  S.  §3657. 

p.159,  22  Ap  04 
e        O.    Amending  R.  S.  §3691  subdiv.13  relative  to  reinsurance  of 
fire  and  casualty  companies.  P-446,  26  Ap  04 

19  PoHdes 

a  Mass.  Defining  "noon"  in  Massachusetts  standard  fire  insur- 
ance policy.  240,  16  Ap  04 

0  Mutual  companies 

a  Mass.  Mutual  fire  insurance  companies  operating  on  cash  pre- 
mium plan  or  with  capital  of  less  than  $100,000  to  carry  at  least 
$1,000,000  insurance  in  not  less  than  400  risks.  Amending  R.  L. 
eh.  1 18  §39.  300,  6  My  04 

b  N.  Y.  Amending  insurance  law  '92  ch.690,  '01  ch.142  §280  as  to 
filing  certificate  of  extension  of  corporate  existence  of  town  and 
county  cooperative  insurance  companies.  551,  3  My  04 

c  O.  Generally  amending  R.  S.  §3686-87,  3690  relative  to  mutual 
fire,  cyclone,  hail,  explosion  and  other  casualty  insurance  companies. 

p. 1 50,  22  Ap  04 

3  Surety  and  guaranty  companies 

S  General 

i  La.  Guaranty,  fidelity,  surety  and  bond  companies  to  deposit 
$50,000  as  a  guaranty  fund  with  state  treasurer;  withdrawal  of 
deposit;  regulations.  71,  i  Jl  04 

t>  Mass.  Fidelity  insurance  companies  to  deposit  with  state  or 
other  state  $100,000  for  protection  of  policy  holders  in  United 
States;  deposit  in  state  not  to  be  returned  while  liabilities  out- 
standing therein.  304,  6  My  04 

:  O.  Insurance  companies  indemnifying  employers  against  dam- 
age for  personal  injury  from  accidents  to  employees  to  deposit 
$50,000  in  bonds  for  security  of  policy  holders;  fidelity  companies 
may  insure  depositors  against  loss  from  bank  failures.  Amending 
R.  S.  §3641,  and  repealing  §364ib.  P407,  25  Ap  04. 

r  Credit  and  title  insurance 

1  N.  Y.  Title  guaranty  companies  to  report  annually  to  state 
superintendent  of  insurance  amount  of  bonds  and  mortgages  guar- 
anteed.   Amending  insurance  law  '92  ch.690  §170,  176. 

543,  3  My  04 
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b  N.  Y.  Regulating  settlement  of  accounts  of  receivers  of  title 
guaranty  companies.  754,  14  My  04 

1798  Foreign  companies 

a  O.  Amending  R.  S.  §3656  as  to  licensing  of  foreign  surety  and 
guaranty  companies.     .  p.i66,  22  Ap  04 

»8oo  Navigation.   Waterways 

See  also  1383,  Canals;  1388,  Ferries  and  fords;  1393,  Bridges 

1804    Wharves.    Docks.    Piers.    Wharf  lines 

a  Cal.  Providing  for  $2,000,000  bond  issue  to  construct  seawall  in 
city  and  county  of  San  Francisco;  state  comptrx^ller  and  treasurer 
to  report  annually  to  governor;  regulations.  Ad<ipted  November 
1904-  2X1,  20  Mr  03 

1 810  Loading  vessels 

a  Va.  Amending  C.  §1991  relating  to  appointment  of  ballast  mas- 
ters by  Circuit  [formerly  County]  and  Corporation  Courts. 

474  (ex.  sess.),  18  D  03 

181 1  Navigation  companies 

a  Mass.  State  Board  of  Railroad  Commissioners  to  exercise 
same  powers  in  respect  to  steamship  companies  serving  as  com- 
mon carriers  between  ports  as  to  railways.  265,  25  Ap  04 

z8i2  Obstructions 

a  N.  J.  Cities  of  150,000  may  lease  boats  to  remove  ice  from 
channel  of  river  to  keep  navigation  open;  appropriation  limited  to 
$20,000.  33,  16  Mr  04 
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See  also  055,  1466,  Adulteration;  1143,  Communicable  diseases  of  animals;  1427, 
Agricultural  products  (sale  of;;  1588,  Veterinary  practice;  2344,  Agricultural 
schools 

i8a4  Supervision  and  encouragement  (general) 

See  also  1632,  Bonus,  exemption,  bounty 

1826    State  department 

a  La.  Commissioner  of  agriculture  and  immigration  from  general 
election  in  April  1908  to  be  elected  [formerly  appointed  by  gov- 
ernor with  consent  of  Senate];  vacancy  to  be  filled  by  governor 
with  consent  of  Senate.     Amending  '94  ch.141  §1.  194,  7  Jl  04 

b  S.  C.  Creating  state  commissioner  of  agriculture,  commerce 
and  immigration:  to  promote  industrial  development  of  state; 
annual  report  to  governor.  259,  23  F  04 

c  Va.  Amending  '03  ch.295  §2  (ex.  sess.)  as  to  meetings  of  Board 
of  Agriculture  and  Immigration.  516  (ex.  sess.),  31  D  03 
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Experiment  stations 

See  also  2344,  Agricultural  schools 

a  Ala.  Amending  C.  §405,  407  relating  to  Board  of  Control  of 
Branch  Agricultural  Experiment  Stations  and  Schools:  board  to 
consist  of  state  superintendent  of  education,  commissioner  of 
agriculture  and  industries,  governor  and  2  [formerly  5]  appointees 
from  congressional  district  where  school  is  located;  board  and 
professor  of  agriculture  of  Alabama  Polytechnic  Institute  to  direct 
course  of  study  and  experimentation.  p.259,  30  S  03 

b  Miss.  Trustees  of  Mississippi  Agricultural  and  Mechanical  Col- 
lege may  establish  branch  agricultural  stations  in  northwestern 
part  of  state,  and  in  Yazoo  and  Mississippi  delta  respectively,  on 
donation  of  land  and  site.  85,  20  F  04;  84,  25  F  04 

c  N.  Y.  Amending  agricultural  law  '93  ch.338  §85  as  to  managing 
board  of  New  York  Agricultural  Experiment  Station:  to  consist 
of  governor,  state  commissioner  of  agriculture  and  7  [formerly  9] 
appointees  of  governor;  annual  report  of  board  to  form  part  of 
commissioner's  report.  439,  27  Ap  04 

d  N.  Y.  Director  of  New  York  Agricultural  Experiment  Station 
may  publish  bulletins  relative  to  analyses  of  substances  made, 
according  to  statutory  provisions.  570,  3  My  04 

1899  Farmers  institutes.    Reading  courses.    Lectures 

a  Md.  $6000  [formerly  $4000]  annual  appropriation  for  farmers 
institutes  in  state.     Amending  '96  ch.102  §4,  '00  ch.363. 

557.  8  Ap  04 

i^  Associations.    Fairs 

1835  General  and  miscellaneous 

a  O.  County  agricultural  societies  may  mortgage  real  estate  to 
renew  debts  or  purchase  land;  proviso.     Amending  R.  S.  §3700. 

p.6o,  31  Mr  04 

b  O.  Amending  R.  S.  §37o6-6b  relative  to  purchase  or  lease  of 
new  sites  for  holding  county  fairs.  p. 297,  23  Ap  04 

[840  State  associations  and  fairs 

a  la.  $47,000  appropriation  for  fireproof  building  for  state  fair 
exhibits.  150,  6  Ap  04 

b  Md.  Providing  for  dissolution  of  Maryland  Mechanical  and 
Agricultural  Association  incorporated  in  1867;  procedure. 

141,  25  Mr  04 

c  N.  Y.  State  Fair  not  to  be  held  on  labor  day.  Amending  agri- 
cultural law  '93  ch.338  §142.  447,  27  Ap  04 
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<^  Horticulture.    Diseases  and  pests 

Z844  Supervision  and  regulation 

a  Ala.  Regulating  inspection  and  sale  of  nursery  stock:  creating 
State  Board  of  Horticulture,  and  office  of  state  horticulturist; 
dealers  to  obtain  certificate  from  latter;  shipments  to  bear  inspec- 
tion tag;  liability  of  common  carriers;  treatment  of  infested  stock; 
quarterly  report  of  state  horticulturist  to  board;  annual  report  of 
board  to  governor;  $1500  annual  appropriation.         p.  140,  5  Mr  03 

b  Ga.  Amending  '00  p.89  §3  relating  to  Department  of  Horticul- 
ture and  Pomology:  provision  for  salary  of  assistant  entomologist; 
extension  of  powers  and  duties  of  state  entomologist;  increased 
appropriation.  *  p.  19,  15  Ag  04 

c  La.  Creating  State  Crop  Pest  Commission:  to  prevent  spread 
of  crop  and  fruit  diseases  and  pests,  in  particular  Mexican  boll 
weevil;  inspection  and  destruction  of  infested  crops;  prosecution; 
bulletins  to  be  published  and  distributed  by  Board  of  Agriculture 
and  Immigration.  6,  15  D  03 

d  N.  J.  Amending  '03  ch.249  §15  relative  to  proceedings  for  en- 
forcing law  regulating  inspection  of  nursery  stock.         47,  22  Mr  04 

e  O.  Revising  law  relating  to  inspection  of  nursery  stock.  Re- 
pealing '02  p.491.  P-I72,  22  Ap  04 

f  R.  I.  Providing  for  appointment  of  state  nursery  inspector  by 
State  Board  of  Agriculture  for  i  year;  compensation;  annual  in- 
spection of  home  grown  stock  and  issue  of  certificates;  exemp- 
tions; shipments  of  stock  to  bear  inspection  tag.         ii59f  13  Ap  04 

Z846  Boll  weevil 

a  Ala.  Misdemeanor  to  import  cotton  seed  affected  with  boll 
weevil.  P403,  6  O  03 

b  Ga.  Misdemeanor  to  bring  into  state  boll  weevil  or  larvae  of 
same;  shipment  of  cotton  products  or  grain  and  fodder  from 
localities  where  boll  weevil  exists  to  bear  certificate  of  United 
States  or  state  entomologist;  regulations.  Adding  §15-23  to 
'00  p.89.  p.19,  IS  Ag  04 

G  Miss.  Entomologist  of  Mississippi  Agricultural  Station  author- 
ized to  regulate  inspection,  sale,  shipment  and  treatment  of  nursery 
stock,  and  cotton  products  liable  to  be  infested  with  boll  weevil; 
report  to  Legislature  of  1896;  $10,000.  45,  18  Mr  04 

d  S.  C.  Misdemeanor  to  import  live  specimen  of  boll  weevil  or 
cotton  seed,  oats  or  prairie  hay  from  parts  of  Texas  affected  by 
boll  weevil.  265,  25  F  04 

X856  Noxious  animals.    Bounties 

Z864  Hawks 

a       R.  I.    25c  bounty  for  killing  wild  hawks;  exceptions;  $500. 

1 160,  13  Ap  04 
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1875  Domestic  animals 

See  also  8qs^  Cruelty  to  animalft;  960,  Milk  and  milk  products;  zx43«  Communicable 
diseases  of  animals;  1588,  Veterinary  practice 

1876  Running.     Impounding.     Fences 

1677  Running  at  Urge 

a        Ala.    Governing  body  of  county  may  order  election  to  estal>- 

lish  stock  districts  and  repeal  existing  local  stock  laws;  procedure; 

seizure  and  sale  of  stock;  damages;  appeal.  P-43i>  29  S  03 

b        Ala.    Cities  of  5000  to  prevent  stock  from  running  at  large; 

impounding  fees;  penalties.  P-365,  i  O  03 

c        La.    Cities  of  2000  may  regulate  or  restrict  stock  from  running 

at  large.  60,  29  Je  04 

z88a  O^vnership.    Sale.     Miscellaneous 

1884    Stealing.    Driving.    Using 

a        Ala.    Misdemeanor  to  buy  or  sell   cows  between  sunset  and 

sunrise.  P-4i8,  10  O  03 

b        Ala.    Butchers  to  record  in  24  hours  description  of  cow  killed, 

also  name  and  address  of  seller;  penalties.  P*4i9>  10  O  03 

x888  Dogs 

Set  also  1 163,  Rabies 

a  la.  Amending  C.  §2340  relating  to  liability  of  owner  for  dam- 
ages done  by  dogs.  81,  13  Ap  04 

b  Mass.  Repealing  R.  L.  ch.102  §138,  141  as  to  provision  which 
prohibited  possession  of  great  Danes  or  Ulmer  dogs  except  for 
exhibition  purposes.  105,  24  F  04 

c  Mass.  Liability  of  owner  for  damages  to  sheep,  lambs,  fowls  and 
other  domestic  animals  by  dogs.    Amending  '02  ch.226.    127,  2  Mr  04 

d  Mass.  Amending  R.  L.  ch.102  §155  relating  to  investigation  of 
damages  by  dogs.  142,  10  Mr  04 

e  Mass.  Amending  R.  L.  ch.102  §151  as  to  appraisal  of  damages 
for  injuries  caused  by  dogs  to  domestic  animals.  283,  30  Ap  04 

f  N.  Y.  Commissioner  of  public  safety  [formerly  mayor]  in  cities 
of  50,000  to  250,000  to  destroy  vicious  dogs.  Amending  '02  ch.294 
§14.  82,  18  Mr  04 

1889    Dog  tax 

a  O.  Amending  R.  S.  §2833,  4215  so  as  to  provide  uniform  dis- 
position of  fund  created  by  dog  tax.  p.275,  23  Ap  04 

b        S.  C.    50c  annual  tax  on  each  dog  for  school  fund.      272,  25  F  04 

««9o  Forestry 

See  aiso  2742,  Roads 

1891  General 

a        Ala.     Penalty  for  injuring  trees  by  boxing.    Amending  C.  §4137. 

p.390,  6  O  03 
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b  La.  Providing  for  preservation  of  forests  and  prevention  of 
forest  fires  and  reforesting  of  denuded  lands:  creating  State  For- 
estry Commission;  appointment  of  fire  warden  force;  instruction 
in  forestry  to  be  given  in  public  schools;  annual  report  by  com- 
missioner of  forestry  to  governor.  113,  4  JI  04 

c  La.  Standing  timber  to  remain  an  immovable  and  subject  to 
laws  relating  to  immovables,  even  if  separated  in  ownership  from 
land.  188,  7  Jl  04 

d  Mass.  Creating  oflftce  of  state  forester:  to  further  perpetuation 
of  public  and  private  forest  lands;  to  give  lecture  course  on  for- 
estry to  Massachusetts  Agricultural  College;  annual  report  to 
Legislature;  annual  expenditure  limited  to  $5000.  409,  3  Je  04 

c  N.  Y.  Amending  forest,  fish  and  game  law  '00  ch.20  §224a,  225-26, 
228,  230  as  to  prevention  of  forest  fires:  commissioner  in  time 
of  forest  fires  may  appoint  5  assistant  fire  wardens,  at  $600  each, 
to  serve  along  railroads  in  forest  preserve  counties  of  Adiron- 
dacks;  at  other  times  to  serve  as  game  protectors,  or  in  reforesta- 
tion; State  Railroad  Commission  on  request  of  commissioner  to 
require  railroads  to  adopt  fire  precautions  and  devices;  action  to 
recover  damages  to  state  lands  in  forest  preserves.     Adding  §224b. 

590,  3  My  04 
1894  Forest  preserves 

See  also  798,  State  parks 

a  N.  Y.  Creating  Catskill  Park  and  defining  boundaries.  Adding 
§21 7a  to  forest,  fish  and  game  law  '00  ch.20.  233,  5  Ap  04 

b  N.  Y.  Referring  to  next  Legislature  amendment  to  Const.  1894 
art.7  §7  relating  to  forest  preserve:  Legislature  may  authorize 
removal  of  dead  timber  for  reforestation;  also  sale  of  lands  out- 
side Adirondack  Park  and  Catskill  Park;  proceeds  to  be  used  for 
purchase  of  lands  within  parks;  regulations.  p.i934»  9  Ap  04 

c  N.  Y.  Amending  forest,  fish  and  game  law  '00  ch.20  §217  defin- 
ing boundaries  of  Adirondack  Park.  304,  13  Ap  04 

d  N.  Y.  $200,000  to  continue  acquisition  of  land  in  Adirondack 
Park  and  $50,000  for  same  purpose  in  Catskill  Park;  expenditure 
to  be  directed  by  Forest,   Fish  and  Game  Commission. 

7i7f  II  My  04 

^^  Game  and  fish 

X901  General 

zgoa  General 

a  la.  State  fi^h  and  game  warden  may  issue  permits  to  fish  in 
lakes  with  area  of  2  square  miles:  seining  prohibited  from  Dec.  i  to 
June  15.     Amending  C.  §2546.  94,  22  Mr  04 

b  Ky.  County  judges  to  appoint  fish  and  game  wardens;  powers 
and  duties;  disposition  of  fines.  68,  21  Mr  04 
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c        La.     General  law  for  protection  of  wild  deer  and  game  birds. 

126,  5  Jl  04 

d  N.  J.  Regulating  fishing  in  Delaware  bay,  Delaware  river  and 
their  tributaries;  enforcement  according  to  '97  ch.41.  Supple- 
menting '03  ch.246.  42,  17  Mr  04 

c  N.  Y.  Miscellaneous  amendments  to  forest,  fish  and  game  law 
'00  ch.20,  ch.599.  578,  3  My  04;  579,  3  My  04;  580,  3  My  04 

f  N.  Y.  Forest,  Fish  and  Game  Commission  to  compile  manual 
of  laws;  18,000  copies  to  be  published;  distribution.      589,  3  My  04 

g  O.  Revising  fish  and  game  law.  I4p.  Repealing  R.  S.  §405-9c, 
6960-683.  p.463,  26  Ap  04 

h  Or.  1500  copies  of  game  laws  to  be  printed  for  distribution  by 
state  game  warden.  p.37,  23  D  03 

[903    State  boards.    Officers 

a  Md.  Providing  rations  for  officers  and  crews  of  steamers  of 
State  Fishery  Force.  202,  31  Mr  04 

b  Md.  Salary  of  clerk  of  State  Fishery  Force  $1000  [formerly 
$700 J.     Amending  C.  art.72  §45.  259,  7  Ap  04 

c  Md.  Amending  '96  ch.293  §1,  3-7  relating  to  game  wardens: 
governor  may  appoint  on  request  of  state  game  warden,  deputies 
for  state,  counties  or  cities;  salary  of  state  game  warden  $1200 
[formerly  $500];  State  Fishery  Force  to  assist  latter  on  consent 
of  governor.     Adding  §14,  346,  7  Ap  04 

d  N.  Y.  Amending  forest,  fish  and  game  law  '00  ch.20  §172  as  to 
compensation  of  certain  game  protectors.  710,  11  My  04 

[904  Enforcement.    Fines 

a  Mass.  State  commissioners  on  fisheries  and  game  and  their 
deputies  with  warrant  may  make  entry  and  seizure  of  fish  and  game 
illegally  taken  or  held  in  possession.  367,  23  My  04 

b  N.  Y.  Amending  forest,  fish  and  game  law  *oo  ch.20  §187  relat- 
ing to  disposition  of  proceeds  of  actions  and  fines  for  violation  of 
law:  attorneys'  fees  not  to  be  applied  to  payment  of  expenses  of 
collection.  592,  3  My  04 

[906  Hunters  license 

a  Ky.  Amending  '02  ch.79  §4  as  to  fees  for  hunting  license  of 
nonresident.  48,  21  Mr  04 

b  Neb.  Providing  for  summary  forfeiture  of  property  used  for 
hunting  by  unlicensed  hunter.  C.  S.  '01  §3 173b.  Unconstitutional 
in  so  far  as  provides  forfeiture  without  hearing;  deprives  of  prop- 
erty without  due  process  of  law.     McConncll  v.  McKillip,  99  N.  W. 

505  (1904). 
Z908  Trespass.    Private  lands.    State  waters 

a  N.  J.  Trespasser  on  marsh  land  for  gunning  after  notice  for- 
bidding same,  to  be  deemed  disorderly  person.  Supplementing  '98 
ch.239.  68,  28  Mr  04 
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Z909  Game 

Set  mlso  1856,  Noxious  animals 

X91Z  Close  season 

a  N.  J.  Prohibiting  dogs  from  running  at  large  in  fields  inhalnted 
by  rabbits  or  game  birds  [formerly  except  from  Nov.  i  to  Mar.  i]. 
Amending  '03  ch.246  §24.  233,  5  Ap  (H 

X913  Big  game 

19x6  Bears 

a  N.  Y.  Protecting  wild  black  bears:  close  season  July  i  to 
Sep.  30;  record  of  game  taken  to  be  filed  with  Forest,  Fish  and 
Game  Commission;  penalties;  Essex  county  excepted.  Amending 
forest,  fish  and  game  law  '00  ch.20  §16,  and  adding  §iia. 

630,  9  My  (H 
X9Z9  Deer 

a  N.  J.  Amending  '03  ch.246  §16  as  to  deer  hanting  with  intent  to 
kill  233,  5  Ap  04 

b  N.  Y.  Amending  forest,  fish  and  game  law  '00  ch.20  §101  allow- 
ing possession  of  venison  at  certain  times.  198,  4  Ap  04 

c  R.  I.  Prohibiting  killing  or  possession  of  deer  prior  to  January 
igo8  [formerly  February  1905];  fine  $100  to  $500;  disposition. 
Amending  '00  ch.723.  1 165,  13  Ap  04 

Z9az  Elk 

a  N.  Y.  Forest,  Fish  and  Game  Commission  may  restock  Adiron- 
dack region  with  elk.  Amending  forest,  fish  and  game  law  '00 
ch.20  §11.  587,  3  My  04 

b  Or.  Elk  may  not  be  taken  cr  had  in  possession  prior  to  Sep.  15, 
1907  [formerly  1904].    Amending  Ann.  C.  &  S.  §2011.    p.30,  22  D  03 

1927  Small  game 

1929  Beaver 

a  N.  Y.  Provision  for  restocking  Adirondack  region  with  wild 
beaver;  penalties.    Amending  forest,  fish  and  game  law  '00  ch.20 

§14,  16.  674,  9  My  04 

1939  Rabbit.    Squirrel 

a  Ky.  Close  season  for  rabbit  and  squirrel  Sep.  15  to  Nov.  15; 
proviso.    Adding  §17  to  '94  ch.28.  38,  18  Mr  04 

X943  Birds 

X946  Game  birds 

X947    General 

a        la.    Day's  catch  of  wild  turkey,  duck,  goose  or  brant  limited  to 

25  birds.     Amending  C.  §2552.  95,  15  Mr  04 

b        Va.    Amending  C.  §207oa,  2079  as  to  preservation  of  game  birds: 

owl,  hawk  eagle  and  snipe  excepted.  185,  14  Mr  04 
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^49    Anatidae 

Waterfowl:  swan,  goose,  duck,  brant 

a       N.  J.    Close  season  for  waterfowl,  Sep,  i  [formerly  Oct.  i]  to 
May  I.    Amending  '03  ch.246  §8.  231,  5  Ap  04 

^SSo    Gallinae 

Black  game:  capercaillie,  gn^use,  partridge  or  ruffed  grouse,  pheasant,  praine 
chicken,  ptarmigan,  quail,  sage  fowl,  wild  turkey 

a  la.  Close  season  for  ruffed  grouse,  wild  turkey  and  quail, 
Dec,  IS  [formerly  Jan.  i]  to  Nov.  i.    Amending  C.  §2551. 

92,  21  Mr  04 

b  Ky.  Prohibiting  sale  or  transportation  of  wild  turkey,  pheas- 
ant, grouse,  partridge  or  quail;  penalties.  107,  24  Mr  04 

c  N.  J.  Amending  '03  ch.246  §13  as  to  close  season  for  ring-necked 
pheasant:  proviso  relating  to  game  preserves.  220,  29  Mr  04 

d  N.  Y.  Prohibiting  the  killing  or  possession  of  Mongolian  ring- 
necked  or  English  pheasants  prior  to  1910  [formerly  1905] ;  Suffolk 
county  excepted.    Amending  forest,  fish  and  game  law  '00  ch.20  §31. 

582,  3  My  04 

e  Or.  Misdemeanor  to  kill  or  have  in  possession  ring-necked 
pheasant  prior  to  Oct.  i,  1906.  p.  17,  24  D  03 

f  Va.  Misdemeanor  to  take,  hold  in  possession  or  sell  pheasant 
prior  to  Jan.  i,  1909.  255,  15  Mr  04 

[952    Shore  birds 

Woodcock,  plover,  snipe,  sandpiper,  curlew 

a  Mass.  Amending  R.  L.  ch.92  §6  relating  to  protection  of  shore, 
marsh  and  beach  birds:  cold  storage  corporations  may  hold  in 
possession  for  storage  purposes  only  such  game  during  close  season. 

369,  23  My  04 

b  N.  J,  Close  season  for  shore  birds,  May  i  [formerly  July  15] 
to  Jan.  I.    Amending  '03  ch.246  §9.  217,  29  Mr  04 

:953  Other  than  game  birds.    Song  and  insectivorous.    Plume 

a  La.  Misdemeanor  to  kill,  catch  or  hold  in  possession  wild  birds 
or  plumage  of  same,  other  than  game  birds,  also  to  take  or  de- 
stroy nest  or  eggs;  common  carriers  liable  for  carrying  protected 
birds;  collectors  permits  issued  by  secretary  of  state;  regulations. 

48«  28  Je  04 
b        Miss.    Misdemeanor  to  catch,  kill,  buy,  sell   or  have  in  pos- 
session wild  birds  other  than  game  birds,  or  to  take  or  destroy 
nests  or  eggs;  collector's  permits  granted  by  secretary  of  state; 
game  birds  designated;  exceptions.  98,  22  Mr  04 

959  Fish 

1961  Fish  culture 

a  N.  Y.  Prescribing  method  for  acquiring  land  and  water  for 
state  fish  hatchery  purposes.  591,  3  My  04 
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Z963  Fishwajrs 

a  Mass.  State  Board  of  Commissioners  of  Fisheries  and  Game 
to  examine  dams  and  prescribe  building  of  new  fishways;  regula- 
tions.   Amending  R.  L.  ch.91  §9.  365,  23  My  04 

1964  Close  season 

a  la.  Close  season  for  bass,  pike,  croppies,  pickerel,  catfish  or 
other  game  fish,  Nov.  is  [formerly  Nov.  i]  to  May  15.  Amending 
C.  §2540.  92,  21  Mr  04 

b  La.  Fish  of  fresh-water  streams  not  to  be  taken  from  Dec.  i 
to  Mar.  I,  or  at  any  time  except  by  rod  and  line;  penalties. 

147,  5  Jl  04 

1965  Minimum  size 

a  N.  J.  Amending  '03  ch.246  §31  protecting  small  sized  bass, 
trout  and  pickerel;  Long  fsland  pickerel,  varied  pickerel  and  grass 
pike  excepted.  239,  5  Ap  04 

Z966  Special  methods  of  fishing 

a        Ga.     Fish  may  not  be  taken  with  seine,  net,  gig  or  spear  from 
Mar.  IS  to  July  i  [formerly  June  i  to  Sep.  i];  use  of  firearms  pro- 
hibited.   Amending  '03  p.ioo  §6,  8.  p.103,  15  Ag  04 
1971     Seining.    Nets 

a  la.  Fishing  with  trawl  line  allowed  in  certain  cases  from  May  15 
to  Nov.  IS  [formerly  Dec.  i].     Amending  C.  §2540.        92,  21  Mr  04 

b  Mass.  Amending  R.  L.  ch.91  §26,  '03  ch.294  as  to  use  of  trawls 
in  fishing  in  ponds.  308,  6  My  04 

c  N.  J.  Amending  '03  ch.246  §40  as  to  net  used  in  taking  carp 
and  suckers.  236,  5  Ap  04 

Z974  Special  kinds  of  fish 

Z977  Bait  minnows 

a  Mass.  Shiners  for  bait  may  be  taken  in  Merrimac  and  Connec- 
ticut rivers  during  November  and  December.  Amending  R.  L. 
ch.91  §81.  116,  27  F  04 

Z978  Bass 

a  la.  Repealing  C.  §2540  so  far  as  it  prohibits  taking  of  black 
bass  under  6  inches  in  size.  93,  15  Mr  04 

b  Mass.  Repealing  R.  L.  ch.91  §69  which  regulated  taking  of 
black  bass.  223,  9  Ap  04 

c  N.  J.  Close  season  for  bass,  Dec.  i  to  May  20  [formerly 
June  15I.     Amending  '03  ch.246  §27.  233,  5  Ap  04 

d        N.  Y.     Bass  may  be  taken    only    by    angling.      Amending  '00 

ch.20  §45.  584,  3  My  04 

1984  Pickerel.     Pike 

a  Mass.  Pickerel  less  than  10  inches  in  length  not  to  be  taken 
from  ivaters  of  state  [formerly  Berkshire  county],  sold  or  held  in 
possession.    Amending  R.  L.  ch.91  §67.  329,  13  My  04 
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b  Mass.  Clerk  of  town  restricting  the  taking  of  pickerel  to  use 
of  hook  and  hand  line  according  to  R.'L.  ch.91  §68  to  notify  State 
Board  of  Commissioners  on  Fisheries  and  Game;  penalty. 

364,  23  My  04 

c  N.  J.  Close  season  for  pickerel,  Dec.  i  to  May  20  [formerly 
May  i].     Amending  03  ch.246  §28.  233,  5  Ap  04 

S8  Shad.    Herring.    Sardines 

a        S.  C.     Misdemeanor  to  ship  shad  out  of  state.  201,  16  F  04 

\2  Sturgeon 

a  N.  J.  Regulating  sturgeon  fishing  in  Delaware  bay,  river  and 
tributaries.  234,  5   Ap   04 

6  Trout 

a  N.  Y.  Close  season  for  lake  trout  Oct.  i  to  April  15  [formerly 
April  30].    Amending  forest,  fish  and  game  law  *oo  ch.20  §44. 

311,   13  Ap  04 
9  Shellfish.     Miscellaneous 

0  General 

a  Mass.  City  authorities  on  two  thirds  vote  may  appropriate 
money  to  propagate  shellfish  and  may  declare  close  season  not 
exceeding  3  years;  provisos;  District  Courts  and  trial  justices  to 
have  concurrent  jurisdiction  with  Superior  Court.         282,  3g  Ap  04 

b  S.  C.  Unlawful  to  export  oysters  or  clams  in  shell  except  from 
private  beds;  canning  factories  also  terrapin  buyers  and  catchers 
to  keep  book.    Adding  §2333a  to  C.  C.  251,  25  F  04 

1  State  department 

a  R.  I.  Salary  of  commissioners  of  shellfisheries  $soo  [formerly 
$300].     Amending  G.  L.  ch.294  §2.  1163,  13  Ap  04 

3     Shell^sh  cultivation 

1  N.  Y.  Leases  of  lands  for  shellfish  cultivation  may  be  renewed 
for  term  of  15  years;  proviso.     Amending  forest,  fish  and  game 

law  '00  ch.20  §158.  80,  18  Mr  04 

* 

)  Lobsters 

a  Mass.  State  commissioners  on  fisheries  and  game  may  pur- 
chase lobsters  with  eggs  attached  at  25c  above  market  price;  dis- 
position; equipment  and  appropriation  for  boat  to  enforce  law. 

408.  3  Je  04 

)  Oysters 

c    General 

I  Ala.  Amending  C.  §3159,  5574  permitting  use  of  double  rake  or 
oyster  tongs  worked  by  hand  or  by  handles  or  ropes. 

p.389,  3  O  03;  p.390,  6  O  03 

3  La.  Revision  of  law  regulating  oyster  industry.  Repealing  '02 
ch.153.  52,  29  Je  04 
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c  Md.  Board  of  Public  Works  to  transport  rubbish  resulting  from 
Baltimore  fire  to  natural  oyster  beds  in  Chesapeake  bay;  oyster 
navy  to  assist  in  distribution.  415,  8  Ap  04 

d  Miss.  State  Board  of  Oyster  Commissioners  may  buy  or  build 
patrol  boat;  to  protect  natural  reefs  in  Mississippi  sound;  $3000. 

113,  18  Mr  04 

e       N.  J.    Misdemeanor  to   use  vessel   mechanically  propelled   to 
take  oysters  from  natural  beds  under  tidal  waters.         184,  29  Mr  04 
90X3    Beds.    Grounds 

a  Va.  Persons  renting  oyster  grounds  from  state  may  erect  piers, 
docks  or  watchhouses;  provisos.  536  (ex.  sess.),  31  D  03 

b  Va.  Persons  renting  state  oyster  grounds  may  erect  shucking 
houses.    Amending  '03  ch.536  (ex.  sess.).  160,  14  Mr  04 

c       Va.    Abandoned  oyster  grounds  may  be  rerented;  regulations. 

176,  14  Mr  04 

d  Va.  State  Board  of  Fisheries  may  employ  clerk  to  make  list 
of  all  renters  of  oyster  planting  ground;  regulations. 

199,  15  Mr  04 

c  Va.  Amending  '02  ch.378  §1,  2  providing  for  resurvey  of  oyster 
planting  grounds  on  petition  of  citizens  of  county  to  State  Board 
of  Fisheries;  regulations;  appropriation.  256,  15  Mr  04 


Mines  and  mining 

See  also  846,  Taxation.    For  labor  in  mines,  see  ao^o^  Labor 

soa6    Eminent  domain.    Right  of  way 

a  Ga.  Provision  for  securing  right  of  way  by  domestic  and 
foreign  mining  corporations.    Amending  C.  §650.      p.51,  15  Ag  04 

•^  Labor 

See  also  354,  Convict  labor;  418,  Mechanics  liens;  451,  Exemptions  from  execution 

9041  General.    State  bureaus  and  departments 

See  also  20,  Bureaus  of  statistics 

a  la.  Commissioner  of  Bureau  of  Labor  Statistics  may  appoint 
deputy  at  ^7^00  [formerly  $1000]  salary,  also  factory  inspector  with 
approval  of  Executive  Council  and  clerk  at  $100  and  $65  a  month 
respectively ;  expense  allowance  $1500  [formerly  $500].  Amending 
C.  §2477.  85,  13  Ap  04 

b  Mass.  Providing  for  publication  of  10,000  copies  of  report 
of  committee  on  relations  between  employer  and  employee;  dis- 
tribution by  secretary  of  commonwealth.  r.4,  3  F  04 

c  Mass.  4500  [formerly  6000]  copies  of  annual  report  of  Bureau 
of  Statistics  of  Labor;  statistics  of  manufactures  to  form  part 
of  report.    Amending  R.  L.  ch.94  §7  lines  79-90.  410,  3  Je  04 
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I  General  workshop  regulations 

See  also  Z099,  Buildings,  sanitation  and  safety 

1  Mass.  Two  women  members  of  inspection  department  of  dis- 
trict police  to  serve  as  factory  inspectors;  salary  $1250  [formerly 
$1000].    Amending  R.  L.  ch.108  §5.  382,  27  My  04 

b  Mass.  State  Board  of  Health  to  investigate  factories  as  to  con- 
ditions affecting  health  or  safety  of  employees;  report  to  Legisla- 
ture of  1905;  $1000.  r.99,  3  Je  04 

c  Mass.  Crovernor  may  appoint  2  additional  members  of  district 
police  force,  to  serve  as  additional  inspectors  of  factories  and  pub- 
lic buildings;  preference  of  veterans  may  be  withdrawn. 

430,  4  Jc  04 

1       N.  J.    General  factory  law.    i8p.         64,  24  Mr  04;  83,  28  Mr  04 

e  O.  Amending  R.  S.  §4238a-b,  e-f  relating  to  inspection  of 
workshops  and  factories:  chief  to  appoint  13  [formerly  3]  district 
inspectors  with  approval  of  governor,  and  redistrict  state  and 
assign  inspectors;  salary  of  inspectors,  $1200  [formerly  $1000]. 

P.S30,  20  Ap  04 

S  Comfort  of  employees 

f    Seats  for  employees 

I  Md.  Amending  C.  art.27  §147 A  providing  seats  for  saleswomen 
in  mercantile  establishments;  women  not  to  be  forbidden  to  make 
use  of  seats;  local  health  officers  to  inspect  establishments  and 
institute  proceedings  for  violation  of  law.  287,  7  Ap  04 

I    Washrooms  and  closets 

1  R.  I.  Foundries  with  10  employees  to  provide  toilet  rooms; 
penalties.  1142,  3  Mr  04 

1  Safety  of  employees 

See  also  2x25,  Employers  liability 

I  Mass.  Protecting  factory  operatives  from  injury  by  flying  shut- 
tles: looms  to  be  equipped  with  guards  approved  by  inspection 
department  of  district  police;  penalty.  347,  16  My  04 

3  N.  Y.  Owners  or  lessees,  of  factories  in  cities  of  250,000  to 
maintain  lights  in  hallways  on  order  from  state  commissioner  of 
labor.    Amending  labor  law  '97  ch.415  §8i.  291,  13  Ap  04 

1  Mines 

>    Safety  of  employees 

I    Bosses,  managers  etc. 

I        la.     Repealing  C.  §2479a  as  to  provision  requiring  appointment 

of  hoisting  engineer  on  Board  of  Examiners  of  Mine  Inspectors. 

86,  12  Mr  04 

1    Hospital  accommodations  and  medical  aid 
See  also  2x67,  Miners  hospitals 

1  O.  Operators  or  superintendents  of  mines  employing  10  miners 
to  provide  stretchers  and  medical  aid  for  persons  injured  at  mines. 

p.63,  I  Ap  04 
12 
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2077  Railways 

2078  Health  of  employees 

2079  Vestibules 

a  La.  Misdemeanor  not  to  provide  vestibules  on  electric  street 
cars  from  Nov.  15  to  Mar.  15.  81,  4  Jl  04 

b  S.  C.  All  street  cars  [formerly  except  Charleston  county]  to^ 
have  vestibules.    Amending  '02  ch.573.  236,  22  F  04 

2080  Safety  of  employees 

a        O.     Misdemeanor  to  place  mail  cranes  or  live  stock  chutes  so 

as  to  come  nearer  than  18  inches  to  cab  of  widest  locomotive  used 

on  railroad.  p.274,  23  Ap  04 

2082  Sweat  shops 

a  N.  Y.  Amending  labor  law  '97  ch.415  §2,  loo-i,  103,  105  relative 
to  tenement-made  articles:  tenement  houses  [formerly  room  or 
apartment  in  same]  to  be  licensed;  list  of  articles  extended;  license 
to  be  issued  only  on  health  inspector's  report  that  premises  are 
sanitary  and  not  infected  by  disease;  semiannual  inspection. 

550,  3  My  04 

2084  Hours 

Sff  also  3612,  Labor  day;  21  za.  Employment 

2085  General 

a  La.  Proprietors  of  retail  establishments  in  cities  of  50,000  to 
allow  employees  i  hour  for  meal  time  or  recreation.       195,  7  Jl  04 

2086  Women 

2088  Mercantile  establishments 

a  Mass.  Amending  R.  L.  ch.io6  %2^  relating  to  hours  of  women 
employed  in  mercantile  establishments:  provision  of  58  hour  law 
extended  to  include  month  of  December.  397,  2  Je  04 

2089  Children 

S^f  a/so  iii8.  Employment  of  children 
2091     Mercantile  establishments 

a  Mass.  Amending  R.  L.  ch.io6  ^23  relating  to  hours  of  children 
employed  in  mercantile  establishments:  provision  of  58  hour  law 
extended  to  include  month  of  December.  397,  2  Je  04 

2096  Public  work 

a  Mon.  Amending  Const.  1889  art.18  by  adding  §4,  5:  establish- 
inj  8  hour  day  for  state,  county  or  municipal  public  work. 
Adopted   November  1904,  49,  3  Mr  03;  4  (2d  ex.  sess.),  10  D  03 

aioo  Wages 

See  also  418,  Mechanics  liens 

2Z03    Mode  of  payment:  money,  company  stores,  certificates 

a  111.  Mining  and  manufacturing  corporations  not  to  keep  gen- 
eral  supply  stores,    p.212,  28  My  91.     UnconstifuHonal.     Interfer- 
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ence  with  freedom  of  contract.     Class  legislation.     Unequal  pro- 
tection  of  laws.    Kelleyville   Coal   Co.  v.   Harrier,  69   N.   E.  927 

(1904). 

b  Mo.  Requiring  wages  to  be  paid  in  lawful  money  or  orders 
bearing  interest  and  payable  in  lawful  money,  p.206,  8  Ap  95. 
Unconstitutional.  Deprives  of  property  without  due  process  of 
law;  restricts  freedom  of  contract.  State  v.  Missouri  Tie  &  Timber 
Co.,  80  S.  W.  933  (1904). 

c  S.  C.  Employer  failing  to  redeem  labor  token  within  30  days 
to  forfeit  $50  to  employee  or  holder;  manufacturers  of  lumber  and 
brick  to  redeem  on  pay  days  only.     Amending  C.  C.  §2720. 

254,  25  F  04 

14    Period  of  payment 

a  Md.  Mining,  manufacturing,  railroad,  telegraph,  telephone, 
quarrying  and  express  companies  to  pay  employees  semimonthly  at 
intervals  of  not  more  than  16  nor  less  than  14  days  [formerly  not 
later  than  loth  of  month].     Amending  '02  ch.589.  93,  17  Mr  04 

b  N.  J.  Amending  '99  ch.38  §3  requiring  employers  to  pay  wages 
in  lawful  money  every  2  weeks:  enforcement  by  commissioner  of 
labor.  195,  29  Mr  04 

a  Employment 

3  General 

3(5    Contracts 

a  Ala.  Amending  C.  §4730  relating  to  obtaining  property  from 
employer  by  false  pretense  of  contract;  refusal  or  failure  to  perform 
or  refund  prima  facie  evidence  of  intent.  P-345»  i  O  03 

c  S.  C.  Punishment  for  violation  of  labor  contract  not  to  dis- 
charge contract.     Amending  Crim.  C.  §357.  242,  25  F  04 

d  S.  C.  Miscellaneous  amendments  to  Crim.  C.  §357  relating  to 
violation  of  labor  contract.  243,  25  F  04 

I    Employment  offices.    Emigrant  agents 

ft  Ala.  Misdemeanor  for  emigrant  agents  to  hire  laborers  or  solicit 
emigrants  without  license  from  state  auditor;  annual  fee,  $500  for 
each  county  in  which  operating;  penalties.  P-344.  i  O  03 

6  Cal.  Misdemeanor  for  employment  agent  to  retain  fee  if  appli- 
cant fails  to  obtain  employment;  fee  limited  to  10%  of  ist  month's 
salary;  registration.  11,  12  F  03.  Unconstitutional  as  to  limitation 
on  fee.  Restricts  freedom  of  contract;  not  within  police  power. 
Ex  parte  Dickey,  77  P.  924  (1904). 

t)i       N.  Y.     Regulating  employment  agencies  in  cities  of  50,000 

432,  27  Ap  04 

:  O.  General  law  regulating  private  employment  agencies:  com- 
missioner of  labor  statistics  to  issue  license  on  payment  of  annual 
fee  and  bond  of  $500  with  surety;  registration  fee  limited  to  $2  to 
be  repaid  to  applicant  on  failure  to  obtain  position;  female  help 
not  to  be  sent  to  houses  of  ill  fame;  enforcement  by  commissioner. 

p.485,  26  Ap  04 


Bmployment 
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azz5    Free  employment  bureaus 

a  O.  Amending  R.  S.  §3o8-8a  relative  to  free  public  emplojrment 
offices :  commissioner  of  labor  statistics  to  divide  state  into  5  districts 
for  establishment  of  same;  to  appoint  the  several  superintendents 
with  approval  of  governor  at  $1500  [formerly  $1200]  salary;  [for- 
merly offices  restricted  to  cities  of  ist  class  and  ist  and  2d  grade 
of  2d  class].  p.ioi,  19  Ap  04 

szz8    Children 

See  also  2270,  Compulsory  education 

a  Ala.  Children  under  10  not  to  be  employed  in  factories,  or 
under  12  unless  necessary  for  own  or  parent's  support;  parent's 
affidavit  to  be  filed  with  employer;  children  under  12  may  work 
but  66  hours  a  week;  children  under  13  not  to  work  between  7  p.  m« 
and  6  a.  m.  and  under  16  night  work  limited  to  48  hours  a  week. 

p.68,  25  F  03 

b  Mass.  Amending  R.  L.  ch.io6  §31  relative  to  age  and  school 
certificates  of  minors:  school  committee  to  designate  person  to 
pass  on  certificate,  when  no  school  census,  certificate  of  birth  or 
local  register  is  available.  432,  4  Je  04 

c  N.  J.  Protecting  minors  from  neglect  and  restricting  employ- 
ment: imprisonment  in  default  of  paying  fine  limited  to  /  year 
[formerly  20  to  90  days].    Amending  '80  ch.95  §11.      178,  29  Mr  04 

d  O.  Amending  '02  p.598  relating  to  employment  of  minors:  chil- 
dren under  14  not  to  be  employed  as  messenger  or  driver  for  factory, 
mercantile  or  other  establishment;  employers  of  minors  under  16 
to  require  age  and  schooling  certificate  as  condition  of  employ- 
ment according  to  R.  S.  §4022  subdiv.2,  and  to  file  same  for  inspec- 
tion. P<32i,  25  Ap  04 
SZZ9  Mines 
8Z8Z    Children 

a  Mon.  Amending  Const.  1889  art.  18  by  adding  §3,  5:  children 
under  16  not  to  be  employed  in  mines.    Adopted  November  1904, 

49,  3  Mr  03;  4  (2d  ex.  sess.),  10  D  03 

szaa  Public  work.    Aliens 

a  lU.  Forbidding  the  employment  of  aliens  on  public  works  or 
works  partly  paid  for  with  public  funds,  p.2,  i  Je  89.  Uncotistitu- 
tional.  Impairs  freedom  of  contract.  City  of  Chicago  v.  Hulburt, 
68  N.  E.  786  (1903). 

b  Mass.  Amending  R.  L.  ch.io6  §14  relating  to  emplojrment  on 
public  works :  preference  to  be  given  to  citizens  of  state,  secondly,  to 
citizens  of  United  States.  311,  9  My  04 

szas  Railwajrs 

a  O.  Misdemeanor  to  employ  on  railroad  flagmen  or  hostlers 
unable  to  read,  write  and  speak  English;  exception,     p.72,  7  Ap  04 
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Employers  liability.     Insurance 

See  also  1730,  Insurance 

a  O.  Relating  to  action  brought  by  employee  or  legal  representa- 
tive for  personal  injuries  caused  by  negligence  of  employer  to  pro- 
vide machinery  guards:  continuance  in  employment  knowing  of 
omission  not  to  operate  as  defense;  damages  awarded  for  fatal 
injuries  limited  to  $5000,  lesser-  injuries,  $3000.  P-547*  3  My  04 

*>do  Unions.    Associations 

a  Mass.  Providing  for  registration  of  insignia  of  societies,  ass(h 
ciations  and  labor  unions,  and  prohibiting  unauthorized  use. 

335,  13  My  04 
K54  Labor  disputes 

1196  Conciliation  and  arbitration 

a  Md.  Providing  for  settlement  of  labor  disputes:  chief  of  Bureau 
of  Industrial  Statistics  to  try  to  secure  arbitration;  selection  of 
board  of  arbitration;  on  failure  of  mediation  chief  to  investigate 
and  publish  report;  powers  and  duties.  671,  12  Ap  04 

b  Mass.  Amending  R.  L.  ch.106  §2-5  relating  to  powers  of  State 
Board  of  Conciliation  and  Arbitration:  board  on  request  of  gov- 
ernor to  investigate  controversy.  313,  9  My  04 

c  Mass.  Salary  of  members  of  State  Board  of  Conciliation  and 
Arbitration,  $^soo  [formerly  $2000].    Amending  R.  L.  ch.io6  §1. 

399,  2  Je  04 

d  Mo.  Creating  State  Board  of  Mediation  and  Arbitration, 
p.  195,  7  Mr  01  as  amended  by  p.218,  28  Mr  03.  Unconstitutional 
as  to  §5  authorizing  board  to  apply  to  Circuit  Court  for  punish- 
ment of  witnesses  for  contempt.  Circuit  Court  can  not  punish  for 
contempt  save  to  maintain  its  own  authority;  judicial  powers  can 
not  be  vested  in  board.    State  v.  Ryan,  81  S.  W.  435  (1904). 

IZ37  Blacklisting.    Membership  in  unions 

a  Ala.  Prohibiting  corporations  from  blacklisting  or  using  means 
to  prevent  employment;  penalties.  p.281,  26  S  03 

b  Ind.  Unlawful  to  prevent  discharged  employees  from  obtaining 
employment  elsewhere.  166,  9  Mr  89.  Unconstitutional  as  to  §2, 
applying  provisions  of  act  to  those  voluntarily  leaving  employ- 
ment. Subject-matter  not  within  title.  Wabash  Ry.  Co.  v.  Young, 
69  N.  E.  1003  (1904). 

c  Kan.  Providing  penalty  for  attempting  to  prevent  employees 
from  joining  labor  unions.  120,  18  F  97.  Unconstitutional.  De- 
nies equal  protection  of  laws;  impairs  freedom  of  contract;  re- 
stricts liberty  of  citizen.  Coffeyville  Vitrified  Brick  &  Tile  Co.  v. 
Perry,  76  P.  848  (1904). 


Poor  relief 

ax38-57  N.  Y.  state  library     index  of  legislation  1904 

2138  Boycotts.    Interference 

a  Ala.  Prohibiting  boycotting,  unfair  listing  or  any  interference 
with  lawful  trade;  penalties.  p.281,  26  S  03 

2139  Strikes 

a  N.  Y.  Misdemeanor  to  bribe  labor  representatives  to  prevent 
or  cause  strikes.     Adding  §447f  to  Pen.  C.  t.12.  659,  9  My  04 

"^  Charities 

BY   HELEN    PAGE   BATES 

See  also  60,  State  institutions;  335,  Corrections;  582,  Corporations  not  for  profit; 
1761,  Fraternal  beneficiary  societies 

2143  State  institutions  (general) 

a  N.  J.  Parent  or  guardian  making  application  for  person  to  enter 
any  state  institution  for  defectives  to  waive  right  of  removal  of 
inmate;  provisos;  approval  of  certificate  of  admission.  Supple- 
menting '7^  ch.2io,  and  amending  §3.      134,  28  Mr  04;  135,  28  Mr  04 

2144  Local  boards  and  officers 

a  Va.  Amending  C.  §95  as  to  time  of  appointment  of  superin- 
tendents  of  the  poor;  vacancies.  213,  15  Mr  04 

ax48  Poor  relief 

See  also  260,  Vajirrancy;  2406,  Pensions  and  relief 

2149  General 

a  Md.  Contingent  fund  of  $250,000  for  relief  of  destitution  caused 
by  Baltimore  fire  to  be  placed  at  disposal  of  State  Board  of  Public 
Works.  129,  22  Mr  04 

2151  Support  of  pauper.    Settlement 

a  N.  J.  Amending  R.  S.  '74  p.573  relative  to  liability  of  relatives 
to  maintain  their  poor:  Court  of  Quarter  Sessions  to  determine; 
court  may  order  weekly  payment  not  exceeding  $6  for  a  year  and 
compel  surety,  not  exceeding  $500  in  amount,  also  enforce  payment 
of  costs.  172,  175,  29  Mr  04 

b  N.  Y.  Amending  Crim.  P.  §915  relating  to  court  order  to  com- 
pel support  of  poor  relatives.  520,  29  Ap  04 

2155  Poorhouses 

2157    Local  institutions 

a  Mass.  Persons  committed  to  almshouse  or  workhouse  for 
offenses  against  laws  to  be  separated  from  pauper  inmates. 

274,  30  Ap  04 

b        O.     County  commissions  may  anticipate  tax  levy  and  issue  bonds 

to  $50,000  to  rebuild  infirmary  destroyed  by  fire.  p.33,  4  Mr  04 

c        O.    County  commissioners  may  erect   temporary  buildings   on 

condemnation  of  infirmary  by  board  of  health;  bond  issue  limited 

to  $10,000.  p.169,  22  Ap  04 
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Site  Sick  and  disabled 

Set  also  xoxS,  Communicable  diseases 

ax6a  Ambulances 

a        Mass.    Hospital  ambulances  to  have  right  of  way  in  public  high- 
ways. i6i,  19  Mr  04 
2x65                                                        Hospitals 
ai66    State  hospitals 

a        Miss.    Providing  for  management  of  State  Charity  Hospital  at 
Vicksburg:  reorganizing  board  of  trustees;   appointment  of  sur- 
geon and  steward;  method  of  expenditure;  biennial  report  to  Legis- 
lature.    Repealing  '96  ch.io.  112,  9  Mr  04 
3x68     Local  ho^itals 

a  Ala.  Governing  body  in  counties  of  35,000  may  appropriate 
money  to  care  for  sick  and  wounded  in  hospitals  within  county. 

p.  183,  5  Mr  03 

b  Ala.  Cities  of  5000  may  make  appropriations  to  care  for  sick  in 
hospitals  within  city.  P-4II»  10  O  03 

c  N.  J.  Towns,  boroughs  or  villages  on  majority  vote  at  annual 
election  may  contribute  to  support  of  public  patients  in  any  hos- 
pital in  state.  7,  29  F  04 

d  N.  J.  Counties  without  hospitals  may  appropriate  sum  not  ex- 
ceeding $15,000  [formerly  $1000]  toward  support  of  county  patients 
in  private  hospitals.    Amending  '86  ch.195.  92,  28  Mr  04 

e  N.  J.  Cities  without  hospitals  may  support  patients  in  private 
hospitals  within  city;  referendum.  223,  30  Mr  04 

f  N.  J.  Cities  may  levy  annual  tax  of  i  mill  for  support  of  public 
hospital  within  city.  '  224,  30  Mr  04 

«i7a  Children 

See  also   371,   Juvenile   offenders;    444,  Guardianship;   474,    Family;   2 118,  2iai, 
Employment 

a  Ga.  Courts  of  Record  may  commit  dependent  and  neglected 
children  from  4  to  14  to  private  undenominational  institutions  till 
16  years  of  age;  counties  may  pay  for  each  child  not  to  exceed  $50 
a  year;  annual  inspection  of  institutions  by  joint  legislative  com- 
mittee annually  appointed,  and  annual  report  to  Legislature. 

p.93,  15  Ag  04 
b        Ky.    $15,000    annual     appropriation     for    Kentucky    Children's 
Home  Society;  annual  statement  to  auditor  of  public  accounts. 

7,  20  F  04 
c        Md.    Amending  '00  ch.316  §1  defining  powers  of  juvenile  institu- 
tions and  societies:  managers  may  discharge  minors  before  ma- 
jority, permit  return  to  parents  or  relatives,  or   return   them  to 
institution  after  placing  out.  jy,  15  Mr  04 

d  Mass.  City  truant  officers  and  town  overseers  of  poor  to  search 
out  dependent  and  neglected  children  under  16,  provide  temporary 
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« 

care,  pending  proceedings;  payment  of  expenses  by  place  of  legal 
settlement,  or  on  approval  by  State  Board  of  Charity. 

356,  20  My  04 
e        N.  J.    Cities  of  150,000  may  provide  annual  excursions  for  chil- 
dren; expenditure  limited  to  $5000.  69,  28  Mr  04 
£        N.  Y.    Children  over  2  years  of  age  not  to  remain  in  state's 
prison;  commitment  to  asylum  for  children  or  to  care  of  relatives. 

547,  3  My  04 
ax74  Crippled  and  deformed  children 

a       Mass.    Providing   for   establishment   of   Massachusetts    School 

and  Home  for  Crippled  and  Deformed  Children;  organization  and 

management;  annual  report  of  trustees  to  governor;  provision  for 

$300,000  loan.  446,  8  Je  04 

axSa  Placing  out 

a  la.  Board  of  Control  of  State  Institutions  to  appoint  state 
agent  for  Soldiers'  Orphans  Home,  Industrial  School  for  Boys, 
and  Industrial  School  for  Girls;  to  place  out  and  visit  children  in 
homes;  indenture  and  adoption;  reports  to  board.  157,  13  Ap  04 

b  Mass.  Board  of  tifustees  of  Lyman  and  state  industrial  schools 
to  bind  out  children  in  families  or  homes  of  same  religious  belief; 
proviso.    Amending  R.  L.  ch.86  §36.  '      363,  23  My  04 

2x84  Deaf  and  dumb 

a  Md.  Compulsory  education  of  deaf  children:  children  8  to  16 
to  attend  school  for  deaf  for  8  months,  or  during  school  year; 
exceptions;  penalties.    Adding  §139-41  to  C.  art.77.       299,  7  Ap  04 

az86  State  institutions 

a  Ala.  Amending  C.  §3700,  '00  p.23  relative  to  Alabama  School 
for  the  Deaf:  11  trustees  of  managing  board  to  be  chosen  by  board 
[formerly  governor];  renewal;  vacancies;  procedure,      p.45,  12  F  03 

b  Ala.  Trustees  of  State  School  for  Deaf  and  State  School  of 
Negro  Deaf  and  Blind  on  recommendation  of  principal  may  extend 
term    of   pupil    to    14    [formerly    10]    years    of    age.     Amending 

C.  §3704.  3723'  '    P.47»  12  F  03 

c  la.  Amending  C.  §2724  relating  to  admission  fee  for  nonresident 
pupils  in  School  for  Deaf  at  Council  Bluffs.  108,  24  F  04 

d  Ky.  Changing  name  of  Kentucky  Institution  for  Education  of 
Deaf  Mutes  to  Kentucky  School  for  Deaf.  42,  19  Mr  04 

e  Miss*  Appointing  commission  to  select  site  near  Jackson  for 
state  institution  of  deaf  and  dumb;  cost  limited  to  $75>ooo;  to  con- 
tract for  erection  and  furnishing  of  same,  also  to  sell  property 
occupied  by  white  departments  of  former  institution;  report  to 
Legislature  of  1906.  108,  14  Mr  04 
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£  N.  D.  Submitting  amendment  to  Const.  1889  §215  subdiv.5: 
changing  name  of  Deaf  and  Dumb  Asylum  to  School  for  Deaf  and 
Dumb  of  North  Dakota.    Adopted  November  1904.     p.295,  2  Mr  03 

g  O.  Amending  R.  S.  §664  increasing  compensation  of  teachers 
and  employees  in  Institution  for  Education  of  Deaf  and  Dumb. 

p.521,  18  Ap  04 

h  Va,  Amending  C.  §1653,  1656,  1656a,  1657  relating  to  board  of 
visitors  of  Virginia  School  for  Deaf  and  Blind:  partial  renewal; 
vacancies;  meetings;  reports.  39>  27  F  04 

*in  Blind 

a  Mass.  Governor  with  consent  of  Council  to  appoint  3  commis- 
sioners to  prepare  register  of  adult  blind  from  20  to  60  years;  to 
consider  feasibility  of  establishing  industrial  schools;  report  to 
Legislature  of  1905;  $5000.  r.87,  23  My  04 

b  O.  Provision  for  pensioning  indigent  blind:  county  may  make 
quarterly  payments  limited  to  $25;  certificates  to  be  issued  by  pro- 
bate judge,  and  certification  made  to  county  commissioners;  regu- 
lations.   Repealing  R.  S.  §i49ia-b.  P-392,  25  Ap  04 

c  R.  I.  State  Board  of  Education  to  provide  for  instruction  of 
adult  blind  in  their  homes;  $1500.  r.ii,  13  Ap  04 

1191  State  institutions 

a  Ala.  Trustees  of  State  School  for  Blind  and  of  State  School  of 
Negro  Deaf  and  Blind,  on  recommendation  of  principal,  may  ex- 
tend term  of  pupil  to  14  [formerly  10]  years  of  age.  Amending 
C.  §3714,  3723.  p.47,  12  F  03 

b  Ga.  Provision  for  removal  of  Georgia  Academy  for  Blind  in 
Macon  to  suburbs  of  city;  disposition  of  grounds  and  buildings, 
and  purchase  of  other  property  authorized.  p.89,  13  Ag  04 

c  la.  Amending  C.  §2715  relating  to  admission  for  nonresidents 
in  College  for  Blind  at  Vinton.  107,  24  F  04 

d  O.  Amending  R.  S.  §670  increasing  compensation  of  officers  and 
employees  of  Ohio  State  School  for  Blind.  P-549»  3  My  04 

c  Va.  Amending  C.  §1653,  1656,  1656a,  1657  relating  to  board  of 
visitors  of  Virginia  School  for  Deaf  and  Blind:  partial  renewal; 
vacancies;  meetings;  reports.  39»  27  F  04 

9x9a  Insane 

Sef  also  60,  State  institutions;  446,  Guardianship 

9193  General 

a  Md«  Dependent  insane  persons  to  be  maintained  by  state  [for- 
merly county];  transfer  from  county  and  city  almshouses  to  state 
hospitals  after  January  1909;  commission  designated  to  provide 
for  additional  state  hospitals  and  report  to  Legislature  by  January 
1906.    Amending  C.  art.  59  §2.  421,  8  Ap  04 
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2194  State  boards  and  o£Bceni 

a  N.  Y.  Providing  for  examination  of  insane,  idiotic,  imbecile  lai 
epileptic  immigrants  at  port  of  New  York:  State  Board  of  Aliemsts 
created;  port  wardens  of  port  of  New  York  to  aid  in  deportatkn. 

326,  13  ApiH 

b        N.  Y.     Salary  of  president  of  State  Lunacy  Commission  I7500 

[formerly  $5000].     Amending  insanity  law  '96  ch.545  §3. 

330,  13  Ap  04 
2196  Asylums 

2198  State  asylums 

a  La.  $25,000  additional  appropriation  for  equipment  of  Insane 
Asylum  for  Colored  Persons  at  Alexandria  established  in  1902. 

5,  15  D  03 
b        La.    Changing  name  of  Insane  Asylum  for  Colored  Persons  of 
State  of  Louisiana  to  Louisiana  Hospital  for  Insane  at  Alexandria; 
white  and  colored  patients  to  be  received.    Amending  '02  ch.92  {i, 
2,  8,  9,  15,  16.  143,  6  Jl  04 

c  N.  Y.  Establishing  State  Reception  Hospital  for  Insane  in  bor- 
ough of  Manhattan;  State  Lunacy  Commission  to  approve  site, 
lease  lands  and  supervise  plans  and  erection  of  buildings;  $3oo/)oa 

760,  14  My  04 

d        O.     Committee  of  5  to  be  appointed  by  governor  to  consider 

location  for  state  hospital  for  insane;  report  to  Legislature  of  1906. 

p.651,  25  Ap  04 
e        W.  Va.     Revision  of  '97  ch.7,  '03  ch.32  relating  to  organization 
and  management  of  West  Virginia  Asylum  at  Huntington. 

23,  12  Ag  04 

2199  Institutional  boards,  officers  and  employees 

a  N.  Y.  Fixing  salaries  of  certain  officers  and  employees  of  state 
hospitals:  salary  advanced  from  minimum  to  maximum  rate  ac- 
cording to  length  of  service.  Amending  §38  and  adding  §38a  to 
insanity  law  '96  ch.545.  714,  11  My  04 

2200  County  asylums  and  officers 

a  O.  Commissioners  of  county  owning  or  partly  maintaining  hos- 
pital for  insane  may  levy  annual  ro  mill  tax  for  support. 

P73»  7  Ap  04 
b         O.     Commissioners  of  county  owning  or  partly  maintaining  hos- 
pital for  insane  may  borrow  money  to  $150,000  for  improvements; 
bond  issue.  p.74i   7  Ap  04 

c  O.  Commissioners  of  county  owning  or  partly  maintaining  hos- 
pital for  insane  may  condemn  land  for  use  of  same;  procedure. 

p.8i,  8  Ap  04 
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^303  Support.    Right  of  admission 

a  la.  Costs  of  care  and  commitment  of  insane  to  be  borne  by 
county  of  legal  settlement;  state  to  pay  if  no  settlement  within 
state.  78,  30  Mr  04 

SM>5  Inquest.    Commitment.    Discharge 

a  Ala.  Providing  for  maintenance  of  alleged  insane  pending  in- 
vestigation before  probate  judge  of  county.  p.237,  17  S  03 

b  Mass.  State  Board  of  Insanity  may  transfer  and  commit  insane 
persons  to  State  Hospital.  278,  30  Ap  04 

c  Mass.  Amending  R.  L.  ch.87  §33,  47-48,  73,  118  relating  to  com- 
mitments of  insane  persons  and  respective  fees.  459,  9  Je  04 

d  N.  Y.  Amending  insanity  law  '96  ch.S45  §64  relative  to  costs  of 
commitment.  428,  27  Ap  04 

e  O.  Common  pleas  judge  may  conduct  investigation  as  to  admis- 
sion of  insane  to  state  asylums,  when  probate  judge  absent  or 
incapacitated.  P>i64,  22  Ap  04 

f        O.    Amending  R.  S.  §719  as  to  certain  fees  in  insanity  inquests. 

p.296,  23  Ap  04 

g  Va.  Insane  person  may  be  committed  to  private  sanatorium  for 
4  months  without  expense  to  state,  county  or  city.  Amending 
C.  §1670.  240,  15  Mr  04 

S9o6    Transportation.    Transfer 

a  la.  Providing  for  payment  of  expenses  incurred  in  returning 
patients  escaped  from  hospitals  for  insane.     Amending  C.  §2287. 

79,  15  Mr  04 
2307  Discharge.    Parole.    Recommitment 

a  O.  Amending  R.  S.  §709  relative  to  discharge  of-  patients  from 
state  hospital  [formerly  asylum]  for  insane.  p. 52,  25  Mr  04 

»axo        •  Epileptics 

8213    State  asylums  and  colonies 

a  N.  Y.  Conferring  on  superintendent  of  Craig  Colony  for  Epi- 
leptics power  to  regulate  autopsies;  provisos.  Adding  subdiv.ii  to 
state  charities  law  '96  ch.546  §107.  545,  3  My  04 

b  W.  Va.  Revision  of  '97  ch.7,  '03  ch.32  relating  to  organization 
and  management  of  West  Virginia  Asylum  at  Huntington. 

23,  12  Ag  04 

"»5  Feeble-minded 

1218    State  institutions 

a  N.  Y.  Rome  State  Custodial  Asylum  to  receive,  maintain  and 
treat  custodial  class  of  feeble-minded  persons  and  idiots  [formerly 
unteachable  idiots];  superintendent  to  be  appointed  by  board  of 
managers  on  civil  service  examination  and  diploma  from  medical 
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college  with  3  years  experience  with  defective  classes,  epileptic 
or  insane  persons.    Amending  state  charities  law  '96  ch.546  art.6. 

462,  28  Ap  04 

b        N.  D.    Submitting  amendment   to   Const.    1889  §215   subdiv^: 

Institution  for  Feeble-minded  to  be  removed  from  Jamestown  to 

Grafton.    Adopted  November  1904,  p.294,  5  Mr  03 

c        W.  Va.    Revision  of  '97  ch.7,  '03  ch.32  relating  to  organization 

and  management  of  West  Virginia  Asylum  at  Huntington. 

23,  12  Ag  04 

2220  Education.   Science.    Culture 

See  also  2184,  Deaf  and  dumb;  2188,  Blind 

3222  Elementary  and  secondary  education 

2223  General  systems.     Codes 

a  Ala.  Municipal  corporations  may  purchase  school  property  on 
unanimous  consent  of  local  authorities,  approved  by  mayor  and 
two  thirds  vote  of  electors;  also  may  levy  tax  to  maintain  schools 
limited  to  2k  mills,  total  tax  not  exceeding  5  mills.       p.398,  6  O  03 

b  Ky.  Providing  for  establishment  of  graded  schools  in  common 
school  districts  bordering  on  county  lines.  36,  18  Mr  04 

c        La.    Generally  amending  '02  ch.214  relating  to  public  schools. 

167,  6  Jl  04 

d  Md.  Generally  amending  C.  art.77  relating  to  public  education: 
reorganization  of  State  Board  of  Education;  district  school  trus- 
tees; county  school  commissioners;  district  libraries;  normal  school 
departments  receiving  state  aid  to  report  annually  to  state  board. 

584,  12  Ap  04 

e  Mass.  School  committees  may  expend  money  to  exhibit  work 
of  public  schools  at  national,  state  or  foreign  expositions. 

172,  22  Mr  04 

f  N.  J.  Establishing  general  school  system.  36,  26  Mr  02. 
Unconstitutional.  Classification  special;  special  leg^lation.  Ricio 
V.  Mayor  of  Hoboken,  55  A.  1109  (1903). 

g        N.  J.    General  school  law.    pip.  i  (ex.  sess.),  19  O  03 

h  N.  Y.  Amending  consolidated  school  law  '94  ch.556  t.8  §42 
extending  to  school  districts  of  5000  established  under  special  stat- 
utes certain  rights  of  union  free  school  districts.  427,  27  Ap  04 

i        O.     Generally  amending  school  law  R.  S.  t.3  ch.i-13.    47p. 

p.334,  25  Ap  04 

j  Va.  Revision  of  C.  ch.66  relating  to  public  schools  for  counties 
and  to  literary  fund.  509  (ex.  sess.),  28  D  03 

k  Va.  Generally  amending  C.  ch.67  relative  to  public  schools  in 
cities  and  towns  constituting  separate  school  district.  Repealing 
§1532,  1535-37,  1539,  1540. 

512  (ex.  sess.),  31  D  03;  519  (ex.  sess.),  31  D  03 
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m  Va.  Miscellaneous  amendments  to  C.  ch.66  relating  to  public 
free  schools  for  counties  and  to  literary  fund.  loi,  ii  Mr  04 

Meetings.    Elections.    Suffrage 
Mfl5    General 

a  Ala.  Annual  school  meeting  of  township  trustees  to  be  held  on 
1st  Monday  in  September  [formerly  last  Monday  in  October] ;  teach- 
ers to  be  elected  at  meeting.    Amending  C.  §3562.      p.  151,  4  Mr  03 

Ma7  Districts.    Formation.    Division.    Consolidation 

Se^  al^o  227a,  Consolidation  of  schools 

a  Ala.  Providing  for  election  of  trustees  and  management  of 
school  districts  when  new  counties  created  or  county  lines  changed. 

p.264,  26  S  03 

b  Ala.  Provision  for  redistricting  public  schools:  township  lines 
abolished;  county  redistricting  boards  created;  establishment  of 
districts;  district  and  county  boards  of  trustees;  county  boards  of 
education;  apportionment.  P-^Sq,  30  S  03 

Officers.    Boards 

State 

La.  Submitting  amendment  to  Const.  1898  art.249:  salary  of 
superintendent  of  public  education,  $3000  [formerly  $2000].  Re- 
jected November  1904,  123,  6  Jl  04 

Mass.  Amending  R.  L.  ch.39  §2  and  repealing  §3,  4,  9,  12-16 
relating  to  State  Board  of  Education:  total  expenses  for  salaries 
of  secretary,  and  employees  of  board  limited  to  $20,000  and  trav- 
eling expenses  to  $3000  annually.  234,  13  Ap  04 

N.  Y.  Consolidating  Department  of  Public  Instruction  and  Uni- 
versity of  the  State  of  New  York:  office  of  state  superintendent  of 
public  instruction  and  secretary  of  University  abolished  and  state 
commissioner  of  education  created;  Board  of  Regents  reorganized. 

40,  8  Mr  04 

Va.  Repealing  '03  ch.254  (ex.  sess.)  relating  to  organization  of 
State  Board  of  Education.  520  (ex.  sess.),  31  D  03 

County 

la.  Amending  C.  §2738  as  to  annual  financial  report  of  normal 
institute  by  county  superintendent  of  schools.  113,  13  Ap  04 

Miss.  County  superintendents  of  education  to  receive  $500'$8oo 
[formerly  $150-^600]  salary.    Amending  Ann.  C.  '92  §3983. 

165,  18  Mr  04 

Miss.  County  superintendent  of  education  may  appoint  deputy 
in  case  of  sickness;  qualifications;  salary.  106,  22  Mr  04 

Men.  Prescribing  qualifications  for  county  superintendent  of 
schools.    P.   C.  §1744.  .  Unconstitutional  in   so  far  as  it   requires 
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teacher's  certificate  of  highest  county  grade.  Legislature  can  not 
prescribe  for  constitutional  offices  additional  qualifications  to  those 
imposed  by  Constitution.  State  v,  Acton,  77  P.  299  (1904). 
c  Va.  Repealing  C.  §208  which  required  certificates  of  election  to 
be  sent  to  county  boards  of  school  commissioners  on  election  by 
Legislature.  458  (ex.  sess.),  17  D  03 

2231  District,  township  and  municipal 

a  Ky.  Board  of  trustees  of  graded  common  school  to  consist  of  5 
[formerly  6]  members.     Amending  '93  ch.260  §105.        y;^  18  Mr  04 

b  Ky.  Amending  '93  ch.222  §238  as  to  salary  of  secretary  of  board 
of  education  in  cities  of  3d  class.  91,  22  Mr  04 

c  Mass.  Members  of  school  committees  ineligible  to  position  of 
teacher  or  superintendent  of  schools  in  same  locality.    173,  22  Mr  04 

d  Mass.  State  Board  of  Education  to  fix  qualifications  of  superin- 
tendent of  public  schools  in  superintendency  unions  receiving  state 
aid;  proviso.  215,  9  Ap  04 

c  N.  J.  Amending  '03  §78  (ex.  sess.)  relative  to  district  boards  of 
education:  number  of  trustees  may  be  reduced  to  5  or  3;  procedure; 
board  of  trustees  in  new  township.  28,  14  Mr  04 

f  R.  I.  Towns  uniting  to  employ  superintendent  of  schools  to 
receive  state  aid  equal  to  amount  raised  by  union;  repealing  pro- 
vision which  restricted  state  aid  to  union  with  less  than  40  schools. 
Amending  '03  ch.iioi  §3-5.      ,  1147,  23  Mr  04 

g  S.  C.  Minor  amendment  to  '03  ch.30  relating  to  election  of  trus- 
tees in  school  district  under  5000.  295,  8  Mr  04 

2232  Buildings.    Grounds 

3233    Construction.    Sites.    General 

a  la.  Independent  school  districts  in  cities  or  towns  of  2000-3000 
may  incur  indebtedness  for  schoolhouse  purposes  limited  to  2h% 
of  taxable  property  in  district;  procedure.  114,  30  Mr  04 

b  Miss.  County  supervisors  and  trustees  of  separate  school  dis- 
tricts may  apply  school  fund  balances  to  improving  school  build- 
ings, not  exceeding  $150  [formerly  $25]  to  each  school.  Amend- 
ing 96  ch.ii2.  121,  II  Mr  04 

c  N.  J.  Amending  '03  ch.i  §76  (ex.  sess.)  as  to  issue  of  school 
bonds  for  purchase  of  lands,  erection  and  improvement  of  school 
district  buildings;  sale  of  bonds.  40,  16  Mr  04 

d  N.  J^  Repealing  '03  ch.74  which  authorized  municipalities  and 
school  districts  to  raise  money  for  school  lands  and  buildings. 

Ill,  28  Mr  04 

e  N.  J.  Cities  of  12,000  to  150,000  may  convey  portion  of  munici- 
pal lands  not  exceeding  one  third,  to  school  board  for  public  school 
purposes.  140,  28  Mr  04 
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f  N.  Y.  Schoolhouses  to  be  erected  in  incorporated  village,  school 
district  or  city  under  50,000,  costing  $500,  to  be  approved  by  state 
commissioner  of  education  as  to  ventilation  and  fire  protection. 
Amending  consolidated  school  law  '94  ch.ss6  §17.  281,  13  Ap  04 

g  N.  Y.  Amending  consolidated  school  law  '94  ch.556  t.g  §2  rela- 
tive to  acquisition  of  schoolhouse  sites.  305,  13  Ap  04 

>S37  General  school  finance 

For  finance  of  state  educational  institutions,  see  2332 

1^39  State  and  local 

1040    Funds.    Lands.    Taxes 

See  also  773.  Public  lands 

a  Ala.  Providing  for  sale  of  i6th  section  school  lands  containing 
minerals.  P-245,  22  S  03 

b  Ky.  Amending  '93  ch.241  §9  subdiv.2,  96  as  to  levy  of  additional 
school  tax  of  \\  mills;  proviso.  112,  24  Mr  04 

c  La.  Submitting  amendment  to  Const.  1898  art.  46:  Legislature 
elected  in  April  1904  authorized  to  issue  $1,000,000  of  3%,  25  year 
bonds  for  educational  purposes;  exemption  from  taxation.  Rejected 
November  1904.  ZZ*  23  Je  04 

d  La.  Providing  for  $i,ooo,cxx>  bond  issue  for  educational  pur- 
poses, and  disposition  of  funds,  on  adoption  of  amendment  to 
Const.  1898  art.46  in  November  1904.  37^  24  Je  04 

c  La.  Amending  '98  ch.170  §90  as  to  rate  of  annual  levy  for 
school  purposes.  63,  29  Je  04 

f  La.  State  and  parish  boards  of  education  may  accept  and  ad- 
minister donations  for  educational  or  literary  purposes;  procedure. 

158,  5  Jl  04 

g         Miss.     County   supervisors   may   lease  for  3  years  school   lands 

for  turpentine  or  pasturage  purposes,  or  sell  timber  [formerly  pine] 

thereon.     Amending  '98  ch.41  §1.  124,  18  Mr  04 

h         N.  J.     Amending  '03   ch.187  relative   to  transfer   of  lands   and 

mortgages  held  by  state  sinking  fund  for  support  of  public  schools. 

104,  28  Mr  04 

i         N.  Y.     Repealing  consolidated  school   law  '94  ch.S56  t.2  §1,  2 

which  provided  for  state  school  tax  and  apportionment  of  school 

moneys.  390,  26  Ap  04 

j        Va.     Verbal  amendment  to  C.  §1421  relating  to  bequests  and  gifts 

made  to  State  Board  of  Education  for  educational  purposes. 

475  (ex.  sess.),  18  D  03 
k        Va.     Repealing  C.  §1513  relating  to  payment  of  arrearages   of 
state  school  funds.  520  (ex.  sess.),  31  D  03 

m        W.  Va.     Amending  C.  ch.105  §4,  14  relating  to  county  commis- 
sioner of  school  lands:  term  4  years;  annual  report  to  auditor. 

18,  12  Ag  04 
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n  W.  Va.  Amending  C.  ch.45  §38,  40,  45,  60,  62  relating  to  school 
funds  and  tax  levies.  19,  15  Ag  04 

3241    Investment  of  funds 

a  Mass.  Providing  for  permanent  investment  of  technical  educa- 
tion fund,  commonwealth  grant.  174,  22  Mr  04 

b  Minn.  Submitting  amendment  to  Const.  1857  art.8  §6:  perma- 
nent school  and  university  funds  may  be  invested  in  indebtedness 
of  localities  unless  bonds  purchased  make  bonded  indebtedness 
exceed  15%  [formerly  7%]  of  assessed  valuation.  Adopted  Novem- 
ber 1904,  25,  3  Mr  03 

c  S.  D.  Submitting  amendment  to  Const.  1889  art.8  §11:  school 
funds  may  be  invested  in  county,  township  or  city  bonds;  no  loan 
to  exceed  $5000  or  one  third  [formerly  one  half]  valuation  of  land 
covered  by  mortgage;  interest  charge  not  less  than  5%  to  be  fixed 
by  Legislature.    Adopted  November  1904.  99,  '03 

2242    Apportionment 

a  Ky.  Amending  '02  ch.63  §2  relating  to  distribution  of  school 
fund.  28,  12  Mr  04 

b  Mass.  State  school  fund:  no  apportionment  to  towns  not  com- 
plying with  school  law;  fund  not  to  be  used  for  expenses  of  school 
committees.  107,  24  F  04 

c  Miss.  Amending  Const.  1890  §206:  division  into  county  and 
state  common  school  funds;  county  fund,  consisting  of  poll  tax 
to  be  retained  in  county  where  collected;  state  [formerly  entire] 
fund  to  be  apportioned  among  counties  and  school  districts  pro- 
portionally to  children  of  school  age.  Adopted  November  1900', 
ratified  by  Legislature  of  1^04.  201,  6  Mr  00 

d  N.  Y.  School  moneys  to  be  paid  to  county  treasurers  and  city 
chamberlain  of  New  York  between  April  i  and  May  1$.  Amending 
consolidated  school  law  '94  ch.556  t.2  §12.  166,  28  Mr  04 

e  N.  Y.  State  commissioner  of  education  to  apportion  education 
fund  and  certify  to  comptroller  for  distribution  and  payment; 
[formerly  distributed  by  superintendent  of  public  instruction  and 
University  of  the  State  of  New  York].  Amending  state  finance 
law  '97  ch.413  §80.  225,  4  Ap  04 

£  N.  Y.  School  district  maintaining  home  school  of  12  pupils  to 
receive  teacher's  quota  additional  to  district  quota.  Amending 
consolidated  school  law  '94  ch.556  t.15  §14.  322,  13  Ap  04 

3243  County,  district  and  municipal 

2244    General.    Accounts.    Miscellaneous  regulations 

a  Ala.  Providing  for  county  election  on  question  of  special  school 
tax;  procedure.  P-350,  i  O  03 
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h  Fla.  Amending  Const.  1885  art.12  §8:  counties  to  levy  annual 
school  tax  of  3  to  /  [formerly  5]  mills.    Adopted  November  1904. 

p.637,  13  My  03 

€  Ga.  Amending  Const  1877  art8  §4  |[i:  counties  [formerly  on 
recommendation  of  2  grand  juries],  militia  districts,  school  districts 
and  municipal  corporations  may  maintain  public  schools  by  local 
taxation,  on  two  thirds  vote  of  persons  voting  at  special  election 
[formerly  of  qualified  voters].    Adopted  October  1904, 

p.23,  17  Ag  03 

d  Miss.  County  supervisors  may  pay  school  teachers  in  certain 
cases  of  deficit  in  school  funds.  105,  14  F  04 

«  Miss.  County  superintendents  may  defer  or  alter  contracts  with 
teachers  on  information  as  to  amount  of  county  appropriation  to 
be  received  from  common  school  fund.    Amending  Ann«  C.  '92 

§4035.  167,  3  Mr  04 

f  N.  J.  District  board  of  education,  when  district  contains  more 
than  I  municipality,  may  designate  custodian  of  district  school 
moneys.    Amending  '03  ch.i  §185  (ex.  sess.)  188,  29  Mr  04 

ia45    Debts 

a  N.  J.  School  districts  may  issue  bonds  to  pay  indebtedness; 
bonds  to  be  lien  on  property  of  district  and  of  inhabitants.  Sup- 
plementing '03  ch.i  (ex.  sess.).  no,  28  Mr  04 

b  N.  J.  Bonds  issued  by  consolidated  school  districts  to  be  lien 
on  inhabitants  and  property  of  municipalities  comprising  such 
district.    Supplementing  '03  ch.i  (ex.  sess.).  139,  28  Mr  04 

c  Va.  County  supervisors  may  levy  special  tax  on  school  district 
property  to  pay  interest  and  principal  on  district  bonds. 

599  (ex.  sess.),  12  Ja  04 

U46  Negroes 

a        Ky.    Proceeds  of  county  seminary  property  vested  in  common 

school  district    to  be    used    for  schools  for  white  [formerly  all] 

pupils.    Amending  '96  ch.14  §1.  31,  17  Mr  04 

b        Ky.    Cities  of  4th  class  may  separate  system  of  graded  schools 

into  schools  for  white  and  colored  pupils;  regulations. 

53,  21  Mr  04 

.  c        Ky.    Prohibiting  white  and  colored  persons  from  attending  same 

scbool;  $1000  fine  for  operating  school,  college  or  institution,  or 

for  teaching  therein.  85,  22  Mr  04 

^»47  Teachers 

2250    Teachers  associations 

a       Mass.    County   teachers    associations    to    receive    from    state 

$50  [formerly  $25]  for  each  annual  meeting  in  interest  of  schools; 

regulations.    Amending  R.  L.  ch.40  §4.  383,  27  My  04 

13 
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3353  Employment.    Pay.    Pensions 

2354    Salaries 

a        Ala.    County    superintendents    of    education    to    pay    school 

teachers  monthly  [formerly  quarterly];  regulations.    Amending  C. 

§3610,  3612.  p.153,  24  Mr  03 

b        Miss.    Salary  of  ist  grade  public    school    teacher,    $25  to  $6s 

[formerly  $55]  a  month.    Amending  Ann.  C.  '92  §4031. 

166.  22  Mr  04 

3356  Qualifications.    Examinations.    Certificates 

3358    Examinations  and  certificates.    General 

a        Ala.    Amending  '99  p.217  §16  as  to  teachers  certificates:  repeal- 
ing provision  which  related  to  regranting  of  3d  grade  certificates. 

p.309.  30  S  03 
b       Ala.    State  superintendent  of  education  may  hold  special  ex- 
aminations for  teachers  in    May    and    October    at  state  normal 
schools;  costs  to  be  met  by  applicants.  P*396,  6  O  03 

c  Ala.  Amending  '99  p.217  §19  as  to  duties  of  secretary  of  State 
Board  of  Examiners.  P-49i>  9  O  03 

d  Miss.  Amending  '02  ch.iio  as  to  time  for  examination  of  public 
school  teachers.  135,  22  Mr  04 

e  Va.  Repealing  C.  §1440  relating  to  duties  of  county  superin- 
tendent of  schools  as  to  examination  of  teachers. 

520  (ex.  sess.),  31  D  03 
3363  Institutes 

3365  Summer  schools 

a  Ala.  Establishing  Summer  School  for  Teachers  at  State  Uni- 
versity; free  tuition  to  state  teachers;  examinations  by  State  Board 
of  Examiners;  $5000  annual  appropriation,  on  local  subscription  of 
$2500;  quadrennial  report  to  Legislature.  p.307,  i  O  03 

3366  Non^al  schools 

a  Ala.  Governor  and  state  superintendent  of  education  made  trus- 
tees of  Alabama  Normal  College  at  Livingston.  P-427,  9  O  03 

b  Ga.  Reorganizing  managing  board  of  State  Normal  School  at 
Athens.    Amending  '91  p.126  §3-5,  7-9.  p.86,  15  Ag  04 

c  O.  Trustees  of  township  in  which  normal  school  is  situated  may 
levy  annual  tax  limited  to  2  mills  to  aid  school,  on  submission  of 
question  to  popular  vote.  P-389,  25  Ap  04 

ci  S.  C.  $100  [formerly  $44]  scholarships  in  Winthrop  Normal  Col- 
lege may  be  assigned  subject  to  competitive  examination:  applicant 
to  prove  his  fittancial  inability  to  attend  college.  268,  25  F  04 

d  Va.  Amending  C.  §1613  subdiv.2  as  to  board  of  visitors  of  Vir- 
ginia Normal  and  Industrial  Institute;  partial  renewal. 

332  (ex.  sess.),  28  N  03 
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t  Va.  Providing  for  appointment  of  board  of  trustees  of  State 
Female  Normal  School  at  Farmville  by  system  of  partial  renewal. 
Amending  C.  §1608.  528  (ex.  sess.),  31  D  03 

E  Va.  Special  joint  commission  to  be  appointed  to  consider  ad- 
visability of  establishing  additional  state  female  normal  school; 
report  to  Legislature.  583  (ex,  sess.)»  11  Ja  04 

g  Va.  Amending  C.  §1613  Subdiv.ii  as  to  funds  of  Virginia  Nor- 
mal and  Industrial  Institute:  board  of  visitors  to  designate  banks 
of  deposit  [formerly  from  among  state  depositories], 

588  (ex.  sess.),  ti  Ja  04 

7  *  Attendance 

0  Compulsory  attendance.    Truancy 

Set  also  azi8,  Employment  (children) 

a  la.  Amending  C.  12823a,  2823e  relating  to  compulsory  educa- 
tion: children  7  to  14  to  attend  school  16  [formerly  12]  consecutive 
weeks  each  school  year  from  ist  week  of  school;  board  of  direc- 
tors of  school  corporations  of  20,000  shall  [formerly  may]  appoint 
truant  officers.  116,  6  Ap  04 

b  Ky.  Compulsory  school  attendance  in  ist,  2d,  3d  and  4th  class 
cities  of  children  7  to  14  either  in  public  school  or  private  school 
with  5  months  session;  exceptions;  city  board  of  education  to  ap- 
point annually  i  truant  officer  for  each  3000  pupils;  powers  and 
duties;  fines.  94,  22  Mr  04 

c  Md.  Compulsory  education  of  deaf  children:  children  8  to  16 
to  attend  school  for  deaf  for  8  months,  or  during  school  year; 
exceptions;  penalties.    Adding  §139-41  to  C.  art.77.         299,  7  Ap  04 

d  Mass.  Boy  may  be  committed  to  county  truant  school  as 
habitual  truant,  absentee  or  school  offender  till  16  years;  [formerly 

• 

commitment  not  to  exceed  2  years].     Amending  R.  L.  ch.46    §3, 
4»  5,  8.  220,  9  Ap  04 

c  Mass.  State  Board  of  Education  to  investigate  feasibility  of  in- 
creasing age  of  compulsory  school  attendance  to  15  years. 

r.8o,  20  My  04 

f  N.  Y.  Compulsory  education  law  for  Indian  children  on  re- 
servations. Repealing  '00  ch.183,  '01  ch.i88  relating  to  Allegany, 
Cattaraugus  and  Onondaga  reservations.  424,  27  Ap  04 

$  School  year,  month,  day 

a  Ky.  Schools  must  maintain  6  [formerly  5]  months  session  to 
receive  apportionment  of  school  fund.  Amending  '93  ch.260 
art.  I  §2.  17.  4  Mr  04 

1  Textbooks.    Curriculum.    General 
3  Free  textbooks 

a  Mo.  Amending  Const.  1875  art.  10  by  adding  ^27:  annual  tax  of 
I  mill  to  be  levied  to  supply  schools  with  free  textbooks.  Refected 
Not'ember  1904.  p.281,  '03 
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2284  Uniformity 

a  Ala.  Providing  for  adoption  of  uniform  series  of  school  text- 
books :  creating  State  Text  Book  Commission;  appointment  of  ex- 
amining committee;  5  year  contracts  to  be  awarded;  state  de- 
positories and  county  agencies;  $2000.  p.  167,  4  Mr  03 

b  Ky.  Creating  State  School  Book  Commission  :  to  adopt  uni- 
form series  of  textbooks  and  make  5  year  contract  for  same; 
county  schoolbook  commission  to  serve  as  examining  committee; 
depositories;  $1000.     I4p.  3,  8  F  04 

c  Miss.  Creating  State  Textbook  Commission  :  to  adopt  uniform 
series  of  textbooks,  and  make  5  year  contracts  for  same;  contractor 
to  furnish  depositories.  86,  19  Mr  04 

3387  Branches.    Courses 

2304  Music 

a  la.  Contingent  school  funds  may  be  used  to  supply  books  for 
teaching  vocal  music,  not  to  exceed  $25  for  each  school.  Amend- 
ing C.  §2783.  115,  24  F  04 

^330  Higher  education 

2332  State  institutions  (general) 

a  Ga.  State  educational  institutions  to  include  in  annual  report 
and  catalogue  occupation  of  parents  of  students,  also  of  graduates. 

p.762,  13  Ag  04 

b  la.  State  University,  State  College  of  Agriculture  and  Mechanic 
Arts,  State  Normal  School  to  report  biennially  to  Legislature; 
contents  of  reports.  104,  13  Ap  04 

c  la.  Joint  legislative  committee  of  6  members  to  consider  ad- 
visability of  changing  present  system  of  management  of  state  edu- 
cational institutions;  report  to  Legislature  of  1906;  $1200. 

p.2ii,  12  Ap  04 

2335  Admission.    Scholarships.    Tuition 

a  S.  C.  Creating  124  scholarships  in  Agricultural  College;  4  years; 
$100  annually.  290,  25  F  04 

2336  State  imiversities.    Colleges 

a  Ala.  Providing  for  management  of  University  of  Alabama,  and 
appointment  of  board  of  trustees  according  to  Const.  1901  §264; 
quadrennial  report  to  Legislature.  P*I09»  3  ^^  03 

b  La.  Submitting  amendment  to  Const.  1898  art.255  relating  to 
Louisiana  State  University  and  Agricultural  and  Mechanical  Col- 
lege; repealing  provision  limiting  annual  appropriation  for  main- 
tenance to  $15,000,    Adopted  November  1904,  la,  17  Je  04 
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»  La.  Amending  '77  ch.145  §16  authorizing  Louisiana  State  Uni- 
versity and  Agricultural  and  Mechanical  College  to  sell  lands  in 
respective  counties  severally  owned  prior  to  union  in  1877;  prO' 
cads  to  he  used  for  support  of  institution,  169,  6  Jl  04 

^  Miss.  Repealing  Ann.  C.  '92  §4446,  and  amending  '96  ch.ii6 
relating  to  governing  board  of  State  University  :  to  consist  of  16 
[formerly  15]  trustees.  122,  10  Mr  04 

^  O.  Library  of  Ohio  State  University  made  depository  for  library 
of  State  Geological  Survey;  regulations.  P«649,  25  Ap  04 

CKs  Local  institutions 

5  O.  Boards  of  directors  of  municipal  universities,  colleges  and 
educational  institutions  may  accept  educational  trusts;  application 
of  funds;  trusteeship  to  vest  in  city;  board  of  education  to  control 
trust  funds  [formerly  law  applied  only  to  University  of  Cincin- 
nati and  University  of  Toledo].  Amending  R.  S.  §4095-97,  4099- 
4105.  p.S4i,  3  My  04 

7  Private  institutions 

See  also  582,  Corporations  not  for  profit;  812,  Exemptions  from  general  property 
tax 

a  Ala.  Institutions  chartered  by  Legislature  with  power  to  grant 
diplomas  and  degrees  may  change  name  and  amend  charter;  con- 
ditions; procedure.  P-343i  i  O  03 

>  Professional  and  technical  education 

For  examination  and   licensing  see  591,    Practice  of   law;    944,  Medicine;   948, 
Dentistry;  949,  Pharmacy;  1588,  Veterinary  practice.    5>^  a/itf  2366,  Normal  schools 

4  Agricultural  schools 

Sfe  also  1828,  Agricultural  experiment  stations 

a  AUu  Amending  C.  §405,  407  relating  to  Board  of  Control  of 
Branch  Agricultural  Experiment  Stations  and  Schools;  member- 
ship of  board.  P-259,  30  S  03 

b  Ala.  Requiring  agriculture  to  be  taught  in  public  schools;  cities 
of  500  excepted;  examination  in  subject  required  for  teacher's 
license.  p.537,  10  O  03 

:  Ky.  $15,000  annual  appropriation  for  Agricultural  and  Mechan- 
ical College  of  Kentucky.  126,  26  Mr  04 

1  Md.  Amending  '88  ch.326  §4  relating  to  board  of  trustees  of 
Maryland  Agricultural  College.  537,  8  Ap  04 

6  Mass.  ssoo  [formerly  5000]  copies  of  annual  report  of  Massa- 
chusetts Agricultural  College  to  be  published.  Amending  R.  L. 
ch.9  §7  line  120-27.  388,  31  My  04 

£  N.  Y.  Establishing  New  York  State  College  of  Ag^riculture  at 
Cornell  University  on  conveyance  of  lands  by  university;  $250,000. 

655,  9  My  04 
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g  Va.  Amending  C.  §1591  relating  to  appointment  of  board  of 
visitors  of  Virginia  Ag^'icultural  and  Mechanical  College. 

497  (ex.  sess.)»  26  D  03 
2348(5  Military 

a  Va.  Amending  C.  §1565,  1574,  1581-82  as  to  powers  of  board  of 
visitors  of  Virginia  Military  Institute.  Repealing  C.  §1569,  1576, 
1579-80.  413  (ex.  sess.),  10  D  03 

2350  Technical  and  manual  training 

a  Ala.  $10,000  additional  annual  appropriation  for  maintenance  of 
Alabama  Girls  Industrial  School.  P-i35>  4  Mr  03 

b  Ky.  $15,000  annual  appropriation  for  Agricultural  and  Mechan- 
ical College  of  Kentucky.  120,  26  Mr  04 

c  La.  Submitting  amendment  to  Const.  1898  art.256 :  repealing 
provision  limiting  annual  appropriation  for  maintenance  of 
Louisiana  Industrial  Institute  to  $15,000.    Rejected  November  1904, 

18,  17  Je  04 

d  Mass.  Textile  schools  receiving  state  aid  to  report  annually  to 
Legislature.  248,  22  Ap  04 

e  Va.  Amending  C.  §1591  relating  to  appointment  of  board  of 
visitors  of  Virginia  Agricultural  and  Mechanical  College. 

497  (ex.  sess.),  26  D  03 

f  Va.  Amending  C.  §1613  subdiv.ii,  as  to  funds  of  Virginia  Nor- 
mal and  Industrial  Institute:  board  of  vistors  to  designate  banks 
of  deposit  [formerly  from  among  state  depositories]. 

588  (ex.  sess.),  it  Ja  04 

aasa  Libraries 

BY  WILLIAM  P.  YUST 

a  Va.  Revision  of  C.  rh.  18  relating  to  duties  of  secretary  of  com- 
monwealth and  concerning  state  and  other  libraries.  Repealing 
'03  ch.253,  ch.261  (ex.  sess).  547  (ex.  sess.),  2  Ja  04 

b  Va.  Amending  C.  §249,  253-55,  258-60  relating  to  State  Library  : 
separation  of  law  library  of  Supreme  Court  of  Appeals  from  State 
Library;  library  board  may  establish  traveling  library  exchanges; 
hours  of  opening;  use  of  library  53,  8  Mr  04 

2354  State  libraries 

a        Ga.    Salary  of  assistant  state  librarian,  $1200   [formerly  $800]. 

Amending  C.  §150.  p.50,  16  Jl  04 

b        Ky.    Term  of  state  librarian,  4  [formerly  2]  years;  salary  $1200 

[formerly  $1000].    Amending  '93  ch.262  §7.  10,  27  F  04 

c        O.    $5000  appropriation  to  provide  additional  rooms  for  state 

library;    governor,    adjutant    general   and    president   of   board   of 

library  commissioners  to  supervise  work. 

p.641,  24  Mr  04;  p.515,  27  Ap  04 
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Va.  Providing  for  protection  of  property  of  State  Library 
against  mutilation  and  theft;  misdemeanor  not  to  return  a  book 
within  two  weeks  after  notice.  21,  19  F  04 

Public  documents 

See  a/90  Distribution  of  public  documents 

R.  I.  State  librarian  to  distribute  all  public  documents  to  libra- 
ries; exception.  1148,  24  Mr  04 

Free  public  libraries 
State  aid  and  supervision.    Traveling  libraries 

N.  J.  Amending  '98  ch.175  transferring  management  of  traveling 
libraries  from  Board  of  Commissioners  of  State  Library  to  Public 
Library  Commission.  23,  7  Mr  04 

Establishment.    Support.    Government 

a  Ga.  Funds  appropriated  by  city  for  public  library  to  be  ex- 
pended by  library  hoard  of  trustees  elected  by  city  council  [formerly 
by  city  school  board].    Amending  '01  p.52.  p.90,  15  Ag  04 

b  la.  City  and  college  or  university  therein  may  jointly  establish 
public  library;  selection  of  library  treasurer.    Amending  C.  §728,  730. 

24,  13  Ap  04 

c  la.  Municipality  exacting  mulct  tax  may  appropriate  20%  in 
addition  to  regular  tax  to  support  free  public  libraries.  Amending 
C.  §732.  25,  13  Ap  04 

d  la.  Cities  and  towns  establishing  free  public  library  may  levy 
tax  of  2  mills  and  additional  tax  of  3  mills  for  certain  purposes. 
Amending  C.  §894  subdiv^.  38,  13  Ap  04 

e  O.  Township  trustees  may  levy  annual  tax  of  /  [formerly  iV 
mill]  for  public  library.    Amending  R.  S.  §1476.  p.26,  3  Mr  04 

f  O.  Women,  not  exceeding  3,  may  serve  on  board  of  public 
library  trustees.     Amending  '02  p.20  §218  (ex.  sess.).    p.34,  15  Mr  04 

1359  Law  libraries 

a  Mass.  Incorporated  law  libraries  to  receive  same  public  docu- 
ments as  county  law  libraries;  additional  copy  for  each  branch. 

209,  9  Ap  04 

b  O.  Providing  for  printing  and  distribution  of  catalogue  of  1904 
of  Supreme  Court  law  library.  p.634,  16  F  04 

c  O.  Amending  R.  S.  §1536  subdiv.935-36  relating  to  law  libraries  : 
county  to  provide  suitable  room  in  courthouse  for  library;  salary 
of  librarian  limited  to  $500  in  certain  counties.  p.72,  7  Ap  04     ^  . 

1360  School  libraries 

a  N.  Y.  Providing  for  establishment  and  extension  of  school 
libraries  :  city,  and  school  district  to  raise  amount  equal  to  state 
appropriation;  state  commissioner  of  education  to  prescribe  ex- 
penditure; purchase  of  books;  $45,000  additional  appropriation. 

668,  9  My  04 


History 
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b  O.  Municipalities  may  transfer  property  to  trustees  of  public 
library  for  school  district  libraries.  P*i33»  21  Ap  04 

c  S.  C.  School  libraries:  county  and  state  boards  of  education  to 
add  $10  to  each  $10  private  subscription;  books  selected  by  local 

• 

board  from  list  by  state  board;  exchange  of  libraries;  appropria- 
tion limited  to  12  schools  in  county;  $5000.  207,  18  F  04 

236X  Private  library  associations 

a        Ala.    Incorporated  library  associations  to  have  3  to  9  trustees. 

Amending  C.  §1302.  p.41,  6  F  03;  p.241,  18  S  05 

b        Ky.    Corporations  incorporated  to  maintain  free  libraries  may 

transfer  same  to  city  or  town.    Amending  '92  ch.14  §4   86,  22  Mr  04 

^362  History.    Records.    Memorials 

2363  State  boards  and  officers 

a  Md.  Creating  Public  Records  Commission  :  term  2  years;  to 
investigate  condition  and  completeness  of  public  records;,  $1000 
annual  appropriation;  report  to  Legislature.  282,  7  Ap  04 

b  Mass.  2^)0  [formerly  3000]  copies  of  annual  report  of  com- 
missioner of  public  records.    Amending  R.  L.  ch.9  §7  line  104-5. 

410,  3  Jc  04 

2364  Anniversary  celebrations 

a        N.  J.    Cities  under  general  city  goveii:ment  law  may  appropriate 

sum   not   exceeding  $30,000  for  semicentennial   celebration;   bond 

.issue.  I7»  2  Mr  04 

b  O.  Providing  for  publication  of  proccec:3gs  of  Ohio  centennial 
at  Chillicothe;  distribution.  p.653,  22  Ap  04 

2365  Archives.    Records.  Colonial  laws 

a        Md.    Provision  for  adding  to  state  archives,  Maryland  Calendar 

of  Wills,  1635-1777;  distribution.  404,  7  Ap  04 

b        Md.    Provision  for  adding  to  state  archives  Riley's  History  of 

General  Assembly  of  Maryland,  1637-1904;  distribution. 

622,  12  Ap  04 
c        O.    Amending  '02  p.597  relating  to  publication  of  Biographical 

AnnaU  of  Ohio.  PS^i,  IQ  Ap  04 

d        R.  I.    $2000  for  purchase  of  300  copies  of  volume  2,  containing 

record  of  early  deaths  in  Rhode  Island  compiled  from  newspapers; 

distribution  by  secretary  of  state.  r.20,  12  Ap  04 

3366  Historical  societies 

a  la.  %75oo  [formerly  $1000]  annual  appropriation  for  permanent 
support  of  State  Historical  Society  of  Iowa.    Amending  C.  ^2^2. 

117.  9  Ap  04 

b  Md.  Relating  to  sale  and  exchange  of  publications  of  Marvlnnd 
Historical  Society.  41,  9  Mr  04 
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c        O.    Providing  for  republication  of  annual  volumes  of  Ohio  State 
Archeological  and  Historical  Society;  distribution.      p.648,25Ap04 

IIB7  Museums 

a  la.  $200,000  for  completion  of  state  historical,  memorial  and 
art  building;  Executive  Council  to  supervise  work.        163,  2  Ap  04 

§69  Scenic  and  historic  places 

See  also  2370,  Memorials 

a        Ala.    Placing  monument  at  Fort  Louis  de  la  Mobile  in  custody 
of  director  of  Department  of  Archives  and  History,      p.74,  26  F  03 
b        Md.    Designating  committee  of  4  members  to  prepare  plan  for 
rebuilding  Fort  Frederick;  report  to  Legislature  of  1906;  $50. 

p.  1273.  '04 
c        N.  Y.    Commissioners  of  Land  Office  on  recommendation  of  Am- 
erican Scenic  and  Historic  Preservation  Society  to  acquire  site  of 
Fort  Brewerton;  $2000.  653,  9  My  04 

d  O.  Associations  incorporated  to  preserve  battlefields,  memorial 
sites,  or  places  set  apart  for  burial  of  soldiers  may  condemn  prop- 
erty, improve  same  and  prescribe  regulations  for  use  by  public. 

p.97,  19  Ap  04 
370  Memorials.     Monuments 

a  O.  Cemetery  associations  may  sell  lands  for  site  of  public 
monuments;  exemption  from  mortgage  or  sale  for  debt.  Adding 
§3S75a,  3578a  to  R.  S.  p.66,  i  Ap  04 

137a  Grave  markers 

a  N.  Y.  Amending  '02  ch.206  $2  as  to  erection  of  new  headstones 
on  removal  of  soldiers  remains.  506,  29  Ap  04 

b  O.  County  commissioners  on  petition  of  township  or  munici-. 
palities  to  procure  metal  markers  for  veterans  of  Revolutionary 
War.    Amending  '00  p.228.  P-252,  23  Ap  04 

1373  Medals 

a  Mass.  Commission  appointed  in  1902  to  prepare  testimonials 
for  Spanish  war  veterans  and  heirs  of  those  dying  in  service. 
Amending  *02  r.68.  r.37,  11  Ap  04 

b  N.  J.  Governor  to  have  prepared  New  Jersey  Civil  War  veteran 
medal  to  be  presented  to  survivors  of  officers  and  men  enlisting 
during  Civil  War.  PS  12,  28  Mr  04 

1376  Memorials  on  battlefields.    Soldiers  monuments 

a  la.  Commission  of  veterans  to  be  appointed  by  governor  to 
erect  monument  commemorative  of  soldiers  who  suffered  and  died 
at  Andersonville;  annual  report  to  governor;  $10,000.      166,  9  Ap  04 

b  La.  Amending  *02  ch.76  §1  as  to  membership  of  Vicksburg  com- 
mission. 161,  5  Jl  04 


[emorials 
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c  N.  J.  $5000  for  erection  of  monument  to  Qth  regiment  of  New 
Jersey  volunteer  infantry  buried  in  National  cemetery  at  Newbem 
N.  C.  56,  22  Mr  04 

d  N.  J.  Governor  to  appoint  3  commissioners  to  erect  tablets  or 
monuments  on  revolutionary  battle  grounds  at  Elizabethtown,  Con- 
necticut Farms  and  Springfield;  $5000.  93,  28  Mr  04 

c  N.  Y.  Providing  for  erection  of  monument  to  martyrs  who 
perished  in  New  York  harbor  in  prison  ships  of  Revolution:  desig- 
nating committee  to  supervise  expenditure;  $25,000,  on  receipt  of 
United  States  appropriation  of  $175,000.  634,  9  My  04 

f  N.  Y.  American  Scenic  and  Historic  Preservation  Society  [formerly 
Society  for  Preservation  of  Scenic  and  Historic  Places  and  Ob- 
jects] to  continue  improvement  and  maintenance  of  Stony  Point 
peninsula;  appropriation.  641,  9  My  04 

g  N.  Y.  Commission  on  Battlefield  Monuments  of  Gettysburg 
and  Chattanooga  appointed  in  1895  to  erect  monument  to  51st 
regiment  of  New  York  state  volunteers  at  Antietam;  $1500. 

662,  9  My  04 

h  N.  Y.  Commission  on  Battlefield  Monuments  at  Gettysburg 
and  Chattanooga  to  erect  monument  at  Manassas  Plains  to  5th 
regiment  of  volunteer  infantry;  $1500.  673,  9  My  04 

i  O.  Commission  of  3  members  to  be  appointed  by  governor  to 
erect  soldiers  monument  at  Fort  Meigs;  $25,000.      p.651,  25  Ap  04 

j  O.  County  commissioners  to  care  for  burial  grounds  and  monu- 
ments for  veterans.  P-434f  26  Ap  04 

k  S.  C.  Designating  commission  of  3  members  to  direct  repairing 
of  monument  on  battlefield  at  Chickamauga;  $2500.      368,  22  F  04 

m  S.  C.  $500  appropriation  to  aid  Daughters  of  American  Revolu- 
tion in  erection  of  monument  at  capitol  to  partizan  generals  of  the 
Revolution.  404,  8  Mr  04 

n  Va.  Circuit  Court  or  county  supervisors  may  permit  erection  of 
Confederate  monument  at  county  seat.  29,  IQ  F  04 

2377  Memorials  to  individuals 

a  Ala.  Providing  for  erection  of  statue  to  Dr  J.  L.  M.  Curry  in 
National  Statuary  Hall  at  Washington.  p.254,  29  S  03 

b  Ga.  Joint  legislative  committee  to  be  appointed  to  purchase 
portrait  of  Gen.  J.  B.  Gordon  to  be  placed  in  capitol;  $500. 

P.732,  13  Ag  04 

c        Ky.    Appointing  commission   to   erect   statue   to   Gov.   William 

Goebel;  $20,000.  Ii8,  25  Mr  04 

d        Md.     Board  of  Public  Works  to  erect  monument  to  Gov.  T.  G. 

Pratt  in  Annapolis,  also  portrait  in  executive  chamber;  $1000. 

127,  22  Mr  04 
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e  Mass.  Governor  with  consent  of  Council  may  appoint  commit- 
tee of  3  members  to  consider  erection  of  memorials  to  John  Adams, 
John  Quincy  Adams  and  John  Hancock;  report  to  Legislature  of 
1905.  r.109,  8  Je  04 

f  N.  J.  $1000  for  erection  of  monument  at  Hackensack  to  Enoch 
Poor,  revolutionary  soldier.  20,  7  Mr  04 

g        N.  J.    $400  for  portrait  of  Gov.  George  C.  Ludlow. 

p. 504,  22  Mr  04 

h  N.  J.  Designating  commission  to  decide  on  purchase  of  por- 
traits of  New  Jersey  signers  of  Declaration  of  Independence; 
$1250.  P-505»  24  Mr  04 

i  N.  J.  Designating  committee  to  purchase  portraits  of  governor 
and  ex-governors;  $2000.  p.506,  28  Mr  04 

j        N.  J.    $550  for  portrait  of  Chief  Justice  Mercer  Beasley. 

p.510,  28  Mr  04 

k  O.  Governor  to  appoint  commission  of  3  members  to  erect 
monument  to  Gen.  P.  H.  Sheridan  at  Somerset;  commission  to  act 
under  supervision  of  governor;  $10,000.  p.510,  27  Ap  04 

m  O.  Designating  commission  to  erect  monument  to  William  H. 
Gibson;  $10,000  appropriation  on  subscription  of  $8000  by  citizens. 

p.645.  31  Mr  04 
n        R.  L    Designating  committee  of  3  members  to  erect  monument 
to  Maj.  Gen.  Frank  Wheaton  of  Civil  War;  $1300.        r.26,  30  Mr  04 
p        Va.    Authorizing  erection  of  statue  to  Gov.  W.  Smith  at  Rich- 
mond. 74,  7  Mr  04 
q        Va.    Designating  commission  to  remove  statue  of  Washington 
from  capitol  to  place  of  safety;  $1000.                           224,  15  Mr  04 

1379  War  records 

a  Va.  Providing  for  collection  of  muster  rolls  and  military  records 
of  confederate  officers  and  enlisted  men;  creating  office  of  sec- 
retary of  Virginia  military  records;  transfer  of  records  to  United 
States  War  Department.  70,  7  Mr  04 

»3«o  Scientific  work.    Art 

1384  Geology.    Topography 

a  Ky.  Provision  for  resuming  geologic,  topographic  and  agricul- 
tural survey  of  state:  curator  of  State  Geological  Department  to 
direct  survey;  appointment  of  assistants;  cooperation  with  United 
States  Topogrraphic  Survey;  bulletins;  annual  report  to  governor; 
$15,000  annual  appropriation.  19,  5  Mr  04 

b  O.  Providing  for  publication  of  2500  copies  of  report  of  Ohio 
Cooperative  Topographic  Survey;  distribution.  p  644,  25  Mr  04 
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3385  Museums 

a  Va.  Commissioner  of  agriculture  may  collect  natural  history 
specimens  and  ship  out  of  state  to  be  mounted  or  for  state  a* 
hibition.  445  (ex.  sess.)»  12  D  03 

3386  Art 

a  O.  County  commissioners  may  grant  use  of  land  in  parks  for 
sites  of  art  buildings  and  for  art  purposes.  p.293,  23  Ap  04 

'^  Military  regulations 

See  also  2363,  History,  records,  memorials 

3390  Militia.    National  guard 

asgx    General  and  misceUaneous 

a  Ala.  Amending  '99  p.  136  §2,  12,  15  relating  to  National  Guard: 
staff  of  commander  in  chief;  commissioning  of  officers;  military 
offenses;  officers'  retired  list;  reorganizing  State  Military  Board 
to  constitute  advisory  board  to  commander  in  chief.  Adding 
§30-32.  p.265,  30  S  03 

b        la.    Generally  amending  C.  t.ii  ch.i  relating  to  militia. 

77, 12  Ap  o^ 

c        La.    Revision  of  military  code*.    4ip.  181,  6  Jl  04 

d        Mass.    Instruction  in  riding  to  be  given  to  mounted  militia; 

$4000.  r47f  13  Ap  04 

e        Mass.    Rifle  team  of  volunteer  militia  may  compete  for  national 

trophies;  $3000.  r.70,  6  My  04 

f        N.  Y.    Amending  military  code  '98  ch.212  §125  as  to  appraisal  of 

lost  or  destroyed  property  issued  to  officers  and  enlisted  men. 

25,   I  Mr  04 
g        N.  Y.    Amending  military  code  '98  ch.212  §71,  75,  79  relating  to 

National  Guard  and  naval  militia.  147,  28  Mr  04 

h        N.  Y.    Number  of  §167  relating  to  interest  on  military  funds, 

'98  ch.2i2,  changed  to  §168.  310,  13  Ap  04 

i        O.    Men  enlisted  in  state  militia  to  receive  25c  weekly  pay  for 

attendance  at  drill;  exception.  P-45f  23  Mr  04 

j        O.     Generally  amending  R.  S.  pti  t.15  ch.i,  2,  4  relating  to  or- 
ganization and  government    of  Ohio  National  Guard. 

p.477,  26  Ap  04 
k        O.    Amending  R.  S.  §3080  relative  to  yearly  pay  to  certain  mili- 
tary companies  and  §3085  as  to  rental  allowed  for  armories. 

p.403,  26  Ap  04 
m        Va.    State  militia  to  consist  of  able-bodied  men,  18  to  45;  ex- 
emptions; classification  into  active  and  reserve  militia.  Amending 
C.  §300.  533  (ex.  sess.),  31  D  03 
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1399  Annories 

a  Ky.  Repealing  '93  ch.i6o  §46  as  to  provision  requiring  cities  of 
1st  and  2d  class  to  furnish  armories  for  militia.  52,  21  Mr  04 

b  Mass.  State  armory  commissioners  to  acquire  site  and  erect 
armory,  on  vote  of  city  council  to  construct  same.      371,  23  My  04 

c  N.  Y.  County  supervisors  to  provide  headquarters  for  battalion 
not  part  of  reg^iment;  cost  limited  to  $500  a  year.  Amending  Mili- 
tary Code  '98  ch.2i2  §131.  321,  13  Ap  04 

d  N.  Y.  Establishing  State  Armory  at  Rochester  on  approval  of 
State  Armory  Commission;  $300,000  on  donation  of  site. 

642,  9  My  04 

e  N.  Y.  Establishing  State  Armory  at  Flushing,  and  acquisition 
of  site,  on  approval  of  State  Armory  Commission;  $70,000. 

647,  9  My  04 

£        N.  Y.    Establishing  State  Armory  at  Binghamton  on  approval  of 

State  Armory  Commission;  $120,000  additional  to  proceeds  of  sale 

of  old  site  and  building.  667,  9  My  04 

9397  Nayal  militia 

a  N.  Y.  City  armory  board  or  commission  to  furnish  dock  facili- 
ties for  naval  militia.    Amending  Military  Code  '98  ch.212  §142. 

149,  28  Mr  04 
1398  Officers  and  boards 

a  Ala.  Amending  '01  p.201  §4  adding  ordnance  officer  and  in- 
spector of  guard  to  regimental  staff.  P-I56,  5  Mr  03 

b  Ga.  Senior  colonel  of  state  troops  to  have  rank  and  title  of 
brevet  brigadier  general.  P-i04,  11  Ag  04 

c  Ga.  Amending  *02  p.70  §7  relating  to  staff  of  commander  in 
chief:  assistants  of  adjutant  general  to  rank  as  colonel  and  lieuten^ 
ant  colonel  [formerly  lieutenant  colonel  and  major]  respectively. 

p.ios,  II  Ag  04 

d  Mass.  Amending  R.  L.  ch.i6  §78  as  to  retirement  of  commis- 
sioned officers  in  militia,  who  served  in  army  or  navy  in  time  of 
war  [formerly  War 'of  Rebellion].  231,  12  Ap  04 

e  Mass.  Adjutant  general  may  allow  $35  annually  to  commis- 
sioned officers  of  militia  for  uniforms.  361,  20  My  04 

f  Mass.  1000  copies  of  annual  report  of  inspector  general  of  rifle 
practice  to  be  published.    Adding  line  22  to  R.  L.  ch.9  §7. 

410,  3  Je  04 

g  N.  Y.  Amending  Military  Code  '98  ch.212  §25  as  to  regimental 
staff:  to  include  i  regimental  and  2  battalion  electrician  sergeants. 

24,  I  Mr  04 

h  O.  Department  of  adjutant  general  to  consist  of  adjutant  and 
assistant  adjutant   general,   and   assistant    quartermaster    general; 


ons  and  relief 
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offices  of  quartermaster  general,  judge  advocate  general,  surgtoi 
and  chief  of  engineers  abolished;  staff  of  governor  reorganized 
Amending  R.  S.  S9B,t)9*  102  and  repealing  §100,  loi.        p.S,  11  Ji(H 

i        O.    Amending  R.  S.  §3063-64  relating  to  courts  martial  and  field 
officers  courts.  p.3i7.  ^S  ApOi 

3400    Adjutant  general 

a        Mass.    Adjutant  general  may  employ  additional  clerk  at  $1000 
salary.    Amending  R.  L.  ch.i6  §14.  439»  8  Je(H 

b        Miss.    Salary  of  adjutant  general,  $600  [formerly  $250].    Amend- 
ing '02  ch.108.  I34f  18  Mr(H 
2404                             Unofficial  and  independent  companies 

a        Mass.    Amending  R.  L.  ch.i6  §147  regulating  parades  with  imi- 
tation firearms.  226,  11  Ap  04 

3406  Pensions  and  relief 


2408  State  pensions  and  aid 

a  Mass.  Revision  of  law  relating  to  state  and  military  aid  and 
burial  of  indigent  veterans.    9p.  381,  27  My  04 

b  Mass.  Civil  War  veterans,  not  conscripts  or  substitutes,  to  r^ 
ceive  each  $125  bounty;  commission  appointed  to  pass  on  applica- 
tions;  provisos;  provision  for  state  Ipan  of  $350,000.  Amending 
'03  ch.471.  458.  9  Jc  04 

c  N.  Y.  Adjutant  general  may  place  on  roll  of  invalid  pensionert 
mothers  of  national  guardsmen  killed  at  state  camp  of  instruction; 
pension  limited  to  $12  a  month.  529,  29  Ap  04 

2409  State  pensions  and  aid  to  confederate  veterans 

a  Ala.  Confederate  pension  rolls  to  be  revised  annually  by  county 
board  of  examiners  of  pensions;  procedure.  -  Amending  '99 
p.226  §9.  p.233,  9  S  03;  p.492,  9  0  03 

b  Ala.  $50,000  annual  appropriation  for  additional  relief  of  con- 
federate veterans  and  their  widows.  P-249,  23  S  03 

c  Ga.  State  pension  commissioner  to  pay  over  pensions  of  de- 
ceased pensioners  to  ordinaries  of  respective  counties;  provisos. 

p.106,  15  Ag  04 

d  La.  Submitting  amendment  to  Const.  1898  art.303  subdiv.3 
amended  in  1900:  total  annual  appropriation  for  pensions  may 
vary  from  $/ 3.000  to  $130,000  [formerly  from  $50,000  to  $75,000]. 
^^ dotted  November  1904.  112,  4  Jl  04 

c         Miss.     Revision  of  confederate  pension  law  '00  ch.73. 

132,  22  Mr  04 

f  S.  C.  Amending  confederate  pension  law  C.  C.  §1065-67  to  in- 
clude soldiers  and  sailors  totally  disabled  from  any  cause  from 
earning  a  living.  195,   11   F  04 
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g  Tex.  Submitting  amendment  to  Const.  1875  art.3  §51:  annual 
appropriation  for  pensions  limited  to  $300,000  [formerly  $250,000]; 
widows  of  confederate  veterans  married  prior  to  March  j88o 
[formerly  1866]  and  not  remarried  to  receive  pension.  Adopted 
November  1904.  p.248,  i  Ap  03 

h  Va.  Provision  for  rerating  pensioners  classed  as  partially  dis- 
abled. 508  (ex.  sess),  31  D  03 

i  Va.  Amending  '02  ch453  §2  relative  to  awarding  confederate 
pensions:  veterans  losing  arm  or  leg  in  service,  holding  estate  in 
own  or  wife's  name  of  $1000  excluded.  242,  15  Mr  04 

14Z0  Local  penaions  and  relief 

a  la.  Extending  provisions  of  C.  §430,  433  relating  to  veterans  of 
Civil  War  to  those  of  any  war  of  United  States;  county  relief  fund; 
burial.  17,  13  Ap  04 

141 1  Burial  expenses 

a  Md.  Provision  for  paying  expenses  of  burial  of  union  and  con- 
federate veterans.  663,  12  Ap  04 

b  R.  I.  Amending  G.  L.  ch.89  relative  to  burial  of  indigent  veter- 
ans of  Civil  or  other  wars  of  United  States.  II54.  7  Ap  04 

HX5  Soldiers  homes 

1416    General.    Establishment    Organization 

a  Ala.  Establishing  Home  for  Confederate  Veterans  at  Mountain 
Creek,  on  conveyance  of  site;  organization  and  management; 
$25,000.  p.260,  6  O  03 

b  la.  Amending  C.  §26o6b  relating  to  pension  money  of  inmates 
of  Iowa  Soldiers  Home.  103,  21  Mr  04 

c  Ky.  Amending  '02  ch.27  §4,  6-8  relating  to  Kentucky  Confeder- 
ate Home:  managing  board;  support;  admission  of  wives  of  infirm 
veterans.  8,  26  F  04 

d  N.  J.  $11,000  for  burial  plot  of  beneficiaries  of  New  Jersey  Home 
for  Disabled  Soldiers.    Supplementing  *66  ch.419.         183,  29  Mr  04 

e        O.    Establishing  Home  of  Ohio  Soldiers,  Sailors,  Marines,  their 
Wives,  Mothers  and  Widows,  and  Army  Nurses  at  Madison;  or- 
ganization and  management;  annual   report  to  governor;   appro- 
priation. p.69,  6  Ap  04 
2418    Widows  and  orphans 

a  la.  Amending  C.  §2691-92  relating  to  support  of  orphans  in  Iowa 
Soldiers'  Orphans  Home  at  Davenport:  state  and  county  aid. 

106,  31  Mr  04 

b  O.  Increasing  salaries  of  teachers  and  matrons  of  Ohio  Soldiers 
and  Sailors  Orphans  Home.    Amending  R.  S.  §695.       p.99,  19  Ap  04 
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^*43o  Organizations 

3423  G.  A.  R. 

a  Mass.  $50,000  appropriation  for  state  representation  at  national 
encampment  of  Grand  Army  of  Republic  in  Boston,  September 
1904*  r.51,  21  Ap  04 

^30  Local  government 

3433  Municipalities 

The  usage  of  terms  designating  local  bodies  varies  widely  in  different  states. 
The  word  munictpaiity  is  here  used  throughout  in  its  original  and  strictest  mean- 
ing to  designate  any  densely  populated,  incorporated  community;  thus  Including 
cities,  villages,  boroughs,  hamlets  and  **  towns**  (as  a  name  for  villages)  but  not 
including  townships.  Where  the  word  town  is  used  to  designate  the  primary  divi- 
sion of  the  county,  it  is  grouped  with  township  government,  though  in  the  case  of 
the  New  England  towns  the  nature  of  the  government  approaches 'more  noarly 
that  of  a  municipality  than  that  of  a  western  township. 

In  many  states,  municipalities,  specially  cities,  are  divided  into  classes  according 
to  population.  ;As  the  classification  varies  widely,  the  limits  of  population  design 
nated  thereby  are  in  these  references  substituted  for  the  number  of  the  class. 

3433  State  control  of  cities.    Home  rule 

a  Or.  Referring  to  Legislature  of  1903  amendment  to  Const.  1857 
art. II  §2:  general  laws  to  be  passed  for  incorporation  of  cities; 
cities  may  frame  and  adopt  charters  without  submission  to  Legis- 
lature.   Repassed  in  IQ03  hut  no  provision  for  submission, 

p.471,  15  F  01 
2434  Special  legislation 

a  Fla.  Submitting  amendment  to  Const.  1885  art.3  §24,  art.8  §8: 
Legislature  to  divide  municipalities  into  4  classes. and  provide  uni- 
form government  of  each  class;  [formerly  one  system  for  all 
cities].    Rejected  November  1904,  P-643>  '03 

b  IlL  Amending  Const.  1870  art.4  by  adding  §34:  Legislature  may 
pass  special  laws  for  reorganization  of  Chicago  government,  sub- 
ject to  approval  by  vote  of  people.    Adopted  November  1904. 

p.3S8,  22  Ap  03 

c  Tenn.  Submitting  amendment  to  Const.  1870  art.ii  §13:  Legisla- 
lature  may  enact  local  road,  fence  and  stock  laws.  Rejected  Novem^ 
ber  1904.  532,  2  Ap  03 

2437  Organization.     Powers  generally 

2438  General 

a  Ky.  Jurisdiction  and  elections  in  towns  of  6th  class  which  lie 
in  2  counties.  62,  21  Mr  04 

b  Ky.  Board  of  trustees  of  towns  of  6th  class  may  contract  to 
supply  water  and  light,  also  acquire  and  convey  property  for  town 
purposes,  water  front  excepted.    Amending  '93  ch.196  §26  subdiv.l. 

95,  35  Mr  04 
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Burnt  District  Commission  of  Baltimore  city:  to 
and  4  citizens  appointed  by  him ;  extensive  powers 

87,  II  Mr  04 

ig  '92  ch.66  which  prescribed  government  of  cities 

00.  165,  29  Mr  04 

leous  amendments  to  '03  ch.i68  providing  for  gov- 

Adding  §87.  19I1  29  Mr  04 

icipal  charters  to  be  perpetual,  subject  to  right  of 

nd  or  repeal.  285,  i  Mr  04 

amending  C.  ch.44  relating  to  cities  and  towns: 

on  in  council;  election,  powers  and  duties  of  offi- 

505  (ex.  sess.),  31  D  03;  556  (ex.  sess.),  2  Ja  04 

lexation  and  exclusion  of  territory 

J  for  vacation  of  unimproved  plots  and  exclusion 
J  Mr  97.  Unconstitutional.  Attempts  to  confer 
on  petitioners.     City  of  Hutchinson  v.  Leimbach, 

ig  village  law  '97  ch.414  §2,  3,  5  providing  for  in- 
lage  of  part  of  territory  of  town  of  10,000,  in  case 
orporated  in  city;  proviso;  proceedings. 

35,  I  Mr  04 

detached    from    municipal    corporation    may    be 

township;    procedure.     Amending    R.    S.    §1536 

p.  143,  21  Ap  04 

for  contraction  of  corporate  limits  of  cities  and 

5;  provisos.  329  (ex.  sess.),  28  N  03 

for  extension   of  corporate   limits  of  cities   and 

99.  10  Mr  04 
Classification  of  cities 

'98  ch.28  designating  cities  belonging  to  6  classes. 

116,  25  Mr  04 
)  be  construed  to  mean  incorporated  community 
orated  community  under  3000  with  city  charter  at 
'iuiion  of  igo2  [formerly  town  of  5000  with  Cor- 
Ings  Court] ;  "  town  "  to  mean  incorporated  com- 
0  without  city  charter  at  adoption  of  Constitution 
Dratcd  town  under  5000].     Amending  C.  §5  sub- 

339  (ex.  sess.),  3  D  03 
'03  ch.317  (ex.  sess.)  which  provided  for  taking 
r  city  according  to  Const.  1902  §116. 

370  (ex.  sess.),  10  D  03 
Consolidation 

ig  Ann.  C.  '92  §2914  relative  to  procedure  in  con- 
icipalities.  154,  17  Mr  04 
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3444  Incorporation.    Dissolution 

a  N.  J.  Village  on  majority  vote  at  special  election  may  separate 
itself  from  township  and  acquire  local  self-government;  procedure. 

2,  9  F  04 

b        N.  J.    Relating  to  villages  given  local  self-government  on  sepa- 
ration from  township.  153,  28  Mr  04 
3446                                          Liability  for  injuries 

See  also  471,  Torts,  2728,  Roads 

a  N.  Y.  Amending  '98  ch.182  §461  relating  to  actions  against 
cities  of  50,000  to  250,000  for  damages  to  property  or  person. 

504,  29  Ap  04 
2447  Powers 

a  Miss.  Amending  Ann.  C.  '92  §2971  conferring  additional  powers 
on  cities  over  600  [formerly  1000]  inhabitants.  155,  22  Mr  04 

b  O.  Amending  '02  p.20  §7  (ex.  sess.)  relating  to  powers  of  mu- 
nicipalities: construction  of  inclined  movable  or  rolling  roads; 
piping  streets  for  hot  water;  regulating  public  halls  and  market 
places;  licensing  designated  occupations.  p.504,  27  Ap  04 

2454  Wards 

a  Va.  Repealing  '03  ch.112  (ex.  sess.)  which  provides  for  change 
of  ward  boundaries  in  cities.  575  (ex.  sess.),  31  D  03 

2455  Legislative  body.     Council 

a  O.  Municipal  council  to  regulate  calling  of  special  meetings. 
Amending  '02  p.20  §119  (ex.  sess.).  p.136,  21  Ap  04 

b  Va.  Repealing  '03  ch.113  (ex.  sess.)  relating  to  representation 
of  wards  in  city  council,  and  reapportionment  of  representation. 

371  (ex.  sess.),  10  D  03 
2460  Salaries 

a  N.  Y.  Amending  '98  ch.182  §13  as  to  salaries  of  aldermen  in 
cities  of  50,000  to  250,000.  133,  28  Mr  04 

b  O.  Village  council  men  to  receive  compensation  of  $2  a  meeting,, 
not  exceeding  $48  a  year  [formerly  to  serve  without  pay].  Amend- 
ing *02  p.20  §197  (ex.  sess.).  p.ii8,  20  Ap  04 
246a                                                  Vacancies 

a  N.  J.  Council  in  cities  of  12,000  may  fill  vacancies  in  office  of 
council  men.    Amending  '97  ch.36  §9.  80,  28  Mr  04 

b  N.  J.  Vacancies  of  3  or  more  in  borough  council  to  be  filled  by 
ma-yor  with  consent  of  remaining  council  men.  Supplementing 
'97  ch.i6i.  160,  29  Mr  04 

c  N.  Y.  Special  election  to  be  held  for  village  trustees  when 
majority  of  places  vacant  on  board.  Amending  village  law  '97 
ch.414  §54.  100,  18  Mr  04 


Munidpafi 

ADMINISTRATIVE  LAW      LOCAL  GOVERNMENT  a46< 

3463  Ordinances 

94fis    Enactment 

a        N.  J.    Fixing  number  of  votes  required  to  pass  ordinances  on 
decrease  of  membership  of  city  council.  226,  30  Mr  04 

3467    Publication  and  compilation 

a        O.    Codification  of  municipal  ordinances  in  book  form  to  be 
sufficient  publication.    Adding  §i24a  to  *02  p.20  (ex.  sess.). 

p.320,  25  Ap  04 
b        O.    Amending  R.  S.  §1536  subdiv.  623  relating  to  mode  of  publi- 
cation of  city  ordinances  in  case  no  newspaper  is  published. 

p.447,  26  Ap  04 
2468  Mayor 

9469  Salary 

a        Ala.    Salary  of  mayor  in  cities  of  35,000,  $2500.       p.  108,  26  F  03 

3470  Term 

N.  J.    Towns  of  10,000  with  board  consisting  of  even  number  of 
aldermen  to  elect  mayor  for  2  years.  59,  25  Mr  04 


a 


^7>  Municipal  civil  service 

See  a/ftf'asSS,  Financial  ofiBcers 

2473  General 

a        N.  J.    Departments  in  cities  of  150,000  to  submit  annual  reports 

before  Mar.  i;  printing  and  distribution.  116,  28  Mr  04 

•« 

2474  Appointments.    Election 

a  la.  Amending  C.  §1272  as  to  filling  of  vacancies  in  elective  city 
offices.  4i»  27  F  04 

b  La.  Amending  '98  ch.136  §38  relative  to  filling  of  vacancies  in 
municipal  offices.  196,  7  Jl  04 

c  Miss.  Amending  Ann.  C.  '92  §2978,  2992,  '96  ch.i68  as  to  election 
of  clerk,  tax  collector  and  street  commissioner  in  cities  of  5000. 

156,  22  Mr  04 

d  N.  J.  Amending  '94  ch.179  prescribing  mode  of  filling  vacancies 
in  municipal  offices.  8,  i  Mr  04 

e  O.  Mayor  to  fill  vacancy  in  office  of  any  department  of  munici- 
pality till  successor  be  elected  and  qualified.  Amending  '02  p.20  §129, 
228  (ex.  sess.).  p.781  7  Ap  04 

2477  Salaries.    Pees 

a  N.  J.  Salaries  and  fees  of  city  officials  to  be  fixed  by  ordinance; 
police  and  fire  department  excepted.    Amending  '99  ch.135  §23. 

30,  16  Mr  04 
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2478  Tenure  of  office.    Discipline 

a  N.  J.  Term  of  city  counsel,  treasurer,  surveyor  or  engineer,  to 
be  3  years,  in  cases  where  present  charter  fixes  term  at  i  year. 

31,  16  Mr  04 

b  N.  J.  Cities  of  12,000  to  150,000  may  extend  term  of  certain 
officials  to  3  years,  where  not  elected  by  popular  vote.    63,  25  Mr  04 

c  O.  City  officials  or  heads  of  departments  to'  be  impeached  for 
misconduct  in  office,  neglect  of  duty,  immorality  or  habitual 
drunkenness;  council  may  compel  attendance  of  witnesses.  Amend- 
ing '02  p.20  §225  (ex.  sess.).  P.38S,  2^  Ap  04 

3480  Special  officers 

3484    Clerk 

a  O.  Amending  R.  S.  §1536  subdiv.653  relating  to  duty  of  city 
clerk  where  no  city  auditor.  p.383,  25  Ap  04 

3490  County  and  township  government 

See  also  specific  functions  of  counties  and  towns— Roads,  Charities,  Drainage  etc. 

S491  County  organization  generally 

2495  County  seats 

a  Ala.  Counties  on  majority  vote  of  electors  at  special  election 
may  change  location  of  county  seat;  exceptions;  procedure. 

p.117,  3  Mr  03 

b  Tcnn.  Providing  for  removal  of  county  seats.  103,  24  Mr  JZ- 
Unconstitutional  as  to  §6  providing  for  removal  on  vote  equal  to 
two  thirds  vote  in  next  preceding  gubernatorial  election.  Consti- 
tution requires  concurrence  of  two  thirds  qualified  voters  of  county. 
Lindsay  v.  Allen,  82  S.  W.  171  (1904). 

2497  County  records 

See  also  306,  Conveyance 

a        la.    Amending  C.  §495-96  relating  to  salaries  of  county  recorder 

and  deputy.  21,  21  Mr  04 

b        la.    Amending  C.  §494  relating  to  duties  of  county  recorder  as 

to  correction  of  errors.  20,  30  Mr  04 

c        N.  J.    Counties  of  99,000  to  elect  register  of  deed.s  and  mort 

gages,  for  5  years;  powers  and  duties  defined  18,  7  Mr  04 

d        O.    Amending  R.  S.  §1158  as  to  fees  of  county  recorder  for 

transcribing  defaced  or  injured  records.  p.58,  31  Mr  04 

e        O.    County  recorder  to   indorse   fee   on   instrument   and   folio. 

Adding  §1 162a  to  R.  S.  p.i33,  21  Ap  04 

f        Or.    Fixing  fees  of  recorder  of  conveyances  or  county  clerk  in 

counties  under  50,000;  fees  to  be  paid  into  county  treasury. 

p.26,  22  D  03 


^ 
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New  counties.    Consofidation.    Division 

Submitting  amendment  to  Const  1877  art.  11  §1  ^2:  coun- 
ties in  state  limited  to  143;  [formerly  formation  of  new  counties 
prohibited].    Adopted  October  1904.  P47,  19  Jl  04 

Id.  Submitting  amendment  to  Const.  1889  art.  18  §4:  new  coun- 
ties may  not  be  established  except  by  vote  of  majority  of  electors 
in  territory  proposed  to  be  included.  Not  Properly  adopted  by 
Legislature  so  not  submitted  to  people.  PASS*  7  Mr  03 

Va.    Amending  C.  ch.34  as  to  procedure  in  forming  new  counties. 

383  (ex.  sess.},  10  D  03 

Va.  Repealing  '98  ch.692  relating  to  elections  held  to  decide  on 
formation  of  new  county.  404  (ex.  sess.),  10  D  03 

Governing  body.     Commissioners.     Supervisors. 

Chosen  freeholders 
asox  General 

a  Miss.  Amending  '00  ch.120  §1-4  as  to  meetings  and  compensa- 
tion of  boards  of  supervisors  in  counties  of  20,000  [formerly  25,000]. 

136,  II  Mr  04 

b  Va.  Generally  amending  C.  ch.36  relating  to  county  board  of 
supervisors.     Repealing  §839.  535  (ex.  sess.),  31  D  03 

3504  Election.    District.    Vacancies.    Number.    Term 

a  Id.  Submitting  amendment  to  Const.  1889  art.i8  §10:  term  of 
county  commissioners  to  be  4  [formerly  2 J  years;  biennial  elections. 
Rejected  November  1904.  P-450,  28  F  03 

b  N.  J.  Representation  on  board  of  chosen  freeholders  not  to  be 
lost  by  township  on  creation  of  borough  within  its  limits;  pro- 
cedure.   Supplementing  G.  S.  '95  p.409.  13,  2  Mr  04 

c  N.  J.  Borough  formed  from  township  and  from  city  or  town 
may  vote  for  chosen  freeholder  of  township.  Supplementing 
'97  ch.i6i.  27,  7  Mr  04 

d  N.  J.  Governing  body  in  city  or  town  to  fill  vacancy  in  office  of 
chosen  freeholder;  regulations.    Supplementing  '95  ch.121. 

155,  28  Mr  04 

3505  Meetings 

a  La.  Sessions  of  police  juries  limited  to  25  [formerly  15I  days  a 
year;  6  days  to  be  given  to  inspection  of  roads  and  bridges. 
Amending  *y7  ch.57,  '00  ch.40.  102,  4  Jl  04 

b  Va.  Chancery  commissioner  [formerly  commonwealth's  attor- 
ney] designated  by  Circuit  Court  to  cast  deciding  vote  in  case  of 
tie  vote  of  supervisors.     Amending  C.  §832,  '03  ch.535  (ex.  sess.). 

i40t  14  Mr  04 
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3509  Reports^    Records 

a        la.    Regrulating  publication  of  proceedings  of  county  supeirisors 
in  newspapers  written  in  foreign  language.    Amending  C.  {441. 

18,  6  Ap  04 
25x0  Salaries.    Fees 

a  Ala.  Members  of  courts  of  county  commissioners  and  county 
boards  of  revenue  to  receive  $3  a  day  and  5c  mileage. 

p.373. 1  0  03 

b  O.  Regulating  compensation  of  county  commissioners  accord- 
ing to  tax  valuation  of  county;  salary  limited  to  $35oa  Repealing 
sundry  acts.  P*254t  23  Ap  04 

c  S.  C.  Amending  C.  C.  §759  relating  to  salaries  of  county  super- 
visors. 264,  24  F  04 
2SII                                    County  civil  service 

Se£  also  3588,  Pinax&cial  officers 

35x3  Appointment.    Election 

a  Mon.  County  commissioners  to  appoint  in  case  of  tie  vote  for 
county  offices.  P.  C.  §1171.  Unconstitutional  in  so  far  as  it  relates 
to  officers  named  in  Const,  art.  16  §5  providing  that  such  officers 
should  hold  for  2  years  and  till  successors  are  elected  or  qualified. 
State  V.  Acton,  77  P.  299  (1904}. 
b  O.  Amending  R.  S.  §845  relative  to  powers  of  appointment  of 
board  of  county  commissioners.    Repealing  §1001,  1005-10. 

p.304,  23  Ap  04 
25x4  Oatii.    Installation 

25x5    Bonds 

a        Ala.     County  officers  to  give  new  bond  if  term  be  extended. 

p.238,  17  S  03 
25x7  Salaries.    Fees 

a  Mass.  Salaries  of  court  clerks,  county  commissioners  and  treas- 
urers fixed  according  to  county  classification.  Amending  R.  L. 
ch.2i  §2,  ch.165  §34,  35.  451.  9  Jc  <H 

25x8  Tenure  of  office.    Discq>l!ne 

a        Fla.    Submitting  amendment  to  Const.   1885  art.8  §6:  term  of 

county  assessor,  collector  and  treasurer  to  be  4  years  after  1906. 

Rejected  November  1904.  p*636,  30  Ap  03 

b      -Term.     Submitting  amendment  to  Const.  1870  art.7  §1:  sheriffs, 

registers  and  county  trustees  to  be  elected  for  4  [formerly  2]  years; 

ineligible  for  2d  term,  till  expiration  of  4  years.    Rejected  Novewbtr 

1904-  532,  2  Ap  03 

25x9  Special  officers 

2523    Surveyor.    Engineer 

.SV^  a/jo  386,  Property  lines 

a        Ky.     Defining    duties    of    county    surveyors;    preservation    of 
surveys.  108,  24  Mr  04 


Towns.    Finance 

ADMINISTRATIVE  LAW      LOCAL  GOVERNMENT  ^5*3-51 

O.  Judges  of  common  pleas  of  county  to  fix  annually  compen- 
sation of  county  surveyors,  not  exceeding  $3000.  Repealing  sun- 
dry laws  providing  for  fees  and  mileage  charges.       p.313,  25  Ap  04 

Va.  Amending  C.  §9I3»  9I7>  922  relating  to  qualifications  and 
duties  of  county  surveyors.  352  (ex.  sess.),  8  D  03 

Va.  Amending  C.  §95  as  to  time  of  appointment  of  county  sur- 
veyors; vacancies.  213,  15  Mr  04 

Townships.     Towns 

.  Under  this  head  are  inclnded  governments  that  constitute  the  primary  division 
of  the  connty.  In  the  New  England  states  and  in  New  York  and  Wisconsin  towns 
are  primary  divisions  of  the  connty  and  are  classed  here;  in  many  states  they  are 
densely  populated  incorporated  communities  and  are  classed  with  municipalities. 
In  Illinois  and  Minnesota  the  primary  division  of  the  county  is  called  both  **  town 
and  township  "  and  in  Illinois  there  are  besides  a  number  of  incorporated  towns. 

General 

Mass.  Town  treasurer  or  police  officer  to  prosecute  for  violation 
of  town  bylaws.    Amending  R.  L.  cli.25  §74.  277,  30  Ap  04 

Mass.  Town  bylaws  to  be  approved  by  attorney  general  [for- 
merly Superior  Court]  and  published  in  torvn  or  county  newspapers. 
Amending  R.  L.  ch.25  §26.  344*  16  My  04 

Town  boards.    Officers 
General 

a        la.    Amending  C.  §560  abolishing  township  clerk  and  trustees 

where  township  and  city  are  conterminous.  22,  30  Mr  04 

b        N.  Y.    Amending  town  law  '90  ch.569  §160  as  to  the  date  of 

annual  meeting  of  town  boards.  57*  8  Mr  04 

3535    Salaries.    Fees 

a        N.  Y.    Amending  town  law  '90  ch.569  §178  subdiv.i  as  to  com- 
pensation of  assessors  and  commissioners  of  highways. 

312,  13  Ap  04 
4538    Special  officers 
4548    Township  committee 

a        N.  J.    Supplementing  '99  ch.169  by  conferring  additional  powers 
on  township  committee.  168,  29  Mr  04 

2550  Local  finance 

Only  the  purely  financial  mattei^  are  here  placed.  Authorization  of  taxes, 
assessments,  bonds  etc.  for  special  municipal  purposes— schools,  libraries,  lights, 
streets  etc.  are  classified  under  these  heads.  They  are  however  also  indexed  under 
Taxes  etc  Miscellaneous  provisions  as  to  assessment  and  collection  of  taxes  in 
local  bodies  are  under  Taxation,  as  such  provisions  usually  apply  to  all  classes  of 
taxes.    See  particularly  3237,  School  finance. 

^SS^  Property 

25S3  Lands.    Purchase.    Sale.    Lease 

a       N.  J.    Cities  may  sell  or  lease  unused  public  lands,  or  exchange 
for  lands  adapted  to  public  use.  103,  28  Mr  04 
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b  N.  J.  Municipality  may  vacate  land  undesirable  for  public  use 
and  extinguish  public  rights  therein;  provisos;  procedure;  refer- 
endum. 205,  30  Mr  04 

3554  Eminent  domain 

a  la.  Regulating  condemnation  of  real  property  for  courthouses 
and  jails:  procedure;  damages;  appeals.  72,  13  Ap  04 

b  N.  J.  Township,  borough  or  village  may  acquire  land  for  public 
use  by  purchase  or  condemnation.  156,  29  Mr  04 

c  N.  J.  Municipality  may  condemn  property  located  in  municipal- 
ity to  be  devoted  to  public  use;  provisos;  procedure;  appeal  from 
assessment;  referendum.  206,  30  Mr  04 

3555  Buildings  and  grounds 

a  la.  Cities  2000  to  15,000  may  levy  3  mill  tax  for  public  buildings 
and  grounds;  submission  of  question  to  popular  vote.    28,  17  Mr  04 

b  la.  Cities  of  60,000  may  levy  tax  limited  to  2  mills  for  public 
buildings  and  grounds,  on  submission  of  question  to  popular  vote; 
bond  issue.  27,  13  Ap  04 

c  O.  Board  of  supervision  appointed  to  erect  public,  municipal  or 
county  buildings  may  not  erect  market  houses  and  halls.  Amend- 
ing '02  p.20  §216  (ex.  sess.).  P-255,  23  Ap  04 

d  O.  Municipal  councils  may  permit  use  of  public  buildings  under 
their  control.  P-278,  23  Ap  04 

e  O.  Townships  and  municipalities  may  issue  bonds  to  purchase 
ground  and  buildings  to  be  used  for  public  purposes.  Amending 
R.  S.  §2835.  P-sgi,  23  Ap  04 

£  O.  Amending  '02  p.20  §154  (ex.  sess.)  relative  to  letting  of  con- 
tracts for  erecting  police  and  fire  department  buildings. 

p.388,  25  Ap  04 

g  O.  Village  and  township  may  enlarge,  improve  or  erect  public 
building  jointly;  procedure.  P-483,  26  Ap  04 

3557    Courthouses 

a  Ala.  Court  of  County  Conmiissioners  may  locate  courts  and 
offices  in  courthouse.    Amending  C.  §958  subdiv.i.         p.401,  6  O  03 

b  La.  Extending  term  of  New  Orleans  Courthouse  Commission 
created  in  1902:  acquisition  of  site;  specifications;  necessary  funds 
above  state  appropriation  to  be  provided  by  city  of  New  Orleans 
[formerly  amount  fixed  at  $375»ooo];  city  bond  issue  of  $750,000 
authorized;  board  of  liquidation  of  city  debt  to  negotiate  bonds 
and  distribute  funds.  96,  30  Je  04;  179,  7  Jl  04 

c  O.  Providing  for  appointment  of  commission  to  build  county 
courthouse  on  vote  of  electors;  regulations.  P-iii*  20  Ap  04 

3559  Property  and  supplies  generally 

a  O.  Provision  for  establishing  municipal  department  of  purchase, 
construction  and  repair  under  control  of  board  of  public  service. 
Amending  '02  p.20  §7  (ex.  sess.}.  P*57i»  6  My  04 
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Contracts 

Miss.    Amending  Ann.  C.  '92  §340,  342  relative  to  awarding  con- 
tracts by  boards  of  supervisors  for  public  work;  regulations. 

141,  8  F  04 
Gifts.    Bequests.    Trusts 
a        Mass.    City  and  town  auditors  to  audit  annually  accounts  of 
trustees  of  property  held  for  public  uses.  322,  9  My  04 

9566  Taxes 

a  La.  Amending  '98  ch.131  §2,  5  relating  to  manner  of  holding 
election  to  submit  question  of  special  levy  for  local  improvements; 
collection  and  distribution  of  tax.  145,  6  Jl  04 

b  N.  J.  Extending  to  municipal  assessments  for  street  improve- 
ment provisions  of  '86  ch.112  relating  to  settlement  of  unpaid  taxes 
and  assessments.  218,  29  Mr  04 

c  O.  County  commissioners  may  levy  tax  not  exceeding  3  mills 
for  certain  purposes  and  2  mill  tax  for  building  t:ounty  buildings 
and  lands  for  county  infirmaries.  Repealing  sundry  general  and 
special  acts.  P-3o8,  23  Ap  04 

4568  Special  assessments 

Set  also  Special  purposes  of  assessments,  streets,  sewers,  drains  etc. 

4569  General 

a  N.  Y.  Amending  '98  ch.182,  '99  ch.581  §300  relating  to  certifica- 
tion and  assessment  for  improvements  in  cities  of  50,000  to  250,000: 
comptroller  to  certify  amount  of  deficiency  to  assessors  for  apportion- 
ment and  pro  rata  assessment.  256,  8  Ap  04 

b  O.  Amending  '02  p.20  §87  (ex.  sess.)  relating  to  special  assess- 
ments: municipal  council  may  pass  ordinance  for  assessment  of 
costs  and  issue  bonds  in  anticipation  of  assessments. 

p.51,  25  Mr  04 

c  O.  Municipal  authorities  may  levy  special  assessments  for  lay- 
ing  water  mains,  grading,  curbing  and  draining  streets,  and  im- 
proving docks  and  piers.    Amending  '02  p.20  §50  (ex.  sess.). 

p.98,  19  Ap  04 

d  O.  Amending  '02  p.20  §51-52,  54-55,  60,  70-74,  76  (ex.  sess.) 
defining  procedure  for  improvements  by  special  assessments. 

p.121,  21  Ap  04 

c  O.  Limiting  levy  for  special  assessments  to  33^%  of  actual 
value  after  improvement  is  made.    Amending  '02  p.20  §53  (ex.  sess.). 

p.ii25,  21  Ap  04 

f  O.  Municipal  council  may  make  special  assessments  on  lands 
not  divided  into  lots  by  percentage  of  tax  value  or  by  front  foot. 
Adding  §5oa  to  '02  p.20  (ex.  sess.).  p.295,  23  Ap  04 

g  Va,  Repealing  C.  §1039-40,  1043  relating  to  local  assessments 
for  improvements  in  cities  and  towns.  556  (ex.  sess.),  2  Ja  04 
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2575  Budget      Accounts 

3577  Appropriatioti.    Tax  levy.    Expenditures 

a  Ala.  Court  of  county  commissioners  may  levy  and  collect 
special  taxes,  not  exceeding  2}  mills,  for  construction  of  public 
buildings,  bridges  or  roads.  P-307»  30  S  03 

b  N.  J.  Regulating  receipt  and  disbursement  of  money  by  city 
boards  and  departments,  also  passage  of  ordinances.    128,  28  Mr  04 

c  O.  Money  to  be  derived  from  authorized  municipal  bonds  or 
notes  sold  and  in  process  of  delivery  to  be  deemed  in  treasury  and 
in  appropriate  fund.    Adding  §45a  to  '02  p.20  (ex.  sess.). 

p.44,  di  Mr  04 

d  Va.  Amending  C.  §847  relative  to  annual  statement  of  receipts 
and  expenditures  of  county  supervisors.  TJ^  7  Mr  04 

e  W.  Va.  Annual  county  levy  exceeding  6  mills  to  be  submitted 
to  popular  vote.    Amending  C.  ch.39  §29.  9,  12  Ag  04 

2579  Examination  and  audit 

a  N.  J.  Cities  of  150,000  may  order  examination  and  auditing  of 
accounts  of  departments  receiving  annual  municipal  appropriations. 

73,  28  Mr  04 

b  O.  Prescribing  method  for  filing  vouchers  by  county  commis- 
sioners or  infirmary  directors  before  payment.  p.25,  2  Mr  04 

3580  Accounts  to  be  kept.    Form 

a  O.  Amending  R.  S.  §1023-24,  1044,  io84>  1107  relative  to  account- 
ing of  county  treasurers  and  auditors.  P457i  26  Ap  04 

3581  Reports 

a  O.  Amending  R.  S.  §917  as  to  publication  of  annual  financial 
report  of  county  commissioners,  also  examination  of  same  and 
report  by  Court  of  Common  Pleas.  p.i67f  22  Ap  04 

b  Va.  Amending  C.  §588  and  repealing  §593-601  which  required 
tax  statement  to  be  made  annually  by  notary  to  local  commis- 
sioner of  revenue.  336  (ex.  ses8.)>  3  D  03 

2583  State  supervision.    Uniform  accounts 

a  O.  Generally  amending  '02  p.511  creating  Bureau  of  Inspection 
and  Supervision  of  Public  Offices,  to  establish  uniform  system  of 
public  accounting.  P*27i,  23  Ap  04 

4585  Warrants 

a  Va.  Warrants  drawn  by  boards  of  supervisors,  district  school 
boards  and  Circuit  Courts  to  be  paid  within  2  years  from  date 
of  dra¥ring.    Repealing  '98  ch.74.  420  (ex.  sess.),  8  D  03 
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SS86  Claims.    Judgments 

a  Or.  Assignee  of  claim  against  county  or  county  officer  for 
money  alleged  to  have  been  illegally  charged  may  not  maintain 
action.  p.24,  24  D  03 

ais88  Financial  officers 

a  Ala.  Misdemeanor  for  county  or  municipal  officers  to  divert 
money  from  purpose  originally  intended.  P-40i,  6  O  03 

b  N.  J.  Comptroller,  auditor  of  accounts  or  treasurer  in  city  of 
150,000  may  designate  clerk  as  deputy  during  absence. 

136/28  Mr  04 
c        Va.    Amending  '00  ch.1140  §1  as    to    procedure    in  suspending 
county  or  city  treasurer  for  failure  to  make  settlement. 

33S  (ex.  sess.),  3  D  03 

d        Va.    Amending  C.   §853,    855,    857-58,    861-63,  865   relating  to 

county  and  city  treasurers:  bonds;   accounts;   annual  statement; 

prosecution.  392  (ex.  sess.},  10  D  03 

e        Va.    County  or  city  treasurer  to  deliver  to  successor,  books  and 

papers  including  uncollected  tax  tickets.    Amending  C.  §^57. 

590  (ex.  sess.},  11  Ja  04 
£        Va.    Amending  C.  §613-14,  'SS  ch.283,  '02  ch.666  relating  to  com- 
pensation of  county  and  city  treasurers  for  receiving  and  disburs*- 
ing  levies.  196,  15  Mr  04 

asgi     City  receiver  of  taxes 

a  N.  J.  City  authorities  where  receiver  of  taxes  is  elected  by 
people  may  fix  term  of  receiver  at  5  years.  212,  30  Mr  04 

S59a    Commissioner  of  revenue 

a        Va.    Repealing  '03  ch.120,   121    (ex.   sess.)    which   provide   for 
election  of  commissioners  of  revenue  in  counties  and  cities  re- 
spectively. 581  (ex.  sess.},  6  Ja  04 
9593    County  auditor.    Comptroller 

a  la.  Fixing  salaries  of  county  auditors  according  to  population 
of  counties.    Repealing  C.  §479.  19,  6  Ap  04 

as94    County  treasurer 

a  Ala.  Fees  of  county  treasurer  limited  to  ^J%  [formerly  5%] 
of  amount  paid  out;  proviso.    Amending  C.  §1435. 

p.  154,  5  Mr  03;  p.406,  10  O  03 
b        W.  Va.    Sheriff  to  serve  as  county  treasurer;  powers  and  duties. 

8,  12  Ag  04 
9S97  Debts.     Bonds 

See  also  2245,  School  finance;  2673,  Sewerafl^e 

a  Ala.  Cities  and  towns  on  majority  vote  of  electors  may  issue 
bonds  to  construct  public  buildings,  or  works  of  internal  im- 
provement or  to  purchase  public  utilities;  regulations. 

p.59,  25  F  03 
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b  Ala.  Providing  for  adjustment  and  refunding  of  bonded  in- 
debtedness of  municipal  corporations.  p.71,  26  F  03 

c  Ala.  Governing  body  of  county  may  order  election  to  decide 
on  bond  issue  for  public  improvements;  procedure,      p.90,  26  F  03 

d  Ala.  Cities  or  towns  may  secure  payment  of  bonds  for  water- 
works, light  and  power  plants  by  executing  mortgage  on  same; 
provision  for  executing  mortgage  prior  to  construction. 

p.402,  6  O  03 

e  Ga.  Regulating  calling  of  election  by  county,  municipality  or 
political  division  for  submitting  question  of  incurring  indebted- 
ness  according  to  Const.  1877  art.7  §7  ^i.  p.85,  13  Ag  04 

{  la.  Cities  2000  to  15,000  may  incur  indebtedness  limited  to 
2i%  for  system  of  waterworks  and  sewers.     Amending  C.  §i3o6b. 

43,  6  Ap  04 

g  la.  Amending  C.  §403  relating  to  refunding  of  county  bonds: 
proviso  relating  to  indebtedness  incurred  for  bridge  purposes. 

16,  7  Ap  04;  15,  12  Ap  04 

h  Ky.  Amending  '92  ch.91  §1  authorizing  counties  to  substitute 
new  for  old  bonds.  83,  22  Mr  04 

i  Ky.  Amending  '93  ch.241  §9  subdiv.2,  26  as  to  incurring  of  in- 
debtedness by  cities  of  4th  class  to  pay  bonds.  iii*  24  Mr  04 

j  Miss.  Board  of  aldermen  may  decide  whether  interest  on  city 
bonds  be  paid  annually  or  semiannually.  Amending  Ann.  C.  92 
§3017.  157,  18  Mr  04 

k  N.  J.  Cities  may  raise  money  by  temporary  loans  or  bond  issue 
not  exceeding  15%  of  assessed  valuation,  to  retire  indebtedness 
incurred  for  public  improvements;  regulations.  54,  22  Mr  04 

m  N.  J.  Borough  council  may  fix  term  and  membership  of  sink- 
ing fund  commission;  proviso.     Supplementing  '97  ch.i6i. 

81,  28  Mr  04 

n  N.  J.  Bonds  of  issue  purchased  from  borough  sinking  fund  to 
be  canceled;  procedure.  149,  28  Mr  04 

p  N.  J.  Cities,  town,  township  or  borough  authorities  may  issue 
bonds  to  fund  maturing  bonds  and  floating  indebtedness  however 
incurred;  tax  levy  of  2%  [formerly  3%]  on  issue  to  create  sinking 
fund.     Amending  '99  ch.iio  §1-3.  164,  29  Mr  04 

q  N.  J.  Amending  '92  ch.46  §2  as  to  bonded  indebtedness  incurred 
in  constructing  buildings  for  city  police  department.      185,  29  Mr  04 

r  N.  Y.  Comptroller  in  cities  of  50,000  to  250,000  to  regulate  sale 
of  city  bonds.     Amending  '98  ch.182  §26.  98,  18  Mr  04 

s  O.  Township,  school  district  or  county  authorities  may  issue 
new  bonds  to  reduce  rate  of  interest  on  consent  of  bondholders. 

I 

Amending  R.  S.  §2834a.  p.5i4»  27  Ap  04 

t  O.  Generally  amending  '02  p.20  §26,  98,  104,  no,  112,  114,  216 
(ex.   sess.)    relating   to   municipal    debts   and   bonds:    unexpended 


^ 
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balances;   issue   of  notes  in  anticipation  of  collection  of  assess- 
ments; limitations  of  application.    Adding  §43a>  95^>  2835b. 

p.516,  27  Ap  04 

n  Tex.  Submitting  amendment  to  Const.  1875  art.3  §52:  Legis- 
lature may  authorize  political  subdivisions  of  state  to  issue  bonds 
not  over  one  fourth  assessed  valuation  of  real  estate  for  con- 
struction of  roads,  irrigation  works,  and  improvement  of  streams; 
proviso.    Adopted  November  1904.  p.246,  i  Ap  03 

▼  Va,  Amending  '03  ch.184  §9  (ex.  sess.)  relative  to  town  elec- 
tions on  question  of  bond  issue.  324  (ex.  sess.),  25  N  03 

nr  Va.  Amending  '03  ch.84  (ex.  sess.)  relating  to  bond  issue  by- 
municipal  corporations  for  redemption  of  outstanding  bonds. 

360  (ex.  sess.),  10  D  03 

z  Va.  City,  town  or  county  authorities  may  levy  special  tax  to 
pay  interest  on  bonds  and  provide  sinking  fund. 

557  (ex.  sess.).  2  Ja  04 

4598  Limitation  of  indebtedness 

a  N.  Y.  Limiting  indebtedness  of  towns  including  portion  of 
Adirondack  Park.     Adding  §215  to  '90  ch.569.  436,  27  Ap  04 

b  N.  Y.  Amending  village  law  '97  ch.414  §130  relative  to  limita- 
tion of  indebtedness.  680,  9  My  04 

c  S.  C.  Referring  to  Legislature  of  1905  amendment  to  Const. 
1895  art.8  §7,  amended  in  1901  relating  to  municipal  bonded  in- 
debtedness: city  of  Greenville  may  increase  indebtedness  to  15% 
for  street  improvement  or  sewerage  or  purchase  of  water  or  elec- 
tric light  plants.  385.  18  F  04 

d  Tenn.  Submitting  amendment  to  Const.  1870  art. 11  §19:  in- 
debtedness of  counties,  cities  and  towns  limited  to  10%  of  value 
of  taxable  property.    Rejected  November  1904.  532,  2  Ap  03 

Temporary  debt 

Mass.  Counties,  cities  and  towns  may  issue  noninterest  bear- 
ing notes  at  a  discount.  153,  12  Mr  04 

Miss.  Counties  under  30,000  may  borrow  money  not  exceeding 
$50,000  a  year  to  defray  expenses  of  county  other  than  judiciary 
expenses.     Amending  '02  ch.95  §1.  133,  22  Mr  04 

N.  Y.  Amending  county  law  '92  ch.686  art.2  by  adding  §39: 
counties  may  borrow  money  on  temporary  loans  and  issue  obli- 
gations therefor.  20,  i  Mr  04 

Deposits  and  depositories 

N.  Y.  Repealing  county  law  '92  ch.686  §143  as  to  depositories 
in  counties  with  city  of  20,000.  174,  29  Mr  04 

O.  Amending  '02  p.20  §135  (ex.  sess.)  as  to  duties  of  city 
treasurer  relative  to  deposit  of  moneys.  p.270,  23  Ap  04 
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960a  Fire  department 

See  also  toi^  Fires 

3603  General  organization 

a  La.  Villages  which  are  parish  sites  may  provide  for  protec- 
tion of  property  against  fire.  68,  i  Jl  04 

b  N.  J.  City  adopting  provisions  of  '02  ch.107  may  create  board 
of  fire  commissioners  and  provide  for  organization  and  manage- 
ment; bond  issue.    Supplementing  '02  ch.107.  3,  24  F  04 

c  N.  Y.  Amending  village  law  '97  ch.414  §206  relating  to  council 
of  fire  department:  one  half  [formerly  two  thirds]  of  members  to 
make  quorum.  645,  9  My  04 

2605  Fire  districts 

a  N.  Y.  Prescribing  method  of  assessing  expenses  of  fire  de- 
partment on  incorporation  of  village  within  fire  district.  Adding 
§37a  to  county  law  '92  ch.686.  277,  13  Ap  04 

2606  Finances 

2607  Appropriation.    Taxes.    Bonds 

a  Miss.  Board  of  supervisors  of  counties  of  40,000  containing 
municipality  with  fire  department  may  aid  latter  for  services  ren- 
dered to  amount  of  $250  a  year.  loi,  19  Mr  04 

b  O.  Council  of  any  incorporated  village  may  levy  additional  tax 
of  5  mills  for  fire  protection  for  years  1904-8.  p.407,  25  Ap  04 

2611  Independent  and  volunteer  companies 

a  N.  J.  Fire  or  hose  companies  incorporated  under  laws  of  state 
may  change  name  on  two  thirds  vote  of  board  of  directors; 
proviso.  197,  29  Mr  04 

26x2  Officers 

See'also  1093,  Fire  marshal 

a  Mass.  Regulations  as  to  hight  and  weight  of  members  of  fire 
department  to  be  enforced  by  certain  local  authorities. 

194.  31  Mr  04 
b        Mass.    Cities  and  towns  may  establish  hours  of  labor  for  mem- 
bers of  fire  department.  315,  9  My  04 
2616    Pensions.    Relief 

a  Mass.  Towns  on  two  thirds  vote  at  annual  town  meeting  may 
provide  for  pensioning  members  of  fire  department,  incapacitated 
through  service,  or  members  60  years  of  age,  after  25  years  of  con- 
tinuous service;  proviso.  327,  13  My  04 
b  N.  J.  Repealing  '85  ch.22  §4,  '03  ch.67  relating  to  organization 
of  firemen's  relief  associations.  181,  29  Mr  04 
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c        O.    Amending  R.  S.  §1536  subdiv.596  relating  to  firemen's  pen- 
sion fund:  membership  of  board  of  trustees;  rate  of  tax  levy. 

p.241,  23  Ap  04 

d        R.  I.    $2500  annual  appropriation  to  Rhode  Island  State  League 

of  Firemen;  to  constitute  firemen's  relief  fund;  creating  Firemen's 

Relief  Board;  distribution  of  benefits.  1161,  13  Ap  04 

c        S.  C.    Cities  of  20,000  or  more  may  have  pension  fund;  1%  of 

premiums  of  foreign  fire  insurance  companies,  firemen's  fines  to 

go  into  fund.  279,  i  Mr  04 

a6x9  State  firemen's  associations 

a       R.  I.    $2500  annual  appropriation  to  Rhode  Island  State  League 
of  Firemen;  annual  report  to  general  treasurer.  1161,  13  Ap  04 


Public  works.    Public  improvements 

See  also  2054,  Cemeteries 

962^  Municipal  utilities  (general) 

See  also  1336,  Street  railways 

Franchises  (general) 

See  also  1362,  Street  railways;  1415,  Telegraph  and  telephone 

N.  Y.  Amending  '98  ch.182  §19  as  to  street  franchises  in  cities 
of  50,000  to  250,000;  council  may  extend  same  subject  to  approval 
of  mayor  and  board  of  estimate  and  apportionment.      454,  28  Ap  04 

Va.  Repealing  '03  cfa.158  (ex.  sess.)  which  regulates  granting 
of  franchises  by  cities  and  towns.  570  (ex.  sess),  24  D  03 

Municipal  ownership  (general) 

See  also  1350,  Street  railways;  1391,  Ferries  and  fords;  2650,  Water;  2721,  Toll  roads 

O.  Municipal  corporation  may  contract  for  furnishing  of  water 
power  to  municipal  waterworks,  electric  light  or  gas  plants.  Add- 
ing §i43a  to  '02  p.2o  (ex.  sess.}.  p.320,  25  Ap  04 

Rates.    Charges 

a  Miss.  Incorporated  municipalities  may  fix  rates  for  water,  elec- 
tric light  or  gas  supplied  by  private  corporations;  proviso. 

182,   19  Mr  04 
b        O.    Limiting  power  to  change  prices  [formerly  minimum  prices] 
of  gas  and  electricity  when  fixed  for  certain  term  of  years  by  munici- 
pal corporation  and  accepted  by  company.    Amending  R.  S.  §2479. 

p.263,  23  Ap  04 

9633  Light.     Power.     Heat 

See  also  320,  Crimes  against  property 

9634  State  supervision 

a  Mass.  Amending  R.  L.  ch.121  §4  relative  to  assessment  of  sala- 
ries and  expenses  of  Board  of  Gas  and  Electric  Light  Commis- 
sioners among  gas  and  electric  light  companies.  435»  8  Je  04 
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3636  Public  lighting  contracts 

a  N,  J.  Amending  '94  ch.353  §2,  4  as  to  expenditure  by  township 
commissioners  for  street  lighting.  7i»  28  Mr  04 

3637  Light,  heat  and  power  companies 

2638    General  and  miscellaneous 

a  O.  Gas  and  electric  light  companies  may  manufacture  and  sup- 
ply gas  and  electricity  for  light,  heat  and  power  purposes.  Re- 
pealing R.  S.  §355oa  relating  to  Cincinnati.  p. 258,  23  Ap  04 
b  S.  C.  Electric  lighting  and  power  companies  to  have  same 
rights  and  duties  as  telegraph  and  telephone  companies.  Amend- 
ing C.  C.  §2211.  278,  25  F  04 
2640    Eminent  domain 

a  O.  Municipal  and  other  corporations  organized  to  build  dams, 
construct  canals,  etc.,  or  erect  poles  -to  transmit  electricity  may 
exercise  right  of  eminent  domain;  proviso.     Amending  R.  S.  §3878. 

p.300,  23  Ap  04 

2648  Water 

Set  also  1079,  Pollution  of  water;  1x90,  Water  rights 

2649  Eminent  domain 

a        Ky.     Corporations  supplying  water  to  cities  may  condemn  land. 

70,  21  Mr  04 

2650  Municipal  works 

a  Minn.  Cities  under  10,000  having  sold  waterworks  with  right  of 
purchase  reserved  may  issue  bonds  to  repurchase;  proviso;  regu- 
lations. 50,  II  Mr  03.  Unconstitutional.  Basis  of  classification  ar- 
bitrary.   Special  legislation.    Thomas  v.  City  of  St  Cloud,  97  Ni  W. 

125  (1903). 

b  N.  J.  Cities  owning  or  operating  system  of  waterworks  may 
extend  same  by  bond  issue;  regulations.  53.  22  Mr  04 

c  N.  J.  Cities  with  artesian  water  supply  may  extend  water  sup- 
ply and  waterworks  plant;  bond  issue  limited  to  $200,000;  regu- 
lations. 77*  28  Mr  04 

d  N.  J.  City  authorities  may  contract  to  enlarge  or  construct  addi- 
tional water  mains;  assessment  of  benefits;  bond  issue;  regulations. 

146,  28  Mr  04 

c  N.  J.  Governing  authority  of  cities  under  12,000  owning  or 
operating  water  supply  plant  may  contract  for  constructing  addi- 
tional water  pipes  or  mains:  bond  issue  limited  to  $30,000. 

201,  30  Mr  04 

f  Pa.  Borough  may  provide  water  supply  by  building  and  operat- 
ing works  or  by  contract  with  private  corporations.  113,  3  My  01. 
Unconstitutional  in  so  far  as  it  impairs  existing  contracts.  Potter 
County  Water  Co.  v.  Borough  of  Austin,  55  A.  991  (1903). 
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9651    Storage  resenroirt 

a  N.  J.  Amending  '92  ch.27  §4,  5  as  to  bonds  issued  by  cities  for 
construction  of  water  supply  reservoirs.  39,  16  Mr  04 

9654  Water  commissioners 

a  Mass.  6000  [formerly  4500]  copies  of  annual  report  of  metro- 
politan water  and  sewerage  board.    Amending  R.  L.  ch.9  §7  line  118. 

410,  3  Jc  04 
a<^5  Water  companies 

a  Ala.  Amending  C.  §1256  by  adding  ^9  defining  rights  of  water 
supply  companies;  condemnation  proceedings.  p.75,  3  Mr  03 

1657    Regulating  rates 

a  O.  City  or  village  authorities  may  regulate  rates  of  companies 
supplying  water  for  public  or  private  use  or  fire  protection. 
Amending  R.  S.  §1536  subdiv.567.  p.ii4»  20  Ap  04 

s66o  Sewerage 

See  also  X079,  Pollution  of  water;  1191,  Drainage 

966z  Sewerage  ssrstems.    Construction  generally 

a  la.  Repealing  C.  §738-39  relating  to  construction  of  sewers  in 
towns  and  smaller  cities.  26,  31  Mr  04 

b  la.  Extending  to  incorporated  towns  provisions  of  C.  t.5  ch.7 
relating  to  construction  of  sewers.  3ii  31  Mr  04 

c  La.  Submitting  amendment  to  Const.  1898  art.281:  municipal 
councils  may  create  i  or  more  sewerage  districts  within  corporate 
limits;  sewerage  districts  on  majority  vote  of  property  taxpayers 
may  levy  special  tax  not  exceeding  5  mills  on  $1  of  assessed  valua- 
tion of  property  of  district;  exceptions;  bond  issue.  Adopted 
November  1904.  186,  7  Jl  04 

d  Mass.  Governor  with  consent  of  Council  may  appoint  commit- 
tee of  3  members  to  investigate  local  sewerage  systems  within 
metropolitan  sewerage  district  and  consider  advisability  of  pur- 
chase and  maintenance  by  metropolitan  water  and  sewerage  board; 
report  to  Legislature  of  1905.  r.98,  3  Je  04 

e  N.  J.  City  owning  system  of  sewerage  may  extend  same;  agg^re- 
gate  amount  of  long  term  and  short  term  sewer  bonds  not  to 
exceed  3%  and  5%  respectively  of  assessed  valuation;  procedure. 

55,  22  Mr  04 

f  N.  J.  Cities  under  12,000  may  maintain  sewerage  system  by  gen- 
eral taxation  including  in  annual  city  tax  a  special  sewer  tax  to  be 
first  lien  on  property  against  which  it  is  assessed.  Supplementing 
'97  ch.50.  85,  28  Mr  04 

15 
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3663  Eminent  domain 

a  la.  Cities  and  towns  may  acquire  property  for  sewer  outlets, 
garbage  and  sewage  disposal  grounds.    Amending  C.  §881. 

37,  12  Ap  04 
2667  Joint,  trunk  and  outlet  sewers 

a  N.  J.  Municipality  entering  on  joint  contract  to  construct  and 
maintain  outlet  or  trunk  sewers,  may  issue  bonds  to  continue  con- 
tract; procedure.    Supplementing  '99  ch.36.  152,  28  Mr  04 

b  O.  Providing  for  construction  and  maintenance  of  main  or 
trunk  sewers  by  county  conmiissioners  on  approval  of  plans  by 
State  Board  of  Health;  bond  issue.  P-533»  3  My  04. 

2671  Sewer  assessments 

a  N.  J.  Regulating  procedure  when  action  taken  by  city  relative 
to  sewer  assessment  has  been  defective.    Supplementing  "82  ch.5o» 

9Z,  a8  Mr  04- 
967s  Sewer  bonds 

a  N.  J.  Cities  may  issue  bonds  for  sewers  and  drains  not  exceed- 
ing $i30jOOO  [formerly  $75»ooo]  a  year.    Amending  '03  ch.36  §2. 

2  (ex.  sess.},  19  Ap  04 
2674  State  commissions 

a  Mass.  6000  [formerly  4500]  copies  of  annual  report  of  metro- 
politan water  and  sewerage  board.    Amending  R.  L.  ch.9  §7  line  1 18. 

410,  3  Je  04 
2677  Parks.     Public  grounds.     Boulevards 

See  also  798,  State  parks 

a  N.  J.  Cities  bordering  on  ocean  may  establish  band  pavilions 
and  bath  houses  connected  with  places  of  public  resort  and  erect 
and  maintain  recreation  piers;  disposition  of  receipts;  public 
grounds  commission  to  have  supervision.    Amending  '00  ch.99  §3,  4. 

86,  28  Mr  04 
2679  Establishment.    Siqyport 

a  la.  Cities  under  12,500  and  incorporated  towns  may  issue  bonds 
for  park  improvement;  regulations.    Amending  C.  |86o. 

35,  12  Ap  04 

b  la.  Amending  C.  §853  relating  to  levy  of  special  park  tax  by 
cities  of  25,000.  34,  13  Ap  04 

c  N.  J.  Towns  incorporated  under  genera!  town  law  may  main- 
tain parks  and  places  of  amusement;  board  of  park  commissioners 
established;  bond  issue.    Supplementing  '95  ch.113.         37,  16  Mr  04 

d  N.  J.  Cities  of  12,000  to  150,000  may  improve  public  parks;  loan 
limited  to  $10,000  a  year.  150,  28  Mr  04 
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O.  Public  parks  containing  prehistoric  earthworks  or  historic 
buMimg  to  be  exempt  from  taxation;  regulations.  Amending  R.  S. 
$273^  subdiv.i-2.  p.49,  25  Mr  04 

O.  Township  on  petition  of  electors  equal  to  one  tenth  of  votes 
cast  at  last  general  election  may  establish  public  park  on  submis- 
sion of  question  to  popular  vote;  procedure.  P^iii  25  Ap  04 


la.  Park  commissioners  in  cities  under  40,000  to  serve  without 
pay.    Amending  C.  §861.  36,  6  Ap  04 

Boulevards  and  driveways 

O.  Municipal  corporations  may  condemn  property  to  establish 
boulevards,  park  ways  etc.  around  public  buildings.  Amending 
'02  pjK)  {10  (ex.  sess.).  p.333>  ^5  Ap  04 

Pnoiic  cntcrtamment 


Towns  at  annual  meeting  may  appropriate  money  to  $500 
for  public  band  concerts.  152,  12  Mr  04 

Public  baths  and  gymnasium 

a  N.  J.  Borough  maintaining  bathing  establishment  for  profit  may 
maintain  lifesaving  guard.    Supplementing  '97  ch.i6i.    105,  28  Mr  04 

n«>  Roads.  Streets 

2701  General 

a  Ala.  Providing  for  construction  and  maintenance  of  county 
roads  and  bridges:  governing  county  board  to  have  supervision; 
condemnation  proceedings;  road  districts;  employment  of  convicts; 
tax  levy  limited  to  2!  mills.  P4i2>  10  O  03 

b  Md.  Providing  new  road  system  for  Baltimore  county:  county 
commissioners  sitting  as  highway  commissioners  to  have  super- 
vision; extensive  powers.    Amending  C.  art.3  §188-211. 

465,  12  Ap  04 

c  N.  Y.  Amending  '98  ch.115  §12  relating  to  care  of  roads  before 
asstmied  by  county.  426,  27  Ap  04 

d  N.  Y.  Secretary  of  state  to  designate  person  to  compile  revised 
edition  of  highway  manual;  compensation;  distribution. 

536,  3  My  04 

e  O.  Provision  for  holding  state  convention  to  consider  road  im- 
provement p.630,  2  F  04 

f  Va.  General  road  law:  establishment,  construction  and  mainte- 
nance of  county  roads.     I3p.  106,  12  Mr  04 

270a  State  road  systems  and  state  aid 

a  la.  Iowa  State  College  of  Agriculture  and  Mechanic  Arts  at 
Ames  constituted  Highway  Commission  for  Iowa;  to  devise  plans 
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for  systems  of  highway  construction  and  maintenance;  to  circulate 
information  relating  to  road  building;  to  furnish  public  demon- 
strations; annual  report  to  governor.  105,  13  Ap  04 

b  Md.  Providing  for  permanent  improvement  of  highways:  ex- 
tending powers  of  commission  which  was  appointed  by  '96  ch.51 
to  direct  State  Economic  and  Geologic  Survey;  to  have  supervision 
of  road  improvement;  construction,  repair  and  maintenance;  pro- 
cedure; state  aid  to  50%  of  county  levy;  $200,000  annual  appro- 
priation.   Supplementing  '98  ch.454.  225,  2  Ap  04 

c  Mass.  Amending  R.  L.  ch.47  §6  as  to  filing  of  certificates  pre- 
liminary to  locating  state  highway.  108,  24  F  04 

d  Mass.  Cities  and  towns  may  pay  part  cf  expense  of  construct- 
ing state  highway  within  limits;  regulations.  125,  27  F  04 

e  Mass.  Legislature  to  appropriate  annually  from  state  treasury 
amount  necessary  for  maintenance  of  state  highways.  Amending 
'03  ch.280  §2.  244,  20  Ap  04 

f  N.  Y.  Misdemeanor  to  enter  highway  closed  to  public  travel  by 
state  engineer.    Adding  §iia  to  *gS  ch.115.  298,  13  Ap  04 

g  N.  Y.  County  to  appropriate  half  of  cost  of  improvement  before 
highway  placed  on  list  for  construction.    Amending  '98  ch.115  §11. 

299,  13  Ap  04 

h  N.  Y.  Amending  highway  law  '90  ch.568  §55  and.  adding  §55a-d 
relative  to  maintenance  of  highways  and  supervision  by  state  en- 
gineer, and  county  engineer  or  county  superintendent  of  highways; 
defining  duties  of  county  engineer.  Repealing  '98  ch.115  §8  so  far 
as  relatino"  to  county  engineer.  608,  6  My  04;  609,  6  My  04 

i  N.  Y.  Final  resolutions  of  county  supervisors  adopting  plan  of 
state  engineer  for  constructing  highways  may  not  be  rescinded. 
Amending  '98  ch.115  §6.  612,  6  My  04 

j  O.  Providing  for  system  of  state,  county  and  township  coopera- 
tion in  improvement  of  public  highways;  creating  office  of  state 
highway  commissioner;  state  aid  to  25%  of  cost;  procedure. 

p.523,  18  Ap  04 

k  O.  State  highway  commissioner  to  carry  into  effect  law  pro- 
viding for  system  of  state  highways;  county  bond  issue;  creation 
of  state,  and  county  road  improvement  fund.  P-5iif  27  Ap  04 

m        R.  I.    $100,000  for  construction  and  maintenance  of  state  high- 
ways; State  Board  of  Public  Roads  to  direct  expenditure. 

r.13,  7  Ap  04 

9703  Road  officers.    Overseers.    Street  commissioners 

a  Ky.  Amending  '94  ch.47  §24  as  to  fines  for  neglect  of  duty  by 
overseers  of  road  precincts.  90,  22  Mr  04 
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b  N.  Y.  Amending  highway  law  '90  ch.568  §83,  84,  89,  92  relative 
to  appointment  of  commissioners  by  county  judge  or  special  county 
judge,  353,  16  Ap  04 

3704  Road  districts 

a  O.  Generally  amending  R.  S.  §4757  subdiv.i-21  relating  to  or- 
ganization of  special  road  districts  out  of  contiguous  townships. 

p.94,  19  Ap  04 

b  O.  Township  trustees  may  create  separate  road  districts  for 
improvement  of  township  roads;  submission  of  question  to  popular 
vote;  regulations.  P-575f  6  My  04 

8705  General  improvement.    Contracts 

a  Ky.  Counties  may  issue  bonds  for  construction  of  turnpikes  and 
gravel  roads;  regulations.  77,  22  Mr  04 

b  Ky.  Providing  for  condemnation  of  land  and  material  necessary 
to  construct  and  repair  public  roads  and  bridges;  procedure. 

98,  22  Mr  04 

c  Miss.  Counties  may  issue  bonds  for  construction  of  public 
roads.    Amending  Ann.  C.  '92  §311.  140,  22  Mr  04 

d  N.  J.  Boards  of  chosen  freeholders  may  maintain  roads  on 
county  property.  36,  16  Mr  04 

e  N.  J.  Amending  '03  ch.97  §10  relative  to  county  bonds  for  road 
improvement:  interest  to  be  payable  annually  or  semiannually. 

90,  28  Mr  04 

f  N.  J.  Roads  improved  by  townships  may  be  transferred  to 
county  on  petition;  procedure.  114,  28  Mr  04 

g  N.  Y.  Amending  '98  ch.115  §8  as  to  awarding  of  contracts  by 
town  and  county  boards  for  improvement  of  highways. 

51,  8  Mr  04 

h  N.  Y.  Highway  commissioners  in  towns  adopting  money  sys- 
tem to  prescribe  duties  of  overseers  as  to  maintenance  of  highways; 
establishment  of  highway  districts.  Amending  highway  law  '90 
ch.568  §4  subdiv.3-5.  6x1,  6  My  04 

i  O.  Amending  R.  S.  §4759  relative  to  building  of  turnpikes  by 
county  commissioners:  manner  of  construction.         p.57,  31  Mr  04 

j  O.  Counties  collecting  tolls  from  national  road  to  expend  same 
on  improvement;  regulations.  P-434f  26  Ap  04 

k  O.  Revising  law  relating  to  improvement  of  public  roads  of 
townships.    Repealing  *oo  p.284.  p. 5 50,  3  My  04 

S706    Road  machinery  and  material 

a  la.  Local  authorities  may  condemn  gravel  lands  for  road  pur- 
poses; reversion  of  lands.  73,  6  Ap  04 

b  N.  Y.  Amending  highway  law  '90  ch.568  §6  as  to  use  of  town 
road  machines  on  change  from  labor  to  money  system  of  working 
roads.  153,  28  Mr  04 
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^719  Private  roads 

a  Kan.  Providing  for  opening  of  private  roads:  procedure.  G.  S. 
'01  §6053-55.  Unconstitutional.  Takes  private  property  for  private 
use.    Clark  v.  Board  of  Commissioners,  77  P.  284  (1904). 

b  Ky.  Amending  '93  ch.232  art.2  §1  relative  to  laying  out  of  pri- 
vate roads  across  lands  of  others:  procedure.  126,  26  Mr  04 

c  N.  Y.  Amending  highway  law  '90  ch.568  §110,  11 1,  113  relative 
to  establishing  private  roads:  town  highway  commissioners  to- 
select  jury  from  36  [formerly  18]  freeholders;  regulations. 

109,  23  Mr  04 
97ao  Toll  roads 

a  O.  Amending  R.  S.  §3485  as  to  appeals  from  condemnation  pro- 
ceedings relating  to  toll  roads.  p.85,  15  Ap  04 

b  Va«  Provision  for  continuing  annual  tolls  on  turnpikes.  Amend- 
ing '04  ch.609  ptio  §10  (ex.  sess.).  42,  27  F  04 

2721  Public  purchase 

a  N.  J.  Supplementing  '01  ch.132  appointing  commission  to  acquire 
turnpike  roads  for  free  public  use;  proceeding's.  133,  28  Mr  04 

b  N.  J.  County  acquiring  plank  road,  on  expiration  of  charter,  may 
widen  same  to  100  feet;  acquisition  of  lands  by  purchase  or  con- 
demnation.    Supplementing  '01  ch.135.  138,  28  Mr  04 

c  O.  County  commissioners  may  buy  and  maintain  as  free  turn- 
pikes, toll  roads  in  county;  procedure;  repealing  '02  p.730  relating 
to  Hamilton  county.  P-I3i>  21  Ap  04 

d  O.  County  commissioners  may  purchase  toll  roads  along 
suburban  or  interurban  railroads  to  maintain  as  free  turnpikes; 
bond  issue;  regulations.  P-4i4»  25  Ap  04 

973a  Miscellaneous 

3723  Automobiles  and  motocydes 

a  Ala.  Regulating  use  of  automobiles  and  motocycles:  registra- 
tion with  probate  judge;  speed  limit,  8  miles;  equipment;  precau- 
tions against  frightening  horses;  grand  jury  to  indict;  penalties. 

P497,  9  O  03 

b  la.  Regulating  registration  of  motor  vehicles  and  their  opera- 
tion on  highways;  penalties.  53i  12  Ap  04 

c  Ky.  Regulating  use  of  motor  vehicles  on  highways,  outside  of 
city  or  town  limits;  penalties.  122,  26  Mr  04 

d  Md.  Regulating  use  of  motor  vehicles:  definitions;  registration; 
speed;  penalties.  518,  12  Ap  04 

e  N.  Y.  General  law  regulating  registration  and  identification  of 
motor  vehicles  and  use  on  highways.  8p.  Repealing  Pen.  C.  §666,. 
also  highway  law  '90  ch.^iB  '§163,  i66-69b  in  so  far  as  relating  to 
motor  vehicles.  538,  3  My  04;  539»  3  My  04;  540,  3  My  04 
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f  O.  Regulating  use  of  motor  vehicles  on  highways.  Amending 
R.  S.  {3490.  p.283,  23  Ap  04 

£  R.  I.  Motor  vehicle  law:  registration;  licenses;  use  of  machines 
on  highways;  penalties.  1157,  13  Ap  04 

3737  Cleaning.    Watering 

a  N.  Y.  Village  board  of  trustees  on  petition  of  majority  of  tax- 
payers of  street  may  have  streets  sprinkled;  assessment.  Amend- 
ing village  law  '97  ch.414  §165.  497,  29  Ap  04 
b  O.  Amending  '02  p.20  §65-67  (ex.  sess.)  relative  to  street  clean- 
ing and  sprinkling;  awarding  of  contracts;  supervision;  method  of 
aissessment;  bond  issue.  p.102,  22  Ap  04 
9730                                                     Drainage 

a  N.  Y.  Town  highway  commissioner  may  enter  on  private  lands 
to  construct  drains  necessary  for  maintaining  highways.  Adding 
{12a  to  '98  ch.115.  297,  13  Ap  04 

9732  Fences 

a  O.  Landowner  may  construct  fence  along  public  highway  to 
end  of  bridges  or  culverts;  title  not  to  be  acquired  to  land  within 
inclosure;  removal  of  fence.  p.92,  19  Ap  04 

a737  Obstruction.    Injury  to  roads 

a  N.  Y.  Amending  highway  law  '90  ch.568  §4  subdiv.8,  §9,  21,  53, 
53a,  105  providing  for  removal  of  obstructions  caused  by  snow  and 
for  prevention  of  such  obstructions.  478,  28  Ap  04 

2740  Road  engines  on  highways 

a  la.  County  to  be  liable  for  personal  injuries  resulting  from  steam 
engines  on  public  roads.    Amending  C.  §1571.  52,  6  Ap  04 

2742  Trees.    Grass  plots 

a  N.  J.  Providing  for  planting  and  care  of  shade  trees  on  high- 
ways by  city  park  authorities.  142,  28  Mr  04 

b  O.  Amending  '02  p.20  §65-67  (ex.  sess.)  relative  to  planting  of 
trees:  awarding  of  contracts;  supervision;  method  of  assessment; 
bond  issue.  p.  162,  22  Ap  04 

2744(5  Weight  of  load 

a  O.  Burdens  transported  over  improved  roads  limited  to  3400 
[formerly  2000]  pounds  including  weight  of  vehicle.  Amending 
R.  S.  §4904.  p.36,  15  Mr  04 

8745  Wide  tires 

a  N.  Y.  Amending  highway  law  '90  ch.568,  '93  ch.468  §74  relative 
to  rebate  of  highway  tax  for  use  of  wide  tires.  324,  13  Ap  04 
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Abduction,  294 

Abortion,  266 

Abstracts,  397 

Accident       insurance      companies, 

1753 
Accountants,  1536 

Accounts,  853 

local  government,  2575 
Acknowledgments,  393 
Actions  at  law 

civil  procedure,  695 

criminal  proceuure,  202 

special,  739 
Adjutant     general,     2354c,     2398c, 

2398e,  2398h,  2400,  2408c 
Administration  of  estates,  426 
Administration  of  jtistice,  590 

crimes  against,  238 

criminal  procedure,  202 
Administrative  law,  750 
Administrators,     430g,    441,    442b, 

442d,  442g,  442i 
Adulterations,  1466 

of  foods,  955 
Advertisements,  regulation  of,  1592 
Affidavits,  721 
Ag^culture 

associations,  1834 

domestic  animals,  1875 

experiment  stattons,  1828 

fairs,  1834 

forestry,  1890 

horticulture,  1842 

noxious  animals,  1856 

schools,  2344 

state  boards,  1472a,  I474e,  1826 

state  commissioner  of,  1144b 

statistics,  21a 

supervision,  1824 
Alcohol,  900,  998 
Aliens,  employment,  2122 
Alimony,  481 


Almshouses,  2155 
Ambulances,  2162 
'  Amusements,  879 
Animals 

contagious  diseases,  1143 

cruelty  to,  896 

domestic,  1875 

noxious,  1856 

See  also  Livestock 
Anniversary  celebrations,  2364 
Antitoxin,  1028 
Appeals 

civil  cases,  7ZZ 

court  of,  see  Court  of  Appeals 

criminal  cases,  2^5 
Appellate  courts,  611 
Appraisal,  public  lands,  776 
Apprehension  of  criminals,  203 
Appropriations,  851 

local  finance,  2577 
Arbitration,  labor  disputes,  2136 
Archives,  2365 
Armories,  2392 
Arrests,  203 

civil,  706 
Arson,  310 
Art,  2386 
Assault,  296 
Assembly,  79,  80 
Assessment  companies,   1760 
Assessment  of  taxes,  818 
Assessments,  special  benefit,  2568 
Assignments,  449 
Asylums 

blind,  2191 

deaf  and  dumb,  2186 

epileptics,  2210 

feeble-minded,  2218 

hospitals,  2165 

insane,  2196 
Attachment,  741 
Attorney    general,    50,    844d,    854d, 

1758a,  1761C,  2526b 
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Attorneys,    216b,    231a,    591,    737a, 
iS32a 

disbarring,  488a,  596 

fees,  9s6f 

prosecuting,  675 
Auctioneers,  153S 
Automobiles,  2723 

Baggage,  1244 
Bail,  209,  219b 
Ballots,  174 
Bank  robbery,  332a 
Banks,  502d,  1677 

deposits,  1688 
public  funds,  868,  2600 

inspection,  1680 

name,  1692 

officers,  1693 

savings,  843b,  1707 

state  departments,  1680 

taxes,  843 
Bar,  admission  to,  592 
Barbers,  1540 
Bastardy,  270 

Battlefields,  memorials  on,  2376 
Bees,  diseases  of,  1171 
Beets,  sugar,  1635 
Bequests,  local  government,  2562 
Bertillon  system,  369a 
Betting,  883 
Bicycles,  2718 

Biennial  legislative  sessions,  113 
Bigamy,  2y2 
Bill  of  exceptions,  382f 
Bills,  legislative,  106 
Birds,  896a,  929b 

game,  1902c,  1946 
Blacklisting,  2137 
Blind,  2188 
Blue  books,  72 
Boilers,  1128 
Boll  weevil,  1846 
Bond  companies,  1795a 
Bonds 

appeal,  382a,  737 

bail,  209,  219b,  226b 

corporations 
railway,  1279 


Bonds  {pofUinMsd) 

street  railways,  1349 

guardians,  445c,  448d 

official,    430g,    669d,    754b,    761, 
858d,  8s9b,  2515 

state  and  local,  see  Debts,  public 

state  depositories,  868d 

trust  companies,  868e 

trustees,  448d 
Bonus,  1632 
Bookmaking,  887 
Boroughs,  see  Municipalities 
Bottles,  1 501 
Boulevards,  2681 
Boundaries 

bridges  on,  1396 

roads  on,  2715 
Bounties 

industries,  1632 

on  animals,  1856 
Boycotts,  2138 
Bribery,  250 

elections,  15J 
Bridges,   334a,    i393»    2577a,    2701a, 

2705b 
Brokers,  insurance,  1738 
Budget,  848 

local  finance,  2575 
Building     and     loan     associations, 

843e,  843^,  1717 
Buildings,    sanitation    and    safety, 

1099 
Buildings,  public,  779,  2044c,  2577a 

county,  97b 

local  government,  2555 

school,  2232 

state,  382c 
Burglary,  312 

Burial  expenses,  soldiers,  2411 
Burial  permits,  1052 
Burial  places,  1654 
Business  taxes,  see  Taxation,  busi- 
ness taxes 
Butter,  ^)64 

Campmeeting  corporations,  588a 
Canal  corporations,  382g 
Canals,  502J,  1383 
Candidates,  elections,  liSo 
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Cans,  1501 

Canvass  of  votes,  194 
Capital,  16 
Capital  stock,  509 
bnilding    and    loan    associations, 

1 721 
insurance  companies,  1739 
railways,  1279 
street  railways,  1349 

Capitol,  781 

Car  companies,  1266 

Carcasses,  disposal  of,  1150 

Casualty  insurance,  1763 

Caucuses,  160 

Cement,  1484 

Cemeteries,  1054 

Cemetery  associations,  2370a 

Census,  21 

Certiorari,  749c 

Chancery  commissioner,  2505b 

Chancery   courts,   613,    717c,    737a, 
829g 

Charitable  corporations,  583f 

Charitable  institutions,  2140 

Charities,  2140 
bhnd,  2188 

children,  2172 

deaf  and  dumb,  2x84 

epileptics,  2210 

feeble-minded,  2215 

insane,  2192 

poor  relief,  2148 

sick  and  disabled,  2160 

sUte  boards,  371a,  37id,  1023c 
Cheese,  966 
Chief  of  police,  226c 
Children,  2172 

adoption,  497 

blind,  2188 

crippled  and  deformed,  2174 

custody,  497 

deaf  and  dumb,  7270c,  2184 

guardianship,  444 

illegitimate,  497 

juvenile  offenders,  371 

labor 

employment,  21 18,  2121 
hours,  2089 


Children  (continued) 

probation,  374 

reform  schools,  346 

See  also  Minors 
Chosen    freeholders,    I40id,    I40ie, 

2500,  2705d 
Churches,  588b,  588c,  588d 

See  also  Religious  corporations 
Cigarettes,  924a 
Circuit    courts,    187b,    192b,    213c, 

2i6c,  217a,  393e,  396f,  422g,  431b, 

445c,  448a,  496d,  60IC,  6oie,  6oif, 

6oig,  6oih,  615,  647b,  693a,  708c, 

7o8g,  7iod,  719a,  733f,  733k,  73Sh, 

741  h,  754a,  874c.  904f,  907d,  9294 

934<i,  934c.  i8ioa,  2376n,  2585a 
Circuit  solicitor,  681 
Cities,  see  Municipalities 
Citizenship,  116 
Civil  law,  375 
Civil  procedure,  695 
Civil  rights,  122 
Civil  service,  753 

county,  25 1 1 

municipal,  2472 
Claims 

against  estates,  442 

local  finance,  2586 

state  finance,  854,  855 
Coal,  weights  and  measures,  1441 
Cocaine,  926 

Coke,  weights  and  measures,  1441 
Collateral     inheritance     tax,     836a, 

836c,  836f 
Colleges,  2336 
Colonial  laws,  2365 
Combinations,  589 

corporations,  511 

railways,  1272 

street  railways,  1342a 
Commerce  and  industry,  1422 
Commercial  feed  for  stock,  1472 
Commissioners 

chancery,  2505b 

counties,   see   Counties,   commis- 
sioners 

special,  693 
Common  carriers,  1240, 1844a.  1953a 
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Common  pleas,  court  of,  601  d,  6156, 

617,    733g,    1317a,    1317b,    I3i9<i, 

22ost,  2381a,  2523b 
Q>mmunicable    diseases,   see   Con- 
tagious diseases 
Complaint,  procedure,  700 
Comptroller,  see  State  comptroller 
Compulsory  school  attendance,  2270 
Concealed  weapons,  262 
Condemnation  of  property,  382 

boulevards,  2681a 

bridges,  I40id 

drainage,  1192k 

flood  waters,  controlling  works, 
1113b 

insane  hospitals,  2200c 

light,  heat  and  power  companies, 
2640 

local  finance,  2554 

memorial  sites,  2369d 

mines,  2026a 

railways,  1297 

roads,  2701a,  2705b,  2706a 

sewers,  2663 

telephone  companies,  1416a 

toll  roads,  2721b 

water  rights,  1190b,  1190c,  ii9od 

waterworks,  2649a,  2655a 
Condiments,  956e 
Conditional  sales,  415 
Confectionery,  956c 
Confederate  Memorial  day,  1596a 
Confederate  veterans 

pensions  and  aid,  2409 

taxation,  exemptions  from,  833i 
Conferences  of  ministers,  586a 
Constable,  663 

Constitutional  amendments,  33; 
adopted,  35;  pending,  34;  re- 
jected, 36 

attorney  general,  5od,  5oi 

ballots,  175a 

banks,  1679c 

capital,  i6a 

capitol,  78 id 

census,  21c 

children,  labor,  2121a 

civil  rights,  122 


Constitutional  amendments  (cont'd) 
counties,  2498a,  2498b 
county  commissioners,  2504a 
county  officers,  2518a,  2518b 
courts,    6oia,    601  b,    601  j,    605b, 
605c,  6o5f,  605J 

appeals,  623b 

county,  619a 

district,  633a,  633b,  633c 
deaf  and  dumb  asylum,  2i86f 
debts,  public,  865a,  2597n,  2598c, 

2598d 
direct  legislation,  115 
district  attorney,  679a 
drainage,  1192b 
elections,  171a,  i7id 
feeble-minded,     institutions     for, 

2218b 
forest  preserve,  1894b 
governor,  40a 

veto  power,  45a 
judgments,  735b 
legislative  bills,  106 
Legislature,  77at  79a>8oa,8od,  8oe 

sessions,  113 
municipalities,  '<433a,  2434 
officers,  administrative  and  judi- 
cial, 767f 
passes,  1237b 
pensions 

police,  876b 

soldiers,  2409d,  2409g 
prison  officers,  342 
prosecutions,  212a 
public  works,  2096a 
railways,  1282a 
schools,     2229a,     2240c,      2241b, 

2241C, 2242c,  2244b, 2244c,  2350c 
secretary  of  state,  49d 
sewers,  2661c 
sheriflFs,  691b 
special  legislation,  88 
state  officers,  857b 
state  printer,  68d 
state  universities,  2336b 
statutes,  revision,  lib 
supreme  courts,  643b,  643c,  643d, 

643e,  643f 
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Constitutional  amendments  {Cont'd) 

taxation,  8o8c,  8ioa,  8iob,  8ioc, 
8iof,  812a,  849b 
exemptions  from,  1^33^1  1633c 

textbooks,  2283a 

voters,  142a 

voters  in  soldiers  homes,  145a 

woman  suffrage,  146a 
Constitutional  conventions,  30,  84a 
Constitutional  law,  15 
Constitutionality,  question  of,  12 
Constitutions,  30 
Consumption,  1042 
Contagious  diseases,  932J,  1018 

dead  bodies,  1064 

of  animals,  1143 
Contempt  of  court,  240 
Contests,  elections,  196 
Contractors,  419c,  421b,  421c 
Contracts,  452 

labor,  2113(5 

public,  787 

local  finance,  2560 

roads,  2705 
CoDTcyance  of  property,  392,  494a, 
494b 

by  corporations,  512 

of  incompetents  and  minors,  447 

public,  776a 
Convict  guards,  727b 
Convicts,  352 

labor,  354,  2701a 

sentencing  and  reform,  363 
Cooperative  associations,  583a 
Coroners,  647 
Corporation  commission,  53,  84ig, 

853a 
Corporations,  500 

banking,  see  Banks 

capital  stock,  509 

consolidation,  511 
See  also  Combinations 

dissolution,  523 

foreign,  525,  841b,  841  f,  842a 
banks,  1679c 

government,  517 

not  for  profit,  582 

political,  502g 


Corporations  {Continued) 

private,  502b 

property,  509 

religious,  586 

shares,  516 

taxation,  840 
Corrections,  335 
Corrupt  practices,  149 
Costs  in  actions,  737 

criminal  procedure,  226 
Cotton  factories,  1643 
Cotton  seed  meal,  I474f 
Counties,  2490 

attorneys,  677 

auditor,  8i9g,  907b,  1059a,  2580a, 

2593 
buildings,  97b 

buildings  and  grounds,  2555 
chosen  freeholders,  I40id,  x4oze, 

2500,  2705d 
civil  service,  251 1 
clerk,  7a,  397a 

commissioner  of  revenue,  2592a 
commissioners,       825b,        I052a» 
1403a,  .  2157b,    2157c,      2372b, 
2386a,  2500,  2513a,  2513b,  2557a, 
2566c,      2577a,    2579b,      2581a, 
2701b,      2705i,    2713c,      2713d, 
27i3e,  272IC,  272id 
consolidation,  2498 
court  of  record,  6oib 
courts,  619,  712a,  719a,  907d 
debts,  I40id,  I40ie,  1403a,  2157b, 
2157c,     2597c,       2597c,     2597g, 
2597h,     25978,     2597X,     2598d, 

«599 
dispensaries,  903c 
health  boards,  932e,  934d 
jails,  349 
new,  2498 
officers,    126c,    I7id,    754a,    756a, 

767a,  868c,  251 1,  2588a 
police,   874 
recorder,  829q 
records,  2497 
schools,  see  Schools 
seats,  2495 
sheriffs,    219a,    349c,    392b,    691, 

8540,8546 
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Cotinties  {continued) 

supervisors,  1103b,  2233b,  2240g, 
2244d,  2245c,  237611,  2392c,  2500, 
2577d,  2607a,  27i6d 

treasurer,      132a,      907b,     2580a, 
2588c,  2588d,  2588e,  2588!,  2594 
Court  of  appeals,  6o5e,  605J,  605m, 
607a,  735S,  749d 

(intermediate),  6oia,  623,  733d 
Court  of  claims,  855a 
Court  of  errors  and  appeals,  6o5i 
Court  of  record,  60 if 

county,  6oib 
Courtesy,  492 
Courthouses,  2557 
Courts,  600 

appellate,  611 

chancery,  613,  717c,  737a,  829g 

circuit,  187b,  192b,  213c,  2i6c, 
217a,  393e,  396f,  4^2^,  431b, 
445c,  448a,  496d,  601C,  6oie, 
601  f,  601  g,  601  h,  615,  647b, 
693a,  708c,  7o8g,  7iod,  719a, 
733f,  733k,  73SK  74ih,  754a, 
874c,  9a4f,  907d,  9294  934d, 
934e,  i8ioa,  2376n,  2585a 

clerks,  226h,  671 

common  pleas,  6oid,  6i5e,  617, 
7338,  1317a,  1317b,  I3i9d,  2205e, 
2523b,  2581a 

county,  619,  712a,  719a,  907d 

criminal,  209b 

district,  371a,  498b,  596b,  6oij; 
623a,  633,  735c,  735e 

hustings,  496d,  655g,  655i,  703d, 
929d 

inferior,  645,  733J,  735g 

intermediate,  609 

justices,  see  Justices  of  the  peace 

juvenile,  371 

land,  398c 

municipal,  187b,  213c,  216c,  217a, 
396f,  422g,  430g,  431b,  496d, 
6oie,  6oig,  6oih,  647b,  655, 
693a,  703d,  7o8g,  7iod,  719a, 
74ih,    754a,   904f,   929d,   934d 

officers,  657,  767a 

orphans,  430,  442h,  836c 

police,  655 


Courts  {conUnued) 

probate,    429a,    430,   442b, 
651a,  737a 

quarter  sessions,  2151a 

small  cause,  733h 

superior,   398c,   592a,  593a, 
639,  1237a 

supreme,  216b,  592a,  593a, 
601  j,    604,     711a,    726a, 
733b,    733d,    734c,    734d, 
735f,  1237a 
(intermediate;,  643,  733J 

surrogate,  430 
Courts  martial,  23981 
Credit  insurance,  1797 
Creditors,  459 
Crimes  and  offenses,  234 
Criminal  courts,  209b 

insane,  361 

law,  199 

procedure,  202 

trials,  215 
Criminals 

execution  of,  228 

identification  of,  369 

sentencing  and  reform,  363 

See  also  Convicts 
Crossings,  railway,  1317 

roads,  1319 
Cruelty  to  animals,  896 
Cruelty  to  children,  2172 
Curtesy,  492 

Dairy  products,  960 
Damages 
personal  injury,  471,  703a, 

2125 
liability  of  municipality,  24 
to  property,  326,  468 
bridges,  1397a 
freight,  1247 
railways,  1297,  1333 
See  also  Condemnation  of 
erty;  Property,  crimes  a 
Dead  bodies,  disposition  of,  i 
Deaf  and  dumb,  2184,  2270c 
Debtors,  judgments,  735 
Debts  (public),  865 
levees,  1197 
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Debts*(public)  (continued) 

local  and  municipal,  1319b,  i40id, 
I40ie,  1403a,  2iS7b,  2IS7C, 
255Sb,  2557b,  2597,  2S98d, 
2599,  2650a,  2650b,  2650c, 
265od,  265oe 

parks,  2679 

roads,  2702k,  2705a,  2705c,  27056 

school,  2233a,  2233c,  2240c,  2240d, 

224: 
sewers,  2661c,  2661  e,  2667a,  2667b, 

2672a 
streets,  2727b 
townships,  25556 
Decedents  estates,  426 
Deeds,  392,  396d 
acknowledgments  of,  512b 
public  lands,  777 
I      registers  of,  396c 

of  trust,  408 
'    Defectives 
I      blind,  2188 
J      children,  2172 

deaf  and  dumb,  2184 
epileptics,  2210 
feeble-minded,  2215 
I*      insane,  2192 
.      sick  and  disabled,  2160 
I   Delinquent  taxes,  829 
'   Dentists,  727a,  948 
Depositions,  civil  procedure,  721 
Depositories,  868 

local  finance,  2600 
Deposits,  banks,  1688 
insurance  companies,  1741 
safe  deposit  companies,  1701a 
Descent,  424 
Devises,  probate,  428 
Dikes,  1 191,  1 197 

Direct    legislation,   84a,    115,    i6oj, 

i6ok,    I40ie,    i40if,  2i68e,  2553b, 

25S4C,  2707b 

Disbarment  of  attorneys,  488a,  596 

Discriminations,  transportation  and 

transmission,  1203 
Diseases,  contagious,  932J,  1018 
dead  bodies,  1064 
of  animals,  1143 
16 


Disorderly  couuuv^,  258 
Dispensaries,  liquor,  903 
Dissolution,  523 

banks,  1687 

building    and    loan    associations, 
1722 

insurance  companies,  1743 
Distress  for  rent,  422d,  422g 

exemption  from,  422c 
District  attorney,  615c,  679 
District    courts,    37ia,   498b,    596b, 

6oij,  623a,  633,  735c,  735e 
District  officers,  126c,  754a,  756a 
Ditches,  1191 
Divorce,  480 
Doctors,  see  Physicians 
Dogs,  1888,  1911a 
Domestic  animals,  1875 

contagious  diseases,  1143 

See  also  Livestock 
Domestic  relations,  474 
Dower,  492 
Drains,  88c,  1191 

irrigation,  1182 

nuisances,  1071 

roads,  2730 
Dramatic  compositions,  403 
Druggists,  see  Pharmacists 
Drugs 

adulteration,  956e 

inspectors,  956b 

sale  of,  952 
Drunkards,  921 

marriage,  477c 
Dynamite,  11 20 

Education,  2220 
boards  of,  county  boards,  2227b 

district  boards,  2244f 

state      boards,      2223d,      2229, 
223 id,  2240J,  227oe 
county  superintendents,  2254a 
elementary,  2222 
higher,  2330 
professional,  2342 
secondary,  2222 
state  commissioner,  2229c,  22426, 

2360a 
state  superintendent,  2258b,  2266a 
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Education   {conttnued) 

technical,  2342 
Educational  corporations,  583d 
Educational     institutions,     exemp- 
tions from  taxation,  812 
Ejectment,  422h 

suits,  748J 
Elections,  125,  233b 

certificates,  163 

contests,  196 

days,  171,  1596a 

districts,  170 

offenses,  149,  167 

officers,  192 

primary,  160 

returns,  195 
Electric  apparatus  and  power 

interference  with,  320 

safety  regulations,  1131 
Electric  light,  2629a,  2630a,  2630b 

companies,  2634a,  2637 
Electric  motors,    conditional    sale, 

415a 
Electric  railways,  334a,  334h,  845], 
1342a,  1350a 

tampering  with,  334f 

See  also  Street  railways 
Embalming,  727d,  105 1 
Embezzlement,  322 
Emigrant  agents,  21 14 
Eminent   domain,    see    Condemna- 
tion of  property 
Employees,  2041b,  2044 

hours  of  labor,  2084 

mines,  2062 

railways,  2077 

wages,  2100 

See  also  Labor 
Employers,  2041b 

liability,  2125 
Employment,  21 12 

bureaus,  21 15 

offices,  21 14 
]<*ngineers,  1128 

county,  2523 
Entomologist,  1844b 
Epileptics,  2210 

marriage,  477b,  477c 


Equalization  of  taxes,  825 
Equity  causes,  711 
Error 

petition  in,  382f 

writ  of,  240a,  733n 
Escheats,  383 

Estates,  administration  of,  426 
Estates  in  lands,  384 
Eucain,  926a 
Evidence,  see  Witnesses 
Examinations 

civil  service,  758 

teachers,  2258 
Exceptions 

bill  of,  382f 

civil  procedure,  734 
Excise,  906 
Execution 

exemptions  from,  451 

of  criminals,  228 

of  judgments,  736 
Executive  council,  845a,  845b, 
Executors,  430g,  441,  442b,  442 
Exemptions 

from  execution,  451 

from  jury  duty,  727 

from  taxation,  8o8a,  809,  163: 
parks,  2679c 
railways,  1282a 
Exits,  1 102,  1109c 
Explosives,  1116,  1374a 
Expositions,  1661 
Express,  1212a,  1266 

street  railways,  1345 

Factories,  2044,  2118a 
exempt     from     taxation,     i 

1643 

inspection,  1109a,  2041a 
Fairs,  1661,  1834 
Family,  474 

crimes  against,  264 

property,  490 

support  of,  496 
Farmers  institutes,  1829 
Farming,  see  Agriculture 
Feeble-minded,  2215 

guardianship,  446 

marriage,  477b,  477c 
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Fellow  servant  law,  2125 
Felony,  230b 

burglary,  312a 

common      carrier,      interference 
with,  334c 

larceny,  328b 

rape,  286b 

robbery,  332a 
Fences,  88d 

property  lines,  387 

roads,  2732 
Ferries,  1388 
Fertilizers,  1474 
Fidelity    companies,    1698c,    i698d, 

1795 
See  also  Surety  companies 

I'iduciaries,  322a,  328d,  396e,  448b, 

448f,  448g 
Finance 
local,  2550 
school,  2237 
sute,  770 

See    also      Accounts;       Budget; 
Debts;   Depositories;  Taxation 
Financial  officers,  857 
/  local,  2588 
Fines,  226 

See  also  Penalties 
Fire  alarm  systems,  32od 
Fir^  department,  2602 
escapes,  1103 
insurance,  1763 
marshals,  874a 
wardens,  1891b,  i89ie 
Firearms,  262 
Fires,  1092 
Fish,  1900,  1959 
Flags 
desecration  of,  252 
state,  24 
Floods,  1 1 12 
Flower,  state,  25 
Food,  adulteration  of,  955 
Foreclosures,  406,  410 
Foreign    corporations,    525,     841b, 
84if,  842a 
banks,  1679c 
insurance,  844d,  1746 


Foreign  insurance  (continued) 

accident,  1757 

fire,  1766 
surety  and  guaranty  companies, 

1798a 
Foreigners,  see  Aliens 
Forest  preserves,  1894 
Forestry,  1890 
Franchise,  electoral,  128 
Franchises,  2628 

telegraph  and  telephone,  1415 
Franks,  1237 
Fraternal       beneficiary       societies, 

1 761 
Free  public  libraries,  2356 
Freight,  845c,  1200 

street  railways,  1345 
Fruit  pests,  1842 
Fruits,  984 

Funds,  depositories,  868 
Funeral  expenses,  442J,  442m 

G.  A.  R.,  2423 
Gambling,  883 
Game,  929b,  1900 
big  game,  1913 
birds,  1902c,  1946 
small  game,  1927 
Garnishment,  742 
Gas,  2630a,  2630b,  2637 
companies,  2634a,  2637 
interference       with       appliances, 

320b 
plants,  2629a 
Geology,  2384 

Gifts,  local  government,  2562 
Ginseng,  1496b 
Gipsies,  834a,  834b 
Girls,  institutions  for,  345 
Government 
crimes  against,  236 
documents,  66 
ownership 
canals,  1383 
ferries,  1391 
municipal  utilities,  2629 
railways,  1280 
street  railways,  1350 
toll  roads,  2721 
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waterworks,  2650 
Governor,  40 
appointments 

agriculture,    commissioner    of, 
1826a 

blind,  commissioners  to  pre- 
pare register  of  ^  2188a 

bridges,  commission  on,  1396a 

building  laws,  commission  oi\ 
1099a 

circuit  judges,  6i6d,  615J 

district  attorney,  679a 

district  courts,  officers,  633b, 
633c 

engineers,  1386b 

exposition  commissioners,  1666- 
(5b,  i669d 

factory  inspectors,  2044c 

game  warden,  1903c 

health  boards,  932f 

insane  hospital,  committee  on 
location,  2i98d 

memorials,  commissioners  on, 
2376a,  2376d,  23761,  2377e, 
2377k 

notaries  public,  669b 

offi-cials,  767b 

petroleum  products,  inspector, 
1493a 

public  buildings,  assistant  su- 
perintendent, 780a 

public  buildings,  inspectors  of, 
1109a 

railroad  police,  1374c 

reform  school  managing  board, 
346a 

sewerage  systems,  committee 
to  investigate,  266id 

sheriffs,  691b 

statutes,  commissioners  to 
compile,  iig 

tuberculosis  commission,  1042a 
powers  and  duties 

accounts,  examination  of,  858c 

agricultural  experiment  sta- 
tions,  1828a,   1828c 

bonds,  remittance  of  forfeited, 
226b 


Governor^  powers  and  duties  ( 
convicts,  353b 
fines    in   criminal  cases, 

226e,  226f 

life  insurance  policy,  i;- 
memorials,  2S7sb 
normal  schools,  2266a 
public  lands,  776a,  778e 
quarantine  funds  for  yell 

ver,  1046a,  iG46b 
state  capitol,  78ig 
state  claims,  854b 
state  libraries,  2354c 
state  property,  776b 
salary,  43 
secretary,  44 
veto  power,  45 
Grade  crossings,  1317 
Grading,  2708 
Grand  juries,  213 
Grass  plots,  2742 
Grave  markers,  2372 
Guaranty  companies,  1698c, 

1793 
Guardianship,  444,  829h 

Habeas  corpus,  211(5 
Hawkers,  1560 
Health,  public,  930 

adulteration  of  foods,  95 
communicable   diseases, 
dead     bodies,     dispositi< 

1048 
local  boards,  932e,  932g 
932J,  934,  1052a,  io7ra 
medicine,  state  control 
nuisances,  1065 
state    boards,  932,  938a 
944ci,  947a,  967a,  1028a, 
I042d,  105 id,  2044b 
of  employees,  railways,  20; 
sewerage,  2660 
Heat,  municipal  utilities,  263^ 
Higher  education,  2330 
Highways,  see  Roads 
Historic  places,  2369 
Historical  societies,  2366 
History,  2362 
Holidays,  464f,  1594 
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Homesteads,  451 
Horse  thieves,  208a 
Horses,  334g»  I538b 

diseases  of,  11 75 

docking,  896b 
Horticulture,  1842 
Hospitals,  2165 

miners,  2072 

See  also  Insane 
Hotel  keepers,  defrauding,  318 
Hotels,  building  regulations,  1108 
Hours  of  labor,  2084 
Hunting,  929b,  1900 
Husband  and  wife,  220a,  272a,  476 
Hustings   courts,  496d,   655g,  655i, 
703d,  929d 

Identification  of  criminals,  369 
Idiots,  2215 

guardianship,  446 

marriage,  477b,  477c 
Illegitimate  children,  497 
Imitations,  1466 

foods,  955 
Immigration,  1675 

emigrant  agents,  21 14 
Incompetents,  guardianship,  446 
Indeterminate  sentence,  363a,  370 
Indian  children,  227of 
Industrial    combinations,   see   Com* 

binations 
Industrial  education,  2350 
Industries,  encouragement  of,  1630 
Inebriates,  921 
Infectious  diseases,  1018,  1064 

of  animals,  1144 
Inferior  courts,  645,  733J,  735g 
Inheritance  taxes,  836 
Initiative,  115,  i6oj,  i6ok 
Injuries,  see  Damages 
Inquests,  651 
Insane,  2192 

claims  against  cbiates,  442a 

criminal,  361 

guardianship,  446 

marriage,  477b,  477c 

property  of,  445a,  447a,  447b,  447f, 
492a,  495 


Insect  pests,  1846 
Insolvency,  449 
banks,  1687 
building    and    loan    associations, 

1722 
corporations,  523 
insurance  companies,  I743 
Insurance,  1730 
agents,  1736 
mutual,  1759 
Insurance  companies,  502d,  1730 
accident,  1753 
actions  against,  1748,  1755 
capital  stock,  1739 
foreign,  844d,  1746 
accident,  1757 
fire  and  casualty,  1766 
surety  and  guaranty,  1798a 
guaranty,  1793 

life,  1753 

surety,  1793 

taxation,  844 
Insurance  money,  exempt  from  exe- 
cution, 451C 

use  of,  447b 
Interest,  461,  463 
Intermediate  courts,  609 
Internal     improvement     companies, 

502n 
Intimidation,  labor  disputes,  2134 
Intoxicating  liquors,  900 

aduheration,  998 
Intoxication,  921 
Investment  companies,  1715 
Investments 

building    and    loan    associations, 
1724 

insurance  companies,  1747 

savings  banks,  1713 

school  funds,  2241 

trust  and  safe  deposit  companies, 

1703 
Irrigation,  1182 

works,  2597U 

Itinerant  vendors,  1586 

Jails,  349,  350 

Jamestown  exposition,  1666(5 
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Judge,  change  of,  710 
Judges,  see  Courts 
Judgments,  396d 

civil  procedure,  735 

criminal  procedure,  224 

executions  on,  736 
Judicial  sales,  736 
Junk  dealers,  1568 
Juries,  230,  725 

grand,  213 
Jurisdiction,  cessions  to  U.  S.,  18 
Justice,  administration  of,  590 

crimes  against,  238 
Justices  of  the  peace,  226b,  233,  597b, 

653.     677a,     705b,    70SC.    708b, 

726b,  733e,  733f,  737b 
Juvenile  courts,  371 

oflFenders,  371,  374 
reform  schools,  343 

Kidnapping,  294a 

Labels,  1500 

food  adulteration,  958 
Labor,  2040 

children's 
hours,  2089 
mines,  2121 

convict,  354,  2701a 

disputes,  2134 

employers  liability,  2125 

employment,  21 12 

hours  of,  2084 

mechanics  liens,  418 

road,  2701a,  2713 

unions,  2130 

membership  in,  2137 

wages,  2100 

women's  hours,  2086 

workshop  regulations,  2044 
Labor  day,  1612 
Land  court,  398c 
Land  registration,  398 
Land  tenure,  380 
Landlord  and  tenant,  422 
Lands,  y77 

conveyance,  392 

drainage,  1182 

"•^^nce,  2553 


Lands  {^continued) 
public,  y7Z 
school,  2240 
Larceny,  320b,  328 
Law,  I 
libraries,  2359 
practice  of,  591 
Lawyers,  see  Attorneys 
Leases,  422b,  447 
Legal  holidays,  1594 
Legal  notices,  697 
Legislation 
special,  88 

municipal,  2434 
See  also  Statutes 
Legislative  manuals,  72 
Legislative  procedure,  105 
Legislature,  77 
apportionment,  80 
committees,  97 
members,  90 
officers  and  employees,  i( 
powers  and  duties 
codification  of  statutes 
courts,  605J 
records,  102 
sessions,  113 
vacancies,  79b 
Levees,  1191,  1197 
Lewis  and  Clarke  expositii 
Libel,  tort,  472 
Libraries,  49f,  583d,  2352 
district,  2223d 
law,  2359 
public,  2356 

defacing  property,  334I 
school,  2360 
sUte,  2352a,  2354 
traveling,  2352b,  2357 
Licenses,  marriage,  478 
trades  and  occupations,  : 
accountants,  1536 
auctioneers,  1538 
barbers,  1540 
engineers,  1130 
hawkers,   1560 
hunters,   1906 
itinerant  vendors,   158 


V 
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Licenses  {continued) 
junk  dealers,  1568 
medical,  943 
peddlers,  1560 
plumbers,   1580 
secondhand  dealers,  1568 
teachers,  2258 
transient  merchants,  1586 

See  also  Taxation,  business  taxes 
Liens,  396d,  404,  73Sa,  741  g 

attorney's,  595 

ditches,   1192J 

mechanics,   418 

special,  421 

taxes,  829g,  829!,  829r,  836c 
Lieutenant  governor,  48 
Life  insurance  companies,  844c,  1753 
Life  saving,  11 12 

guard,  ^698a 
Lighting,  municipal,  2633 
Lime,  1484 

Lunitations,  civil  procedure,  701 
Linseed  oil,  956c 
Liquors,  900 

adulterations,  998 

conveyance  to  convicts,  353c 

illegal  sale,  151c,  151  d,  219c 
Literary  corporations,  583d 
Liverymen,  frauds  against,  318 
Livestock,  88d 

transportation,  1260 

i^ee  also  Animals 
Loading  vessels,  18 10 
Loan  companies,  i698d,  1715 
Loans,  461 

building    and    loan    associations, 
1724 

on  personal  property,  413a 
Lobsters,  2009 
Local  finance,  2550 

government,  2430 

legislation,  88 
municipal,  2434 

option,  liquors,  904 
i^odging  houses,  1108 
Lotteries,  883 

Louisiana  Purchase  Centennial,  1669 
Ltmatics,  see  Insane 


Mail  on  street  railways,  1345 
Malicious  mischief,  326 
Mandamus,  749a,  749d 
Manual  training  schools,  347c,  2350 
ikianufacture,  statistics  of,  20a 
Manufacturing  corporations,  2103a 
Manufacturing   enterprises,   exempt 

from  taxation,  1633 
Marks,  1500 
Marriage,  476 
Married  women 

limitation  of  actions,  701c,  70id 

property  rights,  494 
Mayors,  597b,  2468 
Mechanics  liens,  418 
Medals,  2373 
Medical  societies,  942 
Medicine,  940 
Memorials,  2370 

on  battlefields,  2376 

to  individuals,  2377 
Mercantile      establishments,      2088, 

2091 
i«lerchandise,  sale  of,  459 
Mileage 

books,  1232 

jurors,  728 

legislators,  90b 

officers,   353d 
Military  regulations,  2388 
Military  schools,  2348(5 
Militia,  2390 
Milk  cans  and  bottles,  marks,  150a 

products,  960 
Mineral  waters,  dealers  in,  833a 
Mines  and  mining,  2020 

corporations,  2103a 

employment  in,  21 19 

taxation,  845n,  846 

workshop  regulations,  2062 
Ministers  conferences,  586a 
Minors 

cigarettes  or  tobacco,  sale  to,  924a 

claims  against  estates,  442a 

guardianship,  444 

support,  496b,  496c 

See  also  Children 
Misdemeanors,  230a,  230c,  234 
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Misdemeanors  {conUnued) 
advertisements,       1592a,       1592b, 

1592c 
alcohol,  adulterations,  998a,  998b 
banks,  name,  1692a 

starting  run  on,  1688a 
boll  weevil,  importation  of,  1846a, 

1846b,  i846d 
books,  not  returning  to  libraries, 

2354c 
bribing      labor      representatives, 

2139a 
cigarettes     or    tobacco,     sale    of, 

924a 
contagious   diseases,   exposure   to, 

1023d 
county     or     municipal       officers, 

2588a 
cows,  unlawful  sale,  1884a 
cruelty  to  animals,  896c 
damages  to  property,  1397a 
divorce  business,  soliciting,  488a 
dramatic  or  musical  compositions, 

unlawful  representation,  403a 
election  offenses,  167a 
electric     apparatus,     interference 

with,  32od,  32oe,  32of 
embalming,  illegal  practice,  1051a 
emigrant  agents,  2114a 
employment  agent,  2114b 
family,  non-support,  496c,  496d 
ferry  keepers,  1388a 
flags,  desecration  of,  252 
food  products,  marking,  958a 
gambling,  883a 
game   laws,   violation    of,     i95oe, 

i95of,  1953a,  1953b 
health  or  quarantine  laws,  viola- 
tion, 932a 
horses,  altering  teeth  of,  334g 
liquors,    conveyance    to    convicts, 
353c 

illegal  sales,  903a 

maple   sugar,  selling  adulterated, 

1012a 
medicine,  careless  use,  1137a 
merchandise,  sale  of,  459b 
name,  change  of,  498a 


Misdemeanors  {condnumii 

negroes,  transportation  accommo-   \ 
dations,  1238! 

nitroglycerin,  leaving  unguarded, 
1 1 20a 

oysters,  unlawful  taking,  201  le 

poolselling,     bookmaking,     887a, 
887b 

public    libraries,    defacing    prop- 
erty, 334b 

railway  employees,  2123a 
endangering,  2080a 

railways,  tampering  with,  334! 

roads  closed  to  public,  entering, 

2702f 

Sabbath  breaking,  929a 

seeds,  adulterated,  sale  of,  1496a 

shad,  shipping  out  of  state,  1988a 

state  employees,  767^ 

stolen  goods,  receiving,  330a 

trademarks,  unlawful  use,   1501b, 
1501C 

trespass,  326a 

union  labels,  illegal  use,  1503a 

vestibules,  not  to  provide,  2079a 

witnesses,  717b 
Mob  violence,  927 
Money,  461 

Monopolies,  see  Combinations 
Monuments,  2370 
Morals,  crimes  against,  264 
Morphine,  926a 
Mortgage  companies,  1715 
Mortgages,  384,  404,  442k,  701b 

personal  property,  412 

property    of    incompetents,     447, 
495a 

railway,  1279 
Motocycles,  2723 

Municipal  franchises,  see  Franchises 
Municipal  ownership,  2629 

waterworks,  2650 

See  also  Government  ownership 
Municipal  utilities,  2627 
Municipalities,  502g,  2432 

annexation  and  exclusion  of  terri- 
tory, 2439 
assessments,  special  benefit,  2568 

auditor,  2562a 
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•alities  (conUnued) 

ngs  and  grounds,  2555 

s,  21  d 

service,  2472 

Bcation  of  cities,  2442 

5,  187b,  Z13C,  2i6c,  217a, 

f,  422g,  430g,  431b,  496d, 

c,  6oig,  6oih,  647b,  655, 

a,  703d,  7o8g,  7iod,  719a, 

h,  754a,  904f,  929d,  934d 

2555b,  25S7b,  2650a,  2650b, 
DC,  265od,  26500 
ution,  2444 
c,  2550 

epartment,  2602 
iises,  2628 
rule,  2433 
>oration,  2444 
350 

itivc  body,  2455 
ty  for  injuries,  2446 
r,  2468 

s,  126c,  754a,  756a,  2472,  2588 
ization,  2437 

,  875 
•s,  2447 

rty,  2552 

er  of  taxes,  2591 

je,  commissioner  of,  2592 

age,  2660 

1  legislation,  2434 

2566 
,  2454 

works,  2650 
IS,  2367 
ific,  2385 
1  schools,  2304 

compositions,  403 
aid  associations,  583a 
insurance,  1759 

insurance    companies,    fire 

casualty,  1770 

)ersons,  change  of,  498 

:  drugs,  conveyance  to  con- 

353c 
IS,  900 

guard,  2390 
lilitia,  2397 


Navigation,  1800 

companies,  181 1 
Negotiable  instruments,  464 
Negroes 

civil  rights,  122a 

education,  2246 

transportation      accommodations, 
1238 
Newspapers,  publication  of  session 

laws,  6 
Nitroglycerin,    leaving    unguarded, 

ii2oa 
Nominations,  160 
Normal  schools,  2266 
Notaries  public,  669 
Noxious  animals,  1856 
Nuisances,  1065 
Nursery  stock,  1842 
Nurses,  442p,  720b 

licensing,  1575 

Oaths 

appraisers,  442n 

denial  under,  708b 

of  office,  760 
county  officers,  2514 
Obscene  literature,  280 
Obstructions  to  streams,  1812 
Oil,  mineral,  inspection,  1493 
Oleomargarin,  965 
Opera  houses,  iiopd 
Opium,  926 
Orphans 

courts,  430,  442h,  836c 

homes,  2418 

See  also  Children 
Osteopathy,  944d,  944f,  947 
Oysters,  2010 

Paris  green,  1492 

Parks,  3820,  798,  2386a,  2677 

Parole,  345c,  347b,  349e,  372 

Parties,  political,  125 

Partition,  385 

Partnership,  466 

Passenger  rates,  1226 

Passes,  1237 

Paupers,  support  ot,  21 51 


as©  N.   Y.    STATE  LIBRARY      INDEX  OF  LEGISLATION    1904 


Paving,  2709 
Pawnbroking,  1727 
Peace  officers,  873 
Peddlers,  1560 
Penal  institutions,  340 
Penalties,  234a 

abduction,  294a 

abstracts,      illegal      certification, 
397a 

accountants,  1536a 

adulterations,     commercial     feed, 
1472c,  I472d 

arson,  310a 

assault,  296 

automobiles,  2723a,  2723b,  2723c, 
2723d,  2723g 

l>anks,  reports,  1680c 

barrels,  marks  on,  1501a 

blacklisting,  2137a 

boycotts,  2138a 

bribery,  250a,  250b,  250c 
of  voters,  153a 

building  laws,  violation  of,  iio9d 

burglary,  312 

butchers,  1884b 

carcasses,  disposal  of,  1150b 

cars   or   boats,   throwing   missiles 

at,  3341 
conditional  sales,  failure  to  record, 

41SC 
corporations,  502h 
cruelty  to  animais,  bQCa 
deaf    and    dumb,    education    of, 

3184a 
deposits  of  public  funds,  868c 
disorderly  conduct,  258 
divorce  business,  soliciting,  488a 
docking  of  horses,  896b 
drainage  channels,  obstruction  of, 

iig^i 
drug^  saIc  of»  95^* 
election  ofTcnscs.  I5tb,  I5id,  155a, 

i6ok 
electric    apparau!*,      interference 

with,  ,1^>C 
tmhahnini?.  Uli^U:*!  practice,  1051b  j 

tmxgr^tW  A^tmi^  «H4* 


Penalties  {continued) 
explosives,  1117a,  1117b 
factories,  2052a 
fines,  misappropriation,  226g 
fishing    laws,    violation   of,  1904, 

1919c,  1964b,  1984b 
foundries,  2048a 
fraternal       beneficiary      societies, 

1761b,  I76id 
gambling,  883a,  883b 
game     laws,    violation    of,   1904, 

1919c,  I9a9a,  1950b 
gratuities,  receiving,  334e 
infectious     diseases,     removal   of 

persons  having,  1023b 
insurance  agents,  1736a 
insurance  companies,  844d,  1734a 
investment  companies,  1715b 
journal  boxes  of  locomotives,  in- 
terference with,  334h 
junk  dealers,  1568a 
labor     unions,     prevention    from 

joining,  2137c 
larceny,  328a,  328c 
lawyers,  disqualified,  597a,  597c 
levee  lands,  ii97d 
life  insurance  policy,  1758a 
liquors,  illegal  sale,   904b,  9o7g, 

915a,  915b,  916b,  927b 
livestock 
running  at  large,  1877b 
transportation,  1260 
malicious  shooting,  3341 
merchandise,   sale  of,  459a,  459c, 

459d,  459c 
milk,  testing,  970a 
name,  change  of,  498b 
narcotics,  sale  of,  926a,  926b 
negroes,  transportatic^n  accommo- 
dations, 1238a,  12380.  1238c 
nurses,  iS75a 

obscene  literature,  sale  or   distri- 
bution, 280b 
passes,  1237b 

peace  officer,  impersonating,  1873b 
personal  property.  Injury  to,  5344 
poison,  sale  of,  953a 
poll  taxes,  posting  lists,  83 le 
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Penalties   (conimued) 

property,    damages    tn,    railways, 

1333 
rape,  286 

records,  396b 

Sabbath  breaking,  929b 

school  attendance,  227cb,  ^700 

sheriffs,  failure  to  subpoena,  219a 

skimmed  cheese,  sale  of,  'jCGb 

taxation,  personal  property,  823b 

theaters  and  public  halls,  inspec- 
tion of,  1109b 

ticket  scalping,  1235a 

trading  stamps,     use    of,     i6281>, 
1628c,  i628e,  i628f 

transfer  tickets,  misuse,  1366a 

trees,  injuring,  1891a 

trespass,  326b 

uncovered  openings,  1141a 

water    meters,   interference   with, 
320c 

weapons,  carrying,  262a,  262b 
Penitentiaries,  340 
Pensions 

firemen,  2616 

police,  876 

soldiers,  2406 
Personal  injury,  471,  703a 

liability  of  municipality,  2446 
Personal  property,  400,  8ioc 

liens  and  mortgages,  412 

taxation,  808,  823 
Persons,  crimes  against,  292 

name,  change  of,  498 
Petroleum  products,  1493 
Pharmacists,  949 

narcotics,  sale  of,  926c 
Physicians,  442P,  932J,  943»   1042a, 

1042c,  I042d,  1052a 
Pistols,  dealers  in,  833d,  8330 
Placing  out  children,  2182 
Plants,  1842 
Playgrounds,  3820 
Pleadings,  707 
Plumbers,  1580 
Poisons,  953 
Police,  226c,  872 

courts,  655 
justices,  233 


Police   (continugd) 

railway,  1334 

street  railway,  1374 
Police  alarm  systems,  320d 
Political  code,  15 
Political  parties,  125 
Poll  taxes,  831 

roads,  2714 

suffrage  qualifications,  132 
Poolselling,  887 
Poor  relief,  2148 
Poorhouses,  2155 
Power  plants,  2633 
Primary  elections,  160 
Printing,  public,  66 
Prisoners,  352 

sentencing  and  reform,  363 
Prisons,  340 

Privilege  taxes,  see  Taxation,  busi- 
ness taxes 
Probate    courts,    429a,    430,    442b, 
442n,  651a,  737a 

procedure,  428 
Probation,  adult,  374 

juvenile,  371a,  37id 
Procedure 

civil,  69s 

criminal,  202,  489 

probate,  428 
Professional  education,  2342 
Prohibition,  902 
Prohibition,  writ  of,  749d 
Property,  377 

actions  affecting,  739 

conveyance  of,  392 
by  corporations,  512 
incompetents,  497 

corporations,  509 
corporations  not  for  profit,  585 
foreign,  531 
religious,  588 

crimes  against,  308 

damages  to,  468 
bridges,  1397^ 
freight,  1247 
railways,  1297,  1333 

divorce  proceedings,  481 

family,  490 

judicial  sales,  736 
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Property  (continued) 
lines,  386 

personal,  400,  8ioc 
liens  and  mortgages,  412 
taxation,  808,  823 
public,  770 

local  government,  2552 
real  estate,  379 
titles  to,  381 
actions  affecting,  748 
public  lands,  777 
See  also  Mortgages;  Taxation 
Property  and  supplies,  public,  779, 784 

local  government,  2552,  2559 
Prosecuting  attorneys,  675 
Prosecutions,  212 
Public  buildings,  779,  2044c,  2577a 
local  government,  2555 
sanitation  and  safety,  1099 
school,  2232 
debts,  see  Debts,  public 
documents,  66 

state  libraries,  2355 
grounds,  2677 
health,  930 
lands,  773 

school,  2240 
libraries,  2356 

defacing  property,  334b 
morals,  crimes  against,  264 
order,  870 

crimes  against,  256 
ownership,  see  Government  own- 
ership 
printing,  66 
property,  770 
prosecutor,  675 
safety,  1090 
railways,  1313 
street  railways,  1368 
service  corporations,  502k,  S02m, 
511b 
taxation,  845 
works,  793 
employment  on,  2122 
hours  of  labor,  2096 
local  government,  2620 


Quarantine,  1023,  1046a,  1046b 
Quarter  sessions,  court  of,  2151a 
Quo  warranto,  writ  of,  749b 

Rabies,  11 63 
Race  distinction 

schools,  2246 

transportation,  1238 
Racing,  891 

Railways,  502J,  1200,  1266 

bonds,  1279 

commissioners,  1286, 1300a,  1368b, 
1414a 

consolidation,  1272 

corporate       organization       and 
power,  1268 

crossings,  1317 

employees,  1327a,  2077 

journal  boxes  of  locomotives,  in- 
terference with,  334h 

mortgages,  1279 

passenger  rates,  1226 

passes,  1237 

public  order,  1332 

public  ownership,  1280 

race  distinction,  1238 

rates,  1203 

reports,  1300 

right  of  way,  1295 

safety  regulations,  1314 

stocks,  1279 

supervision  and  regulation,   1285 

taxation,  845b,  84Se,  84Sg,  845n, 
845P 

See  also  Electric  railways;  Street 
railways 
Rape,  286 
Rapid  transit,  1336 
Reading  rooms,  defacing  property, 

334b 
Real  property,  379 

See  also  Property 
Receiver-general,  761c,  836d 
Receivers,  corporations,  523 
Records,  2362 

conveyances,  396 

liens  and  mortgages,  411 

war,  2379 


SUBJECT   INDEX 


253 


Redemptions,  liens  and  mortgages, 
406,  410 

tax  sales,  829 
Referendmn,  84a,   115,    i6oj,   i6ok, 

1401C,  I40if,  2i68e,  2553b,  25S4C, 

2707b 
Reform  schools,  343 
Reformatories,  343,  347 
Register  of  deeds,  396c 
Registration  of  voters,  i6ok,  187 
Religious  corporations,  586 
Replevin,  746 
Reporters,  694 
Representatives 

congressional,  i6ok 

state,  79a,  8oa,  80b,  80c,  8od,  8oe 
Resources  and  attractions,  1675 
Revenue,  commissioner  of,  2592 

See  also  Taxation 
Rights  of  way,  1295,  2026 

street  railways,  1359 

See  also  Franchises 
Roads,  88d,  382e,  1265,  2577a,  2597U, 
2700 

construction,  88c 

crossings,  1319 

districts,  2704 

engines,  2740 

improvements,  2705 

injury  to,  334a 

labor,  2713 
convicts,  2701a 

obstruction,  2737 

officers,  2703 

private,  2719 

state  aid,  2702 

taxes,  2701a,  2713 

toll,  2720 
Robbery,  s^i^ 

Safe-blowing,  332a 
Safe  deposit  companies,  1697 
Safety 
of  employees,  2052 
mines,  2066 
railways,  2080 
public,  1090 
railways,  1313 


Sailors,  2409f 
Salaries,  state  officers,  765 
Sale  of  property,  447 
Sanatoriums,  I732d 
Sanitation,  buildings,  1099 

See  also  Health,  public 
Saturdays,  holidays,  i(>24 
Savings  and  loan  associations,  1717 
Savings  banks,  843b,  1707 
Scenic  places,  2369 
Scholarships,  2335 
Schools 

agricultural,  2344 

attendance,  2267 
compulsory,  2270 

boards,  2228 

branches,  2287 

buildings,  2232 

commissioners,  2223d 

consolidation  of  districts,  2227 

courses  of  study,  2284 

debts,  2240c,  224od,  2245 

district,  township  and  municipal, 
2231 

districts,  2227 

elementary,  2222 

finance,  2237 

lands,  2240 

libraries,  2360 

manual  training,  2350 

meetings,  2224 

military,  2348(5 

negroes,  2246 

normal,  2266 

officers,  2228 

professional,  2342 

savings  banks,  1708a 

secondary,  2222 

superintendents  of 
county,  2230, 2244e,  2254a,  2258e 
district,  township  and  munici- 
pal, 2231 

taxes,  2240,  2266c 

technical,  2342,  2350 

textbooks,  2283 

truancy,  2270 

year,  2275 

See  also  Teachers 


954  N.  Y.   STATE  LIBRARY     INDEX  OF  LEGISLATION   I9O4 


^ 


Scientific  work,  2380 
Seal  and  arms,  state,  27 
Secondhand  dealers,  1568 
Secretary  of  state,  49,  67a,  70a,  70b, 

72a,  i6ob,  502e,  507a,  528a,  1192c, 

2041b,  2352a,  2701  d 
Seduction,  288 
Seeds,  1496 
Senators,  state,  79a,  79b,  80b,  8od 

United  States,  84,  i6ok 
Sentences,  363 

criminal  proceaure,  228 

indeterminate,  370 
Sergeant  at  arms,  legislature,  100 
Service  of  process,  705 
Session  laws,  publication  of,  5 
Sewerage,  1079,  2660 
Shares,  see  Capital  stock 
Shellfish,  1999 

Sheriffs,  see  Counties,  sheriffs 
Shipping,  1800 
Ships,  8iob 
Shore  lands,  778 

Shrimp,  weights  and  measures,  1450 
Sick  and  disabled,  2160 
Sidepaths,  2718 
Sidewalks,  2707a,  2716 
Single  tax  associations,  583a 
Slander,  tort,  472 
Slot  machines,  883d,  907g 
Small  cause  court,  733h 
Soldiers 

homes,  2415 
voting  of  inmates,  145 

monuments,  2376 

See  also  Veterans 
Special  assessments,  2568 
Special  legislation,  88 
Standard  time,  1453 
State  accountants,  board  of,  1536a 

accounts,  853 

agrricultural  associations,  1840 
agriculture,     boards     of,     1472a, 
I474e,  1826 

commissioner  of,  1144b,  2385a 
aid  to  libraries,  2357 

for  roads,  2702 
armories,  2392 


State   (continued) 

attorney,  see  Attorney  general 

auditor,    854c,    854e,    858,    864b, 

1732a,  1758a,  1761b,  1761C,  I76id 

barber  examiners,  1540a 
boards,  51 

created,  abolished  or  reorgan- 
ized, 57 

temporary,  58 
buildings,  382c,  779 
capitol,  355b,  781 
census,  21a,  21c 
charities  and  corrections,  boards 

of,  63a,  371a.  37id,  1023c 
claims  in  favor  of,  854 
codifier,  lie 
comptroller,  776b,  857b 
conciliation       and       arbitration, 

boards  of,  2136b,  2136c,  2i36d 
corporation     commission,     841  g, 

853a 
crop  pest  commission,  1844c 
dairy    and    food    commissioner, 

956c,  956d 
debts,  865 

dental  examiners,  948a,  948b 
departments,  38 
depositories,  868 
dispensary,  903 
domain,  772 
education 

boards  of,  2223d,  2229,  223 id, 
2240J,  227oe 

commissioner  of,  2229c,  2242^, 
2366a 

superintendent  of,  2258b,  6269a 
educational  institutions,  2332 

embalmers,     boards     of,     1051a, 

1051b,  I05ie 
employees,  767e 
entomologist,  1844b 
executive  council,  845a,  845b,  845c 
fair,  1840 
finance,  770 
fire  marshal,  1093a 
firemen's  association,  2619 
fish  and  game  warden,  I9e2a 
fish  commissioners,  i894d,  I902f, 

1903.  1921a,  1963a,  2009a,  2013d 
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State    {continued) 
flag,  24 
flower,  25 
forest,  fish  and  game  commision- 

ers,  i894d,  1902!,  1921a 
forester,  iSgid 

forestry  commissioners,  1891b 
game       commissioners,       i894d, 

I902f,  1903,  1921a,  1963a,  2009a 
game  wardens,  1902a,  1903c 
harbor  commissioners,  778! 
health    boards,    930,    938a,    93^c, 

944d,  947a,  967a,   1028a,   1042c, 

I042d,  105 id,  2044b 
highway      commissioner,     2702J, 

2702k 
horticulture,  boards  of,  1844 
hospitals,  2166 
institutions,  60 

accounts,  863 

appropriations,  851b 

blind,  2191 

charitable,  2143 

deaf  and  dumb,  2186 

epileptics,  2213 

feeble-minded,  2218 

insane,  2196 

penal,  340 

property  and  supplies,  790 
insurance  department,  1733 
labor  bureaus,  2041 
laboratories,  936 
librarian,  72b 
libraries,  49f»  2352a,  2354 
library  commission,  2357a 
lunacy  commissioners,  2194 
medicine,  control  of,  940 
militia,  2390 
nurses  examiners,  1575 
officers,  38,  126c,  i6ok,  I7id,  196b, 
703c,  753,  868c 

created,  abolished  or  reorgan- 
ized, 57 

temporary,  58 
oyster  commissioners,  201  id 
parks,  798 

pharmacy,  boards  of,  949a,  949b 
police,  874 


State   (continued) 

prison  commissioners,  340a 

prisons,  341 

property,  772 

property  and  supplies,  779,  784 

public  records  commission,  2363 

public  works,  793 
board  of,  82oh 

publications,  66 

railroad      commissioners,      845g; 
1212a, 1286,1300a, 1368b,  14141^ 
i8iia,  i89ie 

reformatories,  347  "^ 

road  system,  2702 

seal  and  arms,  27 

secretary  of,  49 

shellfish  commissioners,  2001 

special  investigations,  59 

tax  commission,  801,  8iod 

tax  rate,  849 

textbook  commission,  2284 

treasurer,  761c,  776b,  836d,  857!^ 
859,  865b 

undertakers,  board  of,  1051c 

universities,  2336 

veterinarian,  1144a 

veterinary     medical     examiner!, 
1588a 

warehouse,  1524 
State's  attorney,  687,  1065b 
Statistics,  19 

bureaus  of,  20 
labor,  2041 

vital,  938 
Statutes,  2 

preparation  of,  3 

publication  of,  5 

revision  and  compilation,  11 

special,  88 
municipal,  2434 

time  of  taking  effect,  4 

unconstitutional,  12 
Steamship  companies,  181  la 
Steamships,  1238b,  1272a 
Stenographers,  50a,  50b,  5oh,  43odt 

677b,  694 
Stock,  see  Capital  stock 
Stockholders,  liability  of,  506 
Stolen  goods,  receiving,  330 
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Streams,  pollution  of  water,  1079 
Street  raQways,  1338c,  1336 

capital  stock,  1349 

construction,  1353 

corporate  organization  and  pow- 
ers, 1339 

fares,  1365 

liens  for  construction,  421c 

public  order,  I374 

public  ownership  and  aid,  1350 

public  safety  and  comfort,  1368 

right  of  way,  1359 

street  paving,  3710 

vestibules,  2079 
Streets,  2700 

commissioners,  3703 

improvemenl,  2707 
Strikes,2ij9 
Succession,  423 
Suffrage,  128 
Sugar,  1012 

beets,  1635 
Summer  schools,  2263 
Sunimons.  705 
Suraby  observance.  929 

selling  of  liquor,  915 
Superior   courts,   398c,   592a,    593a. 

6oid,  639,  I23ra 
Supersedeas,  writ  of,  733n 
Siiper\-isors,    see    Counties,    super- 
Support  of  family,  496 
Supreme   courts.   216b,   592a,  593a, 
6oid,  6oij,  604.  711a,  726a,  733a, 
733b.    7.13d,    7J4C.    734d.    ?35b. 
73Sf,  i2J?a 

(intermediate),  643,  733J 
Sureties,  public  officers.  761 
Surety  companies,  1793 
Suretyship,  467 
Surrogates  court,  430 
Surveyors,  county,  Z523 
Swamp  lands,  778,  829P 

drainage,   iigl 
Sweat  shops,  2082 
Syrup,  1012 


Tax  assessors,  818,  841b,  8546 

collectors,  827.  831b,  854c 

commissions,  801,  8iod 

sales,  829 
Taxation,  800 

assessment,  818 

banking  institutions,  8(3 

bridges,  1401b,  1401C,  140KI,  1 

business  taxes,  S32 
liquors,  go6 

cities.  i675t    zS55a.  2555b,  s 

collection  827 

corporations,  S40 

counties,  2200.  zs77e 

delinquent  taxes,  829 

dogs,  1889 

equalization,  825 

exemptions,  808a,  809,  1632 
parks,  2679e 
railways,  1282a 

inheritance  taxes,  836 

insurance  companies,  844 

libraries.  2358c.  23S8d,  235*e 

raunicipalilies,  2566 

personal  property,  808.  833 

poll  taxes,  831 
roads,  2714 
suffrage,  132 

real  estate,  assessment,  820 

roads.  2713 

schools,  2223a,  2240.  2266c 

specia!  assessment,  2368 

transmission  corporations,  8. 

transportation  corporations. 
Teachers,  2247 

associations,  2250 

certficales,  225S 

examinations,  2258 

normal  schools,  2266 

salaries,  2254 

summer  schools,  2265 
Technical  education,  3342.  23^ 
Telegraph    companies,    382g, 
1410 
taxation,  8453,  845d,  Sjsf 

lines,  injury  to,  320a 
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Telephone    companies,   382g,    502J, 
1410 
taxation,  84$^,  S4Sd,  845!,  845P 

lines,  injury  to,  j2oa 

rates,  1212a 
Temperance,  liquor  laws,  900 
Tenants,  422 
Tenement  houses,  mo 
Tenure  of  office,  767 
Testimony,  see  Evidence 
Textbooks,  2283 

Theaters,  iiogb,  1109c,  xiogd,  2044c 
Ticket  scalping,  1235 
Tickets,  railway,  1227 
Tide  lands,  778 
Timber,  state  lands,  778(5 
Tires,  wide,  2745 
Title  insurance,  1797 
Titles  to  property,  381 

actions  affecting,  748 

state  lands,  777 
Tobacco,  833c 

public  order,  924 

warehouses,  1520 
Toll  roads,  2720 
Topography,  2384 
Torrens   system   of   land   regfistra- 

tion,  398 
Torts,  468,  595a 
Towns,  see  Municipalities 
Townships,  2525 

auditor,  2562a 

debts,  2555e 

officers,  2532 
Trade  combinations,  589 

unions,  2130,  2137 
Trademarks,  49c,  1500a 
Trades    and    occupations,    regula- 
tion, 1530 

Trading  stamps,  1028 

Tramps,  260,  369a 

Transfers,  street  railways,  1366 

Transient  merchants,  1586 

Transmission  corporations,  taxa- 
tion, 845 

Transportation  and  communica- 
tion, 1200 


Transportation  corporations 

lien  for  supplies,  42ig 

taxation,  845 
Transportation    of    convicts,    353, 

367a,  367b 
Traveling  libraries,  2352b,  2357 
Trees,  1890,  2742 
Trespass,  326 

hunters,  1908 
Trials 

civil,  707 
new,  733 

criminal,  215 
new,  225 

divorce,  489 
Truancy,  schools,  2270 
Trust  companies,  868e,  1697 

deeds,  408 
Trustee  process,  ^ee  Garnishment 
Trusts,  448 

educational,  2336a 

local  finance,  2562 
Trusts  (combinations),  see  Combi- 
nations 
Tuberculosis,  1042 

domestic  animals,  1167 
Turnpike  corporations,  382g 
Turnpikes,  502J 
Typewriter,  422c 

Undertaking,  727f,  1051 
Uniform  accounts,  municipal,  2583 
Union  labels,  illegal  use,  1503 
Unions 

labor,  2130 

membership  in,  2137 
United  States 

cessions  to,  18 

senators,  84,  i6ok 
Universities,  state,  2336 
Usury,  461,  463 

Vagrancy,  260,  369a 
Venire  facias,  writ  of,  230c 
Venue,  703 
change  of 

civil  procedure,  710 

criminal  procedure,  2i6d,  217 
Verdicts,  725 
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Vessels 

liens  on,  4311] 

loading,  1810 
Vestibules  un  cars,  2079 
Veterans,    I7j8a 

conftdcrate.     exemptions     from 
taxation.  Sjji 

memorials  to.  2370 

organixaiiiin,  ^20 

pettdlers,  i56od,  1560c 

pensions,  3406 

preference  in  civil  service,  762 

soldiers  liomes,  2415 

war  records,  ajTfla 
Veterinarians,  stale,  1144a 
Veterinary  practice,  1588 
Veto  power,  governor,  45 
Villages,  see  Municipalities 
Vinegar,  1014 
Vital  statislicit,  9j8 
Voters 

bribery,  153 

lists,  igo 

prolectirm  for,  151 

qualiticaiions,  128 

registration,  i6ok,  187 

residence,   142 

w..nien.  146 

See  also  Elections 


Wages,  ;4.>a,  -^ih,  aioo 

exeinin   (rem  execution, 
\V«r  records.   J,)79 
Wards  and  Riiardians,  444 
Warehouses.   1508 


Water 
commissioners,  3654 
companies,  2655 
mains    and    meters,    inicrfeic 

with,  330 

pollution  of,  1079 

power,  1 190,  26.J9a,  263M 

rights,  1 190 

storage,  1190 
Waters,  control  of,  1 180 
Waterways,  1800 
Waterworks,  3648 
Weapons,  263 
Weight  of  loads,  ^44(5 
Weights  and  measures,  1424 
Wharves,  1804 
Wild  animals,  929b 

noxious,  18S6 
Wil  s.  probate  of.  431 
Wire  fences,  388 
Witnesses 

civil  procedure,  716 

criminal    procedure.     218,    *i 
272a,  334e,  883c 
Woman  suffrage,  146 
Women 

convicts.  363b 

hours  of  labor,  2086 

institutions  for,  345 

married 
limitation  of  actions,  701c,  71 
property  rights,  494 
Workhouses,  349 
Workshop  regulations,  2044 
Writs,  749 

of  error,  225d,  240a,  733n 

of  supersedeas,  733n 

of  venire  facias.  330c 

Yellow  fever,  1046 
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NBW  YORK  'fTATE  LIBRARY  ANI>  H03IK  KDUCATfON 

Scope  of  library.  The  State  Library  includes  general,  sociology, 
^law,  medical,  education  and  history  libraries  and  the  Library  School. 
Besides  the  usual  work  of  a  great  reference  library,  its  field  covers 
compilation  of  catalogues,  bibliographies,  indexes,  reference  lists  and 
other  aids  for  readers  not  having  direct  access  to  the  library,  also 
loans  of  books  to  students  and  promotion  of  general  library  interests 
of  the  State. 

Use.  As  the  library  was  founded  for  the  benefit  of  the  whole 
State,  books  not  readilv  accessible  elsewhere  and  not  so  much  used 
at  Albany  as  to  make  their  brief  absence  from  the  shelves  serious 
are  lent  under  the  rules  guarding  against  loss  or  undue  detention  to : 

1  Anv  institution  in  the  Universitv. 

2  Any  registered  public  or  free  library. 

3  Responsible  heads  of  state  institutions,  departments  or  courts, 
or  to  those  connected  with  the  State  government  and  needing  books 
for  use  in  their  official  work. 

4  Registered  study  clubs,  extension  centers,  summer  schools  or 
other  recognized  educational  agencies. 

5  Any  resident  of  the  State  making  studies  or  investigations  in 
which  he  needs  the  assistance  of  the  State  Library,  provided  that 
his  responsibility  is  known  to  the  library  or  that  he  gives  satisfactory 
references  or  makes  a  deposit  covering  the  value  oi  the  books. 

The  library  recognizes  this  lending  of  books  to  distant  points  as 
a  very  important  part  of  its  work  and  aims  to  help  the  largest  num- 
ber possible  of  those  needing  its  assistance,  not  only  by  lending  but 
also  by  recommending  the  best  books  and  furnishing,  through  its 
Home  Educcition  Department,  devoted  sijecially  to  sucli  w<»rk,  printed 
or  manuscript  aids  to  those  pursuing  studies  or  courses  of  reading 
without  a  teacher. 

Home  education.  This  includes  promotion,  sympathetic  assist- 
ance and  supervision  of  summer,  vacation,  evening  and  correspond- 
mce  schools  and  other  forms  of  extension  teaching,  lectures,  univer- 
sity extension  courses,  study  clubs,  lyceums,  debating  societies, 
Eterary  clubs  and  other  agencies  for  promoting  and  extending  more 
widely  opportunities  and  facilities  for  education  to  those  unable  to 
attend  the  usual  teaching  institutions. 

The  most  potent  factors  in  home  education  are :  ( i )  putting  the 
best  reading  within  reach  of  all  citizens  by  traveling  libraries  and 
annotated  book  lists:  (2)  aid  given  in  organizing  new  and  increasing 
efficiency  of  established  local  libraries  by  the  public  libraries  division, 
through  which  the  State  yearly  expends  about  $60,000  for  the  bene- 
fit of  free  libraries.  This  division  is  devoted  to  promoting  general 
library  interests  of  the  State  and  in  all  practicable  ways  assisting 
commiinities  willing  to  do  their  part  in  providing  the  best  reading 
for  their  citizens. 

For  further  information  address 

Melvil  Dewey,  Director,  Albany  N.Y. 
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New  York  State  Library  Legislation  bulletins 

Annual  summary,  1-7,  g-i  1,13.15,18,21,24  Comparative  Summary 
and  Index  of  State  Legislation,  1890-date.  50c  each,  except  $1 
for  no.  II  (iSpp) 

Annual  review  16,19,  22  Review  of  Legislation,  1901-date.  25c  each. 

Contain^  rMiitnliiitioiih  from  Icadiiiv;  specialists  in  all  parts  of  the  coun- 
try resii'v. in:i  tfMVfrn«»rr!'  rccniiinK-iKlatiuns  and  laws  enacted  on  each 
imp'Ttan:  M;hjcct. 

Messages  17,  20.  23  Di<;est  of  Governors  Messages,  1902-date.    z^c 

eac'u. 

(^)1UaiIl^•  ;i  :i»piva]  iH;4«'st  «-!  tr.i  ssaj.'.*  s  '.'l'  .if 'ViTiiors  of  all  states  and  of 
rclatf"!  t«>|ii».-  in  ihi-  pivM"ni'!ii '-=.  •:;»'>«-;i;(f 

Monographs  8,  12,  14.    S  State  Finance  Statistics,  1890  and  1895. 

S/j).    Mar.  1897.    IOC, 

'\\\\<  l'::":.:in  \\a*  in ]»:=!». J  by  V..  Dana  Dnraml  F-*li.D.  when  legislative 
librari::'!      I"  i'  a  O'-ifiparativj-  •^'.iir.niary  »»!'  {lie  nccipts  and  expenditures  of' 
all  {V.K    ••!..:«.••-.  :!u  !!'''-i!5:  a!>«»  ^lai'r-io-  nlatint;  •«»  endowment  funds  and 
staN    <!tJ.!- 
12  Tninl  ..if  Lrj^i>iaiion  in  il:c  Tnited  States.    40p.    May  1900. 

Sc.     \\\  Iv'l.ert  ]l.  Wliitlen. 

•1  ff  iiH-rti'   ]cc:i>laiivc  rocrnlation  from  a 
the  •'p'aniznti  •»n  of  the  povern- 


J 


rr:;r.  M 


'.  •  •  1 « • « 


niotM  it.-e':'  :\V;-  m  ••  o-  •:-■■?  •'•••r;.  r.si'.viy  a  br  'a-l.  Ofiiijiroliensivc  view  bcinff 
gi\ui    i»i"  :in:  ji«.::--.'.i  i.'-.j. -i.y  ,.i'  :i'.u  i::!-:-  :\\    -«•■.*:. li    nsiulattf.n    an<l  controK 

i.l    'ra\:i:i".!i   uT  ( \)rjinr:ii:.-.«n<   in   \e\v   York,   Massachusetts, 

PcMMi*-\lvania   rnul    New     K-r.-w.      i«.»Si>.      May     lyor.     2^c.     By 
K:.b«  ri   [|.  Wln-UMi. 

».'"•;'.. i:---  •  •  ■)  i  i''.:-  '  r-.  •.•!.•*'.•  ••:'  '/r-:  <••  ir»»iira;i«»n  tax  ?y>leni  of  the  four 
5ta"-.  '•  .  .-M'."  ::•  >•  1  \  -•  :  !i--  ••'..".  i ':'.,'  ili..*  vaii- n'.'s  »-tato  and  local  taxes 
imp  ••  '  ••'  •.'.li  k''\"-  \  •■»"j',.  r.'ii:..!.-.:  «..?)  a  cr.nipi!ati«.Mi  of  corporation 
ta-;  ?'.    '.i'^ 

Annual  subscription  price  $1  payable  in  advance.  Subscribers  will 
it.'i-M..-  :.tvv:i5;!\  I- '.iirr  :Ih-  b'-iirl  \'earb«  ••■'••:  i«f  1  .Cjiiislation  or  the 
f('i;.vM!'L:  biil'i'ii'i^  :«>  i>-!K-il  ubicii  are  contained  in  the  yearbook: 

1  ( ■«.'!:5;i:s:;iti\«'  Su'i  \v.:\vy  a:ul  hulex  <'»f  Lciiislation  [average 300p.] 

2  1\<  \  i«  \'v  <  r  Li-^r'-I^Viiiin    averavc  2^on.l 

3  l)ic<*^l  .^1  ( i'.)\t'rn«n'%  A  is-iai^es  faveraj^e  I75p.l 
.\  .\vy  r.tbrr  bnl'etins  issuirl  of  los^  than  ^()0  f^ages. 

Volumes  r-^  (rndi  o-mainini:  5  annual  bnlklins)  $2  each  unbonnd 

(ir  S2.  :5  in  cl-^tb.     SubM'(|uenl  vohmu-s  Si  each. 

\'<«lnnie  4  contain*;  bnlleiins  i<)-n>.  lietiinning  with  Digest  of 
Govemnrs  Mes-ia'.o.^  IM<M  'lie  three  or  more  Imlletins  of  each  vear 
are  l)'«n':«l  i««  I'-mi  tlu*  'Vc  :;r!)«»«:\  .-.i  I.rL:i'^laii«"^n. 

Legislation  and  administration 

Of  ih«"  .?5S  000  v.'lunie^  in  'li''  -i'Mrary,  ab«»iit  loj.ooo  arc  in  law  and  soci- 
ol«.';.'y  iiir!iiilit!«i  '-la'i-Jsrs.  e«"»n«»rni«"-i.  t»"lirioal  >rii.*nce,  public  documents 
and  a "br'ni-ira. '•*!!.  *I'l*.«  li'y.  >tato  and  I'nired  States  documents  afford 
untii'.i:il  ad*. antjit/e-  fi-'r  n*any  ]\y.v<  nt*  research. 

Card  indexes.  \  card  index  uf  >tato  legislation,  beginning  with  18OO, 
faeilitri'e-i  rr'ervnee  ii-  :av.>  on  any  subject  in  any  state  within  the  past 
!«;  year-.  A  very  u^etr.l  ela>'-ed  11=^1  of  bonks  and  articles  treating  com- 
paratively the  laws  and  administrative  systems  of  citiesj  states  and  foreign 
countries  i•^  also  maintained. 

References  from  either  of  these  indexes  will  be  mailed  on  application 
subject  to  a  fee  cover  in  jj  cost  of  copying  whenever  more  than  a  page  of 
copying  is  required. 
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LIBRARY  SCHOOL  18 

i8th  ANNUAL  REPORT  OF  LIBRARY  SCHOOL  1904 

For  the  year  ending  Sep.  30.  1904,  the  director  has  the  honor  to 
report  on  the  New  York  State  Library  School  as  follows: 

Classes.  The  fall  term  opened  Wednesday.  Oct.  7,  190.^.  15 
seniors  and  34  juniors  were  enrolled,  re])resenting  13  states  and  2 
foreign  countries.  New  York  led  with  19  students.  Massachusetts 
stood  next  with  6.  Michigan,  Vermont  and  Wisconsin  sent  3  each, 
Indiana,  New  Hampshire,  Ohio,  Pennsylvania  and  Rhode  Island 

2  each,  and  Maine,  Minnesota,  Nebraska.  Canada  and  Norway  i 
each. 

Among  the  49  students  42  collej^es  were  represented.  Smith 
sending  6,  Harvard  5,  Vassar  4,  Brown  and  Yale  (includinj:^  the 
graduate  school)  3  each,  Mt  Holyoke,  Radcliffe  and  Wilson  Colleges 
and  Cornell,  Michigan,  Nebraska.  Wesley  an  and  Wisconsin  Univer- 
sities 2  each,  and  the  remaining  29,  1  each.  2  students  each 
represented  4  colleges,  2  students  3  colleges  and  7  students  2  colleges. 
All  students  had  received  college  training  and  all  juniors  held  a 
degree,  the  decision  requiring  this  of  all  a[)plicants  after  Mar.  i, 
1902,  having  now  taken  effect.     2  students  heM  3  degrees  each  and 

3  students  2  degrees  each. 

While  our  school  is  maintained  primarily  for  New  York  State 
and  extra  tuition  is  charged  to  outside  students,  2S5  students  have 
come  from  24  other  states  and  from  Canada.  ICnglaiid.  Australia, 
Germany,  Holland,  Norway  and  Sweden,  and  our  suniiner  course 
in  its  8  sessions,  has  drawn  from  22  states. 

Examinations  and  credentials.  There  were  issued  423  examina- 
tion passcards,  each  card  representing  a  diffcn-nt  student  nr  subject. 
4x0  instructors  passcards,  20  certificates  of  comphrtion  of  one  year 
of  work,  including  8  certificates  with  honor,  r  di|.)]oma  and  7 
degrees,  including  3  degrees  with  honor.  Total  credentials  issued 
since  Aug.  i,  1890,  when  they  were  first  given,  are  5317  examination 
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passcards,  3206  instructors  passcards,  211  first  year  certificates, 
including  92  with  honor,  49  diplomas^  including  11  with  honor, 
54  degrees,  including  10  with  honor. 

For  summary  of  credentials  issued  Atig.  i,  1890-Ap.  30,  1902, 
with  a  list  of  the  98  graduates  through  April  1902,  see  Library 
School  Register,  1902,  p.  50-53. 

Degrees  and  diplomas.  Degrees  and  diplomas  were  conferred 
on  4  of  the  class  of  1904,  on  i  each  of  the  class  of  1902,  1901,  1898 
and  1895  as  follows: 

Degree  of  B.  L.  S.  with  honor,  Ethel  Belden  Ketcham  1904, 
Celia  Mabelle  Houghton  1902,  Helen  Morton  Thompson  1901. 

Degree  of  B.  L.  S.  Edmund  Lester  Pearson.  1904,  Harriet  Rosa 
Peck  1904,  Ernestine  Rose  1904,  Grace  Fisher  Leonard  1895. 

Diploma.     Ellen  Summers  Wilson  1898. 

Selection  of  books.  The  plan  adopted  last  school  year  of  giving 
separate  courses  in  selection  of  books  in  the  senior  and  junior  years 
was  so  satisfactory  that  it  has  been  continued.  The  students  of 
the  two  classes  still  meet  together  four  times  a  year  to  discuss  a 
group  of  books.  A  special  feature  of  the  senior  cotirse  is  solving 
concrete  problems  actually  occurring,  in  selecting  books  for  indi- 
viduals, special  stress  being  laid  on  fitting  books  to  the  needs,  tastes 
and  interests  of  various  types  of  readers. 

Annual  visit  to  leading  libraries.  The  vice  director  reports  as 
follows  on  the  13th  annual  visit  of  the  school,  Ap.  6-18. 

During  this  seventh  biennial  visit  to  New  England  libraries  the 
experiences  of  previous  years  were  repeated  so  far  as  outward 
incidents  are  concerned,  but  50  new  students  gained  the  widened 
horizon  which  invariably  results  from  such  library  pilgrimages. 
The  new  Clark  University  Library  building  was  a  welcome  addition 
to  the  itinerary.  We  also  attended  a  regular  meeting  of  the 
Massachusetts  Library  Club  at  Pawtucket  and  inspected  the  new 
Del)orah  Cook  Sayles  Public  Library.  Several  social  features 
added  to  our  pleasure  and  facilitated  acquaintance.  In  Hartford 
we  met  the  librarians  of  the  city  at  an  informal  reception  given  by 
Mr  C.  S.  ThavLT.  In  Worcester  we  shared  the  hospitality  of  Mr 
Green  at  a  bounteous  collation  and  were  entertained  bv  Dr  and 
Mrs  Wire  at  the  Worcester  County  Law  Library.  In  Cambridge 
we  enjoyed  a  very  pleasant  luncheon  with  Mr  and  Mrs  Lane  at 
Harvard  Union.  In  Boston  we  were  the  guests  of  the  College  Club 
at  a  reception  and  a  party  of  students  with  their  friends  also  visited 
the  unique  and  wonderful  Isabella  Stewart  Gardner  Museum  at 
'P'enw^ay  Court. 

Visit  of    Pratt   Institute   students.     On  Mar.  25  the  school  wel- 
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197,  held  its  nth  annual  meeting  Oct.  20.  After  the  transaction  of 
regularbnsiness,  thanks  were  voted  to  Mr  William  H.  Brett  for  the 
alumni  lectures  delivered  to  the  school  in  June,  and  to  Miss  Isabel 
E.  Lord  for  the  services  which  she  had  so  efficiently  rendered  to  the 
association  as  secretary-treasurer  since  1898.  The  meeting  b  fur- 
ther reported  in  Library  Journal,  Nov.  1904,  29:  612. 

Officers  1904-5 

President,  George  Franklin  Bowerman,  '95,  B.A.  B.L.S.  District  of 

Columbia  public  librarian 
First  vice  president,  Mary  Letitia  Jones,  '92,  B.L.  B.L.S.  Los  Angeles 

(Cal.)  public  librarian 
Second  vice  president,  Ella  Rosina  Seligsberg,  '03,  B.A.  B.L.S.  first 

assistant  Drexel  Institute  Library 
Secretary 'treasurer,  Julia   Anna  Hopkins,   '97,   librarian   Madison 

(Wis.)  Free  Library 

Executive    board 

The  officers  and  Anna  Hendricks  Rodgers,  '02,  B.A.  librarian  Pruyn 
Library,  Albany  N.  Y.;  Arthur  Low  Bailey,  '98,  B.L.S. 
librarian  Wilmington  (Del.)  Institute;  Anne  Seymour  Ames, 
'97,  librarian  Mt  Vernon  Seminary,  Washington  D.  C. 

Advisory  committee  pn  Library  School 

1904-5     James  Ingersoll  Wyer  jr,  '98,  B.L.S.  librarian  University 

of  Nebraska,  citairman 
1904-6     Pauline  Gertrude  Wiggin,  *02,  B.L.  M.A.  B.L.S.  librarian 

University  of  West  Virginia 
1904-7     Drew    Bert    Hall,    *oi,    B.A.    B.L.S.    librarian    Millicent 
Library,  Fairhaven  Mass. 

Alumni  lectureship.  Mr  William  H.  Brett  M.A.  Cleveland  public 
librarian  and  dean  of  Western  Reserve  University  Library  School, 
who  gave  the  first  alumni  lectures  in  1896,  delivered  as  the  seventh 
alumni  course,  three  helpful  lectures,  Jime  13-15,  on  the  relations 
of  the  public  library  and  the  library  school  to  other  educational 
activities. 

Summer  course  for  1904.  The  eighth  session  of  the  summer 
course  began  Thursday,  May  19,  ending  Thursday,  June  30.  There 
were  15  students  from  6  states.  New  York  led  wijth  9,  Michigan 
sent  2  and  California,  Indiana,  Maryland  and  Virginia  i  each. 

12  students  received  the  Regents  certificate  for  completing  the 
work  satisfactorily  and  passing  the  examination.  7  of  the  12 
certificates  were  issued  with  honor.  2  of  the  other  students 
received  letters  certifying  to  satisfactory  completion  of  the  reference 
work,  I  having  passed  the  examination  with  honor. 
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The  plan  so  successfully  started  in  1903,  of  specializing  in  some 
one  department  of  library  work,  for  the  first  year  cataloguing  and 
classification,  was  continued,  this  year  reference  work  and  bibliog- 
raphy being  given.  The  executive  work  of  the  school  was  in  charge 
of  Miss  Corinne  Bacon,  who  has  done  Miss  Sutliff's  work  in  the  two 
years  course  during  her  leave  of  absence.  The  course  in  bibliography 
was  in  charge  of  W.  S.  Biscoe,  senior  librarian,  who  gave  1 2  lectures 
on  national  and  14  on  subject  bibliography.  The  principal  instruc- 
tion in  reference  work  was  given  by  D.  V.  R.  Johnston,  reference 
librarian,  who  gave  18  lectures,  supplemented  by  3  lectures  by 
G.  G.  Champlin,  assistant  reference  librarian,  and  10  by  Miss  M.  E. 
Hazeltine,  librarian  of  the  James  Prendergast  Free  Library,  James- 
town X.  Y.  A  nimiber  of  miscellaneous  lectures  brought  students 
in  touch  with  other  faculty  members  and  increased  their  general 
knowledge  of  library  work.  The  students  heard  W.  H.  Brett, 
alumni  lecturer,  on  the  relations  of  the  public  library  and  the 
library  school  to  other  educational  activities,  E.  G.  Routzahn  on 
the  relation  of  libraries  to  civic  improvement,  and  the  following  visit- 
ing librarians:  A.  L.  Peck,  book  buying,  Gloversville  Free  Library; 
Miss  A.  B.  Kroeger,  reference  work,  place  of  the  library  in  technical 
education;  Miss  C.  M.  Hewins,  Hartford  Public  Library,  children's 
books  which  librarians  can  not  afford  not  to  know  (3  lectures); 
Miss  C.  W.  Hunt,  Brooklyn  Public  Librar}'',  the  successfvil  children's 
librarian,  planning  and  equipment  of  the  children's  room,  selection 
of  books  for  the  children's  room. 

Students  interested  in  special  subjects  omitted  or  briefly  touched 
in  the  course,  such  as  traveling  libraries,  work  for  the  blind,  book 
mending,  picture  bulletins,  etc.  were  given  every  facility  for  obtain- 
ing fuller  information.  At  the  close  of  the  summer  session  the 
class  addressed  a  letter  to  the  faculty  expressing  their  satisfaction 
with  the  course. 

Summer  course  for  1905.  The  success  of  the  rotation  courses  in 
1903  and  1904  abundantly  justifies  their  continuance.  The  summer 
course  for  1905  will  be  on  library  administration  and  opens  Thurs- 
day, May  18  and  closes  Friday,  Jime  30.  The  90  exercises  of  the  6 
weeks  will  be  devoted  to  the  most  important  topics  in  practical 
administration,  omitting  (except  for  summaries  of  guiding  principles 
to  serve  as  a  brief  review)  the  three  great  special  subjects  to  which 
the  other  years  are  devoted,  i.  e. 

1  Cataloguing  and  classification 

2  Reference  work  and  bibliography 

3  Selection  of  books  and  reading 

Faculty.      Miss  Mary   L.   Sutliff,   one   of   the   most   successful 
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teachers  we  have  ever  had  on  our  faculty,  was  compelled  to  suspend 
her  work  last  year  and  get  the  change  afforded  by  the  climate  of 
California.  Her  work  was  so  highly  successful  that  students, 
alvunni  and  colleagues  on  the  faculty  are  of  one  mind  in  holding  that 
she  is  still  connected  with  the  school  and  only  taking  a  temporary 
leave  of  absence.  We  were  fortunate  in  having  on  the  staff  Miss 
Corinne  Bacon,  Library  School  1903,  who  made  a  special  study  of 
the  Library  of  Congress  cataloguing  with  Miss  Sutliff  and  was 
intimately  associated  with  her  in  revising  the  catalogue  work  of 
oiu"  own  students.  Miss  Bacon  was  for  seven  years  first  assistant 
in  the  New  Britain  Institute  Library.  In  addition  to  these  special 
qualifications.  Miss  .Bacon  has  shown  unusual  skill  as  a  teacher,  so 
that  the  work  of  the  school  has  gone  on  better  than  we  dared  to 
hope  in  the  absence  of  a  favorite  teacher  of  long  standing. 

The  faculty  is  now  as  follows: 
Melvil  Dewey,  director.     Library  administration  1884- 
Mrs   Salome   Cutler   Fairchild,   tnce  director.     Selection  of   books, 

American  libraries,  loan  department  1887- 
Florence  Woodworth,  director's  assistant,  1889- 
Walter  S.  Biscoe.     Bibliography,  advanced  classification,  history 

of  libraries  and  printing  1887- 
Ada  A.  Jones,  secretary  of  faculty.     Advanced  cataloguing  1889- 
Dunkin  V.  R.  Johnston.     Reference,  book  binding  1890— 
May  Seymour.     Library  editing  and  printing  189a- 
William  R.   Eastman.     Library  buildings,  fotmding  and  govern- 
ment 1895- 
Martha  T.  Wheeler.     Indexing  1895- 
Ada  Bunnell.     Elementary  classification  1898- 
Corinne  Bacon.     Cataloguing,  accession,  shelf  department;  also  in 
charge  summer  course  1903- 
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Lectures  1904.  Aside  from  the  faculty,  24  persons  gave  58  lec- 
tures as  foUow-s,  to  students  of  the  two  year  course.  .Other  lectures 
intended  specially  for  the  summer  course  are  noted  on  p.  445. 


LECTURER 

POSITION 

NO. 
LEG. 

SUBJECTS 

Avery,  Myrtilla 

director's  ass't  N.  Y.  State 
Home  Education 

z 

N.  Y.  state  Home  Education 

Bailey,  A.  L. 

subl'n  N.Y.  State  Library 

Binding  records 

Blanchard.  Grace — 

pub.  lib'n  Concord  N.  H. 

Main.spring  of  success  in  library  work 

Suggestions  for  college  graduates  en- 
tering the  library  profession 
Relations  of  the  public  library  and 

Bret k,  W I  fi.......  . 

pub.  lib'n  Qeveland  0. 

the  library  school  to  other  educa- 

tional activities 

Christman,  Jenny  L. 

cataloguer  N.  Y.  State  Li- 

Catalo^Tuing i>eriodicala 

brary 

Accession  department 

Shelf  department 

Dana,  J :  C 

pub.  lib'n  Newark  N.  J. 

Art  in  general  and  printing  as  an  art 

Bookmaking    and    library    printing; 
also,  a  liorarian's  friends 

Fletcher.  W:I: 

lib'n  Amherst  College 

Qualities  of  a  successful  librarian 
Library  interests  in  Canada 
Law  libraries 

Gould,  C:  H: 

lib'n  McGiU  Univ. 

Griswold,  S.  B 

N.Y.  State  law  lib'n 

Law  books  for  public  libraries 

He  wins.  Caroline  M. . 

pub.  lib'n  Hartford  Ct. 

Children's  books 

Hill.  F.  P 

pub.  lib'n  Brooklyn  N.  Y. 

Library  administration 

Hopkins.  A.  H 

pub.  lib'n  Louisville  Ky. 

T 

The  library,  the  museum  and  the  new 

education 
The  successful  children's  librarian 

Hunt.  Clara  W 

strp't   children's   dep't. 
Brooklyn  Public  Library | 

X    1 

1 

X 

Planning  and  equipment  of  the  chil- 

1 

dren's  room 

I 

* 

Selection  of  books  for  the  children's 

Kent,  H ;  W 

lib'n    Grolier    Club,    New 
York 

room 
What  constitutes  a  wcU-  made  book  > 

Kroeger,  Alice  B ...  . 

lib'n  Drexel  Institute 

Reference  work 

1 

1 

Place  of  the  library  in  technical  edu- 
cation 

Laer,  A.  J.  F.  van. . .  ■ 

archi\nst  N.  Y.  State  Li-i 

brary                                  , 

lib'n  GloversviUe   (N.Y.)I 

Manuscripts  in  the  State  Library 

Peck,  A.  L 

Book  buying 

Free  Library                       i 

, 

Pluramer.  Marv  W.  . 

1 

director  Pratt  Institute  Li-I 
brary  School 

1 

Poetry  for  children                       ' 

Putnam.  Herbert 

Richardson.  E.  C. .  . 

librarian  of  Congress 
librarian  Princeton  Univ. 

1 

Qualities  of  a  successful  librarian 
Books  and  libraries  in  the  13th  cen- 

Routzahn, E.  G 

field    secretary    American 

Z    1 

tury 
Relation  of  libraries  to  civic  improve- 

League   for    Civic    Im- 

1 

ment 

Sharp,  Katharine  L. .  I 

prove  men  t 
head  lib'n  Univ.  of  Illinois 

1 
2 

College  library  administration 

1 

'  i 

Evolution  of  the  book 

Thacher,  J:B ' 

author                                   1 

z    ' 

Autographs  and  prints  illustrating  the 
French  Revolution 

Wyer,  J.  I.  jr 

lib'n  Univ.  of  Nebraska 

4   1 

Government  documents 

Full  course  students  1904.     The  classes  for  the  year  were: 

Seniors,  class  of  1904 
Barker,  Beatrice  J.,  Providence  R.  I.     Ph.B.  (Brown)  189S 
Clarke,    Mary    Reynolds,    Whitinsville     Mass.     Wellesley    1876-78;    Smith 

1879-80 
Goodrich,  Nathaniel  Lewis,  Utica  N.  Y.     B.A.  (Amherst)  1901 
Groves,  Charlotte  Elizabeth,  Alfred  N.  Y.     B.A.  (Wilson)  1899 
Ketcham.  Ethel  Belden,  Dover  Plains  N.  Y.     B.A.  (Radcliffe)  1899 
Leupp,  Harold  Lewis,  New  York,     B.A.  (Cornell)  1902 
McCoUough,  Ethel  Farquhar,  Franklin  Ind.     Ph.B.  (Franklin)   1901 
McKay,  Mabel,  Dunkirk  N.  Y.     Vassar  1898-1900 
Mumford,  Rosalie,  Detroit  Mich.     Vassar  1894-96 
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Pearson,  Edmund  Lester,  Newburyport  Mass.     B.A.  (Harvard)  1902 
Peck,  Harriet  Rosa,  Gloversville  N.  Y.     B.L.  (Mt   Holyoke)  1902 
Reed,  Lois  Antoinette,  Rochester  N.  Y.     University  of  Rochester  1900-2 
Rose,  Ernestine,  Bridgehampton  N.  Y.     B.A.  (Wesleyan)  1902 
Saleski,  Mary  Agnes,  New  York,  B.A.  (Wesleyan)  1900 
Tweedell,  Edward  David,  Providence  R.  I.     Ph.B.  (Brown)  1900 

Juniors,  class  of  1905 
Abraham,  Frederika,  Rutland  Vt.     B.A.  (Vermont)  1903 
Attwill,  William  Henry,  Arlington  Mass.     Mass.  Inst,  of  Technolog\'  1882-85; 

B.S.  (Harvard)  1900,  postgraduate  course  1 900-1 
Avery,  Maurice  Hussey,  Nashua  N.  H.     B.A.  (Dartmouth)  1903 
Beal,  Minnie  Martha,  Ypsilanti  Mich.     Graduate  Michigan    State    Xormal 

Col.  1893;  B.A.  (Michigan  Univ.)  1901 
Beattie,  Mabelle  Benton,  Buffalo  N.  Y.     B.A.  (Washington  State  Agricul- 
tural Col.)  1901;  M.A.  (Hiram)  1903;  B.A.  (Nebraska)  1904 
Blanch ard,  Alice  Arabella,  Montpelier  Vt.     B.L.  (Smith)  1903 
Craig,  Clara  Louisa,  Lincoln  Neb.     B.A.  (Nebraska)  1903 
Cruikshank,  Alice  Dorothy,  Goshen  N.  Y.     B.A.  (Smith)   1902 
Dunham,  Mary  Eleanor,  Richmond  Ind.     Univ.  of  Colorado  1895-96;  B.A. 

(Indiana)   1898;  Yale  Univ.  Graduate  School  1899-1901 
Eastwood,  Mary  Edna,  Albany  N.  Y.     B.A.  (Vassar)  1899 
Eaton,  Annie  Thaxter,  New  York,  B.A.  (Smith)  1903 
Ernst,  Marie  Antoinette,  Watertown  Wis.     Northwestern  Univ.  Watertown 

Wis.  1892-96;  B.A.  (Wisconsin)  1897 
Frost,  Elizabeth  Rollins,  Dover  N.  H.     B.L.  (Smith)  1903 
Gillette,  Fredericka  Botsford,  Ann  Arbor  Mich.     B.A.  (Michigan)  1903 
Gilson,  Marjary  Lawrence,  Winthrop  Me.     B.A.  (Smith)   1902 
Goodwin,  John  Edward,  Madison  Wis.     B.L.  (Wisconsin)   1901 
Groves,  Mar\'  Mann,  Coudersport  Pa.     B.A.  (Wilson)   1903 
Hansen,   Nicholas,   Minneapolis   Minn.     B.A.   (Minnesota)    1963 
Harron.  Mrs  Julia  (Scofield),  Penn  Van  N.  Y.     B.A.  (Vassar)  1897 
Hirshbcrg,  Herbert  Simon,  Brookline  Mass.     B.A.  (Harvard)  1900 
Hygen,  Dorthea  Helone,  Kristiania  Norway,  Ph.B.  (Det  Kongelige  Norske 

Fredcriks  Univ.  Kristiania)  1890 
Jewett,  Walter  Kendall,  Pittsfield  Mass.     B.A.  (Brown)  1891;  M.D.  (Har- 
vard) 1 89  5 
Linn,  Mrs  Frances  (Burns),  Brooklyn  N.  Y.     B.A.  (Ohio  Wesleyan)  1893 
McKee,  Alice  Doty,  Aurora  O.     Ph.B.  (Berea)   1903 
Mitchell,  S.  Louise,  Kenosha  Wis.     Ph.B.  (Lake  Forest)  1886 
Mitchell,  Sydney  Bancroft,  Montreal  Canada,  B.A.  (McGill)  1901,  M.A.  1904 
Nemey,  May  Childs,  Albany  N.  Y.     B.A.  (Cornell)  1902 
Perkins,  William  Abbott,  Lynn  Mass.     B.A.   (Bowdoin)   1883.  M.A.   1886; 
Yale  Divinity  School  1885-86;  graduate  Andover  Theological  Sem.  1888; 
Harvard  Univ.  Graduate  School  1802-93 
Post,  AureHan,  Clinton    N.  Y.     B.A.  (Hamilton)  iSgr,  M.A.  1899;  B.D.  (Yale 

Divinity  School)  1894.  postgraduate  course  1894-95 
Riggs,  Alice  Winifred,  Pittsburg  Pa.     Ph.B.  (College  for  Women  of  Western 

Reserve  Univ.)  1901 
Solis-Cohen,  Leon  M.,  New  York,  B.S.  (College  of  the  City  of  New  York)  1899 
Vogleson,  Helen  Elizabeth,  Columbiana  O.     Lake  Erie  Col.  1898-1900;  B.A. 
(Mt  Holyoke)  1903 
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Wright,  Rebecca  Whitney,  Montpelier  Vt.     B.A.  (Radcliffe)  1903 
Wynkoop,  Asa,  New  York,  B.A.     (Rutgers)   1887;  graduate  Union  Theo- 
logical  Sem.    1892;  fellow  in  philosophy,   Columbia  Univ.    1892-94; 
Marburg  (Germany)  Univ.  1902 

Summer  course  students  1904.    The  15  students  of  the  eighth 

summer  course  were: 

Davison,  Carolina  Virginia,  assistant  catalogue  dep't  Enoch  Pratt  Free  Li- 
brary, Baltimore 
Eldred,  Helena,  Vassar  CoUege,   1901-3   assistant  librarian  Battle  Creek 

(Mich.)  Public  Library 
Flattery,  Amanda  Moore,  Detroit  Mich.     B.A.  (Wooster)  1877 
Johnston,  Ursula  K.,  temporary  assistant  Binghamton  (N.  Y.)  City  School 

Library 
Lidgerwood,  Ethel,  assistant  circulating  dep't  Montague  branch,  Brooklyn 

Public  Library 
McKnight,  Grace  Marion,  assistant  Cohoes  (N.  Y.)  Public  School  Library 
Meyer,  Emma,  librarian  Delphi  (Ind.)  Public  Library 
Minor,  Mrs  Kate  (Pleasants),  assistant  Virginia  State  Library 
Otis,  Mabel  Louise  Mary,  cataloguer  Williamsburg  branch,  Brooklyn  Public 

Library 
Peckham,  Mary  Cogswell,  assistant  Jamestown  (N.  Y.)  High  School  Library 
Prentiss,  Mabel  Emerton,  librarian  Pomona  (Cal.)  Public  Library 
Price,  Carrie  Rush,  assistant  Jamestown  (N.  Y.)  High  School  Library 
Reed,  Elsie  M.  general  assistant  Bedford  branch,  Brooklyn  Public  Library 
Van  Zandt,  Ethel  Jean,  assistant  Pruyn  Library,  Albany  N.  Y. 
Vaughan,  Lelia  M.  librarian  Schuylerville  (N.  Y.)  Free  Library.     5  weeks 

Private  instruction.  Special  instruction  was  given  this  year  to 
three  students  outside  the  school  and  library;  i.e.  to  Miss  Jane 
Brower,  summer  coiurse  1899,  librarian  of  the  Albany  (N.Y.)  Free 
Library,  and  Miss  Augusta  Berchman  Walsh,  summer  course  1901, 
librarian  of  the  Pine  Hills  branch,  Albany  Free  Library,  in  elemen- 
tary cataloguing  and  elementary  dictionary  cataloguing,  December 
1903  to  March  1904,  and  to  William  Evans  Jenkins  B.A.  (Indiana) 
1891,  M.A.  (Stanford)  1894,  imder  appointment  as  librarian  of 
Indiana  University,  in  classification,  bibliography,  cataloguing  and 
dictionary  cataloguing,  January  to  May  1904. 

Staff  instruction.  21  State  Library  assistants  increased  their 
efficiency  by  taking  courses  in  the  school,  on  their  own  time.  The 
library  makes  no  charge  for  such  tuition  as  it  benefits  so  directly 
by  the  increased  usefulness  of  the  staff  members.  19  courses  were 
chosen. 
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I 


COURSES 

Elementary  bibliography 

Elementary  selection  of  books . 

Elementary  cataloguing 

Elementary    dictionary    cata- 
loguing  

Elementary  classification 

Elementary  reference  work 

Loan  department 

Binding 

Shelf  department 

Indexing 


MEM- 
BERS of 
ST  ATT 


4 

I 

6 

4 
7 
3 

3 

I 

I 
6 


COURSES 

Senior  seminar 

Advanced  bibliography 

Advanced  selection  of  books. . 

Library  buildings 

Advanced  cataloguing 

Advanced     dictionary     cata- 
loguing  

Advanced  reference  work 

History  of  libraries 

American  libraries 


MEM- 

BEBS  or 

STAfT 

I 
I 
2 

3 
I 

3 

3 

2 

I 


Positions.  Of  a  total  of  1202  positions  filled  before  Oct.  i,  1904, 
503  have  been  in  New  York,  640  in  31  other  states,  47  in  the  Dis- 
trict of  Columbia  and  12  in  5  foreign  countries.  94  new  positions 
were  filled  by  our  graduates  and  students  last  year,  33  in  New  York, 
51  in  15  other  states,  7  in  the  District  of  Columbia,  and  3  in  Canada. 
Of  24  positions  now  filled  by  Library  School  students  in  Washing- 
ton II  are  in  the  national  library,  including  i  appointment  made 
this  vear. 

12  Library'  School  students  took  the  state  civil  service  exami- 
nation held  Feb.  27  for  positions  as  State  Library  assistants  and 
15  took  that  held  May  21.     Of  these  5  have  been  appointed. 


Positions  filled  1904 


XiJiKC  and  class 

Position 

1888 

Plummtr.  Mary  W. 

lecturer  on  history  of  libraries 

lecturer 

i88q 

Prescolt.  Harriet  B. 

director  apprentice  class 

1 891 

Crawturd.  Esther 

instructor  in  classification  and  cata- 

loguing 

Dexter,  Lydia  A. 

catalojs'uer 

1892 

Davis,  Marv  L. 
Robbinb,  ^fary  E. 

Va:i  H<jovenber>^', 
Alma  R. 

assistant  instructor 

assistant  professor  of  library  science 

director  library  department 

cataloj^uer 

i8q5 
Buwirman.  G:  F. 

librarian 

ChamT'lin.  G:  G. 
Cone.  Jessica  G. 

sublibrarian  (reference  and  loan) 
classifier  and  cataloKuer 

classifier  and  cataloguer 
assistant  librarian 


Institution  and  place 
(unless  implied.) 


Wisconsin  Summer  School  for 
Library  Training; 

Winona  (Ind.)  School  for  Li- 
brarians 


Columbia  University  Library 

Western  Reserve  Univ.  Library 
School 

Brooklyn  Public  Library 

Chautauqua  Library  School 
Simmons  College,  Boston 
Simmons  College,  Boston 

Brewster  (N.  Y.)  Public  Library 


District  of  Columbia  Public  Li- 
brary 

New  \  ork  State  Library 

Malone  (N.  Y.)  District  School 
Library 

Colgate  Univ.  Library 

West  Virginia  Univ. 
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ckus 


Positions  filled  1904  {conHnued) 


Position 


Institution  and  placw 
(unless  implied) 


assistant  librarian 


California  State  Library 


D. 

frcdA. 


assistant 
cataloguer 


New  York  State  Library 
Worcester  (Mass.)  Free  Public 
Library 


jred  ist  assistant  Williamsburg  branch 

E .  librarian 


Brooklyn  Public  Library 
Pratt  Institute,  Brooklyn 


nee  S. 


inne 


»J.  F. 

es) 


It  A. 


in  charge  apprentice  class 
senior  assistant  cataloguing  dep' t 
lecturer  on  public  docxunents 


classifier  and  cataloguer 

substitute  librarian 

junior  assistant  cataloguing  dep't 

librarian 

director  library  economy  course 

librarian 


Brooklyn  Public  Library 
Brooklyn  Public  Library 
Wisconsin  Summer  School  for 
Library  Training 

Moore  Memorial  Library,  Greene 

NY 
Newark  (N.  Y.)  Public  Library 
Brooklyn  Public  Library 

Brockton  (Mass.)  Public  Library 
Texas  Univ. 

Odar  Rapids  (la.)  Fr^  Pub- 
lic Library 


e  B. 

e 


assistant 

assistant  Bedford  branch 
cataloguer 


Library  of  the  Association  of  the 

Bar  of  the  City  of  New  York 
Brooklyn  Public  Library 
Carnegie  Library,  Pittsburg  Pa. 


M. 


reference  librarian 

librarian  and  secretary  of  facility 

children's  librarian  and  general  as- 
sistant 


John  Crerar  Library,  Chicago 
Meadville    (Pa.)    Theological 


librarian 

a  W. 

instructor    in    reference    work    and 
bibliography 

C. 

instructor  in  trade  and  national  bib- 
liography,  order  dep't,   reference 
work 

trude  L. 

assistant  catalogue  division 
library  clerk,  Bureau  of  Animal  In- 
dustry 

assistant  librarian 
lecturer  on  reference  work 

el 
F. 

classifier  and  cataloguer 
librarian  Bureau  of  Entomology 
librarian  and  instructor 

laH. 

librarian 

instructor  in  cataloguing  and  classi- 
fication 

A. 
S. 

librarian 
librarian 

ne 
thaL 

instructor 

scientific  assistant  in  Library  of  Sci- 

R. 

ence 
librarian 

jeE. 

:M. 
M. 

in  charge  Bureau  of  Chemistry  Li- 
brary 
librarian 
cataloguer 

School 

Rosenberg  Library  Ass'n,  Gal- 
veston Tex. 

General  Theological  Seminary. 
New  York 

Winona  (Ind.)  School  for  Li- 
brarians 

Western  Reserve  Univ.  Library 
School 


11a  R.  xst  assistant  librarian  and  instructor 

ja  library  school 


Library  of  Ojngrcss 

U.  S.  Department  of  Agriculture 


John  Crerar  Library,  Chicago 
Winona    (Ind.)    School   for   Li- 
brarians 
Nevada  (la.)  Public  Library 
U.  S.  Department  of  Agriculture 
St    Stephen's    College,    Annan- 
dale   N.  Y. 
Insurance  Library  Ass'n.  Boston 
Mt-Gill    Univ.  ^  Summer    School 
in  Library  Economy 

La  Crosse  (Wis.)  Public  Library 
South  Bethlehem  (Pa.)  Public 
Library 

New  York  State  Library  School 
U.  S.  Department  of  Agriculture 

Levi    Hevwood    Memorial    Li- 
brary, Gardner  Mass. 
U.  S.  Department  of  Agriculture 

Purdue  University 

Gardner  A.  Sage  Library,  New 

Brunswick  N.  J. 
Drexel  InatituU«  V\^a^«^i>V)A:^ 
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filled  1904   {concliuUd) 


Name  and  class 


PosUion 


iMsmmum  and  plact 
(unless  implied) 


Tweedcll,  E:  D: 
Waters,  Caroliiie  E. 


Whittlesey.  Julia  M. 


Wyer.  M.  G. 

Barker.  BeatriceJ. 
Dunham.  Mary  E. 
Emerson,  Maisaxet  A. 

Goodrich.  N.  L: 
Hyde,  Mary  £. 

Leupp.  H.  L: 

McCoUoush.  Ethel  F. 
Mimiford,  Rosalie 


Peck,  Harriet  R. 

Rose.  Ernestine 
Spafford.  Martha  E. 


Wead,  M.  Eunice 
Whitbcck,  Mrs  Alice 
(Grover) 

1005 

Avcrv-,  M.  H. 
Ernst,  Marie  A. 


assistant 
classifier  and  cataloguer 
rlsssifier  and  cataloguer 

cataloguer 

instructor  in  library  dep't 

instructor  in  order  and  accession 
records,  duplicates  and  gifts,  se- 
rials, loan  systems 

acting  librarian 

assistant 

xst  assistant 

instructor    department    of    library 

economy 
assistant 
proof  reader  and  general  assistant 

assistant 

assistant  reference  librarian 

librarian 

assistant 

assistant 

assistant  instructor 

zst  assistant  Wylie  A  v.  branch 

assistant  librarian 

cataloguer 

cataloguer 

cataloguer 

assistant  catalogue  division 

assistant  cataloguer 

children's  librarian 

assistant 
cataloguer 


Gilson,  Marjary  L.  assistant 


Hansen,  Nicholas 
Hirshberg,  U.S. 

Hypcn.  Dorthea  H. 
Mitchell.  S.  B. 


Mitchell.  S.  L«-»uise 
Perkins,  W:  A. 

Solis-Cohen,  L.  M. 

Vogleson,  Helen  E. 


assistant 

cla^ifier  and  cataloguer 

assistant 

assistant  catalogue  dep't 

instnictor  in  reference  and  loan  sys* 

terns 
cataloguer 

assistant  cataloguer 
inJcxcr 

classifier  and  cataloguer 

cataloguer 


New  York  Stote  Library 
Bellevue  (O.)  Public  Libntr 
Private  library  of  J.  A  Wright, 

Bellevue  O. 
Paterscn  (N.  J.)  Public  Libruy 
Simmons  College,  Boston 
Western  Reserve  Univ.  Libnrr 
School 

Iowa  Univ. 

New  York  State  Library 
Texas  University  Library 
Syracuse  Univ. 

New  York  State  Library 
California  Academy  of  Scirarei 

Library,  San  Franciscii 
New  York  State  Library 
John  Crerar  Library,  Chicago 
Elwood  (Ind.)  Public  Library 
N.  Y.   SUte   Home  Educatioa 

Dep't 
Detroit  Public  Library 
ChautauQua  Library  School 
Carnegie  Library,  Pittsburg  Pi. 
Wesley  an  Univ. 
Lenox  (Mass.)  Library 
•  Powers  Librao',  Moravia  N.  Y. 
Paterson  (N.  J.)  Public  Library 
Library  of  Congress 
Mechanics     Institute    Library, 

San  Francisco 
Berkeley  (Cal.)  Public  Library 

Nashua  (N.  H.)  Public  Library 
Virginia  Polytechnic   Institute, 

Blacksburg 
N.  Y.   State  Home  Education 

Dep't 
New  YotV  State  Library 
Morse  Institute.  Natick  Mass. 
New  York  State  Library 
Harvard  Univ.  Library 
McGill  Univ.  Summer  School  ia 

Library  Economy 
McGfll  Univ.  Library 

Brooklyn  Public  Library 
A.  L.  A.  Publishing  Board.  Bos- 
ton 
U.  S.  Military  Academy,  West 

Point  N.  Y. 
Paterson  (N.  J.)  Public  Library 


Publications.  The  printing  summary  for  1904  shows  that  there 
were  printed  for  the  Library  School  5  books,  bulletins  and  hand- 
books, 16  blank  forms  (not  including  stationery)  and  8  circulars,  a 
total  of  37,900  different  copies. 

The  revised  edition  of  the  Selection  of  Cataloguers  Refereftce 
Books  in  Xeiu  York  State  Library  issued  in  November  owes  much 
to  the  rare  accuracy,  patience  and  bibliographic  skill  of  Miss  Jennie 
D.  Fellows  (Library  School  '97)  who  had  charge  of  editing.  That 
this  work  is  appreciated  by  others  than  students  who  use  the  list 
as  a  textbook,  is  shown  by  constant  demands  for  the  bulletin  from 
manv  states. 
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Chautauqua  summer  school.  The  fourth  session  of  the  Chautau- 
lua  Library  School  of  which  the  director  of  the  New  York  State 
Library  School  is  general  director  was  held  July  9-Aug.  19.  Its 
^ork  is  briefly  recorded  in  our  general  report  because  it  gives  (in 
>ur  own  state  and  under  oiu*  director  and  a  faculty  of  oiu*  gradu- 
ates), the  general  short  summer  course  which  we  no  longer  oflEer 
since  adopting  our  rotation  plan  under  which  we  give  in  four  con- 
secutive years  (i)  cataloguing  and  classification,  (2)  reference  work 
and  bibliography,  (3)  library  administration,  (4)  selection  of  books 
and  reading.  The  Chautauqua  cotu^e  thtis  takes  the  place  of  our 
g^eneral  course. 

There  were  40  students  from  13  states,  13  from  New  York,  7  from 
Pennsylvania,  5  from  Ohio,  4  from  Illinois,  2  each  from  Indiana 
and  Texas  and  i  each  from  Connecticut,  Maine,  Maryland,  Michi- 
gan, Missouri,  New  Hampshire  and  South  Carolina.  In  the  four 
years  this  Chautauqua  cotirse  has  had  130  students  representing  27 
different  states.  The  full  list  of  the  class  is  in  Library  Journal, 
Oct.  1904,  29:  547-48. 

Miss  M.  E.  Hazeltine,  resident  director  of  the  school,  was  assisted 
by  Miss  M.  E.  Robbins,  '92,  director  library  department,  Simmons 
College,  Boston,  Miss  M.  L.  Davis,  '92,  instructor  in  cataloguing, 
Pratt  Institute  Library  School  and  Miss  H.  R.  Peck  B.L.S.  '04. 

Lectures  were  also  given  by  Mr  and  Mrs  H.  L.  Elmendorf,  W.  R. 
Eastman,  Miss  M.  E.  Ahem,  A.  L.  Peck,  and  the  director  of  the 
state  school. 

The  general  course  offered  included  accession  department  work, 
cataloguing,  classification,  bibliography  and  reference  work  as  the 
major  subjects,  with  special  lectures  on  book  selection  and  ordering, 
buildings  and  fittings,  business  relations  and  library  administration. 

A  special  course  on  care  and  cataloguing  of  maps  was  given  by 
Miss  Davis,  and  attendance  on  the  lectures  of  Miss  Marie  Shedlock, 
in  the  regular  Chautauqua  lecture  course,  was  required. 

The  following  extract  from  the  announcement  circular  gives 
admission  requirements  and  expenses  of  the  Chautauqua  course: 

Admission,  The  school  does  not  assume  to  give  a  complete 
library  course  in  six  weeks,  but  aims  to  train  those  already  in 
libraries  for  more  efficient  service.  Therefore  only  those  candidates 
are  admitted  who  are  already  engaged  in  library  work. 

Entrance  examinations  are  not  required,  but  candidates  are 
expected  to  have  had  a  high  school  course  or  its  equivalent,  as  the 
minimum  basis  of  general  education,  and  at  least  one  year's  suc- 
i^essful  experience  in  actual  library  work  to  enable  them,  to  under- 
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stand  and  profit  by  the  technical  instruction  which  will  be  beyond 
those  without  such  preparation. 

Expenses.  Ttiition  fee  is  $20  for  the  course,  to  which  is  added 
the  regular  gate  fee  of  $5  charged  every  one  at  Chautauqua  to 
cover  cost  of  an  elaborate  program  of  lectures,  concerts,  enter- 
tainments, etc.  free  to  all.  Necessary  textbooks,  note  books, 
catalogue  cards,  and  various  technical  fittings  to  be  retained  as  per- 
sonal property  cost  probably  $6-$  10.  Good  board  can  be  had 
from  $7  a  week  upwards. 

Calendar,  19th  school  year,  1904-5 

1904 

School  opens  Wednesday  a.m. 
Election  dav,  holiday,  Tuesday 
Thanksgiving    recess,    Wednesday    noon    to 

Monday  noon 
Christmas  recess  begins  Friday  a.m. 

Lectures  begin  Wednesday  a.m. 
Lincoln's  birthday  holiday,  observed  Monday 
Washington's  birthday,  holiday,  Wednesday 
Course  examinations  Wednesday-Friday 
Visit  to  New  York,  Philadelphia,  Baltimore 

and  Washington  libraries 
Lectures  begin  Tuesday  a.m. 
Summer  course  begins  Thursday  a.m. 
Memorial  day,  holiday,  Tuesday 
Course  examinations,  Friday-Saturday,  Tues- 
day-Thursday 
School  closes  Friday  p.m. 
Summer  course  closes  Friday  p.m. 

Results  of  imification.  The  first  six  months  under  the  new  law 
unifying  the  two  state  departments  has  brought  only  benefits  to 
the  Library  School.  The  Board  of  Regents  reduced  from  23  to  11, 
now  meets  in  the  Commissioner's  room,  giving  the  students  exclusive 
use  of  the  7th  story  lecture  room.  The  walls  have  been  hung  with 
pictures  of  library  buildings.  Our  great  library  museum  has  been 
transferred  to  light  and  airy  quarters  w^hcre  anything  needed  can 
be  immediately  secured  during  school  exercises,  and  where  students 
can  have  ample  opportimity  for  studying  the  collections.  The 
rooms  occupied  for  storage  and  repair  of  apparatus  on  the  floors 
imder  the  lecture  room  have  been  turned  over  to  the  library  for 
greatly  needed  storage  of  books,  thus  doing  away  with  the  fre- 
quent annoyance  from  the  noise  of  machine  work  during  lectures. 
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Nov. 
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Nov. 

23-28 

Dec. 

23 

1905 

Jan. 
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Feb. 

13 

Feb. 

22 

Mar. 

29-31 

Ap. 

4-17 

Ap. 

18 

May 

18 

May 

30 

June   16-17, 

20-22 

June 

23 

June 

30 
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While  the  school  like  the  library  will  be  constantly  embarrassed 
till  we  have  an  adequate  building,  the  year  has  been  in  a  high 
degree  successful.  The  spread  of  sympathy  and  helpfulness  between 
faculty,  staff  and  students,  which  has  always  been  noticeable  in  the 
school,  has  never  been  more  marked  than  in  the  past  year,  and  ex* 
perience  has  proved  the  wisdom  of  recent  changes  which  raised  the 
standard  of  admission  and  improved  the  work  of  the  course  at 
various  points. 

Respectfully  submitted 

Melvil  Dewey 
State  Library,  Dec.  igo4  Director 
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READING  LIST  ON  ETHICS 

PREFACE 

The  aim  has  been  to  make  the  following  list  suitable  for  the 
bq^ner  in  philosophy  and  to  include  in  it  some  of  the  notable 
books  in  the  literature  of  ethics.  So  far  as  possible  each  title  was 
diosen  on  the  authority  of  reliable  critics,  and  it  is  attempted  to 
pcesent  imder  each  subject  a  treatment  which  shall  be  at  once 
temperate,  authoritative  and  of  recognized  merit.  The  classifica- 
tioii  of  the  theories  follows  that  given  by  J:  H:  Muirhead  in  his 
Elements  of  Ethics;  the  division  "  Field  of  Ethics,"  was  suggested 
bjr  Professor  Palmer's  book  with  the  same  title,  but  in  the  main 
the  grouping  follows  the  Decimal  Classification;  arrangement  of 
theories  under  the  several  headings  is  chronologic. 

Frank  Hayden  Whitmore 

abbreviations 

Abbreviations  following  main  entries  refer  to  the  libraries  in  which  the 
books  were  consulted  or  to  the  sources  from  which  entries  were  taken.  Call 
numbers  (i.e.  class  and  book  number)  are  given  for  all  books  in  the  New  York 
State  Library  even  though  the  edition  diners  from  that  described  in  the  list; 
class  number  only  is  given  for  books  in  the  traveling  collection.  Books 
marked  e  have  been  personally  examined,  while  e  indicates  that  the  edition 
examined  is  not  the  same  as  the  one  entered  in  the  list. 

The  source  of  critical  notes  is  given,  whether  quoted  exactly  or  given  in 
-substance;  unsigned  notes  are  by  the  compiler.  Volume  and  page  numbers 
are  separated  by  a  colon:  e.  g.  3:14s  means  vol.  3.  p.  145. 

Abbreviations  not  self-explanatory  are  as  follows : 


B.  P.  L. 

Bowdoin 

■Columbia 

Hanrard 

Intemat.  Jour,  of  Ethics 

Sidgwick 

Stephen 

Wundt 


Boston  Public  Library 

Bowdoin  College  Library 

Columbia  University  Library 

Harvard  University  Librarv 

International  Journal  of  Etnics 

Sidgwick.  Outlines  of  the  History  of  Ethics.  1 886 

Stephen.    Dictionary   of    National     Biography. 

1885-1900 
Wundt.     Ethical  Systems.     1897 
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American  Library  Association.     Catalog  of  *  A.  L.  A.'  Library.     1893- 

Annual  Literary  Index.     189 2-1 901 

Baileji    T:  B.    contf,     Bibliog[raphical    References    in    Ethology.   -  -189^ 
(University  of  California.     Library  bulletin  13) 

Baldwin,  James  Mark,  ed.     Dictionary  of  Philosophy  and  Psychology,     v.  ». 

1901 
Bliss,  W:  D.  P.     Encyclopedia  of  Social  Reform.     1897 
Boston  Athenaeum.     Catalogue.     1874-82 
Bowdoin  College  Library.     Card  catalogue 
Bowker,  R:  R.  &  Ues,  George.     Reader's  Guide.     1891 

Brooklyn  Ethical  Association.     Program  for  season  189 2-1 893 
Sociology.     1890 

Calkins,  Raymond.       Substitutes  for  the  Saloon;  bibliography  p;389-9i. 
1901 

Columbia  University  Library.     Card  catalogue 

Cumulative  Index  to  Periodicals.     1 896-1 902 

Fletcher,  W:  I:      '  A.  L.  A.'  Index.     1893  and  1901 

Giddings,  F.  H.     Principles  of  Sociology;  bibliography  p. 4 2 3-4 2.     1896 

Gustafson,  Axel.     The  Foundation  of  Death;  bibliography  p. 51 3.-7 7.      18^5 

Harvard  University  Library.     Card  catalogue 

Hyslop,  J.  H.     Elements  of  Ethics.     1895 

Koren,  John.     Economic  Aspects  of  the   Liquor   Problem;  bibliography^ 
p.  313-22.     1899 

M'Clintock,  Rev  John  &  Strong,  James.     Cyclopedia  of  Biblical,  Theological 
and  Ecclesiastical  Literature.     lov.     1880-83 

Mackenzie,  J:  S.     Introduction  to  Social  Philosophy.     1890 

Manual  of  Ethics,     n.  d. 

Matson,  Henry.     References  for  Literary  Workers.     1892 

Milwaukee  Public  Library.     Systematic  Catalogue.     1885-86 

Muirhead,  J:  H:     Elements  of  Ethics;  bibliography  p. 23 7-39^.     189T 

Peabody  Institute,  Baltimore.     Catalogue.     1883^2 

Poole,  W:  F:  &  Fletcher,  W:  I:     Index  to  Periodical  Literature.     1882 

Supplements.     1888-97 

Sargent,  £.  B.  &  Whishaw,  Bernard.     Guide  to  Books.     1891 

Sonnenschein,  W:  S.     Best  Books.     1891 

Reader's  Guide.     1895 

Thwing,  C:  F.  A  Mrs   C.  F.  (Butler).     The  Family;  bibliography  p.  203-8:. 

1887 
Tolman,  W :  H.  &  Hull,  W:  I.     Handbook  of  Sociological  Information,     z  894i 

Trueblood,  B:  F.      The  Federation  of  the  World;   bibliography  p.  154-62 • 
1899 

Weber,  Alfred.     History  of  Philosophy;  bibliography  p. 605-11.     1897 

Westermarck,  Edward.     History  of  Human  Marriage ;  bibliography  p. 5 5 1-  7^- 
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BIBLIOGRAPHY 

INTRODUCTORY  MANUALS 

ckenzie,  John  Stuart.    Manual  of  Ethics,  designed  for  the  \ise 

>f  students      Ed.  3.     456p.  D.     Lond.  1897.    Clive  6/16.  (Univ. 

Torres.    College,    Tutorial  Ser.)  Bowdoin  170.2   M191     e 

old  also  by  Hinds,  $1.50. 

[r  Biackenzie's  Manual  of  Ethics  is  not  only  a  very  good  textbook  for 
inners,  it  is  also  likely  to  interest  the  general  reader,  and  ought  not  to 
leglected  even  by  the  specialist.  It  contains  full  and  valuable  references 
every  important  question,  and  gives  in  an  appendix  "Hints  on  further 
Unf  which  oueht  to  prove  verv  useful  to  the  genuine  student.  G.  P. 
lit  in  JnUmat.  Jour,  of  Ethics,  Oct.  1893,  4:120 

irhead,  John  Henry.     Elements  of  Ethics,  an  introduction  to 

ooral  philosophy.    239P.D.     N.Y.  1892.     Scribner$i.      (Univ. 

Extension  Manuals)  Bowdoin  171  M89     e 

ublished  also  by  Murray,  3/. 

his  is  the  first  attempt  made  in  this  country  [England]  to  state  in  a  popu- 
way  the  main  ethical  doctrines  of  the  English  idealists.  To  all  except 
erts  the  ProUgomena  of  the  late  Professor  Green  is  a  book  seven  times 
ed. .  .  and  Professor  Caird's  ethical  views  are  buried  in  his  commentaries.  It 
with  the  hope  of  placing  these  authors  within  reach  of  **the  beginner  in 
osophy,"  together  with  the  ereater  writers  of  whom  they  are  exponents, 
t  Mr  Muirhead  wrote  his  book.  Henry  Jones  in  Intemat.  Jour,  of  Ethics ^ 
.  1892,  3:113 

FIELD  OF  ETHICS 

Esthetics  and  ethics 

mer,  George  Herbert.    The  Glory  of  the  Imperfect,  an  address 

jiven  at  the  first  commencement  of  the  Woman's  College  of 

Western  Reserve  University,  Cleveland  O.  1891.  29P.D.     Bost. 

.891.     Heath  25c.  Bowdoin    e 

ketches  in  a  clear  and  convincing  way  the  meaning  of  the  moral  life  and 
ws  that  in  human  life  "completeness  of  the  parts,"  that  which  constitutes 
uty,  is  never  reached. 

itayana,  George.    The  Sense  of  Beauty,  being  the  outlines  of 

lesthetic  theory.         275P.  D.         N.Y.  1896.        Scribner  $1.50. 

Bowdoin  701  Sa5    e 

Hstingtdsbes  between  the  moral  demand  for  what  ought  to  be  "ideal 
fection"  and  "the  perception  of  beauty"  being  "the  possession  of  that 
oh  15  as  it  ought  to  be  —  real  perfection."  J.  D.  Logan  in  Philosophical 
'.  Mar.  1897,  6:212 

irp,  Frank  Chapman.    The  Aesthetic  Element  in  Morality  and 

ts  Place  in  a  Utilitarian  Theory  of  Morals.    131P.O.    N.Y.  1893, 

Slacmillan  75c.  Bowdoin    e 

in  interesting  attempt  to  determine  the  grounds  of  our  esthetic  judgments 
pegard  to  himian  conduct  from  the  point  of  view  of  utilitarianism.  The 
at  defect  of  his  essay  is  the  almost  total  absence  of  sympathetic  or  his- 
ical  point  of  view.     John  Watson  in  Philosophical  Rev.  July  1893,  2 1499 

Evolution  and  ethics 

Lxiey,  Thomas  Henry.    The  Romanes  Lecture  1893;  Evolution 

ind  Ethics,  delivered  in  the  Sheldonian  Theatre,  May  18,  1893. 

;7p.  O.       Lond.  1893.     Macmillan  2/.    Bowdoin  17 1.7  H98      e 

'ublished  also  by  Humboldt,  iSc,  and  in  Huxley's  Collected  Essays,  v. 9, 
pleton  $1.25. 
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Its  interest  lies  chiefly  in  the  fact  that  though  written  by  one  of  the  most 
enthusiastic  of  our  biologic  evolutionists,  it  entirely  repudiates  the  idea  that 
ethics  can  be  founded  on  a  mere  study  of  the  evolutionary  process  of  animal 
life.     J :  S.  Mackenzie  in  Internal.  Jour,  of  Ethics,  Oct.  1893,  4:126 

Schurman,  Jacob  Gould.     Ethical  Import  of  Darwinism.     264P.  D. 
Lond.  1888.    Williams  &  Norgate  5/     Bowdoin  17 1.7  SchS        e 

Published  also  by  Scribner,  $1.50. 

The  object  of  the  present  volume  is  to  distinguish  between  science  and 
speculation  in  the  application  of  Darwinism  to  morals.  The  resiilts  of 
evolutionary  science  in  the  domain  of  matter  and  in  the  domain  of  life  are 
everywhere  taken  for  chanted ;  the  philosophic  and,  more  especially,  the 
ethical  theories  currently  associated  with  them  are  subjected  to  the  most 
searching  scrutiny  I  have  been  able  to  make.     Preface,  p.  8 

Law  and  ethics 

Hibben,  John  Grier.     Relation  of  Ethics  to  Jurisprudence,     {see 
Intemat.  Jour,  of  Ethics,  Jan.  1894,  4:133-60) 

Bowdoin     170.5  In8     e 

Attempts  "in  the  first  place,  to  define  accurately  the  proper  spheres  of 
the  two  sciences;  secondly,  to  prove  that  the  genesis  of  law  discloses  natural 
limitations  of  sovereign  power  which  are  ethical  in  their  character;  thirdly, 
to  indicate  the  indirect  and  impalpable  influence  of  existing  ethical  sentiment 
in  creating,  annulling  and  reforming  law;  and,  finally,  to  examine  several 
contributions  to  the  solution  of  this  problem  from  the  sphere  of  international 
law.*'     Book,  p.  134 

Holland,  Thomas  Erskine.     Laws  as  Rules  of  Human  Action,     {see 
his  Elements  of  Jurisprudence.     1895.     P-  23-37) 

Bowdoin    340     e 

Published  by  Clarendon  Press  (7th  ed.)  402p.  O,  10/6;  also  by  Mac • 
millan  $3. 

Insists  on  the  separation  of  ethics  and  jurisprudence.  Grouping  the 
moral  sciences  under  the  head  of  ethic  the  author  dismisses  them  as  foreign 
to  the  subject  of  jurisprudence. 

Political  economy  and  ethics 

Ely,  Richard  Theodore.      Ethics  and  Economics,     {see  his  Social 
Aspects  of  Christianity.     1889.     p.  115-32) 

Bowdoin     261.6  EI9     e 

Published  bv  Crowell,  132P.D,  90c. 

Points  out  that  the  course  of  economic  thought  is  largely  in  the  direction 
of  what  ought  to  be  and  that  the  ethical  conception  of  political  economy 
harmonizes  with  recent  tendencies  in  ethics. 

Wright,  Carroll  Davidson.     Relation  of  Political  Economy  to  the 

Labor  Question.     58p.  S.       Bost.  1882.       Williams  6oc.       o.p?. 

Bowdoin     331  W931     e 

Emphasizes  the  moral  side  of  economics. 
Reviewed  in  Nation,  31  Aug.  1882,  35:184 

Religion  and  ethics 

Fiske,  John.    Through  Nature  to  God.     194P.  D.        Bost.  1899. 

Houghton  $1.  Bowdoin     210  F 54    e 

The  adjustment  of  the  human  soul  to  God  is  the  highest  form  of  life:  it 
implies  a  real  relation  of  realities,  a  real  adjustment  of  umer  to  outer,  unless 
the  principle  of  evolution,  found  valid  in  the  sphere  of  the  seen  world,  must 
not  be  extended  to  the  sphere  where  one  side  of  the  relation  lies  beyond 
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knowledge.     Professor  Fiske  contends   that  this  extension  is  inevi- 
This  is  the  passage  through  nature  to  God.     R.  A.Wright  in  Internat. 
of  Ethics,  Ap.  1900,  10:406 

er,  George  Herbert.     Ethics  and  Religion,     {see  his  Field  of 
Ethics.     1901.    p.  135-201)  Bowdoin     170  P18    e 

Published  by  Hou|;hton,  ai^p.  D,  li.ion. 

Traces  the  affinities  and  divergences  between  ethics  and  religion.  By 
iteelf  ethics  is  imperfect  and  in  order  to  become  effective  in  life  needs  to  be 
■npplemented,  in  its  finite  field,  by  the  infinite  —  religion. 

Watson,  John.  Christianity  and  Idealism,  the  Christian  ideal  of 
life  in  its  relations  to  the  Greek  and  Jewish  ideals  and  to  modem 
philosophy.  2i6p.  D.  N.Y.  1897.  Macmillan  $1.25.  (Univ. 
of  Cal.  Philosophical  Union.  Publications,  v.  2) 

Bowdoin     201  W33    e 

Professor  Watson  [s  thesis  in  chapter  i  —  and  this  may  perhaps  be  regarded 
as  the  main  contention  of  the  entire  work  —  is  that  moralitv  and  religion  are 
indissolubly  connected.     J.  E.  Creighton  in  Philosophical  Rev.  Sep.   1898, 

7:532 

HISTORIES 

Bigg^,  Lewis  Amherst  Selby,  ed.     British  Moralists;  being  selections 

from  writers  principally  of  the  i8th  century.     2V.  O.     Ox.  1897. 

Oxford  Univ.  18/.  Harvard    e 

American  price  $4.50. 

An  introduction  of  59  pages  outlines  the  tendencies  of  British  thought  of 
the  period. 

Guyau,  Marie  Jean.      La   morale  anglaise  contemporaine :  morale 

de  Tutilit^  etd*evolution.-42op,  O.  Par.  1879.  Bailli^re  7fr  25c. 

Harvard     e 

Almost  unqualified  praise  may  be  given  to  M.  Guyau's  chapters  of  exposi- 
tion. His  account  is  lucid,  pleasant  to  read  and  accurate;  in  fact  I  do  not 
know  where  else,  even  in  English,  so  full  and  trustworthy  an  account  of 
English  utilitarianism  is  to  be  found.  In  so  large  a  subject  there  are  naturally 
points  on  which  the  reader  may  dissent  from  his  judgment.  F.  Pollock  in 
Mind,  Ap.  1880,  5:281 

Jodl,  Friedrich.     Geschichte  der  Ethik  in  der  Neueren  Philosophic. 

2V.  in  1,0.      Stuttgart  1882-89.       Cotta  lom.  Harvard     e 

An  admirable  work  which  gives  the  first  connected  account  of  the  history 
of  modem  moral  philosophy.     Paulsen's  System  of  Ethics  (1899),  P-  '79 

Lecky,  William  Edward  Hartpole.  History  of  European  Morals 
from  Augustus  to  Charlemagne.  2v.  O.  N.Y.  1870.  Apple- 
ton  $6.  Bowdoin     170.9  L49     e 

Mr  Lecky *s  History  of  European  Rationalism  is  the  work  which  has  done 
more  than  any  other  for  his  immediate  reputation  and  to  perpetuate  his 
fame;  but  hardly  less  significant  was  his  History  of  European  Morals  from 
Augustus  to  Charlemagne,  which  appeared  in  i860.  Surely  something  of 
Mr  Lecky 's  praise  of  Gibbon's  diligence  may  be  creciited  to  his  own  account, 
when  what  he  did  in  four  years  is  compared  with  what  Gibbon  did  in  24. 
In  this  book  as  in  the  Rationalism,  he  had  a  thesis  to  maintain.  Here  it  was 
the  intuitive  character  of  morality,  and  it  was  maintained  at  great  length, 
its  discussion  consuming  more  tnan  one  third  of  his  first  volume.  John 
White  Chadwick  in  Warner's  Library  of  the  World's  Best  Literature.     1897. 

15:8931 

Sidgwick,  Henry.  Outlines  of  the  History  of  Ethics  for  English 
Readers.  276P.  D.  Lond.  1886.  Macmillan  3/6.  (Macmillan 's 
Manuals  for  Students)  Bowdoin     170.9  Si i     e 
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A  revision  and  expansion  of  the  author's  article*oii  "Ethics"  in  the  Emf- 
clopaedia  Bfitannica. 

The  unity  of  the  work  is  expressed  in  the  qualification  of  its  contents  h 
meant  for  English  readers.  It  is  addressed  to  a  public  which  xeaj  be  uaaauA 
to  wish  a  knowledge  of  the  larger  outlines  of  speculation  on  the  ideas  of  rigit 
and  wrong,  good  and  evil,  but  which  at  the  same  time  wfll  probably  tSb 
faint  interest  in  those  moralists  whose  theories  do  not  form  an  integral  put 
of  the  current  stock  of  ethical  ideas.  William  Wallace  in  Mind,  Oct.  x886. 
ii:S7o 

Stephen,  Leslie.  History  of  English  Thought  in  the  i8th  Century. 
Ed.  2.  2v.  O.  N.Y.  1881.  Putnam  $8.  Bowdoin  192  St4  • 
It  is  first  of  all,  as  the  preface  tells,  a  history  of  the  Deistical  movement; 
but  for  this  it  seemed  necessary  to  describe  the  general  theologic  tendencies 
of  the  time,  and^  in  order  to  set  forth  intelligibly  the  ideas  which  shaped 
those  tendencies,  it  seemed  desirable,  again,  to  trace  their  oriein  in  the  pml* 
osophy  of  the  time  and  to  show  their  application  in  other  departments  of 
speculation.     Mind^  Jan.  1877,  2:130 

Wedgwood,  Julia.    The  Moral   Ideal,   a  historic   study.      Ed.  a. 

40op.  O.         Lond.  1889.       Paul,  T.T.  &  Co.  9/.        Bowdoin  • 

A  scholarly  and  comprehensive  account  of  ancient  ethical  histoiy,  describ- 
ing what  the  author  calls  the  ** history  of  human  aspiration"  in  Inma,  Perai, 
Greece,  Rome  and  Alexandria.  Rich  in  the  literature  as  well  as  the  {M- 
osophy  of  the  period  covered. 

Wundt,  Wilhehn.  Facts  of  the  Moral  Life,  tr.  by  J.  H.  Gulliver 
and  E.  B.  Titchener.    339P.  O.    Lond.  1897.     Sonnenschein  7/6. 

170  W96   e 

Ethical  Systems,  tr.  by  M.  F.  Washburn.     196P.  O.     Lend. 

1897.         Sonnenschein  6/.  170  Wg6   e 

These  two  volumes  contain  translations  of  the  first  two  parts  of  Wundt'i 
System  der  Ethik  as  published  in  revised  form  in  1892 ;  these  two  parts  being 
the  historical  portion  of  the  work,  as  distinguished  from  the  constructive. 
S.  H.  Mellone  m  Internat.  Jour,  of  Ethics^  Ap.  1898,  8:382 

CHRISTIAN  ETHICS 

Domer,  Isaac  August.  System  of  Christian  Ethics,  ed.  by  A. 
Domer;  tr.  by  C.  M.  Mead  &  R.  T.  Cunningham.  6i6p.  0. 
N.Y.  1887.         Scribner  $3  n.  Bowdoin    e 

Published  also  hy  T.  &  T.  Clark,  14/. 

The  characteristic  of  his  ethical  system  is  its  comprehensiveness  of  view. 
The  realization  of  man's  ethical  worth  in  personal  and  social  life,  under  the 
Gospel  and  within  the  kingdom  of  Christ,  goes  out  beyond  narrow  and  one 
sided  theories  to  the  completeness  of  the  moral  life  in  all  its  relations.  George 
Harris  in  A^idover  Rev.  Dec.  1887,  8:650 

Smyth,  Newman.  Christian  Ethics.  498p.  O.  N.Y.  1892.  Scrib- 
ner $2.50.     (Internat.  Theol.  Lib.)  Bowdoin     171. i  Smg    e 

Published  also  by  T.  &  T.  Clark.  10/6. 

An  independent,  thoughtful  and  competent  book,  popular  in  the  best 
sense.  Probably  the  best  book  available  on  the  subject,  but  its  style,  though 
clear,  is  not  free  from  a  certain  pretentiousness.  Sonnenschein,  Reader's 
Guide,  p.  81 

THEORIES 

Early  intuitionalism 

Cooper,  Anthony  Ashley,  3d  earl  of  Shaftesbury.  Characteristics  of 
Men,  Manners,  Opinions  and  Times,  ed.  by  W.  M.  Hatch,  with 
notes.     v.i,0.         Lond.  1869.         Longmans     14/.  o.p. 

824.51  Jirc 
No  more  published. 
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The  appearance  of  Shaftesbury's  Characteristics  marks  a  turning  point  in 
the  history  of  English  ethical  thought.  With  the  generation  of  moralists 
that  followed,  the  consideration  of  abstract  rational  principles  falls  into  the 
background,  and  its  place  is  taken  by  introspective  study  of  the  human  mind, 
observation  of  the  play  of  the  various  impulses  and  sentiments.  Shaftesbury 
is  the  first  moralist  who  distinctly  takes  psychologic  experience  as  the  basis 
of  ethics.     Sidgwick,  p.  186-87 

Butler,  Joseph.  Works  of  Joseph  Butler,  sometime  Lord  Bishop  of 
Durham;  ed.  by  W:  E.  Gladstone.  2v.  O.  Ox.  1896.  Claren- 
don Press  28/.  Bowdoin  239  B972     e 

Published  also  by  Macmillan.  $7  n. 

v.  I  Analogy  of  Religion 

v.  a  Sermons 

The  famous  AncUogy  is  an  endeavor  to  show  that,  as  the  particular  frame 
of  man  reveals  a  supreme  conscience,  so  the  frame  of  nature  shows  a  moral 
governor  revealed  through  conscience.  He  maintains  that  the  facts  of 
observation  fall  in  with  the  belief  that  this  life  is  a  probationary  state  where 
men  are,  as  a  matter  of  fact,  under  a  system  of  government  which  encourages 
virtue  as  such  and  discourages  vice,  and  therefore  imply  the  probability  that 
in  a  future  life  there  will  be  a  complete  satisfaction  of  the  claims  of  justice. 
Stephen,  8:71 

Smith,  Adam.  Theory  of  Moral  Sentiments,  with  a  biographical 
and  critical  memoir  of  the  author  by  Dugald  Stewart.  New  ed. 
S38p.  D.         Lond.  1887.  Bell  3/6.         (Bohn's  Lib.) 

Bowdoin  170  Sm53     e 

With  Adam  Smith  the  development  of  the  earlier  English  ethics  closes  and 
at  the  same  time  culminates.  The  psychologic  analysis  of  morals  which 
Hume  began,  Smith  completes  with  a  command  of  the  subject  wonderful 
considering  the  state  of  psychology  in  his  age ;  while  at  the  same  time  he  frees 
it  from  the  heterogeneous  elements  of  the  intellectual  ethics,  which  Hume 
had  failed  to  master.     Wundt.  p.  82 

Kant,  Tmmanuel.     Critique  of  Practical  Reason,  and  other  works 

on  the  theory  of  ethics;  tr.  by  T:  K.  Abbott.     Ed.  3  enl.     368p. 

por.  O.      Lond.  1883.      Longmans  12/6.  Bowdoin  171     e 

The  moral  law  is  for  Kant  an  a  priori  law  valid  prior  to  and  independent 
of  all  empirical  application.  Starting  from  this  standpoint  he  obtains  his 
formula:  *So  act  that  the  maxim  of  thy  %vill  might  serve  at  the  same  time 
as  a  principle  of  universal  legislation."  Since  this  law  is  a  priori,  and  hence 
independent  of  the  special  conditions  of  its  empiric  application,  it  is  for  Kant 
a  categoric  imperative,  an  unconditional  command  of  auty,  which  can  not  be 
made  to  depend  on  any  utilitarian  or  other  considerations.     Wundt,  p.  114 

Later  intuitionalism 

Price,  Richard.  Review  of  the  Principal  Questions  and  Difficulties 
in  Morals.      Ed.2.      462P.O.      Lond.    1769.     Cadell   7/.      o.p. 

171  P93     e 

When  we  turn  to  the  subject  matter  of  virtue,  we  find  that  Price,  in  com- 
parison with  More  or  Clarke,  is  decidedly  laxer  in  accepting  and  stating  his 
ethical  first  principles ;  chiefly  because  he  (like  Reid  and  Stewart  afterward) 
appeals  to  common  sense  rather  than  abstract  reason  as  the  judge  of  moral 
evidence.     Sidgwick,  p.  215 

Reid,  Thomas.     Philosophical  Works,  ed.   by  Sir  W.   Hamilton. 

2V.  O.         Lond.  1862.         Longmans  30/.  192.5  J     e 

The  truth  is  that  the  construction  of  a  scientific  method  of  ethics  is  a 
matter  of  no  practical  moment  to  Reid,  since  he  holds  that  "in  order  to 
know  what  is  right  and  what  is  wrong  in  conduct,  we  need  onlv  listen  to  the 
dictates  of  conscience  when  the  mind  is  calm  and  unruffled."     He  does, 
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however,  expressly  recognize  that  the  conscience  of  an  individual  may  or, 
and  holds  that  in  this  case  he  is  morally  right  in  acting  in  accordance  whk 
his  erroneous  judgment.     Sidgwick,  p.  219 

Stewart,  Dugald.     Philosophy  of  the  Active  and  Moral  Powers  d 

Man;  rev.  by  James  Walker.     Ed.  10.      460P.  D.      Phil.  186S. 

Butler  $1.88.     o.p.  Bowdoin  192.6  S  e 

His  account  of  the  moral  faculty  is,  in  style  and  treatment,  decidedhr 
superior  to  Reid's ;  it  is  not,  indeed,  penetrating  or  profound ;  but  it  is  alncid, 
comprehensive  and  judicious  attempt  to  put  together  the  elements  of  tnith 
in  the  views  of  preceding  writers,  includmg  Shaftesbury  and  Adam  Smith, 
into  a  harmonious  and  coherent  statement  of  the  results  of  impartial  reflec- 
tion on  the  moral  consciousness.     Sidgwick,  p.  221 

Whewell,  William.   Elements  of  Morality  including  Polity.      Ed.  3. 

2V.  D.      Lond.  1854.      Parker  15/.   o.p.      Bowdoin  170  Ws7   e 

Now  published  by  Bell,  15/. 

Whewell's  general  moral  view  differs  from  that  of  his  Scotch  predecessors 
chiefly  in  a  point  where  we  may  trace  the  influence  of  Kant — viz,  in  his 
rejection  of  self-love  as  an  independent  rational  and  governing  principle, 
and  his  consequent  refusal  to  admit  happiness,  apart  from  duty,  as  a  reason- 
able end  for  the  individual.     Sidgwick,  p. 2 2 2-23 

Calderwood,  Henry.     Handbook  of  Moral  Philosophy.     277P.  0. 

Lond.  1873.         MacmiUan  6/.  171. 2  C12   e 

Presents  the  chief  problems  in  ethical  thought  and  gives  an  outline  of 
discussion  under  each,  allowing  fundamental  questions  greatest  prominence. 
The  book  is  at  the  same  time  critical  and  expository — critical  of  the  utili- 
tarian view  and  written  in  defense  of  the  intmtional  theory. 

Hartineau,  James.      Types  of   Ethical    Theory.      Ed.  2.      2v.O. 

Ox.  1886.         Clarendon  Press  15/.  Bowdoin  171  M36    e 

Published  also  by  Macmillan,  $4.50. 
v.  I  is  historical. 

Dr  Martineau  considers  that  moral  intuition  is  primarily  concerned  not 
with  outward  acts  but  with  the  comparative  excellence  of  conflicting  motives. 
Sidgwick,  p.  224. 

While  its  logic  is  the  severest,  yet  on  every  page  it  glows  with  ethical  en- 
thusiasm. It  presents  Dr  Martineau 's  own  ethical  doctrine,  but  this  in  re- 
lation with  manv  other  doctrines,  and  all  in  one  vast  organism  of  thought. 
A.  W.  Jackson, /a wr5  Martineau,  a  Biography  and  Study,  p.  108 

Laurie,  Simon  Somerville,  anon,  Ethica;  or,  The  Ethics  of  Reason* 
by  Scotus  Novanticus.  195P.  O.  Lond.  1885.  Williams  &  Nor- 
gate  6/.  Bowdoin    e 

The  author  refuses  to  accept  any  external  result  as  the  end  and  standard 
of  action;  self-realization,  in  a  sense  closely  resembling  the  Aristotelian,  is  the 
answer  he  adopts  to  the  question,  What  is  the  end  of  man — ^the  good  for  man. 
Andrew  Scth  in  Mind,  Oct.  1885,  10:595 

Porter,  Noah.  Elements  of  Moral  Science,  Theoretical  and  Prac- 
tical.    574p.  O.     N.Y.  1885.     Scribner  $3. 

The  author  agreeing  with  moralists  in  general  in  maintaining  that  obliga- 
tion supposes  an  obligee,  differs  with  most  of  them  in  contending  that  this 
obligee  is  the  individual  himself,  so  that  if  there  were  but  one  person  in  the 
universe,  he  would  be  subject  to  moral  law  imposed  by  his  own  nature. 
J.  P.  Gordy   in  Andover  Rev.  Feb.  1885,  3:190 

Janet,  Paul.     Theory  of  Morals,  tr.   from  the  latest  French  ed. 

49op.  O.         N.Y.  1884.         Scribner  $2.50.  Bowdoin    c 

If  it  is  desired  to  ^ve  any  name  to  this  doctrine — ^which  is  not  imimpor- 
tant  for  the  sake  of  giving  fixity  to  ideas — it  might  be  called  a  sort  of  rational 
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eudemonism,  opposed  on  the  one  hand  to  utilitarian  eudemonism,  and  on 
the  other  hand  to  the  too  abstract  formalism  of  Kant's  morality,  yet  at  the 
same  time  reconciling  the  two.     Preface,  p.  8 

Egoistic  hedonism 

Hobbes,  Thomas.  Elements  of  Law,  Natural  and  Politic,  ed.  with 
a  preface  and  critical  notes  by  Ferdinand  T5nnies,  to  which  dre 
subjoined  selected  extracts  from  unprinted  mss  of  Thomas  Hobbes. 
2  26p.  O.         Lond.  1889.         Simpkin  8/6.  Bowdoin    c 

Substance  of  the  present  volume  was  formerly  known  in  the  shape  of  two 
separate  treatises,  Human  Nature  and  De  cor  pore  politico. 

For  Hobbes,  the  natural  moral  law  consists  in  a  correct  weighing  of  the 
beneficial  or  harmful  consequences  of  an  act.  A  breach  of  the  law  is  there- 
fore an  error  of  the  understanding  merely;  it  can  proceed  only  from  false 
deduction,  since  nobody  intentionally  acts  contrary  to  his  own  advantage. 
Wundt,  p.  56 

Mandeville,  Bernard,  anon.     Fable  of  the  Bees;  or,  Private  Vices, 

Publick  Benefits.     Ed.  3.     2v.  O.        Lond.  1824.        Tonson  o.p. 

Bowdoin  301  M31     c 
Quoted  by  Lowndes  for  13/. 

Mandeville  gave  great  offense  by  this  book,  in  which  a  cynical  system  of 
morality  was  made  attractive  by  ingenious  paradoxes.  Assuming  with  the 
ascetics  that  human  desires  were  essentially  evil  and  therefore  produced 
** private  vices,"  and  assuming  with  the  common  view  that  wealth  was  a 
"public  benefit"  he  easily  showed  that  all  civilization  implied  the  develop- 
ment of  vicious  propensities.     Stephen,  36:21-22 

Utilitarianism 

Plato.  Dialogues,  tr.  into  English  with  analyses  and  introductions 
by  Benjamin  Jowett.  Ed. 3.  5V.O.  N.  Y.1892.  Macmillan 
$20.  Bowdoin  888.4  K    e 

English  price  £44/. 

Plato's  philosophy  rests  wholly  and  entirely  on  an  ethical  basis.  More- 
over, his  theoretic  view  of  the  world  is  determined  by  ethical  ideas  and  re- 
quirements. Taking  his  stand  on  the  Socratic  law  that  virtue  is  knowledge, 
he  makes  it  his  task  to  give  the  ethical  concept  of  the  good  the  central  posi- 
tion in  an  all-embracing  theory  of  the  universe.  Here,  in  the  first  instance, 
the  question  arises  as  to  how  tlie  good  itself  is  to  be  defined ;  a  question  which 
Socrates  had  not  answered,  since  he  was  only  concerned  in  pointing  out  the 
good  in  single  instances.  The  earliest  Platonic  dialogues  are  occupied  with 
this  Question,  and  the  answers  given  to  it  vary  within  the  limits  of  the  na- 
tional way  of  looking  at  things.     Wundt,  p.  10 

Aristotle.    The  Nicomachean  Ethics  of  Aristotle,  tr.  with  an  analysis 

and  critical  notes  by  J.  E.  C.  Welldon.     352P.  D.         N.Y.  1897. 

Macmillan  $2.  Bowdoin    888.5  Q^w    * 

English  price  7/6. 

On  the  whole  there  is  probably  no  treatise  so  masterly  as  Aristotle's  Ethics 
(Nicomachean)  and  containing  so  much  close  and  valid  thought,  that  yet 
leaves  on  the  reader's  mind  so  strong  an  impression  of  dispersive  and  incom- 
plete work.  It  is  only  by  dwelling  on  these  defects  that  we  can  understand 
the  small  amount  of  influence  that  his  system  exercised  during  the  five  cen- 
turies after  his  death,  in  which  the  schools  sprung  from  Socrates  were  still 
Predominant  in  Greco-Roman  culture;  as  compart  with  the  eflfect  which  it 
as  had,  directly  or  indirectl>r,  in  shaping  the  thought  of  modem  Europe. 
Partly,  no  doubt,  the  limited  influence  of  the  * 'Peripatetics'*  (as  Aristotle's 
disciples  were  called)  is  to  be  attributed  to  that  exaltation  of  the  purely 
speculative  life  which  distinguished  the  Aristotelian  ethics  from  other  later 
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systems,  and  which  was  too  alien  from  the  common  moral  consciousness  to 
find  much  acceptance  in  an  age  in  which  the  ethical  aims  of  philosophy  had 
again  become  paramount.     Sidgwick,  p.  69 

Locke,  John.     Philosophical  Works,  ed.  with  a  preliminary  essay 

and  notes  by  J.  A.  St  John.     2v.  por.  D.     Lend.  1894.    Bell)/. 

(Bohn's  Lib.)  Bowdoin     150  L791   e 

In  this  conception  of  the  moral  motive  as  of  the  moral  end.  Locke  returns 
in  essentials  to  the  \'iews  of  Hobbes.  For  him  the  moral  motive  is  s€df-love; 
the  end  of  morality  is  the  welfare  of  the  whole,  which  is  made  up  of  the 
welfare  of  all  individuals.     Wundt,  p.  65 

Hume,  David.     Philosophical  Works,  ed.  with  introd.  by  Prof.  T.  H. 
Green  and  T.  H.  Grose.     4V.  O.     Lond.  1882.     Longmans  56/. 

Bowdoin   e 

American  price  $10. 

Hume's  ethical  view  was  finally  stated  in  his  Inquiry  into  the  PrincipUs 
of  Morals  (1751)  which  is  at  once  more  popular  and  more  purely  utilitarian 
than  his  earlier  work.  I  think,  however,  that  Hume's  view  a»  to  the  origin 
of  justice  can  not  easily  be  understood  from  the  later  treatise  alone.  In 
the  treatise  on  Human  Nature  he  a^ees  broadly  with  Hobbes  as  to  the  orig- 
inal connection  of  justice  with  self-interest,  and  holds,  like  Hobbes,  that  ^ 
its  obligations  are  conditional  on  the  existence  of  an  established  social  order 
which  it  is  the  individual's  interest  to  maintain.     Sidgwick,  p.  201 

Paley,   William.     Principles  of  Moral   and   Political   Philosophy. 

Ed.  15.     2V.  O.     Lond.  1804.     Faulder    o.p. 

Bowdoin     170  P17    e 

He  is  an  unrivaled  expositor  of  plain  ar^^ments,  though  he  neither  showed 
nor  claimed  much  originality.  His  morality  is  one  of  the  best  statements  of 
the  utilitarianism  of  the  i8th  century.     Stephen,  43:105 

Bentham,  Jeremy.     Introduction  to  the  Principles  of  Morals  and 

Legislation.         336p.  O.         Ox.  1876.         Clarendon  Press  6/6. 

340.1  B44    e 

It  is  on  this  work  and  not  on  the  Deontology  that  an  estimate  of  Ben- 
tham's  views  should  be  based.     In  the  latter  work,  published  after  Ben- 
tham *s  death  and  composed  of  fragments  which  were  found  among  his 
apers,  it  is  impossible  to  discriminate  what  is  due  to  his  editor  and  what 
to  himself.     Wilson  and  Fowler,  Principles  of  Morals^  i :  100 

Mill,  John  Sttiart.     Utilitarianism.     Newed.     149P.  S.     Bost.  1899. 

Small  50c.  Bowdoin     17 1.5    « 

The  most  unqualified  subordination  of  private  to  general  happiness  was 
advocated  by  J.  S.  Mill,  who  has  probably  done  more  than  any  other  mem- 
ber of  the  school  to  spread  and  popularize  utilitarianism  in  both  ethics  and 
politics.     Sidgwick,  p.  234 

Bain,  Alexander.     Mental  and  Moral  Science,  a  compendium  of 
psychologv  and  ethics.     7«?ip.  D.     Lond.  1868.     Longmans  10/6. 

B.  P.  L.    e 

A  view  of  the  orig^in  of  moral  sentiments,  broadly  similar  to  Mill's,  is 
maintained  by  Mr  Bain  and  by  other  writers  of  the  same  school.  All  agree 
in  representing  the  conscience  of  any  individual  as  naturally  correlated  to 
the  interests  of  the  community  of  which  he  is  a  member,  and  thus  a  natural 
ally  in  enforcing  utilitarian  rules,  or  even  a  valuable  guide  when  utilitarian 
calculations  are  difficult  and  uncertain.         Sidgwick,  p.  241 

Sidgwick,  Henry.     Methods  of  Ethics.     Ed.  4.     522P.  O.     Lond. 
1890.        Macmillan  14/.  Bowdoin     171  Si  i   c 

American  price  $3.50. 

Mr  Sidgwick's  book  has  the  advantage  of  supplying  not  only  the  best  state- 
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ment  of  the  modem  utilitarian  point  of  view,  but  also  the  best  criticism  of 
intuitionism.  J:    S.  Mackenzie,  Manual  of  Ethics,  p.  440 

Hodgson,   Shadworth  Hollway.     Theory   of   Practice,    an  ethical 

inquiry  in  two  books.     2v.  O.       Lond.  1870.       Longmans  24/. 

Bowdoin     171  H66     c 

The  fundamental  position  is  that  every  phenomenon  has  two  elements — 
the  formal  element,  which  is  time  and  space;  the  material  element,  which  is 
feeling.  Under  feeling,  action  is  included.  Time  and  space  having  been 
treated  in  a  former  work,  the  present  completes  the  subject  by  offering  a 
logic  of  feeling  and  action.  To  this  antithesis  of  the  two  inseparable  ele- 
ments of  consciousness — namely  feeling  as  the  matter,  and  a  cognitive 
framework  or  form — the  author  attributes  a  cat>ital  importance,  and  it  reap- 
pears again  and  again  in  every  fresh  discussion.  Saturday  Rev.  15  Oct. 
1870,  30:496 

Fowler,  Thomas.     Progressive  Morality,  an  essay  in  ethics.     2oip. 

O.        Lond.  1884.       Macmillan  5/.  B.P.L.  080  H88  v.6     e 

This  book  is  *'  an  attempt  to  exhibit  a  scientific  conception  of  morality  in  a 
popular  form  and  with  a  view  to  practical  applications  rather  than  the  dis- 
cussion of  theoretic  differences."  The  book  appears  to  me  ih  style  and  man- 
ner of  the  treatment  excellently  adapted  for  the  purpose  for  which  it  is 
primarily  intended.     Sidgwick  in  Mind,  Ap.  1885,  10:266 

Gizycki,  6.  von.     Student's  Manual  of  Ethics,  adapted  from  the 

German  by  Dr  Stanton  Coit.     304p.  O.     Lond.  1889.     Sonnen- 

schein  6/.  Harvard     e 

It  is  an  exposition  and  defense  of  utilitarianism,  with  such  modifications 
and  expansions  of  that  doctrine  as  seem  to  the  author  to  be  necessary  to  its 
acceptance  and  influence.  * 'Moral  philosophy,"  he  says,  *'is  a  scienoe  for 
everybody."  Indeed,  if  it  concerns  one  more  than  another,  it  must  be  the 
man  of  the  world  by  whose  acceptance  or  neglect  every  moral  doctrine  must 
at  last  become  fruitful  or  futile.  We  have  here  a  work  on  the  first  prin- 
ciples of  moral  philosophy ;  it  is  not  an  attempt  to  pursue  the  subject  far  into 
its  ramifications,  nor  to  apply  it  to  casuistry.     Mtnd,  Ap.  1889,  14:278-79 

Evolutionary  ethics 

Darwin,  Charles.     Descent  of  Man  and  Selection  in  Relation  to  Sex. 
2V.  O.        N.Y.  1871.        Appleton  $3.  Bowdoin  575  Ni     c 

Ch.  1-5  and  21. 

The  gist  of  his  theory  of  evolution  lies  in  the  doctrine  that  qualities  acci- 
dentally arising  in  the  struggle  for  existence,  which  are  useful  to  the  species 
affected,  are  preserved  and  strengthened.  Among  the  qualities  thus  de- 
veloped by  natural  selection  are  the  social  instincts.  Morality  is,  in  a  single 
wora,  the  social  instinct  controlled  by  intelligence.     Wundt,  p.  153-55 

Spencer,  Herbert.     The  Data  of  Ethics.     288p.  O.        N.Y.  1890. 

Appleton  $1.25.  Bowdoin  17 1.7  Sp3    e 

In  accordance  with  the  principle  of  adaptation,  he  regards  the  moral  as 
identical  with  the  useful,  and  the  latter  as  identical  with  that  which  is  adapted 
to  existing  conditions  of  human  life.  Since  these  conditions  are  variable, 
moral  ideas  are  in  a  state  of  constant  flux;  and  there  is  no  such  thing  as  abso- 
lute laws,  valid  for  all  times.     Wundt,  p.  155 

Clifiord,  William  Kingdon.     Lectures  and  Essays,  ed.  by  Leslie 

Stephen  and  Frederick  Pollock.     2 v.  2  por.  O.         Lond.  1879. 

Macmillan  8/6.  B.P.L.   104  C61     e 

An  attempt  to  put  morals  on  a  scientific  basis.  His  contribution  to  the 
subject  is  the  idea  of  a  "tribal  self — more  comprehensive  and  significant  than 
the  individual." 
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Stephen,  Leslie.     Science  of  Ethics.     462P.  O.     Lond.  1882.  Smith, 
Elder  16/.  Bowdoin   171  St4  e 

The  author  of  this  book  was  formerly  an  orthodox  utilitarian  of  the  school 
of  Bentham  and  J.  S.  Mill.  He  has  tried  to  work  out  a  statement  of  the 
fundamental  ethical  principles  as  they  appear  to  an  evolutionist.  The 
book  covers  in  part  the  ground  already  occupied  b^^  Mr  Herbert  Spencer's 
Data  of  Ethics;  but  it  is  the  result  of  an  independent  investigation  and  treats 
the  problem  from  a  different  point  of  view.     Mind,  Ap.  1882,  7 13 17 

Alexander,  Samuel.  Moral  Order  and  Progress;  an  analysis  of 
ethical  conceptions.  413P.  O.  Lond.  1889.  Paul.  T.T.  &  Co. 
14/.     (Eng.  and  Foreign  Philos.  Lib.)  B.P.L   e 

A  very  full,  interesting  and  original  discussion.  The  general  position  of 
the  author  is  that  of  one  struck  with  the  convergence  of  idealistic  and  natur- 
alistic ethics  in  the  light  of  evolutionism.  All  that  is  true  or  solid  in  idealis- 
tic ethics  is  provided  for,  he  thinks,  in  the  biologic  scheme.  Robert  Mackin- 
tosh, From  Comte  to  Benjamin  Kidd,  p.  134 

Simcox,  Edith*  Natural  Law ;  an  essay  in  ethics.  36  ip.  O.  Lond. 
1877,     Paul,  T.T.  &  Co.  10/6.     (Eng.  and  Foreign  Philos.  Lib.) 

Harvard   171  Si4  e 

The  argument  is  that  the  sense  of  obligation  or  bondage  to  Iaw=the  con- 
sciousness of  subjection  to  a  real,  regular  pressure,  in  certain  fixed  directions; 
that  men  are  subject  to  such  pressure  from  three  different  sources,  in- 
sulting in  a  (general)  necessary  obedience  to  the  inj\inctions  of  law,  morality 
and  religion.     Mind,  Ap.  1877,  2:280 

Hbffding,  Harald.  Ethik,  eine  Darstellung  der  ethischen  Principien 
und  deren  Anwendung  auf  besondere  Lebensverhaltnisse,  aus  dem 
Danischen  tibersetzt  von  F.  Bendixen.  49 2p.  Lpz.  1888.  Reis- 
land  Sm. 

Of  all  the  more  recent  books  on  systematic  ethics,  I  regard  Professor 
Hoff ding's  Ethik  to  be  the  best.  Condensed  as  it  is,  it  offers  a  completed 
whole,  both  in  its  treatment  of  philosophic  principles  and  in  its  application 
of  them.  It  is  the  work  of  a  wise  and  good,  a  hignly  cultivated,  and.  in  the 
best  sense  of  the  word,  a  modem  mind.  G.  von  Gizycki  in  Internat.  Jour, 
of  Ethics,  Oct.  1890,  1:123 

Wundt,  Wilhelm.  Principles  of  Morality  and  the  Departments  0^ 
the  Moral  Life,  tr.  by  M.  F.  Washburn.  3o8p.  O.  Lond.  1901. 
Sonnenschein  7/6  Bowdoin  170  W96  e 

Published  also  by  Macmillan  for  $2  n.     This  is  part  3  of  the  Ethik. 

Professor  Wundt 's  doctrine  is  that  morality  is  definable  as  the  service  of  the 
general  will,  a  will  which,  indeed,  is  nothing  over  and  above  the  indi\'iduals 
which  make  up  the  race,  for  it  consists  of  all  those  active  tendencies  which 
such  individuals  have  in  common.  Frank  Chapman  Sharp  in  Philosophical 
Rev.    May  1898,  7:301 

Baldwin,  James  Mark.  Social  and  Ethical  Interpretations  in  Men- 
tal Development,  a  study  in  social  psychology.  574p.  O.  N.Y. 
1897.         Macmillan  $1.75.  Bowdoin  150  B 193    e 

English  price  10 /n. 

So  far  as  its  ethical  interest  is  concerned,  it  reminds  the  reader  most 
readily  of  Professor  Bain ;  but  the  argument  is  greatly  improved  and  brought 
up  to  date.     It  is  applied  more  broadly,  and  more  justice  is  done  to  the  part 

Flayed  by  the  individual  in  the  process  of  moral  growth.     James  Seth  in 
ntemat.  Jour,  of  Ethics,  Oct.  1898,  9:88 
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Early  idealists 

Spinoza,  Benedict.    Oeuvres,  tr.  par  Emile  Saisset.     2v.  D.     Par. 

1842.         Charpentier  yfr.  Bowdoin  193.9  Sp4     e 

V.  2  contains  Ethique. 

His  metaphysics  and  epistemology  are  only  preparatory  and  auxiliary 
to  the  ethical  theory  which  is  to  crown  the  edifice  of  his  system.  Not 
only  is  a  theory  of  ethics  the  end  and  aim  of  his  work,  but  the  ethical  atmos- 

?here  which  pervades  it  is  the  real  source  of  his  metaphysics.     Next  to  the 
^latonic  philosophy  there  is  perhaps  no  system  which  bears  such  marked 
traces  of  having  originated  in  ethical  needs  as  does  Spinoza's.     Wundt,  p.  92 

Cudworthy  Ralph.  The  true  Intellectual  System  of  the  Universe  .  .  . 
with  a  treatise  concerning  eternal  and  immutable  morality ;  to 
which  are  added  the  notes  and  dissertations  of  Dr  J.  L.  Mosheim, 
tr.  by  John  Harrison.     3V.  O.       Lond.  1845.       Tegg£i  7/    o.p. 

Bowdoin  239  C89    e 

In  reality  this  system  is  a  later  growth  of  scholastic  intellectualism  in 
protestant  soil.  Cud  worth,  like  Hobbes,  regards  man  as  a  purely  rational 
Deing.  Human  reason  is  an  emanation  from  the  divine  reason;  moral  ideas 
are  innate  truths.  He  thus  reclaims  for  religious  commands  their  uncon- 
ditional supremacy  over  civil  law,  and  the  individual  conscience.  Wundt, 
p.  60 

Cumberland,  Richard.  Philosophical  Inquiry  into  the  Laws  of 
Nature  .  .  .  written  originally  in  Latin  .  .  .  and  tr.  into  English 
.  .  .  by  .  .  .  John  Towers  .  .  .  597p.  sq.Q.  Dub.  1750.  Powell 
S/.     o.p.  Bowdoin    e 

Cumberland,  in  his  conception  of  natural  law  as  the  voice  of  God.  reach- 
ing consciousness  by  way  of  the  natural  development  of  reason  and  teach- 
ing man  what  is  harmful  or  useful  to  him,  is  the  precursor  of  the  later 
theologic  utilitarianism.     Wundt,  p.  62 

Clarke,  Samuel,  D.  D.  Discourse  concerning  the  Being  and  Attri- 
butes of  God.       Ed.9.     504P.D.      Lond.  1738.     Knapton    o.p. 

Bowdoin  208  fC55  v.2    e 

Just  as  God  has  given  to  nature  unvarying  laws  which  he  never  breaks,  so, 
according  to  Clarke,  he  has  given  to  all  things  a  certain  fitness  to  each  other, 
in  which  their  moral  nature  consists.     Wundt,  p.  66 

Hegel,  Georg  Wilhelm  Friedrich.  Philosophy  of  Right,  tr.  by 
S.  W.  Dyde.     365P.  O.     Lond.  1896.     Bell  7/6.       Bowdoin    e 

Published  also  by  Macmillan,  $1.90. 

Hegel  places  the  source  of  morality  not  in  the  subjective  but  in  the  objec- 
tive will,  i.  e.  that  impersonal  power  of  the  world-reason  which  is  shared 
and  actualized  bv  individual  wills.  This  general  conception  of  morality 
revives  in  a  broader  spirit  the  fundamental  thought  of  the  Platonic  politics, 
namely  that  the  good  can  be  obtained  only  in  the  state,  and  then  not  as  the 
good  of  individuals  but  as  a  good  which  becomes  objective  in  the  political 
community  itself.     Wundt,  p.  125 

Nineteenth  century  idealists 

Caird,  Edward.  Critical  Philosophy  of  Immanuel  Kant.  2 v.  O. 
Glasgow  1889.         Maclehose  32/.  Bowdoin  193.2  Di     e 

Published  also  by  Macmillan,  $7.50. 

No  work  of  the  same  value  has  appeared  in  the  region  of  pure  philosophy 
since  the  publication  of  the  late  Professor  Green's  Prolegomena  to  Ethics. 
The  author  has  displayed  extraordinary  patience  and  industry  in  tracing  every 
idea  of  Kant  from  its  first  imperfect  presentation  to  its  final  form,  and  he 
has  gone  on  to  show  the  further  development  which  it  must  receive  if  we 
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are  to  have  a  consistent  and  adequate  theory.  In  these  two  volumes  the 
reader  will  find  a  complete  statement  of  the  whole  of  Kant's  philosophy, 
and  a  masterly  criticism  of  it  from  the  point  of  view  of  absolute  ideatism. 
John  Watson  in  Philosophical  Rev,  Jan.  1892,  1:10 

Green,  Thomas  Hill.     Prolegomena  to  Ethics,  ed.  by  A.  C.  Bradley. 

Ed.  2.     427P.  O.        Ox.  1884.        Clarendon  Press    12/6. 

Bowdoin  170  683     e 

Deliberate  study  of  the  book,  whatever  the  standpoint  of  the  reader,  must 
result  in  high  commendation  of  it,  as  a  work  of  unc^uestionable  ability  and 
great  philosophic  value.  Additional  reason  for  interest  is  found  in  the 
fact  that  it  was  generally  known  that  Green  had  devoted  himself  to  the 
problem,  how  Hegelian  thought  is  to  be  reconciled  with  the  scientific  claims 
of  the  age,  and  specially  with  the  theory  of  the  evolution  of  being.  H.  Cal- 
derwood  in  M*na,  Jan.  1885,  10:74 

Bradley,  Francis  Herbert.  Ethical  Studies.  307P.  O.  Lond.  1876. 
King  9/.     o.p.  Harvard    e 

Repnnted  in  1904,  Stechert,  $4  n. 

This  book  brought  forth  a  searching  criticism  from  T :  H :  Sidgwick  (Mind, 
Oct.  1876^  1 :545-49).  ^^  h^.  however,  maintained  a  nigh  place  in  the  litera- 
ture of  idealism  and  is  regarded  as  one  of  the  best  English  interpretations  of 
Hegelian  thought. 

Sorley,  W.  R.     On  the  Ethics  of  Naturalism.     292P.  D.     Edin. 

1885.     Blackwood  6/.     (Shaw  Fellowship  Lectures,   1884) 

Bowdoin    e 

His  teleologic  view  of  evolution  (which  is  not  to  be  confounded  with  the 
old  '* external"  teleology)  leads  him  to  affirm  as  the  end  of  man  *' self-realiza- 
tion." The  transition  from  the  point  of  view  of  science  to  that  of  morality, 
which  has  been  found  not  to  be  possible  empirically,  is  possible  transcen- 
dent ally  through  self -consciousness  because  '*in  self -consciousness  we  reach 
the  element  of  identity  between  knowledge  and  action."  T.  Whittaker  in 
Mind,  Ap.  1886,  11:264 

Courtney,  William  Leonard.  Constructive  Ethics,  a  review  of 
modern  philosophy  in  its  three  stages  of  interpretation,  criticism 
and    reconstruction.      3i8p.O.      Lond.  1886.      Chapman      12/. 

Harvard    e 

Whether  the  details  of  the  Hegelian  system  be  or  be  not  accepted,  the  con- 
tention of  the  present  work  is  that  a  properly  constructed  system  of  morals 
can  only  be  reared  on  the  foundation  of  absolute  idealism.     Preface,  p.  14 

I  believe  that  ethics  must  be  rationalistic,  and  that  they  must  repose  on  a 
metaphysical  system  designed  to  elucidate  the  full  contents  of  an  absolute 
or  universal.     Preface,  p.  16 

Royce,  Jostah.     The  Religious  Aspect  of  Philosophy,  a  critique  of 

the  bases  of  conduct  and  of  faith  .  .  .    484P.  D.    Bost.   1887. 

Houghton  $2.  Bowdoin    171  R81     e 

The  thought  implied  in  this  metaphysic  of  doubt  is  the  positive  form  of 
the  old  negative  saying  that  a  thoroughgoing  skepticism  contradicts  itself. 
But  the  problem  of  philosophy  receives  a  new  light  from  being  put  in  this 
connection,  and  the  thought  is  worked  out  with  a  freshness  and  independ- 
ence of  mind  which  make  it  originsd  in  the  best  sense.  S.  Alexander  in 
Mind,  Oct.  1885,  10:599 

Mackenzie,  John  Stuart.  Introduction  to  Social  Philosophy. 
390p.  0.         Glasgow  1890.         Maclehose  10/6. 

Bowdoin  301  M19     e 

Published  also  by  Macmillan,  $1.75. 

The  book  itself  is  an  expansion  of  the  Shaw  Fellowship  Lectures  delivered  at 
the  University  of  Edinburgh  in  Jan.  1889.     It  gives  evidence  of  very  wide 
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reading  in  many  fields  and  the  restilts  are  brought  together  with  much  labor 
and  patience.  He  is  of  the  neo-Hegelian  school,  largely  indebted  to  Prof. 
Edward  Caird  in  his  metaphysics,  to  Green  in  his  ethics,  and  to  niunerous 
writeSrs  of  that  school  iniiis  political  economy.  -  W.  F.  WillcoK  in  Philosoph- 
iced  Rev,  Jan.  1892,  1:99 

Lotze,  Rudolf  Hermann.  Outlines  of  Practical  Philosophy;  dic- 
tated portions  of  the  lectures  of  Hermann  Lotze,  tr.  and  ed.  by 
G:  T.  Ladd.     i56p.  D.     Bost.  1885.     Ginn  $1.  170  L91     e 

A  considerable  part  of  this  volume  is  devoted  to  the  discussion  of  matters 
which  are  customarily  treated  under  the  head  of  applied  ethics.  It  is  dis- 
tinctly stated,  however,  that  such  particular  problems  are  subordinated  to 
those  primary  problems  which  come  up  for  discussion  under  the  titles  of 
Ethicsu  Principles  and  Moral  Ideals  (ch.  i  and  2).  G:  T.  Ladd  in  preface,  p.  8 

Dewey,  John.     Outlines  of  a  Critical  Theory  of  Ethics.     253P.  D, 

Ann  Arbor  1891.     Register  Pub.  Co.  $1.50.  Bowdoin    e 

The  Hegelian  conception,  both  of  the  individual  and  the  imiversal,  informs 
the  whole  exposition.  The  "moral  end  or  the  good'*  is  the  "realization  of 
individuality  by  a  "person"  — i.  e.  by  a  being  capable  of  conduct — a  being 
capable  of  proposing  to  himself  ends  and  of  attempting  to  realize  them. 
Josiah  Royce  in  Internat.  Jour,  of  Ethics,  July  1891,  1:503 

Muirhead,  J:  H:     Elements  of  Ethics.     1892. 
Full  entry  and  note  under  Introductory  manuals,  p.  471. 

Paulsen,  Friedrich.  System  of  Ethics,  ed.  and  tr.  from  the  4th  rev. 
and  enl.  ed.  by  Frank  Thilly.  723P.  O.  N.Y.  1899.  Scribner 
$3.  Bowdoin  170  P281     e 

Professor  Patdsen's  work  in  many  parts  is  masterly,  rich  in  profound  and 
fruitful  thoughts  and  finely  felt  observations ;  and  we  must  say  that  in  spite 
of  all  objections  which  may  be  brought  against  it,  it  is  one  of  the  best  German 
works  in  ethics.  G.  von  Gizycki  in  Internat.  Jour,  of  Ethics,  Oct.  1890, 
I  :i25 

STATE  ETHICS 

Citizenship 

KacCunn,  John.      Ethics  of  Citizenship.      148P.D.      Glasg.1896. 

Maclehose  2/  Bowdoin  320  M 13     e 

This  is  a  timely  book.  When  we  are  being  flooded  in  response  to  a  popu- 
lar demand  with  handbooks  on  the  duties  of  citizenship,  it  is  well  to  have 
the  subject  treated  from  a  wider  point  of  view  by  so  competent  a  writer  as 
Professor  MacCunn  has  shown  himself  to  be.  J :  H :  Mturhead  in  Internat, 
Jour,  of  Ethics,  Oct.  1894,  5:120 

Duties  of  public  officers 

Bluntschli,  Johann  Kaspar.  Theory  of  the  State.  1885.  P.49S- 
518.  Bowdoin  320.1  B6  2     e 

Published  by  Clarendon  Press,  518  p.  O,  12/6. 

A  standard  German  work.  Indicates  the  relation  between  the  state  and 
its  servants,  the  liberty  of  acceptance  or  refusal  of  office,  and  the  obligations 
of  an  official  to  the  conmiunity. 

Church  and  state 

SchafF,  Philip,  D,  D,    Church  and  State  in  the  United  States;  or, 

The  American  Idea  of  Religious  Liberty  and  its  Practical  Effects, 
with  official  documents.  i6ip.  O.  N.  Y.  1888.  Scribner 
$1.50.     (Amer.  Hist.  Ass'n  Papers,  V.2,  no.  4)    Bowdoin  277.3     * 
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Discusses  that  part  of  the  Constitution  which  protects  us  from  the  de8p< 
tism  of  a  state  church,  and  guarantees  to  us  the  tree  exercise  and  enjoymet 
of  religion,  as  an  inherent,  inviolable  and  inalienable  right  of  every  mai 
Book,  p.  5 

Toynbee,  Arnold.  The  Ideal  Relation  of  Church  and  State,  (si 
his  Lectures  on  the  Industrial  Revolution.     1887.     p.a3i-3^ 

Bowdoin  330  T66 

Published  by  Longmans,  256p.  O,  10  /6. 

Would  substitute  for  the  comptdsory  and  older  bonds  between  church  an 
state,  spiritual  ones,  making  Christianity  consist  of  a  disposition  of  tb 
mind. 

Peace  and  war 

Luther,  Martin.    Can  Soldiers  be  Christians?     (see  Open  Cour 

Sep.  1899,  13:525-45)  Bowdoin  211  Op2 

For  a  theoretic  discussion  from  the  religious  point  of  view  of  the  justifies 
tion  of  warfare  in  general,  the  little  pamphlet  of  Luther,  Can  Soldiers  i 
Christians,  is  unsurpassed  to  this  day.  It  has  been  admirably  translate 
into  English  by  Prof.  W.  H.  Carruth.  F.  W.  Holls  in  Ruemelin 
Politics  and  the  Moral  Law,  p.  1 34 

Ruemelin,  Gustay.     Politics  and  the  Moral  Law,  tr.  from  the  Ge\ 

man  by  Rudolf  Tombo,  ed.  by  F.  W.  Holls.     125P.  D.     N.\ 

1 90 1.     Macmillan  75c  n.  Bowdoin  172  R86 

Shows  that  in  the  historical  development  of  politics  and  of  the  moral  la 
there  is  a  continual  mutual  rapprochement  and  that  the  fundamental  bas 
of  international  ethics  is  the  moral  sense  of  the  people  themselves. 

Sumner,  Charles.     The  True  Grandeur  of  Nations,    (see  his  Work 

1875-83.     1:1-132)  Bowdoin  308  Su62 

Published  by  Lee,  15  v.  O,  $45,  $3  a  volume;  also  published  separately,  75- 

An  animated  account  of  the  horrors  of  war.     Shows  that  war  does  n< 

secure  its  professed  object  in  determining  justice  between  contending  nation 

Trueblood,  B.  F.     The  Federation  of  the  World.     i62p.  D.     Bos 

1899.         Houghton  $1.  Bowdoin  341  T76 

Lectures  delivered  before  the  Meadville  Theological  School  in  1897,  c 
the  Adin  Ballon  foundation.  Aims  to  show  that  a  federation  of  the  ra< 
ought  to  exist  and  that  war  ought  to  be  abolished. 

FAMILY  ETHICS 

Hegel,  Georg  Wilhelm  Friedrich.      The   Family.      (see  his  Philosc 

phy  of  Right.     1896.     p.  164 -85) 

Establishes  the  family  on  a  monogamic  foundation  and  shows  that  ma 
riage  is  essentially  an  ethical  relation,  that  provision  for  a  common  interej 
within  the  family  takes  on  an  ethical  aspect  and  that  the  ethical  or  socii 
dismemberment  of  the  family  must  occur  only  when  children  have  grow 
to  be  free  personalities. 

Mackenzie,  John  Stuart.    The  Family,      (see  his  Introduction  t 

Social  Philosophy.     1890.     p.315-19)  Bowdoin  301  M19 

Points  out  the  danger  of  exclusive  forms  of  association  within  the  famil 
and  urges  that  the  familv  life  be  considered  as  a  preparation  for  a  more  con 
plete  form  of  union  within  the  community. 

Marriage  and  divorce 

Convers,  Duncan.  Marriage  and  Divorce  in  the  United  States;  a 
they  are  and  as  they  ought  to  be.  266p.  D.  Phil.  1889.  Lip 
pincott  $1.50/  Bowdoin  347.6  C76 


READING  LIST  ON   ETHICS  48$ 

Written  to  show  that  marriage  and  divorce  are  in  an  unsatisfactory  con* 
dition  in  the  United  States.     Opposes  divorce. 

Hegd,   Georg   Wilhelm   Friedrich.     Philosophy  of  Right.     1896. 

p.  166-74.  Bowdoin    e 

Rejects  the  view  that  marriage  is  a  mere  physical  union  and  the  view  of 
Kant  that  it  is  a  civil  contract,  as  well  as  a  third  view  that  it  is  based  on 
love,  and  defines  it  anew  as  a  legal  ethical  love. 

Duties  of  huslMmd  and  wife 


Gray,  George  Zabriskie.  Husband  and  Wife;  or,  The  Theory  of 
Marriage  and  its  Consequences,  with  an  introd.  by  Rt.  Rev. 
F.  D.  Huntii^on.     132P.D.     Bost.  1885.     Houghton  $1. 

Bowdoin    e 

An  exposition  of  marriage  from  the  standpoint  of  the  church,  with  the 
obligations  tl^tt  it  imposes,  not  of  mutual  consideration  and  kindness  merely, 
in  fulfilhng  a  contract,  but  of  protection  on  one  side  and  deference  on  the 
other. 

Duties  of  children 

Adler,  Felix.    Moral  Instruction  of  Children.     270P.  D.     N.Y.  1892. 

(Intemat.  Educ.  Ser.  no.   21)        Appleton  $1.50. 

Bowdoin  377.2  Ad5     e 

Both  in  svstem  and  in  presentation  it  is  thoughtful,  sympathetic  and 
practical.  The  book  is  not  a  manual  for  class  use.  It  will  oe  most  valuable 
for  those  teachers  who  seek  guidance  but  do  not  care  for  specific  directions. 
Its  great  merit  lies  in  its  suggestiveness.  Paul  H.  Hanus  in  Internal.  Jour, 
of  Ethics,  Jan.  1893,3:254 

Eyerett,  Charles  Carroll.      Ethics  for  Young   People.      185P.D. 

Bost.  1 89 1.        Ginn  6oc.  ^  Bowdoin  170  Ev 2    e 

Has  the  advantage  of  joining  a  great  deal  of  picturesqueness  and  grace 
with  suggestiveness  and  depth.  The  illustrations  employed  are  often  very 
attractive.  The  style  is  crystal  clear.  The  volume  ought  surely  to  set  a 
number  of  young  people  thinking.  Josiab  Royce  in  Internal.  Jour,  of  Ethics, 
Ap.  1892,  2:384 

Masters  and  servants 

ITolstoi,  Lyof  Nikolaievitch,  count.     Master  and  Man,  tr.  by  A.  H. 

Beaman,  with  an  introd.  by  W.  D    Howells.     i6sp.  D.     N.Y. 

1895.     Appleton  75c.  Bowdoin  891.73   T58m    e 

He  teaches  here  as  everywhere,  that  no  one  can  be  happy  to  or  for  himself 
hut  only  in  serving  another  at  his  need.     Introd.  preface,  p.  10 

PROFESSIONAL  AND  BUSINESS  ETHICS 

Hate,    Edward   Everett,./?.  Z7.     What   Career ;•  ten  papers  on  the 

choL^e  of  a  vocation  and  the  use  of  time.         271P.  D.         Bost. 

1879.  Roberts  (now  Little)  $1.25.         Bowdoin   174  H13     e 

ConUnts:  The  Leaders  Lead;  The  Specialties;  Noblesse  oblige;  The  Mind's 
Maximum;  A  Theological  Seminary;  Character;  Responsibihties  of  Young 
Men ;  Study  outside  &hool ;  The  Training  of  Men ;  Exercise. 

Hamerton,  Philip  Gilbert.  The  Intellectual  Life.  455P.  D.  Bost.  1873. 
Roberts  $3.  Bowdoin  374  H 17     e 

Now  published  by  Little.  $1.50  n. 

I  have  written  for  all  classes,  in  the  conviction  that  the  intellectual  life 
-b  easily  within  the  reach  of  every  one  who  earnestly  desires  it.     Preface  p.  9. 
Written  in  the  form  of  letters. 
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HuUMixdy  Elbert.    A  Message  to  Garcia,      tinp.  nar.O.      N.Y.1900. 
Distributed  free  by  the  N.  Y.  C.  R.R.        (Fotir  Track  Scr.  no.  25) 

Bowdoin  174  H86   e 

Appeared  originally  in  the  Philistine,  Mar.  1899.  Presents  in  a  vigonmt 
way  the  dema^  in  the  business  world  for  promptness  and  obedience.  A 
protest  against  careless  and  half-hearted  work. 

Clerical  ethics 

Liddon,  Henry  Parry,  D.D.       The   Moral   Groundwork  of  Qerical 
Training.        (see  his  Clerical  Life  and  Work.    1894.    p.73-92) 

Bowdoin   e 

Published  by  Longmans,  377p.  O,  $2. 

Sermon  preached  at  the  anniversary  festival  of  Cuddleston  College,  Jtme 
10,  1873. 

Takes  issue  with  a  school  of  thinkers  who  regard  int^ectual  enterprise  as 
the  only  requisite  for  religious  teaching  and  adds  to  it  the  vital  dement  ci 
moral  earnestness  and  enthusiasm. 

Medical  ethics 

Mitchell,  Silas  Weir,  M.  D.    Doctor  and  Patient.     17  7p.  D.    Phil. 

1888.         Lippincott  $1.50. 

Published  also  by  Pentland,  6/. 

Deals  with  the  mutual  relation  of  the  physician  and  patient  with  a  vieir 
to  showing  the  physician's  duty  toward  Ins  patient.  Reviewed  in  Nation^ 
5  Ap.  1888,  46:288 

Legal  ethics 

Lecky,  William  Edward  Hartpole.    Moral  Compromise  in  the  Law. 

(see  his  Map  of  Life.  1899.  p.ioi-13)  Bowdoin  170  L49   e 

Published  by  Longmans,  3a8p.  D,  SaT 

Deals  with  the  moral  position  of  an  advocate  and  his  relation  to  his  client 

Business  ethics 

Smiles,  Samuel.    Men  of  Business,    (see  his  Self-help.    n.d.   p. 394* 
320)  Bowdoin  374  Sm43    e 

Enumerates  with  considerable  fulness  and  illustration  the  qualities  essen- 
tial for  success  in  the  business  world. 

Speculation 

Hubbard,  George  H.    Ethics  of  Speculation,  (see  New  Englander^ 

Jan.  1889,  50:43-51)  Bowdoin  051  N421    e 

Shows  how  the  business  of  the  speculator  grows  out  of  a  desire  to  be  hastily 
rich,  and  that  the  only  le^timate  wealth  is  gained  by  some  means  of  pro- 
duction.    Classes  speculation  and  gambling  together. 

Gambling 

Mackenzie,  W.  Douglas.     Ethics  of  Gambling,     (see  Contemporary 
Rev.  Aug.  189 1,  60:^20-33)  Bowdoin  052  C76    e 

Maintains  (1)  that  to  deal  with  property  on  the  principle  of  chance  is  im- 
moral, (2)  that  to  resign  one's  manhood  on  a  mere  chance  is  a  dishonor  to 
one's  nature,  and  (3)  that  there  is  involved  in  the  deed  a  relation  to  one's 
neighbor  which  is  outside  all  thinkable  moral  relations. 

Otipbant,  James.     Ethics  of  Gambling,     (see  Westminster  Rev. 
May  1892,  137:518-27)  Bowdoin  052  W52    e 
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Takes  the  view  that  there  are  certain  advantages,  such  as  accuracy  in 
thought  and  statement,  to  be  derived  from  gambling,  but  that  sdl  these  are 
■ought  at  a  very  serious  risk. 

Compact  and  promise 

Janet,  Paul.    Promises  and  Contracts,     {see  his  Elements  of  Morals. 
1884.     p.88-92)  Columbia   170  J2 5     e 

Examines  the  nattire  of  a  promise  and  states  certain  undeniable  excep- 
tions, and  in  like  manner  the  conditions  of  contracts  and  the  interpretation 
regarding  obscure  clauses. 

Employers  and  employed 

Gladden,    Washington.     Working    People    and    their    Employers. 

241P.D.        N.Y.   1885.       ^Ftmk  $1.     (Standard  Lib.  no.   132) 

Bowdoin  331   G45     e 

Addresses  to  workingmen.  Chapter  8  on  the"  Duties  of  Employers"  points 
out  that  the  tendency  is  to  separate  capitalist  and  laborer  and  contends 
that  the  employer  has  an  obligation  toward  his  employees  in  substituting 
a  personal  for  an  impersonal  relation. 

Xallock,    William   Hurrell.     Labour    and    the   Popular   Welfare. 
357p.  D.        Lond.  1896.    Black  3/6.        Bowdoin  331  M29    e 

Published  also  by  Macmillan,  90c. 

Written  from  the  capitalist's  standpoint.  After  showing  the  beneficial 
results  that  the  industrial  system  has  secured  and  is  securing  for  labor,  the 
author  concludes  that  the  attitude  of  the  laborer  toward  his  employer  should 
be  one  of  acquiescence  and  not  of  revolt. 

ETHICS  OF  AMUSEMENT 

Mozom,  Philip  Stafford.     Ethics  of  Amusements,     {see  his  Aim  of 
Life.     1894.     p.  230-50)  Bowdoin    e 

Published  by  Little,  joop.  D,  $1. 

Indicates  the  necessity  for  amusement  as  well  as  its  subordination  to 
higher  ends  in  a  well  oraered  life. 

Theater 

Gothe,  Johann  Wolfgang  yon.    Wilhelm  Meister's  Apprenticeship 
and  Travels.     1851.    1:74-81.  Bowdoin  832.62  Ts    e 

Published  by   Houghton  2  v.  D,  $3. 

The  theater  has  often  been  at  variance  with  the  pulpit;  they  ought  not, 
I  think,  to  quarrel;  how  much  is  it  to  be  wished  that  m  both  the  celebra- 
tion of  nature  and  of  God  were  intrusted  to  none  but  men  of  noble  minds. 
Book,  1:84-85 

Novel  reading 

HelpSy  Sir  Arthur,  anon.     Fiction,     {see  his  Friends  in  Council. 

i86i.   1:89-101)  Bowdoin  824.84  O    e 

Published  by  Lane,  4V.  in  2,  each  $1.50  n. 

Points  out  the  merit  of  fiction  in  creating  sympathy  and  shows  the  dan- 
ger, to  which  the  reader  is  always  exposed,  of  adopting  writers  of  low  ideals. 

SEXUAL  ETHICS 

Chastity 

Leckji  William  Edward  Hartpole.    History  of  Btu-opean  Morals. 
1870.     2:298-303.  Bowdoin  170.9  L49    e 

States  the  rigorous  social  laws  for  violation  of  chastity  and  shows  their 
justification  in  the  religious  feeling  on  the  subject  and  in  the  general  inter- 
ests of  society. 
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Celibacy 

Thwing,  Charles  Franklin  Mrs  C.  F.  (Butler.)     The  Family  and  Oe 
Church,  Catholic  and  Protestant,     (see  iheir  The  Family.  iM]. 

p.73-90)  Bowdoin   173  T41  e 

» 

Published  by  Lee,  213P.  O,  $2. 

Shows  historically  the  immoralities  consequent  on  celibacy  among  tk 
der^gnr  and  its  evil  effects  on  the  family,  and  also  how  it  strikes  at  maniafe,  I. 
which  is  the  basis  of  the  family  as  an  institution.  '" 

SOCIAL  BTHIC& 

Eliot,   Charles  William.    The   Happy   Life,     (see   his  American 

Contributions  to  Civilization.     1897.     p. 243-73) 

Bowdoin    814.49  BI4   t 

Published  by  Century,  3870.  O,  $2. 

Address  delivered  at  the  Woman's  College  of  Baltimore,  Nov.  7, 1895. 
Happiness  must  be  conscious,  considerate  and  consistent  with  habits  d 
observmg,  reading  and  reflecting.     Book,  p.  245 

Hilty,  .KarL      Happiness,  essays  on  the  meaning  of  life;  tr.  by 
F.  G.  Peabody.     154P.D.     N.Y.    1903.     Macmillan  $1.25  n. 

170.4  Hs6  f 

The  philosophy  of  life  which  he  teaches  is  wrought  out  [of  large  experieooe, 
both  of  academic  and  political  affairs,  and  that  which  draws  readets  to  tlii 
author  is  his  capacity  to  maintain  in  the  midst  of  important  duties  of  po^Bf 
service  an  unusual  detachment  of  desife  and  interior  quietness  of  mind.  Hi 
short  essays  are  the  Meditations  of  Marcus  Aureltus,  told  in  the  language  of 
modem  lite ;  the  Imitation  of  Chrtst^  expressed  with  the  academic  reserve  d 
a  modem  gentleman.     F.  G.  Peabody,  preface  p. 7 

Spencer,  Herbert.     Ethics  of  Social  Life,     (see  his  Principles  of 
Ethics.    1893.    2:261-433)  Bowdoin    171.7  Sp3i   t 

Published  by  Appleton,  2 v.  O,  $4. 

Includes  "Negative  Beneficence"  and  "Positive  Beneficence." 

Veracity 

Paulsen,  Friedrich.     Veracity,     (see  his  System  of  Ethics.     1899 
p.664-712)  Bowdoin  170  P281   e 

An  extended  account  of  veracity,  viewing  it  first  on  its  negative  ade 
expressed  in  the  formula,  **  Thou  shalt  not  lie,"  and  then  on  its  positive  side, 
which  is  expressed  by  the  formula,    "Serve  thy  neighbor  with  tne  truth.** 

Dress 

Hyde,   William  DeWitt,  D.D.     Dress,     (see  his  Practical  Ethics. 

1892.    p.  19-24)  Bowdoin  170.2  H99    t 

^  Published  by  Holt,  2o8p.  D,  80c. 

Shows  that  it  is  a  duty  to  be  well  dressed,  with  its  attendant  reward, 
respectability,  and  its  attendant  temptation,  vanity. 

Wealth  and  rank 

Higginson,  Thomas  Wentworth,    Concerning  All  of  Us.      aiop.S. 
N.Y.  1893.  (Amer.  Essayists  Ser.)  Harper  $1. 

Bowdoin  814.49  HsS    • 

Conunents  on  social  life  and  customs. 
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Friendship 

Bacon,  Francis,  viscount  St  Albans,  Of  Friendship.  (see  his 
Essays.  1879.  P.143-S3)  Bowdoin    824.3  B131    e 

Published  by  Little,  360P.  S,  $1 ;  o.  p. 

If  he  have  not  a  friend  he  may  quit  the  stage.     Book,  p.  153 

Philanthropy 

Bosanquety  Bernard.  Two  Modem  Philanthropists,  (see  his  Es- 
says and  Addresses.   1891.  p.i-23)         Bowdoin   824.89  B65    e 

Published  by  Sonnenschein,  199P.  O,  2/6. 

Short  sketches  of  George  Moore  and  Jean  Leclaire,  with  some  discussion 
of  the  nature  of  charity. 

Mackenzie,  John  Stuart.  Introduction  to  Social  Philosophy.  1890. 
p. 3 20-22.  Bowdoin   301  Mi 9    e 

Discusses  the  relation  of  philanthropy  to  society  and  designates  the  most 
helpful  Idnd  of  charity  as  that  which  enables  the  recipient,  m  turn,  to  help 
himself. 

Social  obligations 

Hyde,  William  De  Witt,  D,D,  Society,  (see  his  Practical  Ethics. 
1892.  p.  167-78)  Bowdoin   170.2  H99     e 

Published  by  Holt,  2o8p.  D,  80c. 

Emphasis  is  laid  on  the  duty  of  each  person  to  take  part  in  the  common 
i  fe  of  society  and  to  have  that  regard  for  the  interests  of  others  which  in  a 
Igeneral  way  is  expressed  by  cooperation  and  toward  individuals  issues  in 
the  form  of  politeness  and  courtesy. 

TEHPERANCE 

Calkins,  Raymond.  Substitutes  for  the  Saloon,  an  investigation 
made  for  the  Committee  of  Fifty.  397P.I).  Bost.  1901. 
Houghton  $1.30.  Bowdoin    e 

A  strictly  practical  inquiry  undertaken  in  a  scientific  fashion  and  prose- 
cuted with  great  care  and  thoroughness.  It  assumes  that  no  attack  on  the 
saloon  can  hope  for  permanent  effectiveness  which  does  not  take  into  account 
the  contribution  of  the  saloon  to  sociability. 

Gustafson,  Axel  Carl  Johan.    The  Foundation  of  Death,  a  study  of 

the  drink  question.       Ed. 3.  598P.D.         Bost.  1885.     Ginn  $2. 

Bowdoin    178.1  6971     e 
Published  also  by  Hodder,  5/. 

An  exhaustive  study  from  the  historical,  medical,  physiologic  and  moral 
standpoints. 

Lee,  F.  R.    Textbook  of  Temperance.      3 1 2p.D.  Rockland  Me. 

1869.     Vose  $  1.25.        o.p.  Bowdoin    e 

From  the  teetotal  standpoint.     Comprehensive. 

Wheeler,  Edward  Jewett.     Prohibition,  the  Principle,  the  Policy, 

the  Party.     Ed.  5.     277P.D.     N.Y.  1894.   Funk  75c.    Bowdoin  e 

The  best  American  summary  of  the  case  for  prohibition.  Sonnenschein's 
Reader's  Guide,  p.  200 

Tobacco 

Hyde,  William  De  Witt,  D.D.     Practical  Ethics.     1892.    p.  16-17. 

Bowdoin    170.2  H 99    e 

Published  by  Holt,  2o8p.  D,  80c. 

Points  out  the  evil  results  of  using  tobacco  in  early  life. 
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Opium 

De  Quincey,  Thomas.     Confessions  of  an  English  Opium  Eater; 

with  introd.  note  by  William  Sharp.       275P.D.        Lond.  1886. 

Scott  i/.     (Camelot  Classics,  Bowdoin    824.81  Oi     e 

The  narrative,  which  is  presented  with  all  the  grace  and  effectiveness  of  a 
man  of  letters,  is  addressed  to  the  opium  eater.  De  Quincey  shows  that 
after  using  opium  with  its  attendant  pains  and  discomforts  for  17  years 
it  may  stiU  be  renounced. 

Dudgeon,  John,  M.D.  Evils  of  the  Use  of  Opium,  (see  Shanghai 
Conference.     Records.     1890.    p. 3 14-54) 

A  valuable  essay.  J.  S.  Dennis,  Christian  Missions  and  Social  Progress, 
1:350 

OTHER  ETHICAL  TOPICS 

Animals'  rights 

Evans,  Edward  Payson.  Ethical  Relations  of  Man  to  Beast,  (see 
his  Evolutional  Ethics  and  Animal  Psychology.     1898.    p.82-104) 

Columbia  591.5  P7    e 

Published  by  Appleton,  386p.  D,  $1.25. 

Attacks  the  anthropocentric  psychology  and  ethics,  and  argues  for  more 
hiunanity  toward  ammals.  Tne  author  presents  a  resume  of  the  best 
thought  on  the  subject  and  strengthens  his  own  position  by  the  temperate- 
ness  of  his  reasoning. 

Salt,  Henry  Stephens.  Animals'  Rights  considered  in  Relation  to 
Social  Progress,  with  a  bibliographical  appendix;  also  an  essay 
on  "Vivisection  in  America"  by  Albert  Leffingwell.  i76p.  D. 
N.  Y.  1894.         Macmillan  75c.  Columbia    179.3  Saji     e 

English  price  2  /. 

This  little  book  does  not  pretend  to  be  a  theoretic  discussion  of  animal 
rights,  but  only  a  statement  of  practical  reasons  for  modifying  both  our 
treatment  of  animals  and  our  habits  of  using  them  for  food.  J.  H.  Hyslop 
in  Internat.  Jour,  of  Ethics,  July  189S,  5:532 

Character 

Bryant,  Mrs  Sophie.  Short  Studies  in  Character.  247P.  D. 
Lond.  1894.         Sonnenschein  4/6.         (Ethical  Lib.  no.  2) 

Bowdoin    170   B84    e 

Published  also  by  Macmillan,  $1.10. 

A  plea  for  the  use  of  ideas  in  the  formation  of  character,  and  the  use  of 
character,  in  the  sense  of  the  conscience,  in  the  formation  of  ideas.  The 
first  of  these  appears  most  explicitly  in  an  earnest  chapter  on  '*The  Intellec- 
tual Factor  in  Moral  Education"  but  it  is  as  emphatically  urged  elsewhere, 
specially  in  the  quite  pronounced  section  of  "The  Influence  of  Ideals.*'  John 
MacCunn  in  the  Internat.  Jour,  of  Ethics,  Jan.  1895,  5:251 

Smiles,  Samuel,     Self-help,  with  illustrations  of  character,  conduct 

and  perseverance.     447p.  D.        N.  Y.  n.d.        Harper  $1. 

Bowdoin  374  Sm43     e 

Its  main  value  consists  in  an  enforcement  of  the  distinct  principle  that 
unless  there  be  stimulus  to  exertion  from  within,  help  is  of  little  use,  and 
may  in  reality  be  enfeebling  and  hurtful.     Chambers's  Jour,  24  Dec.  1859, 

32:413 

Included  in  Sir  John  Lubbock's  list  of  100  books. 
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Cruelty  to  children 

Waugh,  Benjamin.  Prevention  of  Cruelty  to  Children,  (see  Dub- 
lin Rev.  Jan.  1892,  110:140-51)  Bowdoin    052  D8s    e 

Written  by  the  founder  of  the  '*  National  Society  for  the  Prevention  of 
Cruelty  to  Qiildren."  Provides  some  account  of  what  the  society  has  ac- 
complish^ and  the  need  for  further  work. 

Dueling 

Janet,  Paul.     Elements  of  Morals.      1884.     p. 58-60. 

Coltimbia    170   J25    e 

Published  by  Barnes,  353p.  D,  $1.25. 

Takes  the  view  that  the  duel  is  not  a  legitimate  mode  of  self-defense,  and 
that  ethically  it  is  indefensible  because  it  allows  each  to  become  his  own 
judge. 

Ethical  science 

Cams,  Paul.  The  Ethical  Problem,  three  lectures  on  ethics  as  a 
science.        Ed.2.  351P.D.  Chic.    1899.        Open   Court 

Pub.  Co.  soc.         (Religion  of  Science  Lib.  no.  35)     Columbia    e 

The  second  edition  contains  the  entire  controversy  that  was  called  forth 
by  the  first  edition.  Points  out  the  intimate  connection  of  ethics  with 
morality  and  shows  also  that  ethics  as  a  science  can  not  be  derived  from 
mere  sentiment. 

Happiness 

Hamerton,  Philip  Gilbert.  The  Quest  of  Happiness.  i87p.  D. 
Bost.  1897.        Roberts  $2.  Harvard    171. 4  H17     e 

Now  published  by  Little,  $1.50. 

The  thought  expressed  is  that  all  unhappiness  is  caused  by  the  non- 
exercise  of  natural  faculties. 

Lubbock,  Sir  John,   bart.      Pleasures  of   Life.     Ed.  3.     i9ip.  D« 

Lond.  1887.        Macmillan  3/6.  Bowdoin   824.89  L961P 

The  tone  is  serious;  there  is  much  from  the  old  sources,  the  great  moralists 
of  the  past ;  but  one  feels  in  it  all  that  best  of  the  reader's  pleasures,  con- 
tinuous contact  with  a  cultivated  mind  and  a  kindly  nature.  Nation^ 
1  Sep.  1S87,  45:178 

Pessimism 

Hartmann,  Eduard  von.  Philosophy  of  the  Unconscious,  specula- 
tive residts  according  to  the  inductive  method  of  physical  science; 
authorized  tr.  by  W.  C.  Coupland.  3V.  O.  N.  Y.1884. 

Macmillan  $7.50.  Bowdoin  193.9    e 

Published  also  by  Paul,  T.T.  &  Co.  31/6. 

The  essential  results  consist  in  positing  an  unconscious  principle,  which 
is  the  unifving  principle  of  both  matter  and  life,  and  which,  therefore,  in 
the  latter  becomes  conscious,  and  finally  self-conscious.  The  third  volume 
goes  on  to  show  that  consciousness  is  in  the  main  a  source  of  misery.  Hart- 
mann  traces  in  a  very  suggestive  way  the  illusive  nature  of  happiness  through 
the  three  stages  where  mankind  hoped  for  happiness  in  this  world,  then  m 
the  next  world  and  finally  in  the  future  of  this  world.  Athenaeum,  14  June 
1884,  1:753 

SuUy,  James.  Pessimism,  a  history  and  a  criticism.  47  7P*  O. 
Lond.  1877.        King  14/.  Harvard     149.6  Su5    e 
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The  press 

Kelly,  Edmond.    The  Problem  of  Education,      (see  his  BvolvtiM 
and  Effort.     1900.   p.  2 16-36}  Bowdoin  301  K39  • 

Published  by  Appleton,  a93p.  D,  $1.25. 

Points  out  the  sensational  and  partizan  nature  of  the  contenaporary  pmi 
and  shows  that  the  problem  of  providing  accurate  news,  free  from  iciiidal 
and  partizanship,  is  mainly  an  ethical  one. 

Suicide 

Horselli,  Enrico    Agostino.      Suicide.      388p.illus.D.      N.Y.1883. 

Appleton    $1.75.     (Internat.    Sci.    Ser.)  i79-7  M83   t 

Published  also  by  Paul.  T.T.  &  Co.  5/. 

He  briefly  maintains  that  "Suicide  is  an  effect  of  the  struggle  for  exut- 
ence  and  of  human  selection,  which  works  according  to  the  laws  of  evolution 
among  civilized  people,"  and  in  conclusion  urges  that  the  only  way  to  cure 
the  evil  is  to  develop  in  man  the  power  of  well  ordering  sentiments  and 
ideas  by  which  to  reach  a  certain  end  in  life — in  short,  to  give  force  and 
energy  to  the  moral  character.    Mind,  Jan.  1882,  7:151 

Schopenhaueri  Arthur.  On  Suicide,  (see  his  Studies  in  Pessimism. 
1891.   P.43-S0)  Bowdoin    e 

Published  by  Sonnenschein,  i42p.  D,  2/6;  Macmillan  90c. 

Takes  the  view  that  there  is  "nothing  in  the  world  to  which  every  man 
has  a  more  unassailable  title  than  his  own  life  and  person,"  and  that  suicide 
is  not  a  crime  but  a  mistake. 

Sunday  question 

Gilfillan,  Rev,  James.  The  Sabbath  viewed  in  the  Light  of  Reason, 
Revelation  and  History,  with  sketches  of  its  literature.  635P.  D. 
N.  Y.  n.d.        Amer.  Tract  Soc.  $i.-25.       Bowdoin  263  G39    e 

An  extended  discussion  of  the  importance  of  »the  Sabbath  as  a  sacred  day 
and  one  worthy  of  increased  respect  both  as  a  human  and  as  a  divine 
institution. 

Tyndall,  John.  The  Sabbath,  (see  his  New  Fragments.  1892. 
p.  1-46)  Bowdoin   504  P2    e 

Published  by  Appleton,  5oop.  O,  $2. 

Argues  forcibly  for  a  less  rigorous  observance  of  the  Sabbath ;  an  exhorta- 
tion to  put  Sundays  to  better  account,  in  the  way  of  cultivating  nature  and 
art  interests. 

Vivisection 

Cobbe,  Francis  Power.  Mr  Lowe  and  the  Vivisection  Act.  (see 
Contemporar}'  Rev.  Feb.  1877,  29:335-47)    Bowdoin   052  qC76    t 

Maintains  that,  whatever  the  value  of  the  scientific  discovery  which  must 
be  obtained  by  vivisection,  it  is  morally  forbidden. 

Leffingwell,  Albert.  The  Vivisection  Question.  267P.O.  New 
Haven    1901.     Tuttle    $1.25.  Bowdoin    e 

Essays  and  speeches  advocating  the  prevention  of  abuse  of  vivisiection  by 
legal  regulation. 

Paget,  Sir  James.  Vivisection :  its  pains  and  its  uses.  ( see  Nine- 
teenth Century,  Dec    1881,  10:920-30)       Bowdoin    052  N62    e 
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Argues  that  as  few  obstacles  as  possible  should  be  thrown  into  the  way 
of  competent  persons  engaged  in  research,  and  contends  also  that  vivisection 
does  not  inflict  more  pain  uian  many  sports  which  are  generally  encouraged. 

WilkB,  Samuel.     Ethics  of  Vivisection,     (see  Contemporary  Rev. 
May  1889,  41:812-18)  Bowdoin   059  qC76     e 

Claims  that  "the  selection  of  the  so  called  standard  of  'moralitv/  or  the 
'ri^ta  of  animals'  by  which  to  measure  the  permissibility  of  physiologic 
experimentation,  is  tmdeniably  a  prejudgment  of  the  real  point  at  issue/' 
Book«  p  SiS 
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The  superior  figures  tell  the  exact  place  on  the  page  in  ninths;  e.g.  490* 
means  page  490  beginning  in  the  third  ninth  of  the  page,  i.  e.  about 
one  third  of  the  way  down. 


Adler,  Felix.     Moral  Instruction  of 

Children,  485* 
Alexander,    Samuel.      Moral    Order 

and  Progress,  480' 
Amusements,  487* 
Animals'  rights,  490' 
Aristotle.        Nicomachean     Ethics, 

477^78* 

Bacon,  Francis.   OfJ  Friendship,  489^ 

Bain,  Alexander.  Mental  and  Moral 
Science,  478'J 

Baldwin,  J.  M.  Social  and  Ethical 
Interpretations  in  Mental  Devel- 
opment, 480' 

Bentham,  Jeremy.  Introduction  to 
the  Principles  of  Morals  and  Legis- 
lation, 478* 

Bigge,  L.  A.  S.  ed.    British  Moralists, 

473* 
Bluntschli,   J;   K.     Theory   of   the 

State,  483' 
Bosanquet,  Bernard.     Two  Modem 

Philanthropists,  489' 
Bradley,  F.  H.    Ethical  Studies,  482* 
Bryant,  Mrs  Sophie.    Short  Studies 

in  Character,  490' 
Business  ethics,  485'-87^  486* 
Butler,  Mrs  C.  F.  &  Thwing,  C:  F. 

The  Family  and  the  Church,  488* 
Butler,  Joseph.    Works,  475* 

Caird,  Edward.    Critical  Philosophy 

of  Immanuel  Kant,  481^82^ 
Calderwood,  Henry.     Handbook  of 

Moral  Philosophy,  476* 
Calkins,  Raymond.    Substitutes  for 

the  Saloon,  489* 
Cams,  Paul.    Ethical  Problem,  491* 
CeUbacy,  488* 
Character,  490^ 
Chastity,  487* 
Children,  duties  of,  485*;  cruelty  to, 

49i» 
Christian  ethics,  474* 
Church  and  state,  483*-84' 


Citizenship,  483' 

Clarke,  Samuel.  Discourse  concern- 
ing the  Being  and  Attributes  of 
God,  481* 

Clerical  ethics,  486' 

Clifford ,  W :  K .    Lectures  and  Essays,. 

479*i 
Cobbe,  F.  P.    Mr  Lowe  and  the  Vivi- 

section  Act,  492' 
Compact  and  promise,  487' 
Convers,    Dtmcan.      Marriage    and 

Divorce    in    the    United    States,. 

484*-85^ 
Cooper,  A.  A.,  jd  earl  of  Shaftesbury, 

Characteristics  of  Men,  Manners^ 

Opinions  and  Times,  474*-7S' 
Courtney,     W:     L.      Constructive 

Ethics,  482* 
Cudworth,  Ralph.    True  Intellectual 

System  of  the  Universe,  481' 
Cumberland,  Richard.    Philosophical 

Inquiry  into  the  Laws  of  Nature,. 

481* 

Darwin,  Charles.     Descent  of  Man,. 

479' 
De  Quincey,  Thomas.     Confessions 

of  an  English  Opium  Eater,  490^ 
Dewey,  John.    Outlines  of  a  Critical 

Theory  of  Ethics,  483* 
Divorce,  484»-85' 
Domer,  I:  A.    System  of  Christian 

Ethics,  474* 
Dress,  488' 
Dudgeon,  John.    Evils  of  the  Use  of 

Opium,  490* 
Duding,  491' 

Egoistic  hedonism,  477' 

Eliot,  C:W:   The  Happy  Life,  488* 

Ely,  R:  T.    Ethics  and  Economics,. 

472« 
Employers  and  employed,  487' 
Esthetics  and  ethics,  471* 
Ethical  science,  491' 
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Evans,  E:  P.     Ethical  Relations  of 

Man  to  Beast,  490* 
Everett,  C:  C.     Ethics  for  Young 

People,  485* 
Evolution  and  ethics,  47i*-72* 
Evolutionary  ethics,  479'-8o* 

Family  ethics,  484^ 

Piske,   John.      Through    Nature   to 

God.  472'-73* 

Fowler,  Thomas.  Progressive  Moral- 
ity, 479' 

Friendship,  489* 

Gambling,  486' 

Gilfillan,  Rev.  James.  The  Sabbath 
Viewed  in  the  Light  of  Reason, 
492' 

Gizycki,  G.  von.  Student's  Manual 
of  Ethics,  479* 

Gladden,  Washington.  Working  Peo- 
ple and  their  Employers,  487* 

GOthe,  J ;  W.  von.  Wilhelm  Meister's 
Apprenticeship  and  Travels,  487^ 

Gray,  G :  Z.  Husband  and  Wife,  485' 

Green,  T:  H.  Prolegomena  to  Ethics, 
482* 

Gustafson,  A.  C;   J;    Foundation  of 

Death,  489^ 
Guyau,  M.  Jt      La  morale  anglaise 

contemporaine,  473* 

Hale,  E:    E.     What  Career.  485* 
Haraerton.  P.  G.     Intellectual  Life, 

485' 
Quest  of  Happiness.  491* 

Happiness,  491* 

Hartmann,    Eduard     von.      Philos- 
ophy of  the  Unconscious,  491^ 
Hegel,    G;     W;     F;     The    Family, 

484' 
Philosophy     of    Right,    48 1^ 

485* 
Helps,  Sir  Arthur.     Fiction.  4S7' 
Hibben,  J:    G.     Relation  of  Ethics 

to  Jurisprudence,  472' 
Higginson,  T:  W.    Concerning  All  of 

Us.  488» 
Hilty,  Karl.     Happiness,  48vS* 
Histories,  473*-74* 
Hobbes,  Thomas.    Elements  of  Law. 

477' 


Hodgson.  S.  H.     Theory  of  Pnctici, 

479* 
HGflfding,  Harald.     Ethik.  4*0^ 
Holland,  T:    E.     Laws  as  RnlMof 

Human  Action,  472* 
Hubbard,  Elbert.     Message  to  Gtf- 

cia,  486^ 
Hubbard,  G:    H.     Ethics  of  Spect- 

lation,  486^ 
Hume,  David.  Philosophical  Wocks, 

47  8» 
Husband  and  wife,    duties  of,  485* 
Huxley,  T:    H.     Romanes  Lecture 

^^PJ,47i'-72' 
Hyde    W:    D.     Dress,  488* 

Practical   Ethics,  489* 

Society,  489* 

IdealiBts,    early,    481^;     mneteenth 

century.  481  •-83* 
Intuitionalism,  474*-77* 

Janet,   Paul.     Elements  of  Monli. 

491' 
Promises  and  Contracts,  487" 


Theory  of  Morals.  476*-77* 

Jodl,  Friedrich.  Geschichte  der 
Ethik  in  der  Neueren  Philosophie, 

473' 

Kant,  Immanuel.  Critique  of  Prac- 
tical Reason,  475* 

Kelly,  Edmond.  Problem  of  Educa- 
tion, 492* 

Labor,  487' 

Laurie,  S.  S.     Ethica,  476^ 

Law  and  ethics.  472' 

Lecky.  W:  E:  H.  History  of 
European  Morals.  473*.  487* 

Moral    Compromise     in    the 

Law.  486» 

Lee.  F.  R.  Textbook  of  Temper- 
ance, 489' 

Lefl&ngwell,  Albert.  Vivisection 
Question,  492* 

Legal  ethics,  486* 

Liddon,  H:  P.  Moral  Groundwork 
of  Clerical  Training,  486' 

Locke,  John.     Philosophical  Works. 

478^ 
Lotze.  R.  H.    Outlines  of  Practical 
Philosophy.  483* 


INDEX   TO  READING  LIST  ON  ETHICS 


497 


Lubbock,   Sir    John.      Pleasures   of 

Life,  491* 
Luther,    Martin.     Can    Soldiers    be 

Christians?,  484' 

MacCunn,  John.    Ethics  of  Citizen- 
ship, 483' 
Mackenzie,  J :  S.     The  Family,  484' 

Introduction        to         Social 

Philosophy,  482»-83',  489* 
•Manual  of  Ethics,  471' 


Mackenzie,  W.  D.  Ethics  of  Gamb- 
ling, 486» 

Mallock,  W:  H.  Labour  and  the 
Popular  Welfare,  487* 

Mandeville,  Bernard.  Fable  of  the 
Bees,  477* 

Marriage  and  divorce,  484*-85' 

Martineau,  James.  Types  of  Ethical 
Theory,  476* 

Masters  and  servants,  485^ 

Medical  ethics,  486* 

Mill,  J:  S.    Utilitarianism,  478^ 

Mitchell,  S.  W.  Doctor  and  Patient, 
486* 

Morselli,  E.  A.     Suicide,  492' 

Moxom,  P.  S.  Ethics  of  Amuse- 
ments, 487* 

Muirhead,  J :  H :  Elements  of  Eth- 
ics, 47 1»,  483* 

NoYel  reading,  487' 

Oliphant,  James.      Ethics    of  Gam- 
bling, 486»-87* 
Opium,  490^ 

Pagety  Sir  James:  Vivisection,  492*- 

Paley,  William.  Principles  of  Moral 
and  Political  Philosophy,  478* 

Palmer,  G:  H.  Ethics  and  Relig- 
ion, 473* 

Glory  of  the  Imperfect,47i* 

Paulsen,  Friedrich.  System  of  Eth- 
ics. 483* 

^Veracity,  488^ 

Peace  and  war,  484' 

Pessimism,  491^ 

Philanthropy,  489' 

Plato.    Dialogues,  477* 

Political  economy  and  ethics,  472* 


Porter,  Noah.  Elements  of  Moral 
Science,  476* 

Press,  the,  492* 

Price,  Richard.  Review  of  the 
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-ed  for  publication  in  the  Library  School  series.  It  has  been 
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ect  in  the  Library  School.  The  bulletin  will  not  only  meet 
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.  hitherto  possible  the  many  inquiries  coming  to  us  about 
^iples  and  practice  of  indexing. 


Melvil  Dewey 

Director 


State  of  New  York 
Education  Department 
commissioner's  room 
raved  for  jmblication  Feb.  j,  igoj 


Commissioner  of  Education 


:iii^-' 


New  York  State  Education  Department 


New  York  State  Library 

Mblvil  Dewey  Director 
Bulletin  94 

LIBRARY  SCHOOL   10 

INDEXINO 

PRINCIPLES,    RULES    AND    EXAMPLES 

Importance.  The  importance  of  book  indexes  is  so  widely  recog- 
nized and  the  want  of  them  so  frequently  deplored  that  no  argu- 
ment in  their  favor  seems  necessary.  There  is  however  too  little 
appreciation  on  the  part  of  publishers  and  authors  of  the  value 
and  difficulty  of  good  indexing.  In  a  valuable  paper  on  "  Index- 
ing "  published  in  Library  Journal  17:406,  afterward  separately 
reprinted  but  now  out  of  print,  J.  B.  Nichols  says: 

A  book  without  an  index  is  like  a  locked  chest  without  the  key ; 
each  may  contain  valuable  treasures,  but  neither  can  be  gotten 
into.  The  sense  of  insecurity  and  uncertainty  which  the  student 
feels  in  the  use  of  an  index  on  which  he  can  not  rely  is  something 
very  annoying.  Nothing  impairs  the  useftilness  of  a  book  like  the 
lack  of  a  proper  index;  and  nothing  enhances  its  value  so  much 
as  being  provided  with  one. 

There  are  few  if  any  branches  of  clerical  work  that  require 
higher  intellectual  faculties  for  their  satisfactory  and  successful 
p^ormance  than  general  indexing.  To  index  a  branch  of  knowl- 
edge satisfactorily  requires  a  considerable  knowledge  of  it,  of  its 
deifications,  of  its  synonyms,  of  its  species  and  genera.  General 
qualities  required  are  good  taste,  good  judgment,  and  a  habit  of 
conciseness  and  of  liberal  and  comprehensive  thought.  Above  all, 
what  may  be  called  the  "index  sense  "  is  required — that  is,  the 
ability  to  feel  instinctively,  at  the  first  glance,  what  and  how  sub- 
jects shotdd  be  indexed  in  all  their  ramifications ;  the  sense  that  is 
in  touch  with  searchers,  and  appreciates  just  how  subjects  will  be 
looked  for  and  how  to  arrange  so  that  they  can  most  readily  be 
found.  Experience  is  the  only  school  in  which  these  qtialifications 
can  be  gained. 

It  is  remarkable,  in  view  of  the  manifest  useftilness  of  good 
indexes,  how  many  books  there  are  unprovided  with  them;  and 
how  many  more  are  provided  with  indexes  of  an  inferior  kind  which 
are  inaccurate,  insufficient  and  tmreliable.  The  trouble  is  not 
that  the  importance  of  reliable  indexes  is  not  generally  appreciated  ^ 
but  that  the  work  of  indexing  is  left  to  inexperienced  and  tmsci- 
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entific  hands.  It  is  not  generally  recognized  that  a  really  good 
index  can  not  be  made  except  by  persons  with  special  sloll  and 
special  experience ;  that  indexing  is  an  art  in  itself,  and  it  is  tin- 
reasonable  to  expect  satisfactory  results  from  untrained  hands. 
Not  even  authors  are  qualified  to  index  their  own  work,  unless 
they  happen  to  possess  familiarity  with  the  principles  and  practice 
of  indexing.  None  but  the  author,  it  is  true,  has  such  an  intimate 
knowledge  of  the  subject — and  such  knowledge  is  essential  in  in- 
dexing ;  but  if  he  lack  those  special  qualifications  which  are  requi- 
site in  work  of  this  kind,  he  can  not  be  depended  on  to  make  a  good 
index. 

A  book  now  on  the  market  and  in  its  ninth  edition  contains  in 
the  index  the  item  "  Hell  on  earth  " ;  on  the  page  referred  to  is  an 
account  of  persons  kept  in  a  constant  state  of  anxiety  and  terror, 
the  expression  quoted  being  used  to  indicate  in  a  forcible  way  the 
mental  condition.  Among  other  ctuiosities  in  the  same  index  are 
the  following  items:  "Maxim,"  "Quotations  at  beginning  of 
•chapters,"  "Something  to  avoid."  More  absurdly  useless  entries 
it  would  be  difficult  to  make;  articles  and  prepositions  and  con- 
junctions might  as  well  be  indexed;  and  yet  smiilar  instances  of 
faulty  indexing  could  be  multiplied  indefimtely. 

•  Unalterable  rules  impossible.  It  is  not  possible  to  devise  rules 
which  will  secure  satisfactory  treatment  in  all  cases,  but  a  few 
general  principles  may  be  stated  which  will  aid  the  indexer  able 
to  apply  them  with  good  judgment  to  specific  problems.  The 
indexing  problem  changes  with  each  new  book  undertaken.  To 
meet  the  needs  of  different  classes  of  seekers  and  to  suit  various 
types  of  books,  rules  entirely  satisfactory  in  one  case  must  be 
varied  in  the  next  and  perhaps  ignored  or  even  reversed  for  a 
third.  Yet  while  the  indexer  who  follows  the  same  rules  under 
all  circumstances  must  inevitably  do  some  inferior  work,  an  index 
compiled  without  a  basis  of  well  formulated  rules  is  almost  worse 
than  none. 

Importance  of  plan.  In  each  case  a  well  considered  and  well 
defined  plan  must  be  determined  on  in  advance  and  followed 
throughout.  This  is  necessary  to  seoire  completeness  and  con- 
sistency, to  avoid  misleading  searchers,  and  to  keep  the  size  of  the 
index  within  proper  limits.  The  length  of  an  index  depends  on 
the  minuteness  and  detail  to  which  the  subjects  are  indexed,  and 
on  the  fulness  of  the  entries.  It  is  necessary  in  advance  to  fix  a 
degree  of  minuteness  and  detail  to  which  the  work  shall  be  carried, 
and  to  settle  the  style  of  the  entries.  Nichols 

Codes.  Many  indexing  rules  are  practically  identical  with  those 
used  in  preparing  library  catalogues,  and  forms  of  statement  in 
the  following  pages  as  well  as  illustrative  examples  have  in  many 
cases  been  taken  from  C:  A.  Cutter's  Rules  far  a  Dictionary  Cata- 
logue and  Melvil  Dewey's  Library  School  Rides  and  Simplified 
Library  School  Rules.     In  these  manuals  many  more  rules  may  be 


INDEXING  487 

und  with  illustrations,  which  would  aid  in  compiling  indexes  to 
bliographies,  genealogies  and  other  works  comprising  many 
imes,  though  often  inapplicable  to  general  subject  indexing^ 
atements  and  illustrations  are  also  borrowed  from  Mr  Nichols's 
iper  already  quoted. 

Index  defined.  An  index,  as  defined  in  the  CerUury  Dictionary^ 
"  a  detailed  alphabetic  (or  rarely,  classified)  list  or  table  of  topics, 
unes  of  persons,  places,  etc.  treated  or  mentioned  in  a  book  or 
lies  of  books,  pointing  out  their  exact  positions  in  the  volume.'' 
he  word  is  derived  from  the  Latin  indieare,  to  point  out,  to  show, 
ichols  gives  the  following  definition:  "An  index  is  a  table  or 
st  of  references,  arranged  usually  in  alphabetical  order,  to  sub- 
cts,  names  and  the  like,  occurring  in  a  book  or  other  matter." 
T:  I:  Fletcher,  who  has  had  long  experience  as  editor  in  chief  of 
oole's  Index  to  Periodical  Literature,  in  a  paper  on  "Indexing  " 
repared  for  the  world's  library  congress  at  the  Cohmibian  Bxpo- 
tion,  after  drawing  a  distinction  between  catalogues,  bibHogra- 
hies  and  indexes,  says:  "An  index  is  an  arrangement  (generally 
Iphabetic  but  sometimes  classified)  of  the  analyzed  contents  of 
16  book,  or  of  the  books  in  a  certain  class,  and  is  intended  to 
low  in  what  books  and  in  what  places  in  those  books  infonnation 
to  be  found  on  certain  subjects." 

Alphabetic  vs  classified  indexes.  All  these  authorities  imply  that 
le  classified  index  is  exceptional.  In  ordinary  book  indexes  it  is 
snerally  conceded  to  be  inconvenient  and  few  will  question  the 
ictum  of  the  veteran  indexer,  H.  B.  Wheatley  [What  is  an  Index f 
.  56]  that  "an  index  shotdd  be  one  and  indivisible,  and  not  broken 
p  in  several  alphabets."  Curious  exceptions  may  be  found, 
hich  serve  to  emphasize  the  value  of  this  rule.  Huchins's  Dorset, 
rought  out  in  a  new  edition  in  1874,  has  eight  separate  indexes, 
e.  I  Places;  2  Pedigrees;  3  Persons;  4  Arms;  5  Blazons;  6  Glos- 
>rial;  7  Domesday;  8  Inqtiisitions.  A  work  in  six  quarto  vol- 
mes,  entitled  Canada:  an  Encyclopaedia  of  the  Country,  is  provided 
ith  a  slender  index  volume  divided  into  no  less  than  23  sections, 
I  of  which  are  arranged  alphabetically,  the  remaining  12  being 
intents  grouped  tmder  class  headings  and  arranged  in  order  of 
ccurrence. 

Indexes  to  sets.  A  work  in  several  volumes  should  have  an 
idex  to  the  whole  in  one  alphabet  at  the  end  of  the  final  volume. 
:  is  convenient  to  have  the  volumes  also  separately  indexed,  if 
lat  can  be  afforded  and  will  not  unduly  increase  their  size.  Nich- 
[s  proposes  as  the  ideal  that  each  volimie  be  provided  with  the 
)mplete  index  to  the  set. 
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DBFimnOllS  OF  TERMS 

Subject.  The  subject  is  any  event,  place,  person,  fact,  relatkm« 
topic,  idea,  or  whatever  is  an  object  of  thotight  and  may  become 
an  object- of  search. 

Entry.  The  entry  is  the  word,  phrase  or  combination  of  phrases 
expressing  the  subject  or  idea,  together  with  any  necessary  modi- 
fication and  the  page  reference  indicating  where  it  may  be  found 
in  the  text.     The  following  example  is  taken  from  the  very  full 

index  to  Eggleston's  Beginners  of  a  Nation: 

Sabbath-keeping,  early  Puritan  ideal  of,  127 

Heading.  The  heading  is  the  word  or  words  chosen  to  express 
the  subject  or  idea,  and  st^ds  at  the  beginning  of  the  entry, 
determining  its  alphabetic  position.  In  the  above  entry,  the  head- 
ing **  Sabbath-keeping"  represents  the  subject. 

Modification.  A  modification  is  a  word  or  phrase  following  the 
heading  to  indicate  the  character  of  information  given  in  the  passage 
referred  to,  or  otherwise  limit  its  meaning.  In  the  entry  above 
**  early  Puritan  ideal  of  "  is  the  modification. 

Subhead.  A  subhead,  or  secondary  heading,  is  a  modification 
which  is  itself  repeatedly  modified,  and  therefore  becomes  the  head 
of  a  separate  group  of  submodifications  imder  the  main  heading 
[see  example  on  p.  492  under  heading  "Boundaries,"  where 
"  Connecticut  "  is  a  subhead].  The  subhead  does  not  differ  in 
form  or  character  from  the  simple  modification,  and  requires  differ- 
ent treatment  only  because  it  has  attracted  to  itself  several  differ- 
entiated references,  and  must  be  separately  indented  in  printing 
to  make  the  meaning  clear. 

Cross  reference.  A  cross  reference  refers:  (i)  from  a  possible 
heading  under  which  no  page  references  are  given  to  the  chosen 
heading  where  they  may  be  foimd  (**  see  "  reference) ;  or,  (2) 
connects  headings  which  represent  allied  subjects  or  which  con- 
tain related  entries  ("  see  also  **  reference): 

Electric  telegraph,  see  Telegraph 
Limestone,  see  also  Magnesian  limestone 

Numerous  entries,  subheads  and  cross  references  may  be  grouped 
under  one  heading.  To  *'  index  under  a  certain  word  "  means 
that  that  word  is  put  first  in  the  entry  and  becomes  the  heading. 

FULNESS  AND  CHARACTER  OF  INDEXING 

Minuteness  of  indexing  must  vary  according  to  the  character  and 
uses  of  the  book  in  hand.  Generally  speaking,  the  fuller  an  index 
is,  without  entering  into  valueless  minutiae,  the  greater  is  its  use- 
fulness; a  book  half  indexed  would  perhaps  better  have  no  index 
at  all,  since  it  is  as  likely  to  mislead  as  to  assist.     But  books  fre- 
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quently  contain  illustrative  or  explanatory  matter  or  digressions 
of  various  kinds  which,  though  useftd  in  their  connection,  a  reader 
would  not  anticipate  from  his  knowledge  of  the  subject,  nor  expect 
to  find  analyzed  in  the  index;  hence  their  inclusion  tmder  distinct 
headings  is  a  waste  of  space.  Too  often  limitation  of  space  or 
the  question  of  expense  confronts  the  indexer,  when  a  close  estimate 
of  the  number  of  pages  and  the  number  of  headings  to  a  page  must 
be  made,  and  ftdness  in  indexing  regulated  accordingly. 

Indezer's  first  duty.  The  indexer's  first  duty,  then,  is  to  acquire 
a  clear  idea  of  the  character,  scope  and  general  plan  of  the  work 
to  be  indexed.  If  possible  he  should  read  it  through.  If  index- 
ing from  proof  received  in  sections,  he  must  judge  as  best  he  can 
from  the  material  in  hand  and  from  such  information  as  he  can 
secure  from  author  or  publisher.  In  all  cases  of  doubt  it  is  better 
to  err  on  the  side  of  too  great  fulness  in  the  earlier  stages  of  the 
work,  since  it  is  easier  to  cut  out  superfluities  in  revising  than  to 
pick  up  statements  dimly  remembered  which  prove  important  as 
the  work  develops. 

Kinds  of  indexes.  A  book  may  reqtiire:  (i)  a  general  index  of 
quite  obvious  subjects,  as  John  Fiske's  histories,  G.  W.  Curtis's 
Orationa  and  Addresses,  Bryce's  American  Commanweatth,  Dar- 
win's Descent  of  Man;  or,  (2)  an  index  of  ideas,  more  or  less  difficult 
to  reduce  to  alphabetic  key  words,  as  Emerson's  Essays  or  Holmes's 
AiUocrat;  or,  (3)  a  name  index,  as  for  botanies,  atlases,  geneal- 
ogies etc. ;  or,  (4)  a  word  and  phrase  index,  as  Bartlett's  FamUiar 
Quotations.  In  the  last  case  it  is  necessary  to  bring  out  such  words 
as  may  have  remained  in  the  searcher's  memory,  through  which 
he  hopes  to  make  whole  a  maimed  and  halting  quotation.  The 
following  examples  illustrate  the  difference  between  the  indexing 

of  words  and  the  indexing  of  subjects: 

And  what  is  so  rare  as  a  day  in  June? 

Then,  if  ever,  come  perfect  days; 
Then  Heaven  tries  the  earth,  if  it  be  in  tune, 
And  over  it  softly  her  warm  ear  lays. 
Here  **  June  "  is  the  very  obvious  subject,  but  entries  are  made  in 
Bartleii  imder  all  the  words  imderlined  above.    A  second  example: 

What's  gone  and  what's  past  help 
Should  be  past  grief. 

Here  the  imderlined  words  chosen  for  entry  are  all  that  would  be 
sought  by  a  person  striving  to  recall  a  half  forgotten  quotation, 
but  none  of  them  represents  the  subject  of  the  lines,  i.  e.  the  use- 
lessness  of  regrets  or  repining. 
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CHOICE  OF  HBADIROS 

Consider  the  character  of  the  book  to  be  indexed;  what  dass 
persons  will  generally  consult  it:  high  school  pupils,  scientific  men, 
literary  students,  business  men,  trained  bibliographers,  inexperi- 
enced general  readers?  On  what  lines  will  they  seek  information? 
With  these  points  in  view,  choose  between  technical  and  common, 
scientific  and  unscientific  terms,  and  decide  whether  any  system 
of  cross  reference  between  them,  or  possibly  of  double  entry,  is 
necessary.  In  a  word,  determine  what  is  wanted  and  devise  means 
of  getting  at  it.  A  subject  heading  should  be  selected  with  great 
care  since  it  is  the  alphabetic  key  to  the  matter  it  indexes,  and  the 
only  guide  to  the  modifications  grouped  under  it.  The  indexer 
must  put  himself  in  the  reader's  place  in  choosing  it.  "  Select  such 
headings  as  are  most  likely  to  be  first  looked  for  by  the  searcher 
for  such  information  as  they  contain."  [Fletcher]  Use  the  word 
in  the  text  if  it  fulfils  this  requirement;  if  not,  supply  the  preferred 
word,  keeping  in  mind  the  following  principles: 

I  Obvious  key  word.  Choose  the  obvious  word,  even  if  in  doing 
so  the  more  exact  one  is  sacrificed.  "The  cataloguer  and  the 
index  compiler  too  often  arrange  their  entries  tmder  those  head- 
ings which  they  consider  readers  and  searchers  ought  to  consult." 
[Clarke.  Practical  Indexing,  p.  137]  Not  infrequently  the  text 
words,  even  when  they  express  the  idea  with  the  greatest  precisian, 
are,  the  last  that  would  occur  to  the  seeker,  who  has  not  the  page 
before  him  to  suggest  them.  The  index  maker  must  consult  the 
popular  vocabulary  far  oftener  than  the  dictionary  in  selecting 
key  words.  ^ 

It  may  sometimes  be  important  to  use  the  exact  terms  of  the 

• 

text,  e.  g.  in  technical  books  or  in  works  of  writers  of  marked 
individuality  in  the  use  of  language,  whose  peculiar  expressions 
impress  themselves  on  their  readers ;  but  in  these  cases  such  words 
are,  from  a  certain  point  of  view,  the  obvious  words,  and  the  ap- 
parent exception  proves  the  rule.  Emerson's  oft  quoted  phrase 
"  hitch  his  wagon  to  a  star  "  furnishes  an  illustration.  The  passage 
reads : 

I  admire  still  more  than  the  sawmill  the  skill  which,  on  the  sea- 
shore, makes  the  tides  drive  the  wheels  and  grind  com,  and  which 
engages  the  assistance  of  the  moon,  like  a  hired  hand,  to  grind, 
and  wind,  and  pump,  and  saw,  and  split  stone,  and  roll  iron.  Now 
that  is  the  wisdom  of  a  man  in  every  instance  of  his  labor,  to  hitch 
his  wagon  to  a  star  and  see  his  chore  done  by  the  gods  themselves. 
That  is  the  way  we  are  strong,  by  borrowing  the  might  of  the 
imiverse. 
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Here  the  main  idea,  which  runs  through  several  pages,  is  that 
of  man's  utilization  of  the  power  of  the  tmiverse,  both  physical 
and  spiritual.  It  might  be  expressed  in  the  index  by  several  key 
words,  none  of  which  would  be  so  likely  to  occur  to  the  searcher 
who  had  previously  read  the  passage  or  heard  the  phrase  quoted, 
as  the  words  "  wagon  "  and  "star,"  which  represent  it  in  the  full 
index  to  the  Riverside  edition  of  Emerson'^  works;  yet  no  one, 
hearing  the  phrase  alone,  fancies  it  to  be  about  either  wagons  or 
stars.  The  quotation  is  often  used  to  emphasize  a  different  thought, 
that  of  the  importance  of  high  aim's,  an  idea  developed,  though 
less  definitely,  later  in  the  essay. 

Take  another  striking  passage  from  Emerson: 

Every  man  takes  care  that  his  neighbor  shall  not  cheat  him. 
But  a  day  comes  when  he  begins  to  care  that  he  do  not  cheat 
his  neighbor.  Then  all  goes  well.  He  has  changed  his  market 
cart  into  a  chariot  of  the  sun. 

Here,  following  the  principle  illustrated  above,  entry  might  be 
made  under  "  Market  cart "  and  "  Chariot  of  the  sun,"  terms 
which  linger  in  the  reader's  mind.  But  ''  cheat "  is  quite  as  likely 
to  be  recalled  and  the  single  entry  found  in  the  Emerson  index 
under  "Cheating,  fear  of  being  cheated  and  fear  of  cheating, '^ 
which  represents  the  idea  of  the  paragraph  perfectly,  is  probably 
sufficient. 

a  Prefer  common  terms.  Do  not  use  learned  or  cumbrous  words 
where  simple  and  common  ones  will  do  as  well. 

3  Avoid  unimportant  words.  Do  not  enter  under  the  unimpor- 
tant and  chance  words  in  a  phrase ;  never  use  as  key  words  preposi- 
tions, conjunctions,  articles  or  equally  obsctire  words.  The  inex- 
perienced indexer  often  makes  the  bltmder  of  appropriating  as  it 
stands  a  good  descriptive  phrase,  which  sets  forth  the  subject 
adequately  but  furnishes  no  usable  alphabetic  key,  or  which  must 

be  rearranged  to  bring  the  significant  word  to  the  first  place ;  e.  g. 
Desperate  leap  of  a  bird  catcher 
Growth  of  knowledge  unconscious 
Dififerences  in  quality  of  humor  in  men  and  women 

4  Adjective  headings.  A  heading  should  be  a  noim  or  a  sub- 
stantive phrase.  Adjectives  may,  however,  lead  in  a  phrase,  and 
thus  determine  the  alphabetic  place,  where  they  form  part  of  a 
name  or  well  known  term,  and  wotdd  be  naturally  sought  by  the 
user  of  the  index;  e.  g.  Alimentary  canal.  Carbolic  acid,  Domestic 
economy.  Hereditary  genius,  Perpetual  motion.  An  adjective 
alone  does  not  constitute  a  complete  heading. 

5  Specific  headings.  Choose  the  specific  term;  e.  g.  "  Golf  "  in- 
stead of  **  Games  "  if  the  discussion  is  confined  to  golf. 
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6  .Subject  of  book.  Avoid  indexing  under  the  main  subject  o! 
the^book,  unless  it  is  the  only  ward  or  group  of  wards  for  ukidi  rt* 
searcher  would  look;  e.g.  in  a  book  on  ptmcttiation  make  headings 
**  Comma,"  "  Colon,"  etc.  placing  tmdcr  the  heading"  Punctuation" 
such  modifications  as  "different  systems,"  "general  rules,"  "mod- 
em practice,"  etc.  The  annual  report  of  the  director  of  the  N.  Y. 
State  Library  rarely  contains  index  entries  under  **  State  Library" 
or**  Library  ";  the  reports  on  examinations  in  New  York  State  have 
few  entries  imder  the  word  **  Examinations."  In  such  cases,  since 
the  entire  volume  relates  dirfectly  to  a  single  subject,  the  main 
heading  is  understood  throughout;  if  expressed,  it  must  precede 
neariy  every  entry,  and  would  be  ignored  by  the  seeker,  who 
would  transfer  his  attention  to  the  alphabeting  of  the  words  fol- 
lowing. 

Perspective  should  always  be  kept  in  mind  in  determining 
plan.  Each  idea  must  be  treated  with  reference  to  accompanying 
matter.  In  -a  work  solely  on  New  York  the  index  might  not  con- 
tain the  heading  **  New  York,"  all  matters  treated  being  indexed 
imder  their  individual  terms;  while  in  a  work  treating  only  in 
part  of  that  state,  subjects  relating  to  it  would  be  better  indexed 
tmder  the  heading  **  New  York."  In  a  geographic  work  places 
would  have  preference  and  special  attention  in  indexing ;  in  genertd 
scientific  works,  the  subjects  discussed  would  furnish  the  important 
headings  and  place  entry  would  be  of  secondary  interest. 
**  Geology  in  New  York  "  in  the  former  would  be  indexed  tmder 
**  New  York";  in  the  latter,  tmder  "Geology."  But  entry  imder 
both  might  sometimes  be  necessary. 

Sir  Walter  Scott's  biography  of  Swift  quotes  the  Dean's  pathetic 
prophecy  in  the  presence  of  a  dying  elm:  "  I  shall  be  like  that  tree, 
I  shall  die  at  the  top."  This  idea  would  in  Swift's  biography  be 
indexed  as  ^'  Death,  his  premonition  of  " ;  in  a  volume  of  miscella- 
neous essays,  under  ** Swift,  Dean,  premonition  of  death";  in 
Bartlett's  Familiar  Quotations  it  appears  under  the  key  words 
"  Tree,"  "  Die "  and  "  Top."  In  a  collection  of  quotations, 
indexed  under  authors,  it  shoidd  be  brought  out  under  both  Swift 
and  Scott. 

7  Separate  linked  subjects.     In  simple  subject  indexing  do  not 

link  two  subjects  in  one  heading,  even  when  they  form  a  title;  e.  g. 

New  York,  clay  industry  in 
New  Jersey,  clay  industry  in 
fwt   New  York  and  New  Jersey,  clay  industry  in 
New  Jersey  and  New  York,  clay  industry  in 
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8  Significant  word.     If  the  heading  is  a  phrase,  enter  under  first 

-word  unless  a  later  word  is  more  significant ;  e.  g. 

a  Actions  at  law;  «£^nduct  of  life;    District  of  Columbia;    Freedom  of 

the  press;  Trial  by  combat 
b  Ghent,  treaty  of;  Agriculture,  department  of 

9  Words  necessarily  separated.    When  words  closely  connected 

in  the  text  must  be  separated  in  the  index  in  order  to  bring  the 

heading  first,  avoid  a  greater  separation  than  is  necessary ;  e.  g. 

France,  southern,  industrial  condition 
Grant,  Gen.  U.  S.,  battles 
not   France,  industrial  condition  in  southern 
Grant,  battles  of  Gen.  U.  S. 

ID  Brief  and  compact  forms;  punctuation.  So  far  as  possible 
•confine  the  heading  to  a  word  or  brief  phrase  not  requiring 
punctuation  other  than  a  comma  for  simple  inversion,  so  that  it 
may  be  taken  in  at  a  glance.  When  a  heading  must  be  used  in 
inverted  form  and  there  is  danger  of  confusion  with  the  first  modi- 
fication, set  it  oS  by  a  colon ;  e.  g. 

Game,  protection :  cotmty  wardens,  199;  licenses,  302 ;  preserves,  303; 
state  wardens,  204 

1 1  Quoted  statements.  Index  quoted  statements  under  the  real 
author's  name,  adding  (quoted). 

13  Number  of  headings  to  subject.  Use  as  many  headings  as 
are  necessary  to  present  the  subject  in  all  its  phases.  Every 
heading  should  be  included  for  which  a  reader  might  reasonably 
look,  either  with  citations  or  by  cross  reference.  Two  subjects 
of  equal  importance  may  be  treated  in  one  article,  or  a  single  sub- 
ject may  be  sought  from  more  than  one  point  of  view.  A  paper 
on  the  socialistic  movement  in  Massachusetts  should  be  readily 
fotmd  by  a  seeker  interested  in  socialism  or  by  a  student  of  condi- 
tions in  Massachusetts.  Architecture  in  Washington  may  be 
sought  by  those  interested  in  the  city  or  in  architecture. 

But  questions  of  perspective  enter  into  decisions  as  to 
double  entry.  In  indexing  matter  in  an  American  newspaper 
about  e.  g.  a  treaty  between  Chile  and  Argentina  it  is  obvious  that 
the  two  cotmtries  are  entitled  to  equal  recognition ;  but  an  article 
on  relations  between  the  United  States  and  Chile  needs  only  entry 
under  **  Chile."  The  American  newspaper  looks  out  on  the  world 
always  from  the  American  standpoint;  to  index  relations  with 
Chile  tmder  "  United  States  "  is  much  as  if  a  woman  should  index 
her  social  engagements  tmder  her  own  name.  In  general  the  more 
vague  the  subject,  the  larger  the  number  of  headings  necessary  to 
index  it.     Keep  two  considerations  in  mind:    the  importance  of 
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sufficient  f tilness  to  enable  the  searcher  to  find  what  he  wants  with- 
out unnecessary  effort,  and  the  folly  of  increasing  the  size  and 
expense  of  the  work  by  useless  entries.  Ordinarily  one  or  two 
well  chosen  key  words  will  be  enough,  and  it  is  unworkmanlike  to 
inflate  the  index  till  it  rivals  the  text  in  bulk.  The  index  to  St 
George  Mivart's  book  On  the  Origin  of  Human  Reason  is  a  notable 
example  of  absurd  repetition  and  unwise  choice  of  key  words. 
The  author  refers  [p.  136]  to  some  articulate  utterances  of  a  certain 
parrot  which  sounded  remarkably  like  replies  to  questions.    This 

is  indexed  under  15  headings,  as  follows: 

Absurd  tale  about  a  Cockatoo,  136 
Anecdote,  absurd  one,  about  a  Cockatoo,  136 
Bathos  and  a  Cockatoo,  136 
Cockatoo,  absurd  tale  concerning  ooe,  136 
Discourse  held  with  a  Cockatoo,  136 
Incredibly  absurd  tale  of  a  Cockatoo,  136 
Invalid  Cockatoo,  absurd  tale  about,  136 

Mr  R ,  and  tale  about  a  Cockatoo,  136 

Preposterous  tale  about  a  Cockatoo,  136 
Questions  answered  by  a  Cockatoo,  136 

R ,  Mr,  and  tale  about  a  Cockatoo,  136 

Rational  Cockatoo  as  asserted,  136 
Tale  about  a  rational  Cockatoo,  as  asserted,  136 
Very  absurd  tale  about  a  Cockatoo,  136 
Wonderfully  foolish  tale  about  a  Cockatoo,  136 

13  Cross  reference  vs  scattered  material.  Be  careful  not  to 
scatter  material  imder  several  practically  identical  headings, 
where  one  heading  with  cross  references  from  others  will  serve; 
e.  g.  matter  about  **  taxes,"  **  imposts,"  "  duties  "  and  **  excise  " 
can  usually  be  grouped  imder  **  Taxes  "  with  reference  from  the 
others.  On  the  other  hand,  avoid  using  too  comprehensive  head- 
ings, which  will  draw  imwieldy  masses  of  modifications  better  dis- 
tributed among  more  specific  headings  and  connected  by  "  see 
also  "  cross  references  if  necessary. 

In  a  very  full  index  "suspended  animation"  might  be  indexed  under 
headings,  with  cross  references,  as  follows,  the  full  entries  being  supposed 
to  be  made  under  the  heading  "  Suspended  animation": 

Animation,  suspended,  see  Suspended  animation. 

Biology,  see  also  Suspended  animation. 

Dormant  vitality,  see  Suspended  animation. 

Hibernation,  see  also  Suspended  animation. 

Life,  see  also  Suspended  animation. 

Suspended  animation. 

Vitality,  see  also  Suspended  animation. 
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MODIFICATIOHS 

In  word  or  name  indexes  the  heading  is  usually  followed  directly 
by  the  page  reference,  but  in  subject  indexes  modifying  phrases  are 
frequently  added  to  differentiate  the  passages  cited  [see  Defini- 
tion of  terms,  p.  468]. 

Value.  These  modifications  are  sometimes  so  inseparably  con- 
nected with  the  heading  as  to  seem  a  part  of  it,  but  quite  as  often  they 
are  evidently  added  to  define  exactly  what  the  text  includes.  They 
may  be  of  little  consequence  in  brief  and  simple  indexes,  but  an 
elaborate  index,  where  large  numbers  of  references  are  grouped 
under  important  headings,  is  exasperatingly  incomplete  without 
them,  often  forcing  the  searcher  to  consult  many  pages  for  material 
to  which  he  might  have  been  sent  directly  by  an  added  word  or 
phrase.  H.  B.-  Wheatley  in  his  entertaining  and  suggestive  WhcU 
is  an  Index?  published  for  the  English  Index  Society  in  1878,  says 

[p.  45-46]: 

The  indexer  n^ust  aim  at  conciseness,  but  he  should  always 
specify  the  cause  of  reference,  more  especially  in  the  case  of  proper 
names.  Few  things  are  more  annoying  than  to  find  a  block  list 
of  references  after  a  name,  so  that  the  consulter  has  to  search  through 
many  pages  before  he  can  find  what  he  seeks.  Mr  Markland  draws 
particular  attention  to  this  point  in  a  commimication  to  the  Notes 
and  Queries  (ad  series,  vol.  7,  p.  469)  on  the  subject  of  Indexes. 
He  complains  bitterly  of  the  indexes  to  the  collected  edition  of 
Walpole's  Letters  and  to  Scott's  Swift.  In  the  latter  book  there 
are  638  references  to  Harley,  Earl  of  Oxford,  without  any  indica- 
tion of  the  reason  why  his  name  is  entered  in  the  index.  This 
case  also  affords  a  good  instance  of  careless  indexing  in  another 
partictilar,  for  these  references  are  separated  under  different  head- 
ings, instead  of  being  gathered  under  one,  as  follows: 

Harley  (Robert)  227  references 
Oxford  (Lord)  in  references 
Treasurer,  Lord  Oxford  300  references 
Mr  Markland  takes  the  opporttmity  of  pointing  out  that  good 
specimens  of  the  right  way  to  set  out  the  references  to  an  individual 
are  to  be  found  in  Nichols's  Literary  Anecdotes;  Hallam's  Consti- 
tutional History;  and  Campbell's  Liw5  of  the  Lord  Chancellors,  Prob- 
ably the  most  colossal  instance  of  the  fault  above  alluded  to  is  to  be 
fotmd  in  Ayscough's  elaborate  index  to  the  Gentleman* s  Magazine, 
where  all  the  references  under  one  surname  are  placed  together 
without  even  the  distinction  of  the  Christian  name.  Mr  Solly 
made  a  curious  calculation  as  to  the  time  that  wotdd  be  employed 
in  looking  up  these  references.  For  instance,  imder  the  name 
Smith,  there  are  241 1  entries  all  "en  masse,"  and  with  no  initial 
letters.  If  there  were  these  divisions,  one  would  find  "Zachary 
Smith"  in  a  few  minutes,  but  now  one  must  look  to  each  reference 
to  find  what  is  wanted.     With  taking  down  the  voltmies,  and 


476  NEW  TORK  STATE  LIBRARY 

htinting  through  long  lists  of  names,  Mr  Solly  fotind  that  eadi 
reference  cost  him  two  minutes  of  time,  a  by  no  means  extravagant 
estimate;  hence  it  would  take  the  consulter  eight  days  (woriong 
steadily  ten  hours  a  day)  to  find  out  if  there  be  any  note  about 
Zachary  Smith  in  the  Magazine,  a  task  so  awftil  to  think  of  that 
it  may  be  presumed  that  no  one  will  ever  attempt  it. 

Uniformity.  Modifications  need  not  be  used  uniformly  through- 
out an  index.  Some  subjects  occur  too  infrequently  to  require 
them;  e.  g.  in  an  index  to  laws  a  single  reference  to  "chloral" 
needs  no  modification,  but  loo  references  to  laws  ajBFecting  "cities** 
need  to  be  careftdly  diiSFerentiated  to  facilitate  the  reader's  search 
for  a  particular  law.  Their  use  must  be  determined  by  the  nature 
of  the  subject-matter,  and  therefore  of  the  headings,  the  probable 
number  and  character  of  references  to  the  subject  and  the  most 
important  use  of  the  index.  When  they  are  to  be  inserted  very 
generally,  add  them  tmiformly  to  all  headings  when  the  entries  are 
first  made,  since  it  is  easier  to  cut  out  those  not  desired  than  to  add 
after  all  the  entries  under  one  heading  are  brought  together.  To 
save  space  in  very  long  indexes,  modifications  may  sometimes  be 
dropped  from  all  headings  having  only  a  few  references  without 
seriously  impairing  their  value.  Very  general  or  indefinite  head- 
ings need  modifications  even  when  entries  are  few,  and  sometimes 
one  is  necessary  to  explain  the  presence  of  the  heading. 

If  a  modification  proves  to  be  too  general  or  of  too  little  impor- 
tance, drop  it  and  put  the  page  reference  immediately  after  the 
heading,  as  illustrated  by  the  first  entry  in  the  following  example: 

Trinity  church,  232;    charter,  120;    pews,  243;    rectors,  252,  360;    sex- 
ton, 365 

Clear  but  concise.  Make  the  modification  clear,  but  brief  and 
compact  as  possible,  omitting  every  word  not  necessary  to  perfect 
clearness.  The  idea  of  each  modification  should  be  distinct  from 
that  of  all  others  imder  the  heading,  so  that  the  searcher  may 
receive  a  definite  impression  of  the  character  of  the  text  referred 
to.  This  may  often  be  secured  with  but  a  word  or  two.  It  is 
not  necessary  that  sentences  be  complete,  and  much  space  may 
be  saved  by  cutting  out  superfluous  words;  e.g.  "Pacific  ocean, 
discovery,"  "Volcanic  explosions,  cause,"  "Patent,  royal;  validity," 
are  as  clear  and  significant  in  the  index  as  "  Pacific  ocean,  discovery 
of  the";  "Patent,  the  royal;  question  concerning  the  validity  of." 
In  this  work,  however,  the  indexer  must  be  alert  to  possible  altera- 
tions in  sense  through  ill  judged  cancelations.  A  work  now  widely 
used  narrowly  escaped  going  before  the  public  with  the  somewhat 
surprising  heading  "Washington  in  Jerseys,"  in  consequence  of 
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the  too  asealotis  economy  of  a  reviser  who  had;stricken  out  a  saving 
"the"  before  Jerseys. 

Inversions  under  heading.  Avoid  needless  and  confusing  inver- 
skms  under  heading.  The  subject  word  is  generally  brought  to 
the  head  by  inversion,  but  except  in  long  and  elaborate  indexes, 
where  a  scheme  of  classification  of  material  under  heading  must 
be  followed,  it  is  better  to  leave  modifications  as  nearly  as  may 
be  in  the  natural  order;  e.  g. 

Nicaragua  canal,  provisions  affecting  in  treaty  with  England 
nai   Nicaragua  canal,  England,  treaty  with,  provisions  in,  affecting 

Names  of  persons.  Cataloguers  and  bibliographers,  trained  to 
invert  author's  names  to  secure  alphabetic  arrangement  by  sur- 
names, sometimes  carry  the  habit  so  far  as  to  invert  them  under 
title  in  ordinaryJ.book  and  periodical  indexing.  The  eflFect  is  ex- 
tremely awkward  and  inconvenient.     Enter 

Wetmore,  W.  H.     Study  of  forestry  in  the  United  States 
and  Forestry  in  the  United  States,  Study  of;   by  W.  H.  Wetmore 
not   Forestry  in  the  United  States,  Study  of;  by  Wetmore,  W.  H. 

Do  not  try  to  condense  all  the  text  information  in  the  modifica- 
tion; even  if  possible,  the  reader  naturally  expects  to  find  more  in 
the  text,  and  is  misled. 

Some  indexers  seem  to  be  of  opinion  that  proper  names  are  the 

most  important  items  in  an  index,  and  while  carefully  including 

all  these,  they  omit  facts  and  opinions  of  much  greater  importance. 

As  a  rule  it  is  objectionable  when  the  consulter  finds  no  additional 

information  in  the  book  to  what  is  already  given  in  the  index; 

for  instance,  should  the  observation  be  made  respecting  a  certain 

state  of  mind  that  "the  Duke  of  Wellington  probably  felt  the  same 

at  the  Battle  of  Waterloo,"  it  will  be  well  for  the  indexer  to  pass 

the  remark  by  unnoticed,  as  should  he  make  the  following  entries, 

the  considter  is  not  likely  to  be  in  a  very  genial  mood  when  he 

looks  up  the  references: 

Waterloo,  the  Duke  of  Wellington's  supposed  feelings  at  the  battle  of. 
Wellington  (Duke  oO .  his  supposed  feelings  at  Watenoo. 

The  hackneyed  quotation  of 

Best,  Mr  Jtistice,  his  great  mind, 
can  not  be  omitted  here,  although  I  am  tmable  to  give  any  satis- 
factory account  of  its  origin.  It  forms  an  excellent  example  of 
the  useless  references  to  which  we  have  just  referred,  and  contains 
as  well  a  ludicrous  misapprehension  of  the  passage  indexed,  which 
is  said  to  have  been:  "Mr  Justice  Best  said  that  he  had  a  great 
mind  to  commit  the  man  for  trial."  There  can  be  no  doubt  that 
the  entry,  whether  it  ever  occtirred  in  an  index  or  not,  was  intended 
as  a  personal  fling  against  Sir  William  Draper  Best,  puisne  judge 
of  the  King's  Bench  from  1819-1824,  and  lord  chief  justice  of  the 
Common  Fleas  from  1824-1829. 

Wheatley,  What  is  an  Index?  p.  44-45 
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Allusions  and  unimportant  statements.  In  case  of  unimportant 
allusions  to  persons,  such  phrases  as  "referred  to,"  "alluded  to," 
"cited"  and  "quoted"  are  convenient  and  quite  stifBcient. 

Index  entry  a  pointer.  The  indexer  should  bear  in  mind  always 
that  the  index  entry  is  only  a  "pointer"  showing  where  certain 
information  is  to  be  fotmd.  If  in  a  word  the  gist  of  the  informa- 
tion can  be  indicated,  sometimes  saving  the  consulter  the  troubk 
of  turning  to  the  text,  it  may  well  be  given,  but  there  should  be 
no  attempt  to  make  the  index  entry  a  digest.  Nor  must  modifica- 
tions be  so  comprehensive  as  to  lack  the  necessary  precision. 
Though  the  entry  is  but  a  pointer,  it  mtist  point  definitely  to  the 
specific  object  and  not  simply  wave  a  gracious  hand  over  a  vast 
territory.  "Buddhism"  is  too  general  if  the  indexer  intends  to 
cite  the  work  of  Buddhist  missionaries  in  New  York  city;  "France, 
education  in"  does  not  necessarily  suggest  the  question  of  parochial 
vs  state  schools  in  France. 

Care  in  condensing  entries.  Be  careftd  that  the  modification  is 
not  condensed  in  such  a  way  as  to  become  a  false  or  miglp^f^mg 
statement,  expressing  more  than,  or  the  opposite  of,  the  text.  A 
passage  in  a  history  of  colonial  New  York,  stating  that  nonobserv- 
ance  of  the  Sabbath  was  forbidden  tmder  certain  penalties  by 
Peter  Stuyvesant  is  better  indexed  imder  "Sabbath  observance 
under  Gov.  Stuyvesant"  than  in  the  text  words  "Sabbath,  non- 
observance  tmder  Gov.  Stuyvesant,"  because  the  latter  form 
implies  injustice  to  the  doughty  Dutchman's  rule.  It  is  clearly 
misleading  to  index  a  paper  on  the  question  of  school  instruction 
as  to  the  effects  of  alcoholic  drinks  imder  "Alcohol,  use  taught 
in  schools." 

Tact  and  humor  in  indexer.  There  is  room  also  for  the  exercise 
of  tact  as  well  as  truthfulness  on  the  part  of  the  indexer.  Why 
enter  under  "Trenton,  gambling  in,"  when  attention  is  to  be  called 
to  Trenton's  crusade  against  gambling?  A  saving  sense  of  humor 
would  prevent  such  an  entry  as  "Oaths  concerning  debtors"  to 
represent  a  law  permitting  the  deduction  of  debts  from  the  evalua- 
tion of  taxable  property  when  properly  certified  imder  oath. 

Repetition   of   heading.     Avoid   repeating  the   heading  in   the 
modification;  a  change  in  wording  or  the  insertion  of  a  comma 
will  often  serve  to  express  it.     But  prefer  repetition  of  heading 
to  awkward  phraseology  or  confusion  of  meaning;  e.  g. 
Books,   character  in,  122;  of  facts,    }  Voice,    English,    no;    the  sweetest 


279;   moral  power,  159;  professor 
of,  needed,  166 


music,  251,  340;  index  of  a  state 
of  mind,  418;  a  hoarse  voice  a 
kind  of  warning,  422 
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ds  under  heading.  When  all,  or  most  of  the  matter  relating 
to  a  single  subject  is  given  consecutively  and  is  not  very  extended, 
it  is  generally  not  worth  while  to  give  an  analysis  under  the  main 
subject  heading;  let  a  single  blanket  entry  cover  the  mass.  If 
there  are  scattered  references  elsewhere,  differentiate  these  refer- 
ences, so  that  the  searcher  may  know  where  to  find  a  specific  phase 
of  the  subject  not  treated  in  the  main  section.  Bring  out  also 
specific  points  mentioned  in  the  main  section  as  headings  in  their 
own  alphabetic  places,  if  obviotisly  desirable;  e.g. 

Title  entry,  treatment,  13-14 

Title  entry,  treatment;  anonymous  books,  z8 

Biographic  titles,  14 

Novels,  title  entry,  13 

Anonymous  bool^,  title  entry,  18 

Sometimes  it  is  impossible  to  determine  at  the  outset  whether 
analysis  is  desirable.  This  diffictalty  tisually  arises  when  the  in* 
dexer  must  begin  his  work  before  all  the  text  is  in  hand.  In  such 
cases  choose  the  "blanket"  or  **omnibtis"  entry,  noting  in  the 
margin  of  the  text  the  alternative.  If  before  "verifying"  [see  p. 
489]  the  same  or  other  specific  modifications  have  been  needed 
for  the  subject,  the  change  can  be  made  at  that  point.  If  not, 
and  all  the  text  has  not  yet  been  read,  transfer  the  note,  abbrevi- 
ated, to  the  bottom  of  the  slip,  so  that  the  question  will  not  be 
overlooked  in  editing  and  can  then  be  settled  definitely. 

Scattered  references.  If  the  treatment  of  the  subject  is  scattered 
through  many  pages  and  constantly  interrupted  by  matter  not 
relevant  to  it,  of  cotu^e  thorough  analysis  and  differentiation  of 
references  will  be  necessary. 

Heading  identical  with  modification.  When  a  heading  is  also  a 
modification  of  another  heading,  do  not  duplicate  entries  if  they 
are  identical,  but  refer  from  the  modification  to  the  heading;  e.  g. 
Cities,  taxes,  see  Taxes,  cities.  The  relative  importance  of  the 
headings  must  decide  which  way  the  reference  shotdd  be  made. 
But  if  the  page  references  under  the  modification  are  only  a  part 
of  those  tmder  the  same  word  or  words  as  a  heading,  repeat  the 
entries  rather  than  refer  to  a  mass  of  material  most  of  which  is 
irrelevant ;  e.  g. 

Cities,  courts,  182,  260 

Courts,  71,  123.  182,  209,  253,  260,  297 

Modifications  in  ^^entry  a  line"  index.  If  the  index  is  to  be  in 
entry  a  line  form  [see  p.  496]  make  the  modification  very  brief  and 
place  the  most  important  word  first,  inverting  more  freely  to  this 
end  than  in  the  paragraphed  form,  since  it  will  head  the  line,  catch 
the  eye  first  and  determine  the  alphabetic  position  of  the  modifica- 
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tion.     With  these  limitations  the  modifications  can  seldom  I 
specific  as  in  the  more  common  paragraphed  index. 

CROSS  RBFERBNCB 

Cross  references  are  of  two  kinds,  commonly  spoken  of  as  '' 
references  and  "see  also"  references  [see  Definition  of  terms,  p. 
Make  a  **see"  reference  to  guide  the  reader: 

1  From  a  subject  heading  under  which  he  might  reasonably  ei 
to  find  material  to  the  heading  or  headings  chosen  for  that 
ject;  e.g. 

Excise,  see  Taxes 

Death  rate,  see  Mortality;  Vital  statistics 

2  From  other  forms  of  an  author's  name,  or  from  a  pseudoi 

to  the  form  chosen ;  e.  g. 

Ossoli,  Margaret  Ftdler,  see  Fuller,  Margaret 
Marvel,  Ik,  pseud,  see  Mitchell,  D.  G. 

Make  a  **see  also"  reference  to  connect: 

1  A  subject  with  its  subdivisions ;  e.  g. 

Literature,  see  also  Drama;  Essays;  Fiction;  Poetry 

2  Class  and  specific  headings ;  e.  g. 

Beverages,  see  also  Coffee;  Milk;  Tea 

3  Headings  which  are  related,  or  contain  allied  matter;  or  wl 

dissiniilar  for  the  most  part,  would  be  needed  by  an  investij 

of  a  certain  topic ;  e.  g. 

Laws,  see  also  Legislation 

Books,  see  also  Reading 

Children,  see  also  Minors;  Orphans;  Schools;  Wards 

Temperance,  see  also  Local  option;  Saloons 

Principles.     When  allied  headings  are  of  equal  importance  r 

the  reference  tmder  each;  e.  g. 

Labor,  see  also  Employees;  Wages 
Employees,  see  also  Labor;  Wages 
Wages,  see  also  Employees;  Labor 

Be  sure  that  the  heading  referred  to  contains  new  matter;  n 

make  reference  from  one  heading  to  exactly  the  same  pages  ( 

imder  another  heading.     If  the  same  information  is  entered  u: 

two  headings,  and  it  is  necessary  to  make  a  reference  from  a  tl 

make  such  reference  to  one  form  only ;  e.  g. 

Japan,  religion,  147 

Religion  of  Japan,  147 

Buddhism  see  Japan,  or  Buddhism  see  Religion  of  Japan 

but  not  both  for  this  partictilar  information.  The  searcher  wi 
only  the  fact;  he  does  not  care  imder  how  many  forms  the  ind 
has  seen  fit  to  refer  to  it.  Nothing  is  more  annoying  than  t 
sent  back  and  forth  through  the  alphabet  only  to  be  conducte( 
blind  alleys  to  the  paragraph  just  read. 


INDflXINQ  481 

Never  make  a  reference  to  a  related  heading  tinless  there  is 
actiially  a  relevant  entry  there;  i.  e.  do  not  refer  to  what  may  be, 
but  only  to  what  is.  This  is  a  common  fault  in  cyclopedias  and 
other  works  prepared  by  cooperation.  The  writer  of  an  article, 
e.  g.  on  x-rays,  supposes  that  there  will  be  full  treatment  of  the 
uses  of  the  x-ray  in  photography  under  the  heading  **  Photography," 
and  the  specialist  on  photography  assumes  that  that  particular 
branch  of  his  subject  will  be  sufficiently  covered  under  **  X-rays," 
with  the  result  that  the  seeker,  after  reading  both  articles,  has 
secured  nothing  on  his  subject  save  the  two  references,  **X-rays, 
see  also  Photography,"  "Photography,  5^^  ako  X-rays."  Careful 
editing  is  imperative  to  prevent  such  mistakes. 

Double  entry  vs  cross  reference.  When  but  one  or  two  brief 
entries  are  to  be  made,  as  a  rule  duplicate  tmder  the  various  head- 
ings needed  instead  of  making  references.  The  entry  seldom 
requires  more  space,  and  in  many  cases  actually  takes  less,  if  the 
modifications  are  as  compact  as  they  should  be;  and  the  searcher's 
time  is  saved,  which  is  the  first  object  of  an  index.  Exception 
may  be  made  in  case  of  references  from  rejected  to  chosen  forms 
of  names. 

Cross  reference  to  heading  only.  Do  not  make  cross  references 
too  specific.  As  a  rule  refer  from  heading  only  and  to  heading 
only,  not  particularizing  modifications.  Exception  should  some- 
times be  made  in  elaborate  indexes  where  subheads  are  used,  and 
in  indexes  printed  in  entry  a  line  form. 

PA6B  RBFERBNCES 

Inclusive  or  scattering  references.  If  a  subject  is  touched, 
dropped  and  taken  up  again  on  the  same  page,  let  the  first  refer- 
ence stand  for  all  tmless  the  mtervening  text  is  so  different  in  char- 
acter that  the  searcher  would  not  follow  up  the  matter.  This 
direction  applies  to  regular  reading  text ;  in  lists  of  names,  tabular 
matter  or  any  work  in  which  the  subject  is  constantly  changing, 
every  occurrence  of  a  subject  or  name  should  be  indexed.  If 
the  matter  runs  over  a  page  give  inclusive  figures;  the  reader 
frequently  wishes  to  know  whether  he  will  find  an  extended  dis- 
cussion, or  merely  incidental  mentions;  e.g.  120-29,  ^^^  the  less 
exact  120  et  seq. 

Exact  reference  byjninths.  Unless  pages  are  small  or  the  subject 
matter  is  indicated  by  prominent  center  or  side  heads,  it  is  con- 
venient to  divide  the  page  into  ninths  in  order  to  make  references 
perfectly  exact,  superior  figures  being  used  to  indicate  the  particular 
ninth  of  page  or  colimm  in  which  the  passage  referred  to  begins ; 
e.  g.  34*  means  pagel34  beginning  in  the  third  ninth  of  the  page 
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(about  one  third  of  the  way  down).  Of  the  superior  figures,  the 
Odd  numbers  i,  5  and  9  denote  the  top,  middle  or  bottom  of  the 
pages;  3  and  7, points  halfway  between  top  and  middle  and  middle 
and  bottom;  while  even  numbers  are  mere  modifiers  of  these 
positions,  2  denoting  a  point  a  little  below  the  top,  8  a  point  a  little 
above  the  bottom,  4  and  6  points  just  above  and  below  the  middle. 
If  there  are  several  columns  on  a  page,  use  two  superior  figures, 
the  first  denoting  column  and  the  second  position  in  the  column; 
e.  g.  89"""  means  page  89,  beginning  in  the  third  ninth  of  column 
I  and  ending  near  the  bottom  (in  the  eighth  ninth)  of  column  2 .  This 
system  is  very  useftd  for  books  reqtiiring  close  analysis,  where 
many  subjects  or  phases  of  a  subject  are  treated  on  a  single  page; 
it  wotdd  be  of  little  value,  and  by  no  means  worth  the  extra  time 
and  cost,  for  many  poptdar  books.  Wherever  it  is  used  a  clear 
note  of  explanation  shotdd  be  given  at  the  beginning  of  the  index. 

Marker.  For  this  work  a  "marker"  must  be  made,  consisting 
of  a  narrow  strip  of  paper  (an  inch  or  less  wide)  the  length  of  the 
printed  matter  on  the  page,  including  running  titles,  and  plainly 
divided  into  ninths,  the  spaces  being  numbered  i  to  9  from  top 
to  bottom. 

Beginning  of  citation.  The  page  citation  shotdd  begin  where 
the  subject  to  be  indexed  is  introduced,  not  necessarily  where  the 
subject  word  first  occtirs,  if  a  text  word  is  chosen  for  the  heading. 
The  marker  laid  on  the  page  shows  precisely  the  part  of  the  page, 
and  should  always  be  used  by  those  inexperienced  in  indexing  by 
this  exact  method.  If  the  indexer  has  a  good  eye  he  may  soon 
acquire  a  ready  and  accurate  judgment  of  relative  position,  and 
be  able  frequently  to  dispense  with  the  measure. 

Citation  of  volumes.  When  the  index  covers  more  than  one 
volume,  separate  volume  and  page  number  by  a  colon;  e.  g.  2:176*- 
3o*.  If  the  modifications  are  arranged  alphabetically  the  volume 
number  must  be  included  in  every  reference;  if  they  are  in  order 
f*f  entry,  i.  e.  of  occurrence  in  the  text,  the  volume  number  may 
be  omitted  after  the  first  reference,  but  shoidd  be  in  heavier  type 
in  order  to  be  easily  detected;  e.  g. 


Truth,  absolute,  6:197;  abstract, 
1:10;  2:304,  309;  adorer  of, 
4:276;  6:290;  apprehension  of, 
1:10,  70,  166;  2:264;  13 -30;  basis 
of  aristocracy,  10:43;  the  only 
armor,  6:219;  unity  with  beauty, 

1:59 


Nature,  Moore's  view  of,  1:103; 
modem  sentimentalism  about,  375; 
man's  connection  with,  376;  in 
Thoreau's  writings,  381;  her  in- 
difference to  man,  2:131;  as 
viewed  by  Rousseau,  266;  early 
view  of,  319;  the  free  shows  pro- 
vided by,  3:257;  Chaucer's  love 
of,  355;  love  of,  a  modem  thing 
260;  ignored  by  French  criticism? 
4:9;  its  double  meanings,  258 
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The  relative  importance  of  the  colon  and  semicolon  must  be  indicated  by 
spacing;  very  narrow  spaces  on  each  side  of  the  colon  and  regular  spacing 
alter  the  semicolon  will  prevent  any  confusion. 

If  the  voltmies  are  divided  into  parts  or  parts  into  volumes 
express  thus:  v.  i,  pt  1:39';  pt3,  v.  2:159". 

In  case  of  series  of  reports,  proceedings  etc.  when  the  volumes 
are  not  numbered,  citation  must  be  by  year;  e.  g.  '55-^7^1  '01:62. 

When  desirable  to  include  month  and  year  in  periodical  refer- 
ences cite  thus:  53:109  (Jan. '95);  68:149  (22  June  '99);  or,  in 
more  strictly  bibliographic  work,  Dec.  1897,  12:622-65.  In  a 
long  index  Library  Btireau  abbreviations  of  months  save  space: 
Ja,  P,  Mr,  Ap,  My,  Je,  Jl,  Ag,  S,  O,  N.  D. 

MBCHAHICAL  MSrHODS 

The  clerical  methods  of  constructing  indexes  are  three. 

I  Blank  book  plan«  In  this  an  alphabetic  arrangement  is 
approximated  by  allotting  a  certain  number  of  pages  to  letters 
or  combinations  of  two  or  more  letters — ^Aa,  Ab,  Ac,  Ba,  Be,  Bl,  etc. 
A  book  provided  with  marginal  letter  tags  is  desirable  for  this  use, 
or  better,  because  it  admits  of  interpolation,  separate  sheets  pro- 
vided with  marginal  index  letters,  clamped  in  a  binder'. 
The  space  allotted  to  the  combinations  must  not  be  equal,  but 
proportional.  Obviotisly  much  more  space  is  required  for  headings 
b^[inning  with  C  than  with  Q;  Ad  will  attract  many  more  entries 
than  Aa. 

Relative  space  for  letters.  The  relative  importance  of  the  letters 
of  the  alphabet  has  been  the  subject  of  considerable  research  and 
comparison.  H.  B.  Wheatley  gives  some  results  in  his  How  to 
Make  an  Index,  p.  197-202.  It  is  made  evident  that  C  and  S  are 
always  fxill  in  both  name  and  subject  indexes;  B  frequently  leads 
all  in  name  indexes  but  generally  falls  to  a  position  midway  in 
subject  indexes;  M  ranks  somewhat  above  the  average,  and  in 
indexes  of  English  names,  W  and  H  rank  high.  A  is  first  of 
the  vowels,  the  others  standing  but  little  higher  than  J,  K  and 
Q.  The  first  half  of  the  alphabet  requires  appreciably  more  space 
than  the  second.  While  statistics  prove  the  general  average,  they 
also  reveal  great  variation  in  special  instances.  It  is  apparent 
that  in  an  index  to  New  York  local  histoty  Dutch  names  would 
raise  the  letter  V,  usually  of  low  rank,  to  an  important  position, 
and  occasionally  the  ordinary  proportions  are  altered  most  imex- 
pectedly.     There  is  always  danger  of  miscalculation  in  assigning 

*For  fuller  description  and  criticism  of  this  method  see  Clarke,  Practical 
ImUxing,  p.  155-60. 
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Space,  and  consequent  blocking  of  letters.  When  this  occurs,  a 
new  place  must  be  set  aside,  a  reference  made,  and  thereafter  it 
will  be  necessary  to  look  in  both  places  for  entries  under  that 
combination.  This  system  has  been  very  poptdar  for  office  indexes 
but  is  ever3rwhere  giving  way  to  the  card  form. 

2  Order  of  occurrence.  The  second  method,  often  used  in  pre- 
paring book  indexes,  is  that  of  making  entries  on  sheets  in  the  order 
of  the  matter  indexed.  When  complete  they  are  cut  apart,  alpha- 
beted  and  motmted  on  sheets  for  the  printer. 

Alphabeting  slips.  In  sorting  into  alphabetic  order,  the  slips 
are  first  thrown  into  piles  by  initial  letter,  according  to  an  imaginary 
diagram  in  five  columns  of  five  letters  each: 

A  —  —  —  —  —  U 

B  —  —  —  —  —  V 

C  —  —  —  —  —  W 

D  —  —  —  —  —  X 

E  —  —  —  —  —  YZ 

The  relative  position  of  each  letter  is  soon  learned  and  slips  are 
placed  almost  automatically.  The  first  rough  alphabeting  should 
be  followed  by  a  more  exact  one.  This  method  of  indexing  is  very 
fxilly  described  by  F.  B.  Perkins  in  a  paper  on  "  Book  indexes  " 
in  Public  Libraries  in  the  United  States,  a  special  report  of  the 
Bureau  of  Education  published  at  Washington  in  1876.  It  is  fairly 
satisfactory  for  extremely  simple  work,  e.  g.  an  author  index  to 
a  classed  list  of  books,  but  in  more  complicated  indexing 
involves  a  considerable  loss  of  time  in  referring  to  earlier  entries 
and  in  final  editing  for  the  printer. 

3  Separate  slips.  The  third  method,  that  of  making  entries  on 
separate  slips  and  filing  them  in  trays  in  strict  alphabetic  order  as 
the  work  proceeds,  is  much  the  best,  and  is  described  in  detail  on 
p.  487-90- 

MARKDIO  PROOF 

Advantages.  When  the  character  of  the  special  problem  has 
been  grasped  and  a  general  idea  of  what  is  needed  attained,  the  text, 
whether  in  proof  or  already  in  book  form,  should  be  marked  for 
entries.  There  are  decided  advantages  in  thus  indicating  headings, 
modifications  and  cross  references  on  the  matter  to  be  indexed  before 
writing  the  entries.  Till  the  slips  are  alphabeted  (a  slow  process 
and  often  delayed)  in  no  other  way  can  the  indexer  easily  refer  to 
headings  and  modifications  already  chosen  for  certain  subjects, 
or  discover  forgotten  decisions  in  puzzling  cases.     When  a  change 
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must  be  made  in  fulness  of  indexing  the  marked  proofs  are  invalu- 
able, and  in  a  long  index  or  one  which  has  been  interrupted,  they 
are  of  great  service  in  securing  imiformity.  In  recurrent  work, 
such  as  reports  and  proceedings,  which  frequently  follow  the  same 
general  plan  year  after  year  and  contain  much  tabtdar  matter,  the 
marked  text  of  the  preceding  voltmie  is  a  much  more  useftd  guide 
than  the  printed  index,  and  it  often  enables  the  indexer  to  delegate 
the  work  to  an  assistant,  after  marking  the  new  sections,  with 
general  directions  to  follow  proof  of  the  preceding  year.  Perhaps 
most  important  of  all,  marking  proofs  makes  it  possible  to  consign 
the  mechanical  writing  of  entries  to  an  assistant. 

Methods.  There  are  many  possible  ways. of  indicating  entries 
in  the  text.  Any  method  is  good  which  is  simple  to  use,  avoids 
confusion  and  is  readily  grasped  by  an  tmtrained  assistant.  A 
method  which  has  stood  the  test  of  several  years  use  in  many 
kinds  of  indexes  is  as  follows: 

Indicate  the  heading  by  underlining  in  pencil  the  word  or  phrase, 

if  in  the  text ;  if  not,  write  it  in  the  margin  and  underline.     Indicate 

its  modification,  if  any  is  needed,  by  a  short  line  tmder  the  beginning 

of  the  modifying  word  or  phrase,  or  inclose  the  phrase  in  curves, 

crossing  out  tmnecessary  words  and  making  any  other  desired 

changes.     If  connection  between  heading  and  modification  is  not 

clear  use  a  tracer.     Indicate  a  **  see  "  reference  by  x  under  the 

word  from  which  reference  is  to  be  made  to  the  word  tmderlined 

for  heading;   e.  g. 

Roads    Highways 
X 

A  "  see  also  "  reference  may  be  indicated  by  adding  the  word 
**  also  " ;  e.  g. 

Roads     Highways 
X  also 

If  reference  is  to  be  made  both  ways  put  x  under  each  word ;  e.  g. 

Property     Mortgage 
X  X 

The  **  also  "  is  superfluous  in  this  case,  because  the  fact  that  double 
reference  is  desired  shows  the  form.  Most  frequently  the  heading 
referred  from  has  to  be  written  in  the  margin  and  so  is  just  as 
easily  written  **  Mortgage,  see  also  " ;  or,  if  it  is  the  heading  referred 
to,  "See  also  Mortgage." 

The  following  extract  from  Nichols's  Indexing  expresses  prin- 
ciples of  value  to  the  indexer  and  has  been  marked  to  illustrate 
the  plan  described  above: 


-f 


EUSJU 


subject  ooran  ahtrmard  enter 
If 


cqvilly  chpbie.  select  one  of  tlieni  lor  entry  and  mdke 
"••irW^*^^***^   erogrefafencefaomUieothefstOit     Tlielimii^Beofth»'Cu<^ 
^^^^|W^S> and  least  of  aO  jfllBL  caoept  m  title  entry^eed  not 

jjocu^^i^  wordmf  of  tfae  heading  and  modificatKMiB.  these  sbonld       -^^^ 

t  '^Kti  e»pre«  m  the  most^*— •  ##..w>  ,Am>.iV  ^  -■■■  ■  ■■  v.  ■         ^^ 

^  considered),  the 

actnal  subject,  the  entries 

simplest  form,  and  if  possible  to  a  <ungle  word 

The  markings   call  for  entries  as  below,  the  page  citati< 
ferring  to  Nichols's  Indexing,  which  is  printed  in  double  oolu: 

Consistency,  importance,  3" 
Uniformity,  see  Consistency 
Consistency  not  chief  aim,  3** 
Subject,  new,  how  to  treat,  3* 
Headings,  decide  on  and  follow  tixufonnly,  3" 
Synonymous  headings,  3** 
Headings,  synonymotis,  3" 
Cross  reference,  from  synonymotis  terms,  3" 
Language  of  text  often  disregarded,  3" 
Text  words  not  always  best  key,  3" 
Titles  need  not  be  followed,  3" 
Headings,  briefest  clear  form,  3" 
Modifications,  briefest  clear  form,  3* 

A  single  marking  of  the  heading  **  Consistency  "  stands  £< 
modifications,  because  no  other  heading  intervenes.  The  vm 
line  under  **  synonymous  headings  "  shows  that  the  words 
be  taken  together  as  a  heading ;  the  second  line  tander  "  he 
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directs  that  it  be  used  alone  as  a  heading,  modified  by  "synony- 
moiis,"  as  indicated  by  the  short  second  line  tinder  that  word. 
Curves  inclose  the  modification  of  the  heading  "Titles,"  because 
the  short  line  would  not  make  clear  how  much  of  the  phrase  was 
to  be  taken.  Tracers  show  that  "  briefest  clear  form  "  is  to  mod- 
ify both  "  heading  "  and  "  modifications." 

Perspective  in  choosing  headings.  It  shotdd  be  noted  that  these 
entries  are  made  for  a  separate  monograph  on  indexing  very  fully 
analyzed.  If  published  with  miscellaneous  papers  on  other  sub- 
jects the  headings  chosen  here  would  be  inappropriate;  most,  if 
not  all  of  them,  in  that  case,  should  be  entered  as  modifications 
under  the  heading  "Indexing."  Mr  Nichols's  paper  was  in  fact 
first  published  in  v.  17  of  the  Library  Journal^  where  it  appears 
in  the  index  only  under  "Indexing  (Nichols)  406-419."  Had  the 
indexer  seen  fit  to  analyze  the  paper  somewhat  the  heading 
*'  Indexing  "  would  still  have  been  sufScient  to  cover  all  modifi- 
cations. 

The  need  of  subheads  tmder  certain  headings  can  sometimes  be 
foreseen  in  marking  the  proof,  and  if  the  proper  word  is  chosen  then 
it  will  save  time  in  alphabeting  and  editing.  The  intention  to 
treat  as  a  subhead  is  indicated  by  the  word  "indent,"  a  direction 
as  to  form  of  printing,  which  mu^t  be  transferred  to  the  bottom 
of  the  slip  when  the  entry  is  written,  for  guidance  to  editor  and 
copyist. 

WRITIHO  SUPS 

After  the  indexer  has  read  enough  of  the  text  to  make  stire  that 
the  general  scheme  of  indexing  will  not  need  changing,  marked 
proofs  can  be  given  to  an  assistant  for  writing  slips.  For  this 
are  needed: 

1  V  slips.  Small  slips  (V  of  the  "standard  sizes,"  5^x7  cm, 
being  a  convenient  size)  of  light  weight  manila.  Thinner  slips 
may  be  used,  and  are  preferable  if  they  are  to  be  pasted  instead  of 
copied,  but  if  extremely  thin  are  diffictdt  to  handle. 

2  A  tray,  with  divisions  into  which  the  slips  fit  loosely. 

3  A  "  marker  "  dividing  the  page  into  ninths  [see  p.  482]. 
The  V  slips  are  large  enough  for  properly  condensed  entries 

tmder  ordinary  conditions,  and  are  recommended  because  they 
are  cheaper  and  may  be  compactly  filed. 

P  slips.  Rarely,  however,  occasion  may  arise  for  preferring 
7x1 2^  cm  thin  ruled  white  slips,  or  if  the  index  is  to  serve  also 
as  a  permanent  growing  office  record  (e.  g.  a  cumulating  index  to 
a  periodietsnical)  even  the  heavier  catalogue  card.    Trays  and  cab 
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may  be  bought  for  this  size,  which  is  that  of  standard  catalogue 
cards. 

Rules  for  V  slip  entries.  Write  on  each  slip  a  single  entry,  giving 
page,  and  if  desired,  ninth  of  page,  to  which  it  refers  [see  Page 
references,  p.  481-82].  If  matter  overruns  the  page,  make  tbe 
reference  inclusive,  but  let  first  mention  suffice  if  not  exceeding 
the  page,  imless  so  interrupted  by  other  subjects  that  later  men- 
tion might  be  overlooked  [see  p.  479]  e.  g. 


Roosevelt,  Theodore,  literary 
work,  175,  221-24,    245 


Title  cards,  97*,  97',  98* 


Give  each  modification  of  the  subject  a  separate  slip.  When 
the  same  unmodified  heading,  or  the  same  heading  and  modifica- 
tion, occurs  again,  the  page  reference  may  be  added  to  the  first 
slip  if  finding  it  requires  little  more  time  than  writing  a  new  slip; 
e.  g. 


Jamesto^Ti,  first  settlers,  13 


Jamestown,  Capt.  John  Smith 
in,  13,  270 


Adding  to  the  original  slip  is  worth  a  little  trouble,  since  in  a  long 
index  it  is  desirable  to  reduce  the  bulk  of  slips  in  alphabeting  and 
the  work  of  combining  in  editing.  "See  "  and  *'  see  also  "  refer- 
ences need,  of  course,  be  written  but  once. 

The  entry  should  begin  at  the  extreme  upper  left  edge  of  the 
slip,  with  every  line  following  indented  slightly,  so  that,  in  alpha- 
beting, the  heading  will  readily  catch  the  eye.  The  assistant 
indicates  on  the  text  by  a  check  imder  the  heading  that  the 
entry  has  been  written,  and  places  each  slip  as  it  is  made  behind 
those  already  in  the  tray,  so  that  the  entries  will  stand  in  order  of 
occurrence,  making  "verifying  "  easy.  In  a  long  piece  of  work  it 
is  a  good  plan  to  put  the  cross  reference  slips  in  a  separate  tray. 
If  alphabeted  occasionally,  reference  to  them  is  easy  and  prevents 
making  extra  slips  when  a  cross  reference  already  made  is  called 
for  on  subsequent  proofs.  Such  separation  also  greatly  facilitates 
comparison  in  editing. 
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VBRurymo 

The  indexer,  at  frequent  intervals  trnless  the  index  is  very  short, 
shotdd  verify  the  slips,  whether  they  have  been  written  by  him- 
iself  or  an  assistant,  by  carefully  comparing  each  ^ith  the  marked 
proof,  for  correctness  of  heading,  modification  and  page  reference, 
specially  noting  inclusive  pagings.  The  end  of  one  subject  and 
the  beginning  of  a  related  one  is  often|diffictalt  to  determine,  and 
if  the  assistant  is  imtrained  it  is  well  to  indicate  conclusion  of  a 
reference  when  marking  the  proof,  writing  it  in  the  margin.  While 
verifying,  questions  indicated  on  the  proof  must  be  settled  or 
transferred  to  the  slips  for  later  decision  [see  p.  479]  and  often  some 
of  the  editing  can  be  done,  saving  time  at  the  end,  when  there 
is  frequently  need  of  haste. 

ALPHABBTIHG  SLIPS 

Except  in  very  short  indexes  the  slips  should  be  alphabeted  often, 
later  blocks  of  slips  being  added  to  those  already  alphabeted  as 
soon  as  they  are  verified,  so  that  when  the  last  block  is  added  the 
alphabeting  of  the  whole  index  is  finished.  Frequent  alphabeting 
is  of  practical  service  to  the  indexer  as  the  work  proceeds,  the 
alphabeted  slips  being  much  easier  to  consult  for  forms  of  headings, 
etc.  than  the  marked  proofs;  it  also  makes  a  large  mass  of  slips 
easier  to  handle. 

Trays  for  alphabeting.  A  small  five  division  tray  serves  for 
alphabeting  newly  written  slips  when  this  is  done  frequently.  If 
a  large  number  must  be  alphabeted  at  one  time  the  work  is  more 
quickly  accomplished  by  means  of  a  24  division  tray.  If  the 
heavier  letters  are  likely  to  require  much  space,  leave  two  com- 
partments each  for  B,  C  and  S,  combining  I  and  J,  P  and  Q,  and 
X,  Y  and  Z  in  single  compartments.  It  will  aid  inexperienced 
assistants  if  each  compartment  is  labeled  plainly  with  its  letter.  If 
each  compartment  has  invariably  assigned  to  it  a  certain  letter  it 
will  soon  require  very  slight  attention  to  place  the  slips  for  a  given 
letter  in  the  right  compartment,  and  no  more  than  this  need  be 
attempted  in  a  first  rough  alphabeting.  Next  take  each  letter  by 
itself  and  alphabet  exactly  in  the  small  tray.  In  an  extremely 
elaborate  index  it  may  be  worth  while  to  take  a  second  large  tray 
and  arrange  by  second  or  even  third  letter,  words  beginning  with 
Ab,  Ac,  Aba,  Abb,  Aca,  etc.  before  final  alphabeting.  Familiarity 
with  the  headings  of  an  index  will  suggest  devices  to  lessen  the 
teditun  of  alphabeting  a  large  ntmiber  of  slips ;  e.  g.  if  a  certain 
name  or  subject  heading  occtirs  very  often  it  is  a  gain  in  the  first 
alphabeting  to  put  all  the  slips  containing  it  in  another  tray  instead 
of  throwing  them  in  with  the  other  slips  of  that  letter. 
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ARRAHOBMSRT  OP  MODIFICATIONS 

Before  final  alphabeting  this  ptizzling  question  must  .be  decided: 
Shall  the  modifications  tmder  each  heading  be  arranged  in  order 
of  entry  (i.  e.  order  of  occurrence)  or  alphabetically?  In  answer- 
ing it  the  nature  and  use  of  the  index  must  be  the  determining 
factor.  Order  of  entry  is  quite  generally  used  in  books  brought 
out  by  prominent  publishers  and  is  appropriate  to  the  largest 
number  of  indexes.  But  neither  arrangement  shotdd  be  slavishly 
followed  throughout  an  index  if  a  different  grouping  tmder  certain 
headings  would  be  more  useful.  Few  searchers  will  study  out 
your  plan  and  hold  you  to  it. 

Alphabetic  order.  In  indexes  of  ideas  [see  p.  469]  prefer  generally 
alphabetic  order,  alphabeting  by  the  most  significant  word,  not 
necessarily  the  word  that  by  chance  stands  first  in  the  modifying 
phrase.  The  important  word  may  sometimes  be  brought  to  the 
first  position  by  inversion,  but  this  shotdd  never  be  done  if  the 

result  is  awkward  and  confusing;  e.  g. 

Americans,  activity,  329;  conser- 
vatism, 201 ;  crime  no  shock  to, 
216;  destiny,  325,  418;  value 
dexterity,  211;  Dickens  on,  167; 
dress  with  good  sense,  86;  con- 
trasted with  English,  125;  def- 
erence to  English,  161,  370;  lack 
faith,  237;  gentlemen,  419;  lack 
idealism,  418;  impxilsiveness,  414. 

[From  index  to  Riverside  edition  of  Emerson's  Works] 

Here  the  words  "  dexterity,"  "  English,"  "  faith  "  and  "  ideal- 
ism," determine  the  alphabetic  arrangement  though  they  do  not 
lead  in  the  phrase. 

Order  of  entry.  Under  biographic  and  historical  headings,  follow 
order  of  entry,  which  is  in  most  cases  at  least  approximately 

chronologic ;  e.  g. 

Barclay,  Rev.  Henry,  bom  at  Al- 
bany, 6;  graduated  at  Yale,  6;  rec- 
tor of  St  Peter's  Church,  Albany, 
7 ;  rector  of  Trinity  Church,  N.  Y., 
8;  marries,  9;  doctor  of  divinity, 
10;  death,  11 

This  is  easily  followed  and  convenient.  An  alphabetic  arrange- 
ment would  have  made  the  clergyman's  death  and  elevation  to 
the  dignity  of  the  doctor's  degree  follow  immediately  his  birth, 
and  precede  his  graduation  from  Yale,  marriage  and  rectorships, 
conditions  which  offend  one's  sense  of  fitness,  even  in  an  index. 
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It  18  Still  more  objectionable  in  cases  where  there  are  many  mod- 
ions  having  no  salient  alphabetic  key  words  to  guide  the 
',  who  flotmders  helplessly  and  in  no  pleasant  humor  through 
and  space. 

: ,  When  a  large  ntmiber  of  entries  must  be  given  tmder  the  name 
::0f  the  subject  of  a  biography  or,  e.  g.  tmder  the  name  of  Washing- 
rtan  or  Wellington  in  histories  of  the  Revolution  or  Peninsular 

-  War,  prominent  divisions  of  the  man's  life  may  be  made  chrono- 
-:  logic  subheads,  or  brought  out  in  black  face  or  italic  tjrpe,  to  attract 

-  attention.    The  index  to  Proude's  Erasmus  groups  entries  tmder 
Bxasmtis  as  follows: 

,  Erasmus:     (a  few  general  entries  here) 

Youth  (20  entries) 

First  visit  to  England,  I4py  (15  entries) 
In  the  Netherlands  and  France  (21  entries) 
Visits  to  England  and  to  Italy 
Fourth  visit  to  England 
In  the  Netherlands 
Period  of  contest 
After  Charles  V's  election 
After  the  Diet  of  Worms 
After  election  of  Adrian  VI 
After  election  of  Clement  VII 
His  later  years 
Diet  of  Augsburg 
His  last  days 
His  writings 
Letters  of.  to 

Entries  are  arranged  in  order  of  occtirrence  tmder  all  the  subheads, 
except  the  last,  where  names  of  correspondents  are  given  in  alpha- 
betic order. 

Logical  order.    PoUow  logical  order  or  order  of  importance  when 

clearly  desirable;  e.  g. 

Students,  classes,  437^33';  class  of 
ipoz,  450*;  class  of  ipo2,  45o'-Si*; 
elective  work,  441*;  geographic 
summary,  437* 

There  is  no  reason  why  in  the  same  index  alphabetic  arrangement 

may  not  be  used  for  the  ftaller  headings,  and  order  of  entry  for 

tho^  covering  few  entries  or  relating  to  biographic  or  historical 

matter,  with  occasional  logical  groupings  if  desirable. 

Relative  advantages.    In  deciding  between  order  of  entry  and 

alphabetic  order  for  general  arrangement  of  modifications,  bear 

in  mind  relative  advantages  and  disadvantages.     Alphabetic  order 

is  a  useftil  guide  when  the  alphabetic  key  words  are  such  as  might 

readily  occtir  to  the  searcher,  enabling  him  to  ttim  directly  to  the 
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required  information.  For  matter  about  which  he  wotild  probably 
have  in  mind  a  chronologic  rather  than  an  alphabetic  outline,  orde^ 
of  entry  is  better.  One  great  advantage  of  order  of  entry  is  that 
if  the  searcher  finds  it  necessary  to  consult  all  page  references 
tmder  a  heading,  he  is  sent  through  the  volimie  or  volumes  in  order, 
instead  of  being  forced  to  lose  time  in  turning  back  and  forth,  as 
the  alphabetic  arrangement  would  probably  require.  In  a  long 
index  where  there  are  a  great  many  modifications  tmder  headings 
other  than  biographic  or  historical,  and  partictalarly  when  the 
modifications  are  brief,  alphabetic  order  is  generally  more  con- 
venient. This  is  almost  invariably  true  when  the  index  is  to  be 
printed  in  entry  a  line  form  [see  p.  496]. 

Consistency.  The  indexer  should  not  magnify  too  much  the 
importance  of  his  scheme.  He  should  remember  that  the  user  of 
the  index  will  never  read  it  through  or  make  any  profoimd  study 
of  its  plan,  but  will  look  for  specific  information  and  wish  to  find  it 
in^each  case  by  the  simplest  means.  Consistency  is  to  be  shown 
in  making  entries  always  clear  and  convenient  for  the  user,  not  in 
following  always  the  same  process.  When  imiform  methods  will 
aid,  follow  them;  when  they  will  confuse  or  impede,  forsake  them. 
When  the  plan  for  order  of  modifications  has  been  settled,  the 
general  direction  may  be  given  the  assistant,  special  arrangement 
imder  certain  headings  being  a  part  of  the  indexer's  work  in  editing. 
Subheads.  In  very  exact  and  complicated  work,  oftenest  in 
indexes  to  technical  matter,  subheads  and  sub-subheads  are  used 
to  avoid  repetition  and  the  crowding  of  material  tmder  too  general 
modifications.  If  a  modification  has  but  two  submodifications, 
they  are  better  retained  in  the  general  group  tmless  clearness  wotdd 
be  sacrificed ;  e.  g. 

Governors,  power  increased,  17*;  mesr 
sages  an  aid  to  comparative  legis- 
lation, 20';  messages  on  problems 
in  school  organization,  22*^2 3';  veto 
power,  37'-39* 

Three  or  more  submodifications  justify  grouping  tmder  a  subhead, 

e.g. 

Botmdaries,  11',  22*,  22'; 

Connecticut :  2  69',  2  7  o* ;  articles 
of  agreement,  34*;  assembly  act 
concerning,  272*;  Connecticut  river 
as  boundary,  463'; 

commissioners:  279*;  appointed, 
297";  instructions  to  298';  report, 
299« 
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The  subjects  here  are  really  three:  (i)  Botmdaries  (2)  Botmdaries, 
Gdnnecticut  (3)  Botmdaries,  Connecticut,  commissioners;  the 
lut  entry  stated  in  full  in  the  natural  order  would  be:  Report  of 
tile  oonmiissioners  on  the  botmdaries  of  Connecticut. 

The  sub-subhead,  illustrated  by  "  commissioners  "  in  the  last 
example,  is  seldom  needed,  but  removes  a  diffictilty  as  seriotis  as 
it  is  infrequent.  For  examples  of  forms  used  in  line  indexes  see 
p.  496.  In  paragraphed  indexes  [see  p.  496J  subheads  shotild  follow 
tile  single  modifications,  whether  these  have  been  grouped  in 
order  of  entry  or  alphabetically,  and  shotild  be  given  in  alphabetic 
sequence  tmless  a  logical  order  is  plainly  more  useftil.  In. the 
entry  a  line  index  modifications  and  subheads  are  arranged  in 
one  alphabet. 

ARRAHOBMBIIT  OF  CROSS  REFERENCES 

In  paragraphed  indexes  all  cross  references  are  arranged  alphabeti- 
cally after  all  modifications,  whether  the  latter  are  in  a  single  group 
tinder  main  heading  or  divided  among  subheads.  In  line  indexes 
general  references  from  one  subject  to  another  are  alphabeted  at 
the  end,  but  a  reference  from  a  specific  modification  follows  that 

modification. 

EDirmo 

CSooperative  work.  The  importance  of  careftil  editing  can  hardly 
be  overemphasized.  Where  many  hands  have  been  at  work 
ineonsistencies  and  omissions  are  inevitable.  Poole's  Index  to 
Periodical  Literature,  prepared  with  the  cooperation  of  the  Amer- 
ican Library  Association,  an  invaluable  tool  to  librarians,  illustrates 
the  dangers  attending  cooperative  work.  Material  is  divided 
between  the  headings  "  Country  life"  and  "  Rural  life,"  **  X-rays  " 
and  **  Roentgen  rays,"  "Cycling"  and  **  Bicycling,"  with  incomplete 
cross  reference  or  none  at  all.  Under  "Eddystone  lighthouse  "  three 
references  are  given,  while  in  the  same  voltune  [1882-87]  a  fourth 
paper  appears  tmder  "Lighthouses  on  the  Eddystone  rocks,"  no 
cross  reference  being  provided  with  either  heading.  In  the  volume 
covering  1887-92  the  headings  "Athlete,"  "Athletic  clubs,"  "Athletic 
sports"  and  "Athletics  "  are  given.  These  include  entries  of  articles 
on  athletics  in  Harvard,  Amherst,  Cornell,  and  in  France,  Switzer- 
land etc. ;  but  tmder  the  heading  "  Harvard  "  are  fotmd  entries  on  the 
athletic  controversy  at  Harvard  and  on  football  at  Harvard,  and 
imder  "  Eton  "  an  entry  on  athletics  at  Eton,  not  repeated  tmder 
"Athletics."  There  are  no  connecting  cross  references.  To  happen 
on  these  things  shakes  the  searcher's  confidence;  he  wonders  how 
many  more  stray  entries  might  be  fotmd  tmder  other  headings 
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The  nattiral  and  often  justifiable  impulse  to  accept  the  title  word 
if  it  satisfactorily  represents  the  subject  in  indexing  tnag^tm^ 
articles,  results,  when  150  periodicals  are  indexed  by  50  persons 
working  independently,  in  the  scattering  of  identical  subjects  Tinder 
many  more  or  less  synonymous  headings.  Only  he  who  gathers 
the  converging  threads  can  see  all  the  material,  and  to  bring  it  into 
proper  relation  and  secure  a  consistent  whole  -will  tax  his  vigilance 
to  the  utmost.  Though  the  urgency  of  revision  is  sp>ecially  evident 
for  cooperative  work,  it  is  not  less  true  that  the  work  of  one  person 
needs  sharp  scrutiny  after  all  the  material  is  in  hand. 

Points  to  be  corrected  in  editing.  It  is  usually  a  waste  of  time 
to  attempt  final  editing  till  all  slips  are  alphabeted,  so  that  the 
indexer  can  consult  any  heading  from  A  to  Z.  It  is  at  this  point 
that  new  relations  reveal  themselves  and  inconsistencies,  unavoid- 
able in  an  index  of  much  length,  are  most  easily  detected.  They 
will  be  found  in  forms  of  headings,  ftilness  of  indexing,  wording  of 
modifications  and  use  of  cross  references.  Many  of  them  may  be 
discovered  by  reading  the  slips  through  slowly,  but  the  most  gJa^ 
ing  omissions  and  inaccuracies  are  discovered  through  a  conscien- 
tious comparison  of  synonjrmous  or  allied  headings.  This  fre- 
quently leads  to  extensive  changes;  e.g.  transferring  modifict* 
tions  from  one  heading  to  another  and  substituting  cross  references; 
changing  a  **  see  '*  reference  to  a  duplication  or  partial  duplication 
of  matter  under  a  related  heading;  cutting  out  a  heading  and 
dividing  its  modifications  among  other  more  specific  headings; 
condensing  a  number  of  modifications  into  one  by  broadening  the 
statement,  or  substituting  for  a  too  comprehensive  modification 
more  specific  ones.  Such  radical  changes  can  not  be  made  without 
frequent  reference  to  the  text,  particularly  if  the  matter  referred  to 
is  not  clearly  in  mind. 

Synonyms.  The  synonyms  of  subject  headings  must  be  con- 
sidered and,  if  any  of  value  have  been  previously  overlooked, 
either  cross  references  or  added  entries  must  be  made. 

Cross  references.  New  cross  references  must  sometimes  be  made 
to  link  related  headings  [see  Cross  references,  p.  480]  tmd  cross  refer- 
ences already  made  must  be  carefully  traced  throughout  the  slips, 
or  the  reader  will  find  references  to  headings  which  have  been  cut 
out  and  none  to  those  which  take  their  place. 

Class  and  specific  headings.  Class  and  specific  headings  require 
careful  editing.  For  instance,  if  **  Zoology  "  is  made  a  heading, 
recall  its  subdivisions  and  if  any  have  been  brought  out  as  head- 
ings see  that  cross  reference  to  them  is   made.      If  both  "Ani- 
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mals  '*  and   **  Zoology  "  have  been  used,  discard  one  heading  if 

possible,  retaining  the  one  more  appropriate  to  the  text;  make 

reference  in  either  case ;   e.  g. 

Zoology,  see  Animals 

Animals,  see  also  Baboon;  Fox;  Lion 

Birds,  see  also  Robin;  Vireo 

If  there  are  entries  under  a  great  number  of  species  it  may  be 

better  to  substitute  a  general  reference: 

Animals,  see  also  names  of  animcds 
Birds,  see  also  names  of  birds 
This  form  is  rarely  preferable  except  in  "growing  indexes." 

Take  care  that  no  reference  to  a  special  animal  or  bird  is  entered 
under  the  general  instead  of  under  the  more  specific  heading. 

When  it  is  decided  late  in  the  work  to  throw  certain  matter  under 
a  subhead  or  sub-subhead  make  sure  that  its  modifications  are 
reworded  to  suit  the  new  arrangement,  and  that  imder  it  is  placed 
every  modification  which  rightfully  belongs  there. 

Cancelations.  Superfluous  words  which  have  been  allowed  to 
stand  on  the  slips  should  now  be  canceled  and  words  injudiciously 
canceled  on  slips  be  restored  [see  p.  476-77]. 

Questions  of  doubtful  treatment,  which  have  been  noted  on  the 
slips  in  verifying,  must  be  settled  and  the  notes  canceled  to  pre- 
vent confusing  the  assistant  when  copying  or  motmting  slips. 

Finally,  any  desired  rearrangement  in  order  of  modifications 
must  be  made. 

FORMS  OF  pRnrnNO 
Style.    The  two  commonest  forms  of  index  are  (i)  paragraphed 
and  (2)  entry  a   line.     Both  forms  have  hanging  indention,  i.  e. 
every  heading  begins  flush  with  the  left  side  of  the  colunm,  and 
each  succeeding  line  is  indented  or  set  in. 

I  Paragraphed  index.  In  the  paragraphed  index,  the  modifica- 
tions and  references  under  headings  follow  close  on  each  other, 
forming  a  block  or  solid  column.  The  paragraph  is  broken  for: 
(a)  a  subhead,  distinguished  by  first  indention ;  (b)  a  sub-subhead, 
having  second  indention;  (c)  a  cross  reference  after  subhead  or 
sub-subhead,  which  is  in  a  line  with  preceding  modifications;  e.  g. 
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Tables,    description,    51'.       See  also 

Statistics 
Technical    schools,  bulletin  on,    16*; 
power    to   grant  certificates.    51*, 
1 3  5*-3  6* ;  legislation  affecting,  137*- 
4o«; 

statistics:     74-81,  475-91;  com- 
»  mencemcnt,  478;   days  in  session, 

73 1  478;  incorporation,  476;  prop- 
erty, 484-87 ;  students,  480-82 
See  also  Professional  schools ;  Uni- 
versities, statistics 
Temple     Grove     seminary,     Saratoga 
Springs,  statistics,  526-41 

2  Entry  a  line  index.  This  differs  in  arrangement  of  mod 
tions  and  subheads.  Each  modification  after  the  first  beg 
line,  slightly  indented  (i  em)  tmder  the  heading,  forming  an 
column  at  the  left,  unbroken  except  when  a  modification  ove 
the  line.  Subheads  have  the  same  arrangement,  but  a  c 
indention.  This  form  is  most  commonly  used  for  word  and 
indexes  and  is  much  easier  to  refer  to  than  the  paragraphed 
but  occupies  more  space ;  e.  g. 

Earnings,  see  Wages 

Editors.  2534 

Education,  164-718;  1187-88 

boards  of,  iqi,  207,  217-36,  264         (i  em    indention) 
277,  320  (3  ems  *'         ) 

city  boards,    164,    202,    256-57,     (2  ems  **         ) 

331-32,409  (3  ems  "         ) 

county  boards,  164,  168,  174 
district  boards,  17 4-7 5,  35 1 
state  boards,  164,  175 
territorial  boards,  170 

higher,  525-99 
professional,  590-99 

See  also  Schools;  Universities 
Educational  bulletins,  225 

corporations,  1227,  1234-35,  1662 
institutions,  1405,  1493-98,  2998 
See  also  Schools;  Universities 
journals,  164 
Ejectment,  2875-78 

3  Combined  form.  By  a  combmation  of  the  paragraphec 
entry  a  line  index  it  is  possible  to  secure  much  of  the  condem 
of  the  first  with  the  prominent  alphabeting  of  the  second  in  : 
fications  which  do  not  lend  themselves  easily  to  the  entry  ; 
form;  e.  g 
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Bird  psychology,  46 
courage,  28 
dissimulation,  32 
individuality,  lo-ii 
inherited  instincts,  27 
intelligence  shown  in 
building,  $2;  bringing  up  young, 
18;  cooperation,  18;  getting  food, 
262;  protecting  young,  39;  strat- 
egy, 39-40 
play  impulse,  75 
storing  habit,  133 
[From  Merriam's  Birds  of  Village  and  Field,  Houghton] 

COPYINO 

aeral  rules.     The  following  rules  apply  to  both  paragraphed 
;ntry  a  line  forms: 

rite  legibly  in  black  ink  on  only  one  side  of  tiniform  sheets; 
5  sure  that  figures  and  ptmctiiation  can  not  be  mistaken, 
e  wide  margin  at  left  and  generous  spaces  between  lines  to 
interpolation.  Keep  headings  in  vertical  line,  indenting^ 
t  an  inch  modifications  which  overrun  the  width  of  the  page, 
rite  each  heading  once  and  pay  no  attention  to  its  repetition 
le  slips,  copying  only  the  modifications.  Single  out  all  the 
under  one  heading  when  its  copying  is  begun,  making  certain 
e  the  next  heading  begins. 

Ice  "  and  "  Sec  also."  In  references  from  one  heading  to 
ler  the  word  **  see  **  should  be  preceded  by  a  comma  and  writ- 
vith  a  small  5;  but  '*See  also,"  which  always  stands  at  the 
ming  of  a  sentence,  should  be  preceded  by  a  period  and  written 
a  capital  S;  tmderline  in  both  cases,  to  indicate  italic  type. 
5  words  **  see  "  and  **  see  also  "  only  once,  but  begin  each 
ing  referred  to  with  a  capital,  and  separate  them  by  semi- 
s. 

riod.     Omit  periods  at  ends  of  paragraphs. 
tcs  in  italic.     Underline  all  dates  for  italic  type ;   e.  g.    Prin- 
5  coimcil,  i8pj,  14* 
:lusiyc  figures.     Write  inclusive  figures  thus: 

4-17  175-76  2107-209 

27-29  137-233  2137-38 

107-9  2007-9  1987-2000 

is,  write  out  last  two  figures  of  second  paging,  except  where  a  naught 
ling  the  last  figure  or  a  change  in  the  initial  figure  interferes  with  thr 

breviations.     Write  out  words  which  have  been  abbreviated 
le  slips  if  the  s}>0!ft..fpnn^w^tjJ^3^!^end  on  the  printed  page 
"and,**   not  ,/&,^'  /'ftyamtnatioti^X  not     'exams."     Abbre- 
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viations  may  be  used  somewhat  more  freely  in  an  index  than  cls^ 
where  but  should  not  be  multiplied  to  confusion.  If  an  elaborate 
system  is  employed  tmder  urgent  need  of  economy  of  space,  a 
nmning  footnote  should  be  given  referring  to  the  page  where  the 
explanatory  table  is  to  be  foimd. 

Space  between  letters.  Leave  extra  space  between  initial  A  and 
B,  and  so  on  throughout  the  alphabet,  inserting  the  word  "slug." 
Draw  a  line  (or  **  ring  ")  round  this  and  other  directions,  the 
**  ring  '*  being  the  sign  to  the  printer  that  words  are  not  to  be 
printed. 

Numbered  sheets.  Ntunber  finished  sheets  consecutivelv  with 
large  figures  in  upper  right  hand  comer.     Do  not  roll  or  fold. 

Special  rules  for  paragraphed  index.  The  following  rules  apply 
only  to  the  paragraphed  index: 

Separate  modifications  tmder  each  heading  by  semicolon. 

Indent  subheads;  but  if  modifications  tmder  subheads  over- 
nm  the  width  of  the  page,  bring  second  and  following  lines  oat  to 
the  vertical  line  of  modifications  tmder  heading.  In  case  of  sob- 
-subhead  indent  again  and  bring  second  and  following  lines  oat 
to  vertical  line  of  first  subhead.  Follow  the  page  reference  imme- 
diately preceding  the  indented  subhead  by  a  semicolon,  and  sep- 
arate the  subhead  and  its  modifications  by  a  colon  [see  illtistn- 
tions,  p.  496]. 

Special  rules  for  entry  a  line.  Begin  each  modification  on  a 
new  line.  Do  not  capitalize  first  word  of  modifications  tmless  it 
is  a  proper  name  or  other  word  which  tmder  editing  rules  reqtiires 
a  capital. 

First  word.     If  several  entries  begin  with  the  same  word,  do  not 

repeat  unless  necessary  to  prevent  ambiguity  [see  p.  499]  but  indent 

modifications;  e.  g. 

Cotton,  1546 

factory  insurance  companies,  1773 

gins,  502 

seed  meal,  1473 

Follow  the  same  principle  where  several  modifications  tinder  head- 
ing begin  with  the  same  word,  using  a  second  indention. 

"  See  also."  "  See  also  "  should  be  written  with  a  capital  S, 
on  a  separate  line,  with  a  second  indention,  and  tinderlined  for 
italic  type  [see  illustrations,  p.  496]. 

Combined  word  and  subject  index.  In  rare  instances  a  combi- 
nation of  the  word  index  and  subject  index  is  desirable.  In  this 
case,  apply  rules  for  line  index  to  lists  of  words  more  easily  con- 
sulted in  that  form,  and  rules  for  paragraphed  index  to  all  other 
headings. 
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PASTINO 

A  much  quicker  method  of  preparing  slips  for  printing  is  to  paste 
them  consecutively  on  large  sheets  of  paper,  overlapping  them 
when  the  entry  does  not  cover  the  whole  slip.  If,  after  editing, 
the  slips  are  perfectly  legible,  this  method  is  feasible  (i)  when  the 
index  is  not  too  complicated ;  (2)  when  the  slips  will  not  be  needed 
again.  In  case  of  separate  volumes  of  a  set  or  numbers  of  a  series 
the  consolidated  index  is  most  easily  constructed  from  the  slips 
of  the  separate  indexes,  with  careful  reediting.  Slips  should  also 
be  preserved  in  case  of  annual  reports  similar  in  plan  from  year 
to  year,  when  changing  the  page  references  will  often  save  half 
the  work  of  slip  writing. 

FINAL  PREPARATION  FOR  PRINTER 

If  the  index  is  copied,  the  manuscript  must  be  carefully  compared 
with  the  slips.  This  is  most  quickly  and  accurately  done  by  two 
persons,  the  assistant  reading  aloud  from  the  slips  while  the  indexer 
follows  the  copy.  The  reader  must  give  carefiilly  not  only  words, 
but  significant  punctuation  and  the  spelling  of  proper  names  where 
there  is  a  possibility  of  mistake. 

Take  care  that  in  case  of  persons  with  same  surname  or  wholly 
identical  names,  or  of  words  identical  in  spelling  but  different  in 
meaning  (homonyms),  the  heading  is  repeated.  Otherwise  ludi- 
crous mistakes  are  likely  to  occur,  most  often  in  line  indexes;  e.  g. 

Lead,  copper 

metallurgy 

kindly  light  (Newman) 

poisoning 

or  (from  the  index  to  Bartlett's  Familiar  Quotations) 

Sow  for  him,  build  for  him,  470 

he  that  observeth  the  wind  shall  not,  831      /"  .    !  ~ 

thy  seed  in  the  morning,  831 

wrong,  by  the  ear,  19,  785 

ye  are  like  to  reap,  as  you,  214 
Type.  Indicate  use  of  heavier  type  for  the  first  word  under  a 
new  letter  by  a  colored  pencil  line,  and  state  its  meaning  on  the 
sheet  of  directions  to  printer  tmless  already  tmderstood.  On  the 
same  sheet  indicate  type  and  leading  for  the  whole  index,  dimen- 
sions of  page  and  width  of  column. 

Indention.  If  the  indention  is  usual,  mark  it  only  once  in  the 
margin  of  copy  of  first  page,  taking  care  to  "  ring  "  all  such  explan- 
atory matter  to  make  plain  that  it  is  not  to  be  set  up.  Indicate 
indention  of  subheads  and  sub-subheads  by  outlining  a  small  square, 
the  printer's  sign  for  indention,  in  the  margin  where  they  occur. 
If  the  indention  is  to  be  more  than  i  em,  write  the  number  of  ems 
n  the  rectangle ;  e.  g. 
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Education,  164-718,  1187-88 


lem 

boards  of,    191,  207,  217-36,  264, 

8  exn8| 

277,  320 

2  emsj 

city  boards,  218,  223,  2223,  2227, 

2231,  2233,  2243,  2245,  2267, 

2283,  2350 

county  boards,  2230,  2235,  2240 

Pasted  copy.  If  the  slips  have  been  pasted,  all  the  omissions 
and  corrections  that  would  have  been  made  in  copying  must  be 
indicated.  Cross  out  all  repetitions  of  a  heading  and,  if  the 
index  is  to  be  printed  in  paragraphed  form,  connect  the  modifica- 
tions by  semicolons  and  tracers.  Correct  illegible  letters  and 
figures,  inaccurate  pimctuation  and  capitalization,  and  write  in 
the  necessary  marginal  directions  as  on  ordinary  copy.  This  is 
particular  work  and  should  always  be  done  by  the  indexer. 
Last  of  all  run  quickly  over  the  alphabeting  of  headings  which  may 
have  become  slightly  disarranged  in  copying  or  pasting  and  failed 
to  catch  the  reviser's  attention,  directed  to  details  of  individual 
entries. 

PROOF-READINO 

The  proofs  shoiild  be  carefully  read  by  the  indexer,  with  mind 
alert  for  mistakes  and  omissions,  whether  his  own  or  the  com- 
positor's. The  alphabeting  shotdd  again  be  gone  over,  preferably 
in  page  proofs  after  most  of  the  corrections  have  been  made. 
On  page  proof  also  the  heading,  followed  by  the  word  *'  continued  " 
in  curves  and  italicized,  must  be  inserted  wherever  entries  over- 
run a  column ;  e.  g. 


Property,  377 

actions  affecting,  739 
conveyances  of,  392 
damages  to,  384 


Property  {continued) 
lines,  386 
personal,  400 
real  estate,  379 


judicial  sales,  736  titles  to,  381 

It  is.  also  well  in  a  long  index  which  has  come  from  the  printer  in 
sections,  to  verify  all  cross  references  on  the  final  proof,  to  make 
sure  that  none  have  been  invalidated  by  alterations  while  the  work 
was  in  progress.  These  are  hard  sayings  because  they  involve 
drudgery;  but  the  indexer  who  lacks  patience  to  take  infinite 
pains  for  the  sake  of  verbal  accuracy,  to  be  vigilant  to  the  verge 
of  fussincss,  has  missed  his  vocation,  however  great  his  mental 
power  and  learning.  An  erroneous  reference  is  a  bibliographic 
crime. 

INDEXING  PERIODICALS 

Classified  indexes.  There  is  no  branch  of  indexing  more  important 
at  present  than  indexing  periodicals,  and,  unfortunately,  few 
serial  publications  are  indexed  completely  or  according  to  a  rational 
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Ian.  A  large  proportion  offer  instead  of  a  true  table  of  subjects 
L  one  alphabet,  several  alphabetic  lists  of  titles  or  subjects  found 
L  the  various  departments  of  the  magazine,  tmder  such  headings 
5  "The  Week,"  "Editorial,"  "Contributed  articles,"  "Corres- 
ondence."  This  forces  the  seeker  to  consult  several  alphabets 
>  obtain  all  material  on  a  given  subject,  and  often  separates  state- 
lents  of  fact  from  editorial  comment  or  the  criticism  of  correspond- 
nts.  The  New  York  Nation  index  has  seven  separate  alphabets, 
inder  *''The  Week  at  home,"  "Abroad,"  "Notes,"  "Editorial 
tnd  miscellaneous,"  "Special  correspondence,"  "Occasional  cor- 
'espondence  "  (an  inane  distinction  to  the  consulter  of  an  index), 
'Titles  of  books  reviewed,"  followed  by  page  references  without 
inalysis  imder  "  Books  of  the  week."  A  still  more  irritating  exam- 
ple of  this  tendency  to  classify  what  for  convenience  of  reference 
^oxild  be  alphabeted  is  the  index  to  the  London  Athenaeum,  an 
elaborate  piece  of  work  which  John  Denison  Champlin,  who  through 
long  experience  as  a  compiler  of  useful  information  has  gained 
wide  acquaintance  with  indexes  and  authority  to  criticize,  char- 
acterizes as  "interesting  as  a  ptizzle,  but  deficient  in  almost  every 
quality  that  should  go  toward  the  making  of  a  useful  index  .  .  . 
a  series  of  useless  wheels  within  wheels."  Its  five  grand  divisions 
are  "Literature,"  "Science,"  "Fine  arts,"  "Music,"  "Drama"; 
each  of  these  departments  is  subdivided  into  five  or  six  groups 
varying  somewhat  in  caption,  the  headings  \mder  "  Literature" 
being  "  Reviews,"  "  Poetry,"  "  Original  papers,"  "  Obituaries," 
•'  Gossip."  The  result  is  some  27  alphabets,  inconvenient  for 
searchers  who  have  studied  the  plan  and  hopeless  without  such 
study. 

Symbols  to  mark  class.  Some  indication  is  needed  in  the  index 
of  the  scope  and  form  of  matter  cited.  A  reader  wishes  to  know 
whether  he  is  being  referred  to  a  brief  note  or  an  extended  treat- 
ment, an  official  editorial  statement  or  a  hospitable  presentation 
of  opinions  possibly  not  indorsed  by  the  editor.  This  can  be 
attained  in  a  single  alphabet  by  use  of  compact  abbreviations  or 
symbols  to  distinguish  different  forms  of  editorial  matter,  corres- 
pondence, contributed  papers,  etc.  or  to  call  attention  to  illustrated 
articles.  Letters,  stars,  daggers  etc.  may  be  employed;  whatever 
scheme  is  devised  should  always  be  carefully  explained  at  the 
beginning  of  each  volume  index. 

Book  reviews  and  poetry.  The  only  exception  to  the  rule  already 
quoted  that  an  index  should  be  one  and  indivisible  [see  p.  467]  is 
in  favor  of  grouping  book  reviews  and  poems  by  themselves,  either 
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at  the  end  or  under  B  and  P  in  the  main  alphabet.     The  reason  for 
this  treatment  of  book  notices  is  that  they  constitute  a  peculiar 
class  of  entries  often  sought  as  such,  and  if  disx>ersed  by  initial 
through  the  main   alphabet  of  subjects   and    authors  would  be 
easily  confused  with  entries  of  a  different  character,  and  even  if 
distinguished  by  a  symbol  would  be  traced    with    much  effort. 
It  is,  therefore,  hardly  a  violation  of  the  general  rule  to  treat "  Book 
notices*'  as  a  subject  heading  and  alphabet  under  it,  and  the  superior 
convenience  of  that  arrangement  is  generally  conceded  by  those 
who  have  most  occasion  to  consult  reviews.     This  group  should 
include  all  the  critical  estimates  of  books  which  the  voluane  con- 
tains, whether  found  in  a  department  specially  devoted  to  reviews 
or  imder  some  individual  title  in  the   body  of  the  magazine.    A 
critical  paper  entitled   **Six  Notable  Novels"    need   hardly  ap- 
pear  in   the   index  tmder   title,  but  each  of  the  six  novels  must 
be  brought  out.     If  several  books  on  a  single  subject  are  grouped 
for  review  under  a  significant  title,  e.g.     ** Tuscan  sculpture"  or 
"The  praise  of  Switzerland,"  it  may  be  well  not  only  to  enter 
the  books  reviewed  tmder  **  Book  notices,**  but  also  to  bring  out 
such  title  in  the  main  alphabet. 

Poems  are  separately  grouped  for  similar  reasons.  Persons 
seeking  them  probably  will  not  remember  exact  titles  but  can 
quickly  identify  a  poem  sought  in  a  comparatively  small  group. 
Perhaps  the  most  satisfactory  plan  is  to  alphabet  titles,  followed 
by  author's  surname  in  curves,  under  the  heading  *'  Poems,"  and 
enter  each  poem  also  under  author  in  the  general  alphabet,  the 
word  "poem"  following  the  title  in  curves;  e.  g. 

Poems 

Three  things  (Scollard) 

Watcher,  The  (Dickinson) 

In  the  main  alphabet: 

Dickinson,  Martha  G.     The  watcher  (poem) 
Scollard,  Clinton.     Three  things  (poem) 

Title  indexes.  Another  unsatisfactory  type  of  magazine  index, 
though  in  one  alphabet,  gives  only  actual  titles  of  articles  without 
attempt  to  bring  out  subjects  where  the  titles  give  no  clue.  Where 
the  title  satisfactorily  indicates  the  subject  the  key  word  should 
be  brought  to  the  front  by  inversion,  if  necessary;  e.  g. 

Cromwell,  Constitutional  experiments  of 

Here  a  second  entry  in  the  natural  order  might  well  be  made 

for  readers  seeking  national  or  constitutional  history. 

Cuba,  American  misgovemment  of 

Gilbert,  Mrs,  Stage  reminiscences  of 

Art  and  philosophy,  ancient  feud  between 
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Here  a  possible  second  entry  should  be  tinder  **  Philosophy  '* 
rather  than  **  Ancient." 

Mere  inversion  of  title  will  not,  however,  always  produce  satis- 
factory results,  as  is  easily  illustrated:  "Mule  go,  Must  the  canal? '' 
does  not  properly  represent  a  discussion  of  the  use  of  electric  motors 
on  canals.  **  Better,  The  less  of  it  the  *'  is  not  an  illuminating  entry. 
It  may  sometimes  be  necessary  to  good  sense,  and  therefore  justifi- 
able, to  make  slight  alterations  in  form  when  titles  are  inverted; 

Lamp,  Maggie  Murphy  incandescent 
Halibut,  Shipping  the  Pacific  coast  east 

wotdd  be  better  represented  by 

Lamp,  incandescent;  The  Maggie  Murphy 
Halibut,  Shipping  east  from  Pacific  coast.  ^ 

The  searcher  who  comes  to  the  index  for  a  certain  subject  without 
previous  knowledge  of  the  actual  content  of  the  volume  must  find 
his  clue  under  subject.  He  knows  nothing  of  picttiresque  titles 
invented  to  attract  persons  not  previously  consciotis  of  interest  in 
the  subject.  Nor  does  the  average  reader  of  periodicals  often 
recall  the  exact  title  of  an  article,  and  unless  it  is  odd  or  striking 
enough  to  remain  in  his  memory  his  search  is  always  for  the  person, 
place  or  subject  written  about  or  the  author  of  an  interesting 
essay  or  clever  story,  the  title  of  which  was  of  minor  importance 
and  quickly  forgotten.  Therefore,  if  both  subject  and  title  can 
not  be  included,  omit  the  title  entry. 

Striking  titles.  In  some  instances,  however,  entries  should  be 
made  imder  titles  which  afford  no  clue  to  the  real  subject.  A 
paper  by  Bradford  Torrey  on  the  habits  of  humming  birds  was 
published  in  the  Atlantic  Monthly  entitled  "A  Widow  and  Twins." 
This  striking  title  might  easily  remain  in  the  reader's  mind  whether 
he  had  read  the  paper  or  simply  glanced  through  the  table  of  con- 
tents with  a  view  to  future  reading,  and  it  is  properly  brought 

out  imder 

**Widow  and  twins,  A."  (Torrey) 

The  subject  entry  would  be: 

Humming  birds:  A  widow  and  twins  (Torrey) 
and  an  author  entry: 

Torrey,  Bradford,  A  widow  and  twins 

would  meet  the  needs  of  those  in  search  of  Mr  Torrey's  writings. 
Subject  and  title  entries  for  the  paper  "Hunting  Big  Game  with 
the  Camera**  might  be  as  follows: 

*  These  examples  of  **how  not  to  do  it"  are  taken  from  existing  indexes. 


o04  NEW  YORK  8TATB  LIBRARY 

Photography  of  animals.     Hunting  big  game  with  the  camera 
Animal  photography.     Hunting  big  game  with  the  camera 
Camera,  Hunting  big  game  with  the 

The  first  entry  is  imperative,  the  second  desirable;  the  third 

might  be  spared  without  seriotis  loss  if  strict  economy  of  space 

must  be  practised.     The  following  examples  further  illustrate  the 

principle : 

United  States,  commerce.     Our  nation  and  the  trade  of  the  world 
Vancouver  island.     Under  the  western  pines 
Philippines.     Uncle  Sam's  legacy  of  slaves 
Negroes.     Transplantation  of  a  race 

An  exception  is  made  of  fiction  and  poetry,  which  are  in  most 
cases  best  entered  imder  first  word  of  title  not  an  article  [see  also 

P-  502]. 

Series  on  one  subject  Where  a  series  of  articles  on  one 
general  subject  but  with  considerable  variety  of  title  is  to  be 
indexed  they  should  be  assembled  in  alphabetic  order  under  the  gen- 
eral subject  heading;  or,  a  reference  may  be  made  from  the  subject 
to  the  name  of  the  writer,  tmder  which  the  several  titles  should 

appear;  e.  g. 

Boer  war,  papers  by  James  Barnes 

Between  two  battlefields 
Boer  war  in  pictures 
Cronje,  capture  of 
From  the  Cape  to  the  front 
Modder  river,  At 
or 

Boer  war,  see  Barnes,  James 

Barnes,  James 

Between  two  battlefields 
Boer  war  in  pictures 
Cronje,  Capture  of 
etc. 

Author  entry.  It  should  be  said  that  most  periodical  indexes, 
except  those  of  literary  reviews,  are  at  present  limited  to  title  or 
subject  entry ;  but  the  value  of  entry  under  author  is  \mquestionable, 
and  the  ideal  index  includes  it. 

Entries  for  poetry.  The  importance  of  author  entry  is  specially 
evident  in  case  of  poems,  which  do  not  often  lend  themselves 
readily  to  subject  entry  and  frequentlyjhave  fanciful  titles  furnishing 
no  salient  alphabetic  key  word.  It  is  plainly  better  to  enter  imder 
title  in  the  natural  order  such  poems  as]Eugene  Field's  verses  To  a 
Usurper,  addressed  to  his  little  son,  George  H.  Stacy's  In  Days  Like 
These,  a  prayer  for  the  country  written  during  the  Spanish  War, 
James  Whitcomb  Riley's  Happy  Little  Cripple,  Emily  Dickinson's 
Called  Back,  Mary  Thacher  Higginson's  love  poem  Inthe  Dark,  than 
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to  make  any  attempt  at  subject  entry.  Nor  would  anything  be  gained 
by  inverting  the  titles.  Many  readers,  however,  recalling  the 
poems  seen  in  a  magazine,  would  seek  them  first  imder  the 
author's  name    [see  p.  503]. 

RULES  FOR  FORM  OF  HEADINO 

The  following  specific  rules  are  those  in  most  general  use.  Many 
may  be  fotmd  in  more  detail  and  with  numerous  illustrations  in 
C:  A.  Cutter's  Rules  for  a  Dictionary  Catalogue.  In  following 
them  remember  that  if  a  form  of  name  chosen  for  entr}*-  in  the  index 
differs  from  any  form  in  the  text  sufficiently  to  make  its  recogni- 
tion doubtful,  the  text  form  must  appear  in  the  index  with  a  cross 
reference  to  the  form  chosen.  Rules  i,  3,  6,  9,  15,  17  furnish 
examples. 

Catalogue  rules  not  always  applicable  to  index.  Bear  in 
mind  also  that  the  rules  quoted  are  primarily  cataloguing 
rules  and  that  many  of  them  apply  without  question  only  to  the 
more  formal  type  of  index  suitable  for  bibliographies.  Rules 
which  are  important  to  secure  uniformity  in  a  catalogue  may  be 
absurd  applied  to  a  book  index,  because  the  catalogue  relates  to 
many  books,  and  continually  grows,  while  the  index  pertains  only 
to  a  single  work,  and  is  fixed.  In  ordinary  book  indexing  it  is 
generally  better  to  use  forms  of  name  entry  in  general  accord  with 
the  custom  of  the  text  indexed,  making  references  from  other 
forms  only  when  the  average  reader  would  be  likely  to  seek  them. 
Bearing  these  modifications  in  mind  the  rules  followmg  will  be  of 
material  aid  in  deciding  doubtful  questions. 

1  Pseudonym.  Index  imder  the  real  name,  with  reference  from 
the  pseudonym,  unless  the  pseudonym  is  decidedly  better  known; 

Clemens,  Samuel  L. 

Twain,  Mark,  psetid.  see  Clemens,  Samuel  L. 
but    Greenwood,  Grace,  pseud. 

Lippincott,  Mrs  S.  J.  see  Greenwood,  Grace 

2  Joint  authors.  When  an  essay  or  article  has  two  authors, 
index  thus: 

Johnson,  R.A.  &  Richards,  O.W.     Oxford  liberalism 
Richards,  O.W.  &  Johnson,  R.A.     Oxford  liberalism 

If  more  than  two,  in  very  full  bibliographic  work  index  imder 

each  in  this  form: 

Miller,  C.G.  &  others.     Trust  question 
In  ordinary  indexing  a  single  entry  imder  the  first  author's 
name  as  above  is  generally  sufficient. 

3  Changed  name.  Index  under  last  well  known  form,  making 
reference  from  other  forms  if  necessary ;  e.  g. 
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Jackson,  Mrs  H.H. 
Hunt,  Helen,  see  Jackson,  Mrs  H.H. 
hut  Wiggin,  Mrs  K.D.  [no  reference  from  Riggs] 
If   later    Mrs  Riggs  should  write  under  the  name  of  Riggs,  a 
reference  or  change  of  entry  form  would  become  necessary. 

4  Compound  name.     Index  English  compound  names  under  last 

part,  tmless  the  person  is  better  known  by  first  part  or  has  written 

imder  first  part  before  adopting  last  part;  e.g. 

Gould,  Sabine  Baring- 
Baring-Gould,  Sabine,  see  Gould,  Sabine  Baring- 
hut  HalUwell-PhilHpps,  J.O. 

Index  foreign  names  under  first  part ;  e.  g. 

Duplessis-Bochart,  Guillaume  Guillemot 

5  Name  with  preposition.     Index  English  and  French  surnames 

beginning  with  a  preposition  (except  the  French  de  ^nd  d*)  under 

preposition;    in   other   languages   under   word   following.     Make 

references  from  other  forms  likely  to  be  looked  for;  e.  g. 

La  Fontaine,  Jean  de 
Goethe,  Johann  Wolfgang  von 
Vinci,  Leonardo  da 
Da  Vinci.  Leonardo,  see  Vinci,  Leonardo  da 

But  if  such  a  name  is  anglicized  enter  it  imder  preposition;  e.g. 

De  Quincey,  Thomas 
Van  Rensselaer,  Stephen 

6  Noblemen.     Index  tmder  highest  title  tmless  the  family  name 

or  a  lower  title  is  decidedly  better  known,  and  make  references 

from  other  forms  when  necessary;  e.  g. 

Chesterfield,  Philip  Dormer  Stanhope,  earl  of 
not  Stanhope,  P.D.  earl  of  Chesterfield 
hut  Walpole,  Robert 
not  Orford,  Robert  Walpole,  earl  of 

7  Popes,  sovereigns  etc.     Index  popes,  saints,  sovereigns,  princes, 

orientals  and  all  others  known  only  by  their  first  names  under 

forename,  with  reference  when  necessary;  e.g. 

Napoleon 

Bonaparte,  see  Napoleon   ' 
Victoria,  queen  of  England 
Omar  Khayyam 
Khayyam,  Omar,  see  Omar  Khayyam 

8  Ecclesiastical  dignitaries.     Index  imder  surnames,  except 

popes;  e.  g. 

Newman.  J.H.  cardinal 

Potter,  H.C.  bishop  of  New  York 

Pius  lo 

9  Foreign  names.     Index  under  English  form  unless  foreign  form 

is  better  known;  e.g. 
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Cologne,  not  Koln 
Raphael,  not  Raffaello 
but  Giovanni,  not  John 

10  Geographic  names.      Index  names  of  capes,  lakes,  forts, 

mountains,  gulfs,  bays  etc.  under  the  distinctive  part  of  name, 

tmless  prefix  and  name  have  come  to  be  inseparable  in  thought ;  e.  g. 
Erie,  Lake  61**  Fort  Wayne  [city] 

Rainier,  Mount  Lake  of  the  Woods 

Good  Hope,  Cape  of  Bay  of  Islands 

Biscay,  Bay  of  Isles  of  Shoals 

11  Anonymous  writings.  Index  anonymous  essays,  magazine 
articles  or  book  titles  under  title,  ignoring  articles  or  introductory 
phrases;  except  in  biographies,  and  in  many  cases  historical  matter, 
when  entry  under  person  or  place  is  sufficient,  tmless  title  is  striking 
enough  to  be  sought  for  [see  p.  5x1]. 

12  Biography.  Index  biographic  matter  imder  subject  as  well 
as  author. 

13  Official  publications.  Index,  official  publications  tmder  the 
cotmtry,  city,  society,  institution,  convention  or  other  body  respons- 
ible for  them.  In  case  of  government  departments,  index  under 
bureau  or  office  concerned,  inverting  to  bring  the  distinctive  term 
first,  except  where  entries  tmder  cotmtry  are  so  few  that  no  sub- 
grouping  will  be  reqtiired.  Make  references  from  the  larger  divi- 
sion if  desirable ;  e.  g. 

United  States,  Education,  Bureau  of 
not  United  States,  Department  of  the  Interior,  Bureau  of  education 

Note  that  this  applies  positively  only  to  bibliographies  and 
catalogues.  In  many  book  indexes  it  is  much  wiser  to  pass  over 
cotmtry  name  and  enter  directly  tmder  the  subject  word;  e.g. 
Education. 

Prefer  name  of  office  to  official  title  of  officer,  but  index  tmder 

officer  when  the  office  has  no  name ;  e.  g. 

Illinois,  state  entomologist  ^ 

14  Person  vs  officer.  In  ordinary  book  and  current  periodical 
indexing,  enter  tmder  personal  name  rather  than  official  title.  In 
elaborate  historical  work,  however,  the  following  rtile  formulated 
for  growing  catalogues  may  be  useftil: 

Distinguish  careftilly  between  official  and  personal  writings. 
Index  opinions  of  judges  in  a  suit  tmder  name  of  court,  but  opinion 
of  single  judge  tmder  his  name.  Index  presidents  messages  tmder 
''President,*'  personal  writings  tmder  his  name.  Make  all  necessary 
references. 

15  Societies^  institutions.  Index  national  and  nonlocal  societies, 
political  parties,  tmiversities  etc.  tmder  official  name,  with  neces- 
sary references  from  place  or  any  other  form ;  e.  g. 
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American  society  of  civil  engineers 

Civil  engineers,  American  society  of,  see  American  society  of  civil  engineers 

Engineers,  civil,  see  Civil  engineers,  or  (if  there  are  no  entries  under  that 
heading)  American  society  of  civil  engineers 

Republican  party 

University  of  Chicago 

Chicago  university,  see  University  of  Chicago 

Index  local  societies,  schools,  churches,  art  galleries,  libraries 

and  other  institutions  not  national  under  name  of  place  where 

situated  unless  known  by  a  distinctive  name,  when  reference  from 

place  should  be  freely  added;  e.  g. 
Royal  society  of  London 

London,  Royal  society,  see  Royal  society  of  London 
Masten  Park  high  school,  Buffalo 

Buffalo,  Masten  Park  high  school,  see  Masten  Park  high  school 
Trinity  church,  New  York  city 
New  York  city,  Trinity  church,  see  Trinity  church 
Newark  (N.  Y.)  First  presbyterian^church 
Boston  public  library 
Aster  library.  New  York  city 
New  York  city,  Astor  library,  see  Astor  library 

i6  Periodicals.     Index  name  under  first  word  of  title  not  an 
article.     If  the  organ  of  a  society  or  club,  index  under  name  of 
periodical,  with  reference  from  society;  but  index  regular  proceed- 
ings or  transactions  of  a  society  under  its  name ;  e.  g. 
Journal  of  the  Franklin  institute 

Franklin  institute,  Journal,  see  Journal  of  the  Franklin  institute 
American  institute  of  electrical  engineers.  Transactions 

17  Conventions,  expositions.     Index  conventions,  congresses  and 

expositions  under  name  if  distinctive,  with  reference  from  place 

and  other  forms  of  name ;  under  place  if  better  known  by  it ;  e.  g. 
Centennial  exhibition,  Philadelphia 

Philadelphia,   Centennial   exhibition,   see  Centennial   exhibition 
Paris  exposition,   1902 

18  Committees.  Index  under  names  of  bodies  to  which  they 
belong;  e.  g. 

United  States  Congress,  manufactures,  House  committee  on 
See  also  rule   13   and  note. 

19  Petitions.  Index  petitions  or  publications  of  any  unorgan- 
ized class  under  place;  e.  g.  "Petition  of  merchants  of  Chicago" 
\mder  "Chicago,  merchants." 

20  Ships.  In  general,  index  under  first  word;  but  if  named  after 
a  person  whose  surname  is  given  in  full,  and  specially  where  only  a 
title  of  honor  or  initials  of  Christian  name  accompany  sumame,enter 
under  surname;  add  word  "vessel"  '^r  a  more  specific  tenp.  if 
desirable,  in  curv^es;  e.  g. 
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Ellen  R.  (vessel) 
Mary  Jane  (tug) 
Golden  Fleece  (sloop) 
Sherman,  Gen.  W.  T.  (vessel) 

This  rule  must  sometimes  be  set  aside  in  order  to  follow  common 

usage,  which  varies  greatly;  if  a  vessel  is  generally  spoken  of  by 

the  full  name  enter  e.  g. 

Dean  Richmond 
Mary  Powell 

RULES  FOR  AUTHOR  AND  TITLB 

For  choice  and  form  of  author  headings  see  Rules  for  form  of 
heading,  page  505. 

Full  or  shortened  names.  The  fulness  of  authors*  names  must  be 
determined  by  the  nature  and  use  of  the  index.  If  an  index  contain- 
ing personal  names  is  likely  to  be  used  in  genealogic  research  full 
names  should  be  given.  In  many  cases  the  form  as  it  occurs  in  the 
text  is  preferable ;  but  for  the  average  book  index  and  for  indexes 
to  a  series  of  volumes  containing  the  same  name  in  various  forms 
the  common  rule  is  to  enter  single  forenames  in  full,  but  to  use 
initials  only  if  more  than  one,  unless  two  or  more  persons  have 
the  same  surname  and  initials.     This  rule,  like  all  others,  should 

be  followed  in  the  light  of  common  sense.     The  entry 

Jones,  J.  P.,  Journal 

acquires  new  interest  and  significance,  and  therefore  greater  use- 
fulness, if  amplified  to 

Jones,  John  Paul,  Journal 
Titles  in  text.     When  titles  of  books  mentioned  or  discussed  in  the 
regular  text  are  to  be  included  in  the  index,  enter  them  as  modifi- 
cations under  author's  name,  but  italicized  to  distingiiish  them  from 
other  modifications;  e.  g.  (in  life  of  Goethe) 

Lessing,  G.E.,  1:3;  Philotas,  64;  Laokoon,  81;  Minna,  88;  in  Leipzig,  96; 
Emilia  Galotti,   190;  death,  397,  2:92;  Nathan,   196 

In  indexing  biography  or  criticism  of  a  single  author,  index 
works  under  first  word  of  title  not  an  article,  omitting  insignificant 
introductory  expressions;  e.g.  (if  example  just  quoted  were  in 
a  life  of  Lessing) 

Philotas,  date  of  publication,  1:64 

Laokoon,  Goethe's  opinion  of,  1:81 

Book  lists.  In  indexing  classed  lists  of  books,  in  library  or  pub- 
lishing work,  where  ready  reference  is  of  first  importance  and  just- 
ifies the  use  of  more  space,  a  better  method  is  to  divide  the  kinds 
of  modifications,  placing  the  subject  modifications  first  in  a  para- 
graph and  alphabeting  titles  in  separate  lines ;  e.  g. 
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* 

Scott,  Walter,  biography  and  criticisin,  43'-44*,  62'-7a* 

Complete  poetical  works,  91* 

Fair  maid  of  Perth,  72' 

Guy  Mamiering,  72* 

Ivanhoe,  92* 

The  use  of  the  dash  for  repetition  of  heading  is  well  recognized, 

saves  space  and  in  most  cases  reduces  entries  to  a  line,  fadlitating 

reference.     In  case  of  joint  authorship  two  dashes  are  used;  e.g. 
Howell,  G.R.     Date  of  settlement  of  colony  of  New  York,  326" 

Early  history  of  Southampton,  460* 

&  Tenney,  Jonathan.     Bicentennial  history  of  Albany,  486* 

County  of  Schenectady,  498^ 

The  same  method  is  followed   in  "body   as    author"   headings, 

i.  e.  books  published  by  a  society,  corporation  or  organized  body  of 

any  kind;  e.  g. 

Danbury  (Ct.),  256*-57» 

Town  records  of  births,  256* 

Danbury,  First  congregational  church.     Bicentennial  celebration,  256* 

The  word  "Danbury"  is  repeated  in  the  last  entry,  because 
Danbury  alone,  which  the  dash  wotdd  represent,  is  not  the  com- 
plete form  for  the  author. 

When  for  convenience  or  clearness  explanatory  matter  is  to  be 
added,  curves  may  be  introduced;  e.  g.  (for  authors  in  a  list  of 
biographies)  « 

Alcott,  L.M.  43*  (Bolton) ;  S3*  (Cheney) 
Life,  letters  and  journals,  53^ 

Where  such  an  arbitrary  scheme  is  employed,  however,  an  explana- 
tion should  preface  the  index,  such  as:  "In  biography  entries, 
authors'  names  are  given  in  curves." 

Title  entry  is  most  common  in  indexes  to  periodicals  and  classed 
book  lists.  Neither  differentiation  of  type  nor  use  of  quotes  is 
necessary,  owing  to  absence  or  infrequency  of  subject  entries,  or 
tmiform  practice  of  indenting  titles  under  subject  headings,  as  in 
Annual  Literary  Index  and  Poole's  Index  to  Periodical  Literature. 
When  author's  name  is  to  bemadded,  the  following  forms  are  in 

common  use: 

Conduct  of  life.  (Emerson),  56' 

Conduct  of  life.  R.W.Emerson,  56' 

Conduct  of  life.  Emerson,  56* 

Conduct  of  life.  Emerson,  R.W 56* 

Use  of  leaders  in  the  last  example  is  unnecessary  and  confusing 

to  the  eye,  and  is  being  very  generally  discarded;  nor  shotddthe 

author's    name    be   inverted   except   in   certain   catalogues    and 

bibliographies  where  it  is  desirable  to  alphabet  siunames  under 

heading  [see  p.  477]. 
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In  general,  with  the  exceptions  indicated  in  the  following  rules, 

adex  under  first  word,  entering  title  in  the  natural  order,  but  omit 

11  tinnecessary  words;  e.  g. 

David  Grieve  for  History  of  David  Grieve 
Lafayette  for  Life  of  Lafayette 

Mi  Lfife  of  George  Washington  studied  anew 
Geography  and  history  of  Shantung 

yr  Oeneral  outlines  of  the  geography  and  history  of  the  Province  of  Shan- 
tung; a  sketch  of  its  missions  and  notes  of  a  journey  to  the  tomb  of 
Confucius 

n   indexing  book  lists,  shorten  lengthy  titles  of^old  books,  by 

e^nrording  if  necessary,  being  careftd  to  choose  the  important  part 

untitle  and  to  express  it  correctly;  e.  g. 
Opinion  on  establishing  courts  of  justice  in  New  York  colony 

or  Mr  Smith's  opinion  humbly  offered  to  the  general  assembly  of  the  colony 
of  New  York  on  the  7th  of  June  1734  at  their  request,  occasioned  by 
sundry  petitions  of  the  city  of  New  York,  Westchester  county  and 
Queens  county  praying  an  establishment  of  courts  of  justice  within 
the  said  colony  by  act  of  the  legislature. 

In  applying  the  above  rules  note  that  they  refer  strictly  to  title 
sntry  and  to  entry  of  title  tmder  author.  Strict  title  entries  may 
t>e]  superfluotis  even  in  title  book  lists  when  the  subject  side  is 
smphasized  by  inverting  title  to  enter  under  the  subject  word. 

In  indexing  tmder  title,  i.e.  title  entry,  transpose  an  article  or 
intixxLuctory  expression  which  has  been  retained  for  the  sake  of 

deamess;  e.  g. 

New  England  boyhood,  A 
Lady  or  the  tiger,  The 
Sixth  sense,  The 
Spanish  literature.  History  of 
Electric  lighting,   Guide  to 
Paris,  Studies  of 
Omit  alternative  titles  tmless  more  significant  than  the  first 

title ;  e.  g. 

Italian  child-life 
for  Italian  child-life;  or.  Marietta's  good  times 

Hans  Brinker 
for  Hans  Brinker;  or.  The  silver  skates 

Index  biographic  titles  tmder  person  treated  of,  a  second  entry 

under  title  being  made  only  when  it  is  striking  enough  to  be  looked 

for ;  e.  g. 

Nelson,  Horatio,  Lord 

/or^Life  of  Horatio,  Lord  Nelson 

Franklin,  Benjamin,  True  story  of 
and  True  story  of  Benjamin  Franldin 

Garfield,  James  A. 
and  Prom  the  log  cabin  to  the  White  House 
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RULES  FOR  ALPHABBTIHG 

Carry  out  the  alphabetic  principle  strictly,  in  arranging  headings, 
not  disregarding  it  after  the  3d,  4th,  13th  or  14th  letter.  "Put 
Constamtinople  before  Constantinopolitanus  on  principle."  This 
seems  obvious,  but  the  indexer  is  sometimes  tempted  to  violate 
the  rule  in  case  of  plurals  for  the  sake  of  bringing  related  headings 
together;  e.  g.  **Car"  may  be  separated  from  "Cars"  by  "Caribbean 
sea,"  **Carrara,"  "Carriages,"  "Carriers,"  etc.  Plurals  ending  in  "ies" 
may  be  widely  removed  from  their  singulars  ending  in  "y."  In  a 
large  majority  of  cases  all  entries  may  be  combined  tmder  a  single 
form.  If,  however,  this  proves  impracticable  or  too  awkward,  let 
each  take  its  proper  alphabetic  place  and  connect  them  by  cross 
references  each  way. 

z  General  principles,  a  "Nothing  precedes  something,"  or,  to 
state  the  same  idea  inversely,  "Something  follows  nothing."  This 
obvious  truism  is  often  overlooked,  though  it  is  sufficient  to  settle 
many  questions  puzzling  at  first  glance.  Specific  applications  are 
stated  as  rules  7  and  9.  Exception  is  made  in  rules  4  and  8,  which 
relate  to  names  and  words  variously  printed.  In  applying  it,  con- 
sider the  space  between  words  as  nothing  and  follow  the  principle 
thus: 

Alphabet  an  entry  by  its  first  word,  letter  by  letter  as  in  a  dic- 
tionar}^;  if  the  word  is  the  same  in  two  or  more  entries,  alphabet 
by  the  next  word,  and  so  on.  Entries  should  first  be  arranged 
word  by  word  and  not  alphabeted  letter  by  letter  throughout; 

e.  g. 

Art  and  cxilture  not  Art  and  culture 

Art  journal  Artesian  wells 

Art  thoughts  Articles  of  religion 

Artesian  wells  Art  journal 

Articles  of  religion  Arts  of  design 

Arts  of  design  Arts  of  the  Athenians 

Arts  of  the  Athenians  Art  thoughts 

b  Entries  are  alphabeted  by  the  headings,  whether  these  are 
complete  in  one  word  or  made  up  of  several  words,  modifications 

imder  heading  being  disregarded ;  e.  g. 

Esopus,  land  patent,  99 ;  powers  of  sheriff,  147 ;  writs  sent  to,  148 

Esopus  Indians,  113 
Note  that  the  principle  applies  even  when  there  is  no  punctuation 

to  separate  heading  from  modification ;  e,  g. 

Elm  on  Boston  common 
Elm  beetle 

Here  "on  Boston  common"  is  a  modification  of  the  subject  "  Elm," 

but  because  there  is  only  one  modification  and  the  entry  is  in  the 

natural  order,  no  pimctuation  is  reqtdred. 


;? 
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2  Identical  first  words.  Persons  precede  places  and  places  pre- 
cede titles  when  first  word  is  identical ;  e.  g. 

Eliot,  C.W 

Eliot.  L.A. 

Eliot  (Me.) 

Eliot  historical  society 

Eliot  miscellany 

3  Identical  forenames  and  surnames.  Put  forenames  of  rulers, 
princes,  popes,  saints  and  ancients  before  same  names  as  sur- 
names; e.  g. 

George  3 
George,  Henry 

4  Surnames  with  prefixes.    Treat  proper  names  beginning  with 

particles  as  single  words;  e.  g. 

* 
Demetral,  Loviis  Demon,  M. 

Dc  Meyer,  Nicholas  Demorest,  Alfred 

De  Mill,  Peter  De  Morest,  John 

De  Milt,  Obadiah  De  Mott,  Mathias 

Demler,  George  Demure,  Christian 

Alphabet  abbreviated  prefixes  M*  and  Mc,  S.,  St,  Ste,  as  if  written 

in  full,  Mac,  Sanctus,  Saint,  Sainte;  e.  g. 

Mabuse,  Jan  St  Pierre,  J.H.B.de 

McCormick,  C.H.  Saint-Simon,  comte  de 

MacDonald,  George  St  Vincent,  earl 

Salt,  Sir  Titus 

This  rule  does  not  apply  to  L'  and  O'  since  the  prefixes  of 
which  they  are  contractions  are  not  pronounced;  e.  g. 

Lasher,  John 
L'  Asseur,  Gabriel 
Latham,  Beverley 

5  Surnames  identical.  Put  surname  used  alone  before  the  same 
surname  with  only  a  title  or  with  forename,  and  a  surname  with 
only  a  title  before  the  same  surname  with  initials  or  forename. 
Alphabet  together  initials  and  forenames,  an  initial  always  pre- 
ceding a  name  beginning  with  the  same  letter;  e.  g. 

Adams,  Adams,  C.W. 

Adams,  Captain  Adams,  J.L. 

Adams,  Major  Adams,  James 

Adams,  A.J.  Adams,  M.A. 

6  Whole  names  identical.     When  names  of  different  persons  are 

identical,    alphabet   by   distinguishing   title,   place   of   residence, 

occupation  or  dates,  to  be  supplied  if  not  given  in  text;  e.  g. 

Clark,  Capt.  Samuel 
Clark,  Rev.  Samuel 
HiU,  James,  of  Glasgow 
Hill,  James,  of  London 
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7  Compound  names,  personal  and  place.  Consider  the  com- 
pound parts,  with  or  without  a  hyphen,  as  separate  words,  and 
alphabet  accordingly;  e.  g. 

Dubois,  T.K.  New  AmsterdaxD 

Du  Bois-Ayme  New  Lots 

Dubois  county  New  Windsor 

Dubois  de  la  Cour,  pseud.  New  York 

Dubois- Fontanelle,  J.G.  Newbtirgh 

Dubois-Melly,  Charles  Newcastle 

8  Compound  words.  The  indexer  is  generally  at  liberty  to  dedde 
on  a  single  form  for  entry  of  certain  words  which  can  not  be  sep- 
arated in  thought  without  alteration  of  sense,  but  which  are  in 
common  usage  variously  printed  as  one  word,  as  two  words,  or 
with  hyphen;  e.  g.  material  found  imder  "waterworks,"  "water- 
works," or  "water  works"  may.  be  massed  under  either  form. 
The  present  tendency  is  to  prefer  the  solidified  word.  Title  entries, 
however,  should  preserve  the  exact  forms  given  in  the  texts  indexed, 
but  be  alphabeted  imiformly  as  separate  words ;  e.  g. 

Hand  book  almanac 
Handbook  for  hospitals 
]    '  Hand  book  for  school  trustees 

Hand-book  for  the  piano-forte 

9  Umlaut.  Disregard  umlauts  tmless  words  are  otherwise  alike, 
when  the  word  without  an  tunlaut  precedes  that  with  it;  e.  g. 
Muller  before  Muller. 

10  Joint  authors.  Place  joint  author  entries  after  all  entries  of 
single  author;  e.  g. 

Howell,  G.R.     Settlement  of  Southold 

&  Tenney,  Jonathan.     Bicentennial  History  of  Albany 

11  Titles  tmder  autiiors.  Arrange  authors  by  preceding  rules 
and  imder  each  author  alphabet  titles  of  his  works. 

12  Elisions  in  titles.    Alphabet  elisions  as  they  are  printed;  e.g. 

What  men  live  by 
What  the  wind  did 

What's   mine's    mine    (i.e.    alphabet    as    **Whats    mines"    not  as 
"What  is  mine  is") 

13  Possessives.     Disregard    apostrophe   in    alphabeting   posses- 

sives;  e.  g. 

Boys*  and  girls*  book 
Boy's  King  Arthur 
Boys  of  '76 

For  questions  of  alphabetic  arrangement  of  modifications  under 
heading  see  p.  490-92;  for  arrangement  of  subheads  and  references 
5ee  p.  492-93 
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EXAMPLES    OF    INDBXES 

The  student  of  indexing  will  find  it  profitable  to  examine  well 
made  indexes  of  various  types.  Those  instanced  below  as  repre- 
senting good  work  as  well  as  the  examples  chosen  to  illustrate 
various  kinds  of  type,  groupings,  ptinctuation  and  devices  in  gen- 
eral use,  are  often  inconsistent  with  each  other  and  differ  in  details 
of  treatment  from  the  forms  and  principles  reconmiended  in  the 
preceding  pages,  which  are  in  accord  with  the  rules  and  general 
practice  of  the  New  York  State  Library.  The  first  group  repre- 
sents rather  full  indexes  of  good  type: 

Fiske,  John.     American  Revolution.     Houghton 

Bryce,  James.     American  Commonwealth.     Macmillan 

Earle,  A.M.     Child  Life  in  Colonial  Days.     Macmillan 

Geikie,  Sir  Archibald.     Textbook  of  Geology.     Macmillan 

Lee,  Sidney.     Life  of  Shakespeare.     Macmillan 

Merriam,  P. A.     Birds  of  Village  and  Field.     Houghton 

Emerson's  Works.     See  Natural  History  of  Intellect,  v.  12  of  Riverside  ed 
Houghton 

Holmes,  O.W.     Autocrat  of  the  Breakfast  Table.     Houghton 

Example  of  less  close  analysis,  adequate  for  the  type  of  book: 
Nordhoff ,  Charles.     Politics  for  Young  Americans.     Am.  Bk  Co. 

Examples  of  himiorous  indexes: 

Lowell,  J.R.     The  Bigelow  Papers.     Houghton 
Dodgson.     Sylvie  and  Bruno.     Macmillan 

Example  of  the  indexing  of  voluminous  and  diverse  material, 

requiring  complicated  forms  of  reference: 

Index  to  Publications  of  the  New  York  Natural  History  Survey  and  New 
York  State  Museum,  183  7-1902,  compiled  by  Miss  Mary  Ellis.  New 
York  State  Museum,  Bulletin  66 

For  elaborate  indexing  of  historical  sources  in  which  great  vari- 
ety of  form  is  foimd: 

Index  to  Calendar  of  Council  Minutes,  1 668-1 783.  New  York  State 
Library,  Bulletin  58 

A  far  more  volimiinous  and  complicated  example  is  the  two 

volimie  index  to  the  71  volumes  of  the  Jesuit  Relations ,  Burrows 

Bros.     This  work  illustrates  the  application  of  an  elaborate  scheme 

of  classification  in  an  alphabetic  index. 

Among  subject  indexes  to  files  of  periodicals  may  be  cited: 
Index  to  Engineering  News,  1890-99,  compiled  by  M.E.Miller.    Engineer- 
ing News  Co. 
Analytical  Index  to  the  Educational  Review,  vol.  1-25,  compiled  by  C.A. 
Nelson.     Educational  Review  Pub.  Co. 

The  last  work  differs  from  the  ordinary  subject  index  in  giving 

analyses  of  subject-matter  imder  titles  of  articles^^indexed. 
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EXAMPLES  OF  TYPE  AND  STYLE 


.cing  the  following  styles  of  printing  consider  clearness, 
.•i.*^'in.rsess,  simplicity.  A  style  which  wastes  space  or  employs 
ii:-^^:t:^  jt  type  expensive  in  combination  is  justified  only  by  de- 
.-.-r*^  ^laiii  in  ready  reference.  The  judicious  use  of  black  face  or 
,.itr  vccuiiar  t>'pes  is  helpful  in  many  cases,  but  too  freely  em- 
:•,  ■  -r^i  :hey  may  produce  a  confused  impression. 


li.  hk.  5t»w's  BibHography  of  DomeMic  Beonomy.    N.  Y.  State  Lib.  BiblJograph>'  Bo!.  S 

'^  ^Uk.*«rior  3gures  tell  the  exact  place  on  the  pa^e  in   ninths,  e.  g.  V.*  means  p^gt  41. 
.1  :.!«  third  ninth  of  the  page,  i.  e.  about  one  third  of  the  way  down. 

Crowfield,    Christopher,    pseud.,   m 

Stowe 
Cruger.    How  she  did  it,  41' 
Cudlip.    Modem  housewife,  45^ 
La  cuisine  oriole,  90^ 
Cupples,  Mrs  George.    Housework,  45* 
Curious  old  cookery  receipts,  99^ 
Curtiss.     Berkshire  News  comic  cook 

book,88» 
Cust.     Invalid's  own  book,  114* 
Cyclopedias,  56»-58»,  97» 

Daisy  basket,  103^ 

Dalgaims.    Practice  of  cookery ,  92* 

Daniell.    Dedham  receipts,  70' 


\Xfp«muve  housekeeiHng,  64' 
otMiAuu.     Cuisine.  69* 
>V«I>      Cocta^  comforts,  44' 
Coctaip»  cookery,  69' 
l\>iuri«ric  economy,  54* 
HoiiMieeper  s  guide,  69' 

,^ujiju      Shu.     omfud.       Economical 
s\wii«y.93' 
j&  *5acvhus,  pseud.    Hotel,  bar, 
i«.  bucier,  61^ 
>»Mh>;M»     Oook-book,  70* 
."^Mkia  ^  ':^'!oyiMr.    Simple  cookery,  73' 
.N.»H!M«     ,^o^«uu^  manual,  70' 

^aji*;^  aving  on  $500,  41' 


t«w^ 


Rtftrenee  Booka. 

vu  annual,  252' 


k««i«j\ .  ,'dO* 


'jMjinLi„  ^  >  M4&K*.  Society  of. 
v^u^iM^w       .-k  '^rwwv  '.uteraire,  316* 

;%    ttv^iSh^u.*    rniis^awe  contem- 

l.^    M4^>«ux*tiiiHM^   '.iitcraires   de- 

HwbK^iK^  ciiUuo^uM  vS    •.'orrent    liter- 
.^M   CoUi^   uMu;    Official 


N.  Y.  State  Lib.  Bibliography  Bui.  36 

Roorbach.       Bibliotheca     Americans 
250» 

Rose.  Cyclopaedia  of  Canadian  biog- 
raphy, 268* 

Rosse.     Index  of  dates,  286' 

Rousselot  &  Vivien  de  Saint-Martin. 
Nouveau  dictionnaire  de  geographie 
univereeUe,  322* 

Royal  blue  book,  334» 

Royal  College  of  Physicians  of  London. 
RoU,  352' 

Royal  navy  list,  356' 

Royal  Society  of  London.  Catalogue 
of  scientific  papers,  378' 
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From  Cohnial  Recorda,  General  Bntriee,  «.  1.  N.  Y.  State  IJb.  Hirtory  Bui.  2 


*ilton,  Peter,  marriage  lioense,  167^-68^ 
*oImusoo,  duty  on,  123>,  167';  smug- 

gjiiig  of,  169' 
?oiiiiemaii,  Pieter,  mentioned;  140* 
Toiling,  Thomas,  deputy  to  Hemp- 
stead, 156';  member  of  committee 
to   examine   boimds   of   towns   on 
liong  Island,  156' 
rreaty  with  Indians  at  Albany,  110^ 
12' 


VanAken,  (Van  Akes),  Jan  Coster, 
delegate  from  Albany  to  confer  with 
council  at  New  York,  112' 

Van  Bergh,  John,  pass  for,  64' 

Van  Bohemen,  Pieter  Bniynsen,  men- 
tioned, 140* 

Van  Brugh  (Van  Brough,  Van  Brugges, 
Brugges),  Johannes,  oath  of  office, 
146';  information  given  by  as  to 
ship  Crost  Heart,  158';  appointed 
alderman,  173' 

The  note  explaining  the  superior  figures  is  of  course  given  with 
all  three  of  the  indexes  quoted  above. 


From  John  Bartlett's  FamUiar  Quataiume.    little 


Ki^tingale's  high  note  551. 

sonc  in  the  groye,  428. 
Nl^tJy   pitch    m^  moYinc  tent,  497. 

to    the    lietemng    earth.    300. 
Nil  tarn  diffidleet,  208. 
mie,  allegorv  on  the  banks  of  the,  440. 

dam  up  the  waters  of  the,  506. 

docs  drinldns  from  the,  715,  719. 

ontrenoms  all  the  worms  of,  160. 

•bow  me  the  fountain  of  the,  602. 
is  my  serpent  of  old,  157. 


Nobl/  bom  must  nobly  meet  his  fate,  698. 

die  for  their  country,  102. 

planned,  perfect  woman,  475. 
Nobody   at   nome,    there's,  336. 

I  care  for,  427. 
Nobody's  business,  207. 
Nod,  affects  to,  271. 

an     esteemed     person's.  728. 

ready  with  every,  to  tumble,  97. 

shakes  his  curls  and  Kives  the,  887 


From  Harbottle  &  Dalbiac's  Dietionary  of  Quolationa:  French  and  Italian.  Sonnensohein 


SERvrnxDE  and  poverty,  327. 
Seven,  Mark — ^times  and  cut  onoe, 

417. 
Shade,  The  —  not  the  colour,  163. 
Shadow  is  worse  than  death,  100. 
Shame,  The  crime  brings — 125. 
Sharper  than  another,  171. 
Sheath,  To  perish  by  the — 193. 
Sheep,  14. 

"       Better  give   the  wool  than 
tjjg 294. 

«       Five  legs  to  the  —  259. 
**       Let  us  come  back  to  our  — 

200. 
"       The  —  that  stops  to  bleat, 

176. 
**       Who  becomes  a  —  the  wolf 

eats,  269. 


Shepherd,  224,  408. 
Sorrow,  104, 144. 
"        after  joy  — 8. 
**        is  good  for  nought,  108. 
"        is  where  we  live,  112. 
To  know  —  157. 
Sorrows,  conceal  your  —  210. 
^         pass  like  foam,  195. 
"         The  artificers  of  our  own 
—  371. 
Soul,  A  secret  drawer  in  the  — 56. 
"     A  —  in  dead  things,  431. 
**     Crime  withers  the  —  56. 
"     The  noble—  dissatisfied,  227. 
"     The  recesses  of  the  —  154. 
The  —  of  Pedro  Garcias,  55. 
The  — 's  health,  109. 
To  confide  one's  whole — 171. 


u 


Note  that  the  simpler  form  of  Bartlett  is  as  clear  as  the  second 
more  elaborate  stvle. 


From  Hake'i  DMth  and  Quaktt 

Hughson's  Tavern,  ii.  Sw. 
HuKonot.  Ihe  »Mution  q(.  i.  27, 
Huguenoti.  Ihdf  mi«r*llon  from 
Frsncc,  i.  £4;  nby  they  did  not 
come  l<i  New  France.  130.  230; 
niiHs  of  their  (gilurg  in  PrsaiH, 
ij.  337.  338:  their  ouKratiaD  to 
\rw  ^elhsrlimcl.  3«);  pene- 
rmed  by  I,™is  XIV,.  341,  342; 


Cetoniat  in  Amirica      Hon^tOD 
'Ivuiia,  reliiious  UbeTty  in 


343;    in   Beaton.  344;   in 
York,  34S;  dudm,  344,  341 

Hull.  Edomrd.  i.  265. 

Hunter,  Robert,  ii.  Z4Z-24G. 


Hyde,  EdwMd.  He  Cornbury.  Vl»- 


E.,«lish  r."|.ulaiion. 


167;  itA  litarmrv  ei 


From  E.  B.  Andrew! 


id  Cor  Qoi 


..  SO;  hia  proipeela  clouded 
[or  a  lime,  S3;  elected  Oovemor  without 
tbs  returns.  84;  derlarpd  dt  lirio  Oovet- 
nor,  85:  bia  abdication  deir.anded 
reoofiniied  by  the  Adminintration 
his  sKplanstion  of  the  uprising, 
orders  members  of  Legislature  forcU>ly 
remoTed.  163;  signs  certiRcats  of  Httyes 


M  LaM  Quartrr  Century  in  lAs  UnOid  Slatm.    SoribMr 
MnsoiTBi.    State    of, 


neral." 


"Conii 


bumlDg  queMioti  tn  I., 
31;  the  Jamca  gang  in,  381;  CooMitii- 
tionsJ  ConventioD  in,  II..  147. 

MittmH,  The.  carriee  luppliea  to  Runiui 
famine  niSererii,  II.,  223  tl  —g. 

UnaoDiua.  The.  "  Messah  craie"  among.  II., 
201;  severalty  land  holdings  by.  34B. 

Uhhib.  Mr.,  unjust  punishment  of.  in 
Barundia  aSair,  II..  186. 

UorioCB.  The.  outbreak  of,  I.,  175  tt  asg.; 
massacre  ibe  Peace  Commisn'oDen,  170 
ti  tn/.-,  leaden  of.  captured  and  bung.  181 


Pott  Roral.  Va.,  cbuige  of  Ors 
of  supplies  to.  IM;  the  basoti 
to  WTiile  House  from,  155 

Potomac,  the  tim.    tniJiiary  m 


I,    100,    101;   discipl 
jonboat,    Fred  Grai 


a  mule-dri 

sioa  tar.  K 

PuppTiUD  ani 


gBIHB  un. 

h  Gram.    Century 

Qoarlei* 

Ford. 

Vb,.  military  moven 

enlB 

"r'rl 

Mills 

Va..  Grant's  beadqua 

n«i 

Q^iln, 

iUVE 

ue,  151 

gfefe 

ods  of  destruction  of 
ien,"siB^ln  b.,  mm 

■^. 

jI  Five  Forks,  437 
Rjipidao,  the  rim,  the  croseiog  of,  37.  39. 
41  et  seq.:  the  country  of,  30-41,  44: 
temporary  headquariera  on    43-48 
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From  E.  H.  Byincton's  The  Puritan  in  Enoland  and  New  England.    Roberts  (Littie) 

Churches,  Independent,  94;  model  of  Scrooby,  158;  Plymouth 
Church,  158;  Salem,  159;  officers  of,  160,  287. 

COPPEB  not  used,  139. 

CoppiN,  Rev.  Ebenezbr,  of  Brunswick,  note  on  his  life,  375; 
his  religious  views,  384. 

Committee  op  Religion,  74. 

Common  Schools,  reasons  for,  248;  Governor  of  Virginia  dis- 
likes, 248;  schools  in  Dutch  Republic,  248;  in  Hymouth, 
249;  Boston,  general  law,  250;  schools  in  New  Haven,  250; 
Hartford;  influence  of,  250. 


From  J.  D.  Champlin  jr's  Young  FoUe'e  Hiatory  of  the  War  for  the  Union,     Holt 


Anderson,   Robert,   in  Sumter 

in  1861.39,42,55,    62 

in  Kentucky 118 

in  Sumter  in  1865..  502 

Andersonville 488 

Anecdotes.    See  Stories. 

Annapolis 66 

Antietam,  Battle  of 284,  287 

Anti-Federalists 6 

Anti-Nebraska  Men 25 

Anti-Slavery  Society. 18 

Appomattox  Court-House. 535,  539 
Arkansas,  Secession  of 73 


Ball's  Bluff,  Battle  of 131 

Banks,  N.  P.,  and  the  Anvil 

Chorus 420 

at  Cedar  Mountain 272 

at  Mansfield 422 

at  New  Orleans 228 

at  Port  Hudson 342 

in  the  Shenandoah  Val- 
ley   244 

Succeeded  by  Canby 425 

at  Winchester 253 

Banner  of  Secession 36 

Barnard ,  Qen. ,  at  Yorktown . . .  246 


Protn  Charles  Hemstreet's  Nookt  and  Comers  of  Old  New  York,    Scribner 


Brouwer  Street 15 

Bryant  Park z  14. 

197.   Z98.  199 

Biiirs  Head  Tavern.  49.  190 
Bull's    Head    Village 

Z90,  X9Z 

Bunker  Hill 144 

Burdell  Murder.  The 

149.  ISO 
Burr.  Aaron,  home  of.  x8,  X04 

Office  of 40 

Last  Friend  of.. .      67 
Burton's  Theatre 39 

Caf6  des  Mille  Colonnes 

39.     W 


Canal  Street.  .41,  4a,  94,  95 

Chatham  Square. ...  45 .  46 

Chatham  Street 47 

Chelsea  Cottages ia9 

Chelsea  Village ia6. 

za7«   138,  za9 

Cherry  Hill 51,  sa 

Cherry  Street 51 

Church,  All  Saints'.  . . .  136 
"    Allen  Street  Mem- 
orial   142 

"   Bedford  Street 

Memorial zo6 

*•    Bowery  Village 162 

"    Brick  Presbyterian 

31  X96 
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Prom  N.  S.  Shaler*8  Naiun  and  Man  in  America,    Scribner   '• 

Alpt,  oonditkm  of  life  in 25 

Amariean   continents,   oontributiona  of  domeiticated   animide  and 

plants  from ....  176 

population,  changes  in ....  264 

evidence  from  dvil  War 268,  273 

longevity,  etc 266 

physical  condition        271 

Appalachian  Moontains,  effect  on  Civil  War 210 

,        colonies 105 

distribution  of  slavery 200 

protection  they  afforded  agaiost  Indians   .     .  206 

Arsrans,  origin  of 1 63 

Atlantic  coast  shelf 77 


See  note  on  use  of  leaders,  p.  5 10 


From  Index  to  JuuU  lUtatioiu  ed.  by  R.  G  Thwaites.    Burrows  Bros. 

'Cards,  used  as  money,  69,  333.  See  also  Canada:  card  money;  and 
Money. 

Carette,  Louis  (Francois),  Jesuit,  71,  129;  arrives  in  Louisiana 
(1750),  178,  72,  19;  abandons  Arkansas  mission,  70,  241,  243; 
at  San  Domingo,  367;  sketch,  89,  71,  126-127,  178. 

Carey,  Matthew:    General  Atlas,  71,  362. 

Carhagouha  (Carantouan^,  Indian  site:  location,  34,  254;  R6collets 

F(at,  4,  250,  262,  265.     See  also  Arontaen,  and  Carantouan. 

-Carhbil  (Careil,  Carrheil),  ]£tienne  de,  Jesuit,  51,  145,  149,  52, 
181-183,  103,  56.  49-55,  57,  3o8»  61,  181,  231,62,  105,71.  129; 
arrives  in  Canada  (1666),  50,  195,  325;  gives  feast,  197;  takes 
name  of  Aonde'chete,  197;  goes  to  Iroquois  mission  (1668), 
325;  Iroquois  give  feast  to,  52,  175;  drunkard  attacks,  62, 
225-227;    abandons     Iroquois    missions     (1683),     50,    325;  at 

8>uebec  college  (1683),    325;   goes  to    Mackinac    (1686),    325; 
adillac  opposes,  325,  65,  247-249;  fur  traders  oppose,  50,  325, 
returns  to  Quebec  (1703),  326;   ministers  to   Frencn   (1703-18) 
326;  death  (1726),  326;    biography,    325-326,71,  150,  240. 


From  James  Bryce's  A  nuriean  CommonweaUh.    Macmillan 


Bume   (David).   "Eosays,"   referred  to, 

i.  24;  U.  19 
Hyde  Park  (London),  meetLogs  in,  iL  227 

Idaho.  Territory  of,  i.  125.  441,  461,  585 
niinoia.  State  of,  L  481,  601,  607 
Immigrants  in  America,  i.  24;  ii.  34,  299, 
858;  pounced  upon  by  voting  agents, 
99;  influence  of  public  opinion  upon 
them,   367;   their   influence   upon   the 
national    character,    861;    restrictions 
upon  immigration,  863 
Impeachment  of  executive  officers,  i.  50, 
91,  211,  500;   of  judges.  110.  280,  558 
Indian  affairs,  i.  89.  269.  578;  ii.  371 


Indian  Territory  (west  of  Arkansas),  i.  97 
578;  ii.  180 

Indiana,  State  of,  i.  414 

Individualism,  spirit  of.  in  America,  ii.  589 

Individuals  and  Assemblies,  combats  be- 
tween, i.  226 

Influence  of  religion,  the,  in  America,  ii. 
714-727 

Intellectual  eminence,  position  accorded 
to,  ii.  751 

Intellectual  productivity,  conditions  of 
ii.  769  9qQ.;  how  far  existing  in  America 
770;  recent  developments  of  American 
thought.  777;  promise  for  the  futura 
789.  869 
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Prom  A.  M.  Earle's  Child  Lift  in  Colonial  Days.    Macmillan 


bcie.     See  Absey-book. 
biel,  the  name,  15. 
bigail,  the  name.  x6. 
beey-book,  127,  aag. 
ccitUnct,     Young    Lady's,    96,     135; 
Cheevtr's  134. 

com  cups,  playthings  of.  386. 
dams,  Abigail,  quoted,   93-94;    pat- 
riotism of.  Z7X. 

dams,    John    Quincy,    birth    of,    40; 
letters  of,  147,     169-1 70;      patriotic 
education  of,  ijo  tt  stq. 


Appleseed  rhyme,  381. 
Appleton.  Samuel,  as  teacher,  98. 
Arithmetic,  manuscript,  79,  138,  139; 

study  of,  138;    verses  in,  141,  149; 

printed,  140  #1  stq.;    rules  on  birch 

bark,  79. 
Arsemetrick,  140. 
ArU  of  Vulgar  AritknuHkt,  142. 
Ascham,   Roger,   91;    habits  of,    351* 
Ashes,  saved  by  school  children,   77. 
Astrology,  5-6. 
Augrime,  140. 


Prom  Sidney  Lee's  Lift  of  William  Shmkespeart,     Macmillan 


LAWRBNCB 

Lawren^,  Henry,  his  seal  beneath 
Shakespeare's  autograph,  267 

Ltoft  King:  date  of  composition,  941 ; 
produced  at  Whitehall,  941:  But- 
ter^s  imperfect  editions,  241 ;  mainly 
fotmdea  on  Holinshed's  'Chronicle,' 
a4z,  and  Sidney's  'Arcadia.*  341; 
the  character  of  the  King,  341. 
For  editions  st0  Section  xix.  (Bib- 
liography)  %Ot-2S 

Legal  temunology  in  plays  and  poems 
of  the  Shakespearean  period,  3a  n  9, 
and  Appendix,  IX.;  cf.  Z07 

Lesge,  Dr.  Thomas,  a  Latin  piece  on 
Richard  III  by,  63 

Leicester,  Earl  of,  entertains  Queen 
Elisabeth  at  Kenilworth,  17,  169; 
in  the  Low  Countries,  .^o;  his  com- 
pany of  players,  33,  35 


MACBBTH 

Luddington,  90 

Lydgate,  *Troy  Book*  of,  997 

Lyly*  John,  6z;  influence  on  Shake- 
n>eare*s  comedies,  6x,  69;  his  ad- 
(uesMs  to  Cupid.  97  m;  aind  Mid- 
summtr  NigkiU  Drtam,  169 

Lyrif'S  in  Shakespeare's  plays,  907, 
350.  955  and  M  9 

'M.,.  I.,'  306.  Sm  also  'S..  I.  M.' 
Macbeth:  the  references  to  the  climate 
of  Inverness,  41  (and  quotation  in 
M  3),  49;  date  of  composition,  939; 
the  story  drawn  from  Holinshed. 
939;  not  primed  tmtil  1693.  939; 
the  shortest  of  the  poet's  plays.  939: 
points  of  difference  from  other  plays 
of  the  same  class.  940:  Middleton's 
plagiarisms  of.  940.  For  editions 
s€€  Section  xix.  (Bibliography). 
301-25 


>te  that  in  this  index  the  first  and  last  headings  on  each  page 
[iven  at  heads  of  colimms,  to  aid  in  rapid  scanning 


From  R.  W.  Emerson's  CoUecUd  Works.  General  index.    Houghton 


NoTK.    Titles  of  essays  and 

Bradshaw,  John,  iii.  107:  x.  411. 

Brag,  V.  143-146;  x.  170. 

Brahma,  ix.  170  /. 

Brains,  differences  of,  x.  47;  male 
and  female,  iv.  105. 

Bramante,  xii.  133,  139. 

Brandy ,  revenue  from,  vii.  34. 

Brant,  Joseph,  ii.  155. 

Braaidaa,  ii.  234;  vii.  79. 

Bravery,  xi.  200.  See,  also,  Cour- 
age. 

Hread,  not  the  aim,  i.  276;  ii.  211; 
xi.  331;  heavenljijr,  v.  243;  viii. 
64;  history  of.  lii.  60;  transub- 
fttantiation  of.  vi.  123;  viii.  38. 


poems  are  in  small  capitals. 

Gravity,  centre  of,  iL  216;  vii.  31. 
282;  X.  180. 

Gray.  Thomas,  quoted,  viiL  58, 
272. 

Great  Mkn,  Usbb  or,  iv.  7-38. 

helped  by  adversity,  ii.  113; 

vi.  222;  viii.  219;  of  great  affini- 
ties, W.  43;  age  misrho  •ses,  ii. 
204;  iv.  193;  no  boasters,  vi.  11; 
indifferent  to  ciroimistances,  vii. 
115;  composite,  iv.  96;  not  con- 
vulsible,  ii.  209;  mutual  defer- 
ence. X.  67;  clear  our  minds  of 
egotism,  iv.  29;  enrich  us,  viii. 
215;  equality  in  all  ages,  ii.  84. 


522 


NEW  YORK  8TATB  LIBRARY 


From    QeOdB's    T€xd>ocik    of  QmAoav.     Macmillan 

An  aaterisk  attached  to  a  number  denotea  that  a    figure   of  a  aubjeet  will  be  foond ntbt 
page  indicated.    Genera  and  speoies  of  ioeoilB  are   printed   in    italica.     A   amje  vdmaat 
omy  is  given  to  each  main  mviaion    of    the  Geological    Record  in  which 
tiohed. 


'Aa"  form  of  lava-etreama,  217 
Aachenian,  950 
Aar  glacier,  erosion  by,  432 

former  size  of,  1048 

Abiet,  991 

Absorption-spectrmn,  11,  12 
*' Abtheilung"  in  stratigraphy,  678 
Abysmal  deposits,  457,  648,  650 
Abyssinia,  volcanic  plateau  of,  258 
Acacia,  995 
Aoanihocerat,  927* 
Aeanthocladia,  844 
AoatOhode;  795*.  796,  830,  845 
AeanthopholiB,  931 
Aoanthoapongia,  74^ 
Acer,  922.  988,  995 
Aceratherium,  1018 
AcerocoTB,  731 
Actrrularia  742,  757*.  780 


AduOina,  986 

Acheulian  deposits,  1057 

Achurodtnit  894 

Acicularia,  976 

Add,  uses  of,  in  rock  determination.  87 

acetic,  87 

apocrenic,  471 

citric,  87:  use  of,  in  fielc^work,  81 

crenic,  471 

humic,  471 

hydrochlorio,  81 

hydrofluoric,  87 

hydrofluoailicie,  88 

nitric.  88 

organic,  action  of,  146,  343,  456,  471 

ulmic,  471 

Acid  series  of  maasiye  works,  156;  gndstke. 

of.  into  basic,  105,  225,  262. 260.  564, 571 
AcidoMjrit,  741*,  743.  781 


From  Afaria  Parloa's  Home  Economic;     Century 


Bedrooms,  best  kind,  of  light  for,  41 

best  floor  for,  41 

how  to  furnish,  41 

method     of     ventilating     in     cold 
weather,  56 
Beds,  desirability  of  single.  41 

how  to  make,  44 

how  they  can  be  made  absolutely 
comfortable,  42 

importance  of  well-made,  44 

kind  of  mattresses  for,  42 

kind  and  size  of  coverings.  43 

length  of,  43 

length  of  sheets,  43 
Bed-springs.  45 
Beef.     See  Marketing. 
Beets,  257 
Benzene,  293 


Care,  of  cellar.  90 

of  dining-room.  90 

of  dishes,  163 

of  fats,  232 

of  floors  in  kitchen  and  pantry,  80 

of  furnace  fires,  136 

of  kitchen  and  pantries,  79 

of  kitchen  utensils,  82 

of  lamps,  127 

of  lighting  appliances,  126 

of  natural -wood  finiahes.  73 

of  outside  doors.  73 

of  plumbing,  93 

of  range,  140 

of  refrigerator,  88 

of  the  tea-kettle,  87 

of  window  sa&hes,  74 
Carpet-cleaning.  64 
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RBADmO   LIST  ON  INDBXIRO 
State  Library  call  nt|inbers  are  given. 

Bailey,  Nancy.  Indexing;  a  Profession  for  Women,  (j^e  London,  Victorian 
era  exhibition,  1897.  Progress  in  Women's  Education  in  the  British  Em- 
pire.    1898.     p.  196-203)  376  L84 

Clarke,  A.  L.     Manual  of  practical  Indexing.     Lond.  1904.     Library  Supply 

Co.  5/n 
Dewey,  Melvil.     Exact  Reference  to  Printed  or  Manuscript  Pages,    {see  Book- 
man, Ap.     1897,  5:174-75)  051  qB64i 
BxpUtins  method  of  citing  divisions  of  page  by  ninths. 

Hetherington,  E.  The  Indexing  of  Periodicals,  (see  Index  to  the  Periodical 
Literature  of  the  World,  1892,  3:3-7)  R050  qAn3 

Nichols,  J.  B.  Indexing;  manual  for  librarians,  authors  and  publishers. 
i4p.O.     N.Y.     1892.     Publishers*  Weekly  o.p.  029.5  N51 

First  published  in  Library  Journal,  Oct.  189 a.  17 1406 . 

Perkins,  F:  B.  Book  Indexes,  (see  U.  S. — Education,  Bureau  of.  Public 
Libraries  in  the  U.  S.  .  .  their  History,  Condition  and  Management. 
Special  Report.     1876.     pt  i,  p.  727-32)  207.073  Un3 

Petherbridge,  Mary.  The  Technique  of  Indexing.  Lond.  1904.  Secretarial 
Bureau  5/n  029-5  P44 

Robinson,  O.  H.  On  Indexing  Periodical  and  Miscellaneous  Literature. 
(see  U.  S. — Education,  Bureau  of.  Public  Libraries  in  the  U.  S.  .  .  their 
History,  Condition  and  Management.  Special  Report.  1876.  pt  x, 
p.  663-72)  027.073  Un3 

Shepardson,  G:  D.  Suggestions  for  an  Index  of  Engineering  Literature;  with 
discussion,     (see  American  Institute  of  Electrical  Engineers,  Transactions, 

Nov.  1894,  II  -.777-83,  835-59)  621.3  O4 

Thomson,  W.  S.     Practical  Guide  to  Indexing  and  Precis  Writing.      289P.  D. 

Aberdeen  1 89 1.     John  Adam  i/6d  029.4  T36 

Interesting  and  suggestive  in  connection  with  book-indexing,  though  not  directly  concerned 
with  it. 

Thring,  Sir  Henry.     Instructions  for  an  Index  to  the  Statute  Law.     (see  Law 

Magazine,  Aug.  1877,  ser.  4,  2:  491)  Law  library 

Wheatley,H:B.     What  is  an  Index?     132P.O.     Lond.  1879.     Index  Society. 

o.  p.  029.5  W56 

Contains  rules  of  Index  Society  and  much  useful  and  entertaining  matter. 
How  to  Make  an  Index.  (Booklovers'  Lib.)  Armstrong  $1.25      029.5  W561 

Embodies  most  of  the  matter  in  his  What  is  an  Indtxf  with  additions. 

Library  Journal;  monthly  .  .  .  journal  of  the  American  Library  Association 
Sep.  1876-date.  V.  i-date,  1-5  sq.Q;  v.6-date,  sq.O.  N.Y.  1877-date. 
Publishers'  Weekly  $5.  020.5  qL6i 

Contains  much  matter  of  value  on  indexing  and  indexes.     The  foUowingfiartides  are  of 

special  interest: 
Improvement  of  Poole's  Index;  by  W.  S.  Biscoe,  Ap.  1877,  z  :a79-8z 
Indexes  to  Periodicals,  June  1877,  1:359-63 

Plan  of  the  New  Poole's  Index;  a  Library  Symposium,  June  1878,  3  :x4x-5 1 
The  Index  Symposium  and  its  Morals;  by  W.  P.  Poole.  July  1878.  3  :x78-8s 
Some  Points  in  Indexing,  by  W:  I:  Fletcher.  July-Aug.  1879,  4:a43-47 
Notes  on  Geographical  Indexing,  Oct.  1894.  19:330-31 

"Acid  to  Casks" :  a  few  remarks  on  indexing;  by  W.  S.  Bums.  Sep.  1903,  98 :664-65 
Some  Rules  to  be  observed  in  Making  Indexes.  Sep.  1903,  28:665 


INDEX 


iperior  figures  tell  the  exact  place  on  the  page  in  ninths ;  e.  g.  490 
»age  490  beginning  in  the  third  ninth  of  the  page,  i.  e.  about  one 
the  way  down. 


itions,   use  of,   497*-98*;    to 
jruish  departments  in    peri- 

5,  501" 

jr,     importance,     500*.     See 

erification 

jntry,  see  Double  entry 

e.  as  heading,'  471';  separ- 

rom  noun,  473*.  503' 

s    and    tinimportant    state- 

,  477V  478* 

t,  relative  space  for  letters, 

\4\  489' 

tic  marginal  tags,  483* 

tic   order   of   modifications, 

advantages,  491* 

tic  vs  classified  indexes,  467* 

ting,  of  slips,  484',  489*;  on 

proof,  500*; 

s   for:    5 1 2*- 1 4*;   compound 

»,    514*;    compotind    words, 

elisions  in  titles,  514';  by 
ig  primarily,  512';  identical 
'ords,  513*;  forenames  identi- 
th  surnames,  513';  surnames 
cal,  513^;  whole  names  iden- 
513*;  joint  authors,  514*;  pos- 
es, 514';  by  significant  word, 
surnames  with  prefixes,  513'; 
tmder  authors,  514';  imilaut, 

word  by  word,   512*.     See 
Arrangement 
iive  titles,  omit,  511' 
;  under  heading,  479^ 
lous  writings,  507* 
phe,  disregard  in  alphabet- 

i4» 

ment,    of    cross    references, 

modifications:  490^3*;    al- 
jtic   order,  490',  491*;  order 


of  entry,  490^-9 1*,  49a*;  combina* 
tion  of    alphabetic  and  order  of 
entry,    491*;  logical    order,    491'; 
relative   advantages   of    different 
methods,  491^2*. 
See  also  Alphabeting 
Art  galleries,  entry  tmder,  508' 
Article,   never    index    under,   471*; 
omission   from  title,  508*;    trans- 
position, 5 1 1* 
Author,  as  indexer,  466';  of  quoted 

statements,  473* 
Author  and  title,  rules  for,  So9*-xi*' 
Author  entry,  in  periodical  indexes^ 
503*,    5o4^    for    poetry,    So4*-5^ 
See  also  Alphabeting;  Biography; 
Headings;  Names 
Authors,   joint,    505*;   dash   for  re- 
peated name,   510';  alphabeting^ 
5i4« 

Bays,  names,  507' 

Bibliography,  523* 

Biography,  anonymous,  507';  ar- 
rangement of  modifications,  490^- 
91';  biographee's  works,  509*; 
ctirves  for  authors'  names,  510*; 
entry  tinder  subject  as  well  as 
author,  507*;  titles,  511' 

Blank  book  index,   483* 

Blanket  entry,  479*,  479* 

Body  as  author,  507*,  510' 

Book  lists,   509*-ii* 

Book  reviews,  indexing,  501  •-2^ 

Cancelations  in  editing,  495* 
Capes,  names,  507' 
Cards,  see  Slips 

Catalogue  rules,  codes  of,  466*~67'; 
not  always  applicable  to  indexes,. 

SOS* 
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Chronologic  arrangement  tinder  bio- 
graphic   and   historical   headings, 
490^-91*;  advantages,  492* 
Churches,  entry  of,  508' 
City,  entry  tinder,  507*,  508* 
Clarke,  A.  L.,  on  choice  of  headings, 

470* 

Class  and  specific  headings,  choice 
between,  471*;  cross  references  be- 
tween, 480*,  494*-95* 

Classed  lists  of  books,  indexing,  509'- 

Classified  indexes,  467* ;  to  periodicals, 

5oo*-i* 
Cockatoo  story,  absurd  entries,  474' 
Committees,   508' 
Common  terms,  give  preference  to, 

471* 

Compound  names,  506';  alphabet- 
ing,  514* 

Compoimd  words,  alphabeting,  514' 

Conciseness,  476^-77*,  486* 

Consistency,  importance,  466',  486*; 
not  chief  aim,  486',  493' 

Convention,  entry  tmder,  507*,  508' 

Cop3ring  rules,  49 7 '-9 8* 

Country,  entry  under,  507*.  See 
also  Place  names 

Criticism,  author's  works  in,  509' 

Cross  references,  480^81' ;  between 
allied  headings,  480',  494*,  494'; 
arrangement,  493*;  from  changed 
name,  5o5*-6*;  between  class  and 
specific  headings,  480*;  for  com- 
pound names,  506*;  copying  rules, 
497",  498';  definition,  468';  vs 
double  entry,  479^,  481*;  editing 
important,  481*;  changes  in  edit- 
ing, 494*,  494*;  in  entry  a  line  in- 
dex, 496',  498';  examples,  468*, 
474',  480';  to  forename,  506^; 
general,  495^;  government  depart- 
ments, S07';  to  heading  only,  481*; 
on  marked  proof,  485",  486*; 
misleading,  480^-81*;  from  dif- 
ferent forms  of  names,  480',  505'; 
from  names  with  preposition,  506*; 
for  noblemen,  506*;  between  officer 
and  department,  507*;  in  para-  | 
graphed   index,    496^    497*;   from 


name  of  plax:e,  5o7*-8*;  from  pos- 
sible  to  chosen  heading,  4^0^ 
principles.  48o«-8i';  from  pteor 
donyms.  480',  505*;  connectim 
subject  and  subdivisions,  480*; 
from  synonymous  headings,  474', 
48o»,  486*,  493«,  494».  494';  type, 

497*;  verifying  on  final  proof, 
500' 

Curves,  for  explanatory  matter,  509', 
5io»;  forjauthors*  names.  5io« 

Cutter,  C.  A.,  Rules  for  a  Dictionaiy 
Catalogue,  466*,  505' 

Cyclopedias,  misiit^sn\\r\g  cross  tda- 
ences,  481^ 

Dash,  for  repetition  of  headioi, 
510*;  for  joint  authors,  510*;  a- 
amples  of  use,  516,  522 

Dates,  form  of  citation,  483*;  in 
italics,    497* 

Definition,  of  index,  467*;  of  tenns, 
468^ 

Descriptive  phrase  often  poor  alpha- 
betic key,  471^ 

Dewey,  Melvil,  Library  School  Rtdei, 

466» 
Double    entry    or    cross    referea€e, 

479'.  481* 

EcclesiasticAl  dignitaries.   506* 

Editing,  493*-95*; 'cooperative  work, 
493*-94';  cross  references.  481'; 
pasted  copy,  500*;  points  to  be 
corrected  in,  494';  final  prepara- 
tion for  printer,  499^500* 

Elisions  in  titles,  514^ 

Emerson,  R.  W.,  illustrations  from, 
47o»,  47 1' 

Entries,  number  to  subject  473'- 
74' 

Entry,  term  defined,  468';  should 
not  be  digest,  477*,  478'.  See  also 
Headings;  Modifications 

Entry  a  line  index,  rules  for  copying, 
497',  498';  arrangement  of  cross 
references,  493*;  definition  and 
example,  496*;  headings  identical 
in  form,  499*;  modifications  in. 
479*-8o>;  combined  with  para- 
graphed index,  496^7* 


ons,  508' 

inclusive,  rxUes  for  copying, 

.  W.  I.,  definition  of  index, 
on  choice  of  headings,  470' 
names,  5o6'-7' 
ne,    as    index    word,    506'; 
ited  from  surname,  473' 
ames.  507' 

of    indei.     466',     468*-69'. 

See  also   Headings;   Modi- 

ihic   books,   indexing,   472' 
)hic  names,  507' 
ment  publications,   507* 
lames.  507' 

g  indention.  495' 
g,  term  defined,  468' 
g,  secondary,  see  Subheads 
gs.  adiL-Liivi.'-  as.  471';  allied, 
refereiici'  tit-tuet.-n,  480'.  494', 
allied,  comparison  in  editing, 
494' ;  cross  reference  vs 
ered  material,  474*,  493*; 
le  on  and  follow  uniformly, 
:  rules  for  form  of,  505'-ii*; 
anyms,  4go'  inversionof,473', 
;  inversions  under  477'  linked 
sets.  473*;  modification  iden- 
with,  4;g'  number  to  sub- 
473'-74*;  punctuation.  473*; 
'nymous,  cross  references 
'.  474',  480',  486*.  493'.  494*. 
;  vague  subjects  require  more 
es.  473*; 

oiceof:  47o'-74';  avoid  unim- 
int  words,  471';  brevity, 
,  486';  prefer  common  terms, 
;  too  comprehensive.  474';  ill 
en,  466',  47t',  474',  503'; 
y  choose  main  subject  of 
:,  47a';  choose  obvious 
I,  470';  keep  perspective  in 
I,  47a*,  473'.  487';  choose  sig- 
iBt    word    in    phrase.  473'; 


i      specific  vs  class,  471*,  4S0',  494^ 

I       '^'' 

repetition:  in  modification,  478*; 

I  forwordsidvniK-alinspflHtig,  499'; 

I  for  persons  of  same  surname,  499*; 

I  if   entries  overrun  coliunn,  500'. 

I  See  alio  Aljihabeting;  Author  en- 

I  try;  Kdiling    Names 

I  Historical  headings    arrangement  of 

;  modifications  under,  49o'-9i' 

I  Homonyms,  499' 

Humor  in  indexer,  478' 

.  Hyphened  words,  alphabeting,  514' 

!  Ideal,  indexes  of,  469',  470^71' 
IndL'Quon,  hanging    49S';  in  entry  a 

I       line  index,  example,  496';  in  para- 

I       graphed   index  manuscript,   498*; 

!       in  printed  paragraphed  index,  ex- 

I      ample,  496';  directions  to  printer, 

I      499' 

j  Index  defined,  467' 

I  Index  sense,  465' 

■  Index   Society,   rules,    3*3' 
Iiidf-'iLT     ■lu.ililications,    465'.    soo'; 
importance  of  training,   46s'-66'; 

I  must  first  acquire  idea  of  scope, 
469';  must  take  searcher's  point  of 
view,  470' ;  tact  and  humor  in,  478' 

I  Indexes,    examples,    475',    SiS'-^*'; 

'  clerical  methods  of  constructing, 
483'-84'   importance  of  good  work, 

I        465'    various  types  of  index,  469' 

]   Institution,   entry  under    jo        5o7* 

i  Inversion  in  entry  a  line  index  479'- 
80';  government  departments, 
507';  of  heading  473'  under  head- 
ing. 477";  of  iii'xllhi  ations,  490*  of 
names.  473';  of  names  after  titles, 
477', 'Sio*;  to  bring  subject  word 
first,  473'.  Soj'-3';  in  title  entry, 
SOi\  S"i' 
Italics,  for  dates, 497'; for  "see  "  and 
"  See  also,  "  497';  for  book  titles  in 
general  index,  509';  not  used  for 
titles  in  book  lists.  510* 

Joint    authors,     505*;    alphabeting, 
514*;  dash  for  repeated  name,  310' 
Judges,  opinions  of,  507* 
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Key  words,  see  Headings 

Lakes,  names,  507' 

Language  of  text  often  disregarded, 

470*.  486* 
Leaders,  use  of,  510*;  examples,  519, 

520 
Letters,    space   between,  498';  tags 

on  blank  book  margins,  483*.    See 

also  Alphabet 
Libraries,  entry  under,  508' 
Line  index,  see  Entry  a  line  index 
Literature  of  indexing,   523* 

Marker,  482^ 

Marking  proof,  484*-87*;  advantages, 
484*-85';  methods,  485';  sample, 
486  ;  end  of  subject  noted,  489' 

Markland,  J.  H.,  on  importance  of 
modifications,  475* 

Married    women,    name    references, 

Mechanical  methods,  blank  book 
plan,  483*;  entries  on  sheets,  484'; 
separate  slips,  484' 

Modifications,  475^-80*;  allusions  and 
unimportant  statements,  477',  478* ; 
analysis  under  heading,  479^ ;  clear 
but  concise,  476^-77^  486';  care  in 
condensing,  476*,  478*;  need  not 
be  digest,  477*,  478';  in  entry  a 
line  index,  479*-8o^;  too  general, 
476*,  478*;  heading  identical  with, 
479^  inversion,  477',  479*-8o\ 
490^;  index  entry  a  pointer,  478'; 
repetition  of  heading  in,  478'; 
for  scattered  references,  479',  479*, 
481*;  must  be  specific,  478';  term 
defined,  468*;  need  not  be  used 
uniformly,  476*;  value,  47S*-76'. 
See  also  Arrangement  of  modifica- 
tions 

Mountains,  names,  507* 

Name  index,  469* 

Names,  alphabeting,  513^  as  book 
titles,  511^  changed,  SoS*-6';  com- 
pound, 506*;  alphabeting  com- 
pound, 514*;  curves  for,  5 10*; 
ecclesiastical  dignitaries,  506*;  for- 
eign, 5o6*-7*;  forename  as  index 
word,  506';  full  or  shortened,  509*  J 


geographic,   5 07*;  invefskm, 
inversions  after  titles,  477*, 
noblemen,  506*;  person  vs  ol 
507';  with  prefixes,  5 13*;  with 
ositions,  506';   real  name  or 
don3rm,    505*;   same  suman 
different  persons,  499*;  text 
often  best,    505*,   509*.    Sa 
Author   entry;    Biography; 
references 

Nichols.  J.  B.,  on  value  of  go 
dexes,  465';  statements  and 
t rations  from,  467*;  definit 
index,  467*;  suggestion  on  u 
to  sets,  467*;  on  indexing  mc 
485»-86« 

Ninths,  exact  reference  by,  48 

523' 
Noblemen,  506* 

Notes,  on  slips,  479*,  495*'. 
explanatory:  abbrevia' 
498';  examples,   516*,    521' 
superior  figures,  482*;  symbo 

Novels,  indexing  titles,    511' 

Official  publications,  entry  ol 
dash  for  repetition  of  h 
5io' 

Omnibus  entry,   479*.   479* 

Orientals,  names,  506^ 

Page  references,  481 '-83';  be 
of  citation,  482*;  exact  re 
by  ninths,  481 '-8 2*;  inclu 
scattering,  481*.  488';  in 
for  matter  overrunning  pag 
497';  marker,  482*;  citat 
volumes,  482^-83* 

Paragraphed  index,  define<i 
example,  49 5 '-9 6';  rules  fo 
ing,  497',  498';  arrangen 
cross  references,  493*;  co 
with  entry  a  line  index,  4 

Pasted  copy,  499*;  preparat 
printer,  500' 

Period,  omit  at  end  of  par; 

497' 
Periodicals,    indexing,    500*- 

thor  entry,  503*,  504^-5' 
reviews,  501  •-2';  classified  i 
5oo'-i';  cooperative  work 
94*;  curves  for  authors*  ns 
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title  entry »  510*;  entries  for  poetry, 
50x^2',  504*-$*;  series  on  one  sub- 
ject, 504*;  striking  titles,  5o3*-4'; 
subject  entry  most  important, 
503*;  symbols  to  mark  class,  501'; 
title  indexes,  5o2*-3',  5 10';  titles 
of,  treatment,  508* 

Perkins,  F.  B.,  cited,  484* 

Persons,  see  Author  entry;  Biogra- 
phy; Names 

Perspective,  consider  in  determin- 
ing plan,  472';  in  determining 
number  of  headings,  473*;  in 
choosing  headings,  487' 

Petitions,  508' 

Phrases  as  headings,  471*,  473^ 

Place  names,  entry  under,  5o6*-7*, 
507*,  508*;  references  from,  5o7*- 
8»,  5o8«;  alphabeting,  513*;  alpha- 
beting  compound   names,    514' 

Plan  of  index,  must  be  influenced 
by   use,    466*;   importance,    466';, 
keep  perspective  in  mind,  472* 

Plurals,   treatment,   512* 

Poetry,  indexing,  5oi*-2',  5o4'-5*; 
author  entry  for,  502',  504*;  sub- 
ject entries  rarely  necessary,  504* 

Political  parties,  entry  under,   507* 

Popes,  names,  506' 

Possessives,  alphabeting,  514* 

Prefixes,  surnames  with,  513* 

Prepositions,  surnames  with,  506' 

Presidents,  messages,  507';  personal 
writings,  507* 

Princes,  names,  506' 

Printer,  preparation  of  copy  for, 
497*-5oo*;  directions  to,  499' 

Printing,  forms  of,  495^-97';  ex- 
amples, 516-22 

Proof,  marking,  484"-87*;  methods, 
485'-86*;  indicate  end  of  subject, 
489*;  value  for  reports  or  tabular 
matter,  485*;  value  as  work  pro- 
ceeds, 484* 

Proof  reading,  500* 

Pseudonyms,  entry  under  if  better 
known,  505*;  references  from, 
48o»,  505* 

Ptinctuation,  of  headings,  473';  of 
cross   references,   497*;   for  para- 


graphed index,   497*,   498*;  omit 
periods,  497' 

Qualifications  of  indexer,  465*,  478^, 

500" 
Quoted  statements,  473* 

Readers,  indexer  mtist  consider,  466*, 

47o» 
Reading  list  on  indexing,  523^ 
References,    see    Cross    references; 

Page  references;  Scattered  refer- 
ences 
Reports,    preservation    of    marked 

proof   for,    485*;   preservation   of 

slips  for,  499*  • 

Revision,  see  Editing;  Verification 
Rules,  must  vary  according  to  book, 

466*.     See   also   Catalogue   rules; 

Reading    list    on    indexing;    also 

special  subjects 

Saints,   names,    506' 
Scattered  references,  479',  479*,  481* 
Schools,  entry  under,  508' 
Scientific  books,  plan,  472* 
Scientific  terms,  use  of,  470',  47o' 
Searchers,    indexer    must    consider, 

466*,  47o» 
"See"  and  "See  also"  references,  see 

Cross  references 
Series,  citation,  483' 
Series  of  articles  on  one  subject,  504* 
Sets,  index  should  cover,   467* 
Sheets,  numbered,  498' 
Ships,  5o8»-9» 
Significant   word,    arrangement    by, 

490' 
Size,  see  Fulness 

Slips,  alphabeting,  489*;  best  mechan- 
ical device,  484^;  notes  on,  479*, 
495*;  pasting,  499*;  preservation 
for  consolidated  indexes,  499'; 
quality,  487';  rules  and  sample 
entries,  488*;  size,  487^-88*;  trays 
for,   487*,   489*;  verifying,   489* 

Societies,  entry,  507*;  local,  508'; 
national  and  nonlocal,  507*;  pub- 
lications, 508*;  dash  for  repeated 
heading,  510* 

Sovereigns,  names,  506' 
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Specific  and  class  headings,  choice 
between,  47 1*;  cross  references  be- 
tween.    480*.     494*-95*;    editing, 

494*-95* 
Specitic  modifications,  478' 

Striking  titles.   5o3*-4'.   5o7',  S"* 

Subheads,  arrangement,  493';  rules 
for  cop>^ng,  498*;  editing,  495*; 
in  entr>'  a  line  index,  example, 
496*;  indicate  indention,  48  7*, 
499*;  need  foreseen  in  marking 
proof,  487*;  in  paragraphed  index, 
examples,  492',  496*;  term  defined, 
468*;   use  of,   492'-93' 

Subject,  term  defined,  468*;  vague, 
requires  more  entries,  473*;  should 
not  be  scattered  under  several 
headings,  474*,  493';  new,  how  to 
treat,  486*.     See  also  Headings 

Subject  and  word  index  combined, 
40  8» 

Subject  entry  vs  title  entry,  5o2'-3* 

Subjects,  index  of.   469* 

Superior  figures,  481  •-82' 

Surnames,  sec  Names 

Symbols  to  mark  class,   501' 

Synonymous  headings,  cross  refer- 
ence from.  474*.  48o^  486*,  493*5 
comparison  in  editing,  494*,   494 

Tact  in  inclcxer,  478^ 

Technical  lonns.  use  of.  470',  470* 

Terms,  delmitions,  46S* 

Text  words,  not  always  best  *key, 
470*.  4S0* 

Title  entry.  5o2*'-3*.  5io'-ii';  alpha- 
be*  ing,  5 1 3V  5 14^ ;  alternative  titles, 
511';  for  anonymous  writings, 
507';  biography,  511';  elisions  in, 
514';  inversions,  477\  502*,  503^ 
51 1'-.  first    word.  511*;   omit    un- 


necessary  words.    Six*; 

lengthy  titles.  5x1';  stiikngtilH* 

5o3»-4',    507*.  5"*;  subject  «•»'; 

more  important,  503* 
Titles,  need  not  be  fotlowad,  4l^'| 

in    text    as    modificatioiii,  S>A>] 

under  authors,  arrangazMBt,  514^  < 

See  also  Title  Entry. 
Titles  of  honor  follow  sumams. 
Titles  of  noblemen,  506' 
Training,  importance,  465^-66' 
Transposition,  see  Invendon 
Trays  for  slips,  487';    for  slphalMfe- 

ing.  489* 
Type,  for  book  titles,  509';  fordali^ 

497*;   directions    to  printer.  499*; 

for  "  see  "  and  "see  also,"  497';fv 

title    entry,    Szo';     examidei  cC 

516-22 

Umlaut,  514* 

Uniformity,  see  Consistency 
Universities,  entry  under,  507* 
Use  of  index  must  influence  pta, 

466»,  470* 
Useless  entries,  466*,  471*,  474S  47^ 

Verification^  of  slips,  489';  printer^ 
copy,    499*1     proof,    500* ; 
references,  500^ 

Vessels,  SoS'-g' 

Volumes,  citation  of,  482'-83'; 
parately  indexed,  467* 

Wheatley,  H.  B.,  against  clssMfJad 

indexes,  467*;    on  importance  of 

modifications,    475^;     on    useleM 

entries.  477*;   cited,  483* 

Word  and  phrase  index,  469' 

Word  and  subject  index  combined, 

498* 
Writing  slips.  487'-88« 
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PREFACE 

Thishulletm,like  Lecture  Outlines  and  Problems  i  (Library  School 
bulletin  12)  is  made  up  of  new  editions  of  miscellaneous  lecture 
outlines,  problems  and  routines  originally  stenciled  or  printed 
separately  for  use  of  the  State  Library  School.  To  provide  for 
dissecting  and  filing  by  subject  the  material  relating  to  each 
course  begins  on  a  separate  leaf. 

Melvil  Dewey 
Albany,  Mar.  i,  igo^ 
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READING  LIST 

^prefixed  to  topic  or  article  indicates  required  reading. 
Call  number  for  Library  Journal  (L.  J.)  020.5  L61S;  for  Public  Librar%€S 
(P.  L.)  020.5  P96;  for  Publishers*  Weekly,  015.73  P96. 

General 

1893  ♦  Jones.  Accession  Department.  American  Library  Asso- 
ciation. Papers  prepared  for  its  Annual  Meeting,  1893, 
p.  809-26.  020    Am3Z 

Note  bibliography. 

1895     Sharp.    Library  Recipes.  Lib.  Notes,  4: 205-23. 

020.5     L61Z 
*" Plating"  and  "Uncut  edges"  required. 

1898  Macfarlane.    Library  Administration,  p.44-77.  Acquisition 

of  Books.  020.2     M16 

Book  buying 

1889    Green  &  others.    How  We  Choose  and   Buy  New  Books. 

l.Jm- 336-39 

1897     ♦  Lemcke.    The  Librarian  and  the  Importer. 

L.J.22:Ci2-i6  or  P.L.2:443-46,   487-89 

1899  ♦  Orr.     Book  Buying  and  Trade  Bibliographies. 

P.L.4 1345-49 
1903     ♦  Dana.    Library   Primer,   ed.3,  p.63-68,    Buying   Books. 

020.2     D19Z 

♦  Underbill.     Book  Ordering  and  Buying.         P.L.8 1142-44 

♦  Andrews,    Acquisition  of  Books.  P.L.8 1195-202 

Net  prices 

1901  ♦  Plan  of  the  American  Publishers'  Association. 

Pub.  Weekly,  v.59,pti,p. 525-26 
Palmer.    Relationship  of  Publishers,  Booksellers  and  Li- 
brarians. L.J.26:C3i-37 
Followed  by  discussion,  P.C134-40. 
Book  Costs  and  Net  Prices.     Pub.  Weekly,  v.6o,pt2,p. 946-47 

1902  ♦  Dewey.    Libraries  and   Net   Prices. 

Pub.  Weekly,  v.6i,pti,p.57-58 

♦  Net  Prices  for  Books;  Massachusetts  Library  Club  cotcir 
mittee.  \,7^  .v\  \i  V"^*l 
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Net   Prices  and  Public  Libraries. 

Pub.   Weekly,   v.6i,  pti,p.8oi-a 

Report  of  Atlantic  City  meeting  of  Pennsylvania  Library  Qub 
and  New  Jersey  Library  Association. 
Scribner  letter  on  p.  800. 

Net  Price  Question.  L.J.27:203 

Massachusetts  Library  Club  on  Scribner  letter. 

*  American  Library  Association — ^Relations  of  libraries  to 
the  book  trade,  Committee  on.     Report. 

L.J.27:Ci42-43 

Followed  by  discussion,  p.C  143-47. 
For  resolution,  see  p.Ciyi. 

1Q03     [Report  of  Meeting,  Jan.  20]  L.J. 28:67 

Includes  action  of  American  Publishers'  Association  refusing 
increased  discount. 

Daniels.     Net  Price  System  in  Operation.         P.L.8 154-55 
Amended   Plan  of  the   American  Publishers'   Association. 

Pub.  Weekly,  v.63,pti,p.724 

*  American  Library  Association — Relations  of  libraries  to 
the  book  trade,  Committee  on.     Report. 

L.J.  28:Ci34-35  or  L.J. 28:176-77  or  P.L.8:262-63 

Report  was  followed  by  discussion,  L.J.aSrCi 35-50,  in  which 
Mr  Zimmerman's  paper,  p.C  136-40,  was  based  on  that  in  P.  L. 
8:220-23,  and  Mr  Hopkins's  remarks,  P.C144-46,  followed  the 
line  of  his  article  in  P.L. 8:274-75.  Miss  Hazeltine's  paper. 
p.C  1 42-43,  with  a  brief  report  of  the  whole  discussion,  is  given  in 
P.L. 8:348-50. 

Vote  of  A.  L.  A.  council  in  L.J. 28:  C22S. 

1904     *  Book  Prices  and  Costs:  Net  Prices  and  Libraries. 

Pub.  Weekly,  v.6s,pti, p. 637-40 

Good  summary  of  case. 
Public  Libraries  and  the  Sale  of  Books.         L.J. 29:243-47 
Opinions  as  to  whether  libraries  help  or  hinder  sales  to  individuals. 

*  American  Publishers'  Association  Amends  its  Plan  [Ap. 

I,  1904].  Pub.  Weekly,  v.65,pt2,p.89S 

See  also  Bulletins  of  the  A.  L.  A.  committee  on  book  prices,  1903-4, 
published  in  Library  Journal  and  Public  Libraries, 

"^  Collation 

1876     Collation  of   Books.  L-J-X'.i33-34 

Discussion. 
1893     Collation.  LJ.iSK^SX 

Discussion. 
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'  Marks  of  ownership 

1886     Dewey.     Embossing  Stamp.   Lib.  Notes,  1 126-27. 020.5  L611 

1903     Library    Bureau.      Library    Catalog,    p.174,    Perforating 

Stamp.  029.2  qL6i 

*  Book  plates 

1886     Dewey.     Book  Plates.  Lib.  Notes  1:23-25.  020.5  L611 

1902  Kent.     Library  Book  Plates.  LJ-27 1932-34 

1903  Hackley.     Book  Plate  for  a  Public  Library.     L.J. 28 1297-98 

^Disposal  of  duplicates 

1880    Dewey  &  Bowker.     Clearing-house  for  Duplicates. 

L.J.5:2i6-i7 
1893     Jones.     Disposal  of  Duplicates.        American  Library  Asso- 
ciation.    Papers  prepared  for  its  Annual  Meeting,  1893, 
p. 818-19.  020    Am3i 

Lane,  Dewey  &  Hosmer.     Private  Sale  of  Duplicates. 

L.J.i8:C5o-5i 

1898     Dewey.     Duplicate  Clearing  House.  P.L.3 1255-56 

1900     U.  S. — Documents,  Sup't  of.     Sixth  Annual  Report,  p. 5-6, 

Exchanges  with  Libraries.  655-59 

""  Weeding  a  library 

1893     Green.     Adaptation  of  Libraries  to  Constituencies. 

L.J. 18:219-20 
Followed  by  discussion,  p.Ci8-22. 

1902     Eliot.     Living  Books  and  Dead.  L.J. 27 1256-57 

Foster.     Pres.  Eliot  and  Discrimination  in  Books. 

L.J. 27 1258-60 

Eliot.     Division  of  a  Library  into  Books  in  Use  and  Books 

Not  in  Use.  L.J.27:C5i-56 

Copyright 

1895     *  Ranck.     Need  of  Additional  Copyright  Depositories. 

LJ.2o:C43-45 
1898     *  American  Library  Association — Public  documents,  Com- 
mittee on.     [Report  on  Mr  Ranck's  plan]. 

L.J.23:Cii8-i9 
1900     U.  S. — Congress.      Copyright  Law  of  the  United  States,  in 
force    Jtdy    1900.     (U.    S. — Copyrights,    Office    of    the 
register  of.    Bulletin  i)  ^^^-^l*^ 


540  NEW   YORK   STATE   UBRARY 

1 90 1  U.  S. — Labor,   Dep't  of.      Report  on   the    Effect  of  the 

International   Copyright  Law  in  the   United  States;  by 

C.  D.  Wright.  655.63    Qi 

*  Solberg.     Book  Copyright.  L.J.26:C24-3i 

1902  *  Putnam.     Copyright  Procedure;  some  Misapprehensions. 

Critic,   40:57-62.     051    C86 

1903  Copyright  Improvement.        Nation,  76:348-49.     071  qNai 

1904  U.  S. — Library  of  Congress.     Report,  p. 136-55.     027.573  A 

Distribution  of  government  publications 

1894  U.  S. — Documents,  Sup't  of.  Special  Report  Relative  to 
Public  Doctiments,  by  J:  G.  Ames.  655.59    P4 

i8q5  *  First  Annual  Report,  p.7-14.  Distribution  to  Libra- 
ries. 655.59 

1896     First  Draft  of  Proposed  Bill  to  Simplify  Methods  of 

Publication  of   Public   Documents  furnished   to   Depos- 
itory Libraries.  ^55-59    P^ 
1898     *  Fourth  Annual  Report,  p.8-13.  Designated  Deposi- 
tories;    Document  Reform.  655.59 

1901  *  Seventh   Annual   Report,   p.7-12.  655.59 

1902  *  Eighth  Annual  Report,  p. 6-9,  Amendments  to  the 

Printing  Laws.  655.59 

See  also  Ninth  Annual  Report,  p. 4. 

For  list  of  designated  depository  libraries,  see  latest  report  of 
superintendent  of  documents. 

*  Accession  book 

1878'  Winsor.  Shelf -lists  vs  Accession  Catalogues.  L.J.3:247-48 
Poole.  Shelf -lists  vs  Accession  Catalogues.  L.J.3:3  24-26 
Perkins    &    Dewey.     Accession    Catalogue    again. 

1893     Accession  Book.  L.J.i8:C5i-52 

Discussion  including  description  of  the  Harvard  plan. 
1898     Dewey.     Simplified  Library  School  Rules,  p. 47-5 2,  Simpli- 
fied Accession  Rules.  025     qD5i3 
See  also  sample  sheet. 

[899     Library     School    Rules,     ed.4,    p.47-49,    A.    L.    A. 

Standard  Accession-book.  025     qD5i4 

For  sample  sheet  of  Condensed  Accession  Book  see  after  p.  57. 
[902     Minnesota — State    Library    Commission.     Hand    Book    of 

Library  Organization;  comp.  by  the  library  conmiissions 
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of  Minnesota,  Iowa  and  Wisconsin,  p.37-38.  Accession 
Record.  020.2    M66 

1903  Underbill.    Accessioning.  P.L.8: 147-48 
Weitenkampf.    The  Accession  Book — ^Why?    L.J.28:295-97 

Outline  of  discussion  following  this  paper  given  in  L.J. 28:251. 

Bliss.     Economy  in  Accession  Records.  L.J. 28:711-13 

Hall.    Classified  and  Condensed  Accession  Record. 

L.J.28:830-32 

1904  Bliss.    Accession  Records  again.  L.J. 29 119-20 
Dewey.    Accession  Book.  P.L.9:28i 

• 

*  Replacements 
1896    Steiner  &  Ranck.    Replacements.  L.J.  2 1:3  9  7-406 
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025.2  ACCESSION  DEPARTMENT 
ORDER  SECTION  ROUTINE,  NEW  YORK  STATE  LIBRARY 

1  Order  slips  made  out  by  reader  or  librarian  and  sent  to  acces- 
sion department. 

2  Order  slips  submitted  to  book  board. 

3  Catalogues  and  receipt  index  consulted;  initials  of  collator 
on  order  slip  under  **Not  in  library.** 

4  Order  index  consulted;  initials  of  order  clerk  on  order  slip 
imder  "Not  now  ordered." 

Rejected  slips  should  be  returned  to  recommender  with  brief  reason 
for  nonapproval;  e.  g.  the  word  "  Not  "  canceled  in  *'  Not  now 
ordered." 

5  Order  slips  verified  and  necessary  facts  added,  including  de- 
partment to  which  charged  if  other  than  general  library. 

6  Order  slips  sorted  for  regular  American  and  foreign  agents 
and  for  miscellaneous  orders. 

7  Order  number  next  in  succession  to  last  number  on  order 
sheets  written  or  stamped  on  slips  under  "Order  no.** 

Order  sheets,  with  outstanding  orders,  for  American  agent,  foreign 
agent  and  miscellaneous  orders  are  kept  in  separate  binders,  consecu- 
tive blocks  of  numbers  being  assigned  to  each  in  advance;  e.  g. 
1000-2000  Baker  &  Taylor,  3000-4000  Stechert,  5000-6000  Mis- 
cellaneous. 

8  Order  number,  author,  short  title,  series  or  edition,  number 
of  volumes  (if  more  than  i),  place,  publisher,  date  and  price 
typewritten  on  order  sheet,  with  duplicate  carbon  copy. 

1  One  order  number  is  assigned  to  a  set,  regardless  of  the  number 
of  volumes  or  copies. 

2  Edition  is  given  only  when  special  edition  is  wanted;  if  not 
specified  agent  is  expected  to  send  latest. 

3  Place  is  omitted  for  well  known  publishers;  for  little  known 
publishers  street  address  is  included  if  at  hand. 

4  Fuller  form  of  publisher's  name  is  used  on  order  sheet  than  is 
generally  given  on  order  slip,  e.  g.  Appleton  on  order  sheet,  Ap  on 
order  slip. 

5  Date  may  be  omitted  if  book  is  known  to  be  on  current  trade 
list,  otherwise  is  given  if  known. 

6  If  more  than  i  copy  is  wanted  number  is  inserted  before  order 
number,  e.  g.  2  cop. 

9  Order  sheet  submitted  to  director. 

10    Order  sheet  sent  to  agent  and  copy  filed  by  order  number  in 

binder. 

At  the  close  of  each  month  statistics  of  orders  sent  «LTe  la^d^  omX. 
fwm  order  sheets. 
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zz    Date  of  sending  stamped  under  "Oxdered"    on  order  dips. 

za    Agent's  name  stamped  tmder  "Of  "  on  order  8l^». 

Z3    Order  slips  alphabeted  in  order  index. 

Z4  Bill  with  duplicate  received  by  order  derk.  Diqdicate 
stamped. 

Z5    Boxes  of  books  opened  by  janitor  after  bill  is  recmved. 

z6  Books  arranged  in  order  of  bill  by  order  derk  and  any  enon 
noted  on  margin  of  bill. 

Z7    Order  slips  ti^en  from  order  index  by  clerk. 

z8    Date  of  receipt  stamped  under  "Received  "  on  order  dips. 

19  Cost  price  written  under  "Cost "  on  order  dips.  Price  veri- 
fied. 

3o  Books  compared  with  order  slips  and  entered  in  accessicm 
book. 

21  Date,  source  and  cost  in  cents  penciled  in  books  on  inner 
margin  of  first  recto  after  title-page;  e.  g.  6Jao5  B&T  Z67. 

22  Accession  ntmiber  stamped  on  books  on  lower  margin  of  first 
recto  after  title-page,  on  order  slips  under  "Accession  no."  and 
before  first  and  last  items  on  bill. 

23  Private  mark  put  in  books.  See  Library  School  Card  Cakdog 
Rules,  oc. 

24  Filled  orders  checked  on  order  sheet  from  order  slips,  which 
are  then  arranged  by  date  of  receipt  and  counted  for  sta- 
tistics. 

25  Order  slips  alphabeted  in  receipt  index. 

26  Order  sheets  on  which  all  orders  are  filled  taken  from  binder 
and  filed  in  drawer. 

27  Books  sent  to  page  for  plating  and  perforating. 
28a  Footing  of  bill  verified. 

b  Notice  of  all  errors  sent  to  agent. 

On  receipt  of  answer  corrections  are  made  on  both  copies  of  Ull. 

c  Initials  of  order  clerk  put  on  stamped  bill  after  "Received" 

to  *' Prices/* 
d  Initials  of  department  for  which  books  were  ordered  after 
*' Charge." 
29     Stamped  bill  approved  by  director  and  sent  with  copy  i  to 
cashier,  paid  and  copy  i  sent  to  comptroller  with  monthly 
vouchers. 
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Abbreviations  for  publishers 

Some  of  the  most  common  abbreviations  for  publishers'  names 
for  use  on  order  slips  and  in  accession  book  in  New  York  State 
Library: 

Am  bk  American  Book  Co.  Lip  Lippincott 

Ap  Appleton  Longm  Longmans 

B  &  T  Baker  &  Taylor  Macm  Macmillan 

Cent  Century  Put  Putnam 

Harp  Harper  &  Bros.  Scrib  Scribner 

Ho  Houghton  St  Stechert' 
For  fuller  list  of  abbreviations  see  A:L.  A.  Catalog,  1904,  p.  13-21. 
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025.2  ACCESSION  DEPARTMENT 
SUGGESTED  ORDER  ROUTINE  FOR  SMALL  LIBRARY 

Basis :  Library  adding  about  200  volumes  a  year  and  ordering  once  a 
month. 

1  Order  slips  made  out  by  reader  or  librarian. 

2  Be  sure  that  book  is  not  now  in  library  or  not  already  ordered. 

3  Verify  order  slips  and  fill  out  if  necessary.  Order  slip  should 
always  bear  author,  title,  publisher  and  price;  also  date  if 
easily  found. 

4  Submit  order  slips  to  book  committee  for  approval. 

5  Alphabet  order  slips  and  copy  on  order  sheet  for  agent,  giving 
in  every  case'^items  named  in  no.  3  and  such  other  information 
as  may  be  necessary  or  desirable. 

6  Write  or  stamp  date  of  sending  tmder  **  Ordered  "  on  order 
slips.  If  library  has  more  than  one  agent,  agent's  name 
must  go  on  slip. 

7  Keep  order  slips  together  till  package  is  received. 

8  Compare  books  received  with  bill  and  note  any  errors. 

9  Compare  books  with  order  slips,  verify  prices  and  enter  books 
in  accession  book. 

10  Write  accession  ntunber  on  book  on  lower  margin  of  first  recto 
after  title-page. 

1 1  Verify  footing  of  bill. 

12  Notify  agent  if  there  are  any  errors,  otherwise  certify    bill 
with  initials. 

13  File  slips  for  books  not  received  in  order  index.     File  or  des- 
troy slips  for  books  received. 

14  Plate,  pocket  and  stamp  books. 
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025.2  ACCESSION  DEPARTMENT 

STAMPING,  PLATING,   POCKETING  AND  LABELING. 

NEW  YORK  STATE  LIBRARY 

I  Stamping 

Position,    a  Stamp  each  full  title-page  in  every  book  on  upper 

right  comer. 
b  Stamp  first  page  of  text  proper  (i.  e.  matter  after  preface 

or  introduction)  in  upper  right  comer.     When  possible  avoid 

perforating  text  on  verso  as  it  makes  it  illegible. 
c  Stamp  all  plates  and  maps  not  included  in  the  paging.     Do 

not  stamp  illustrations  included  in  the  text. 
d  On  plates,  portraits,  etc.  stamp  the  margin  and  sometimes 

a  little  of  the  picture,  but  take  great  care  not  to  disfigure 

the  picture  by  stamping  on  an  important  part ;  e.  g.  the  face 

of  a  portrait,  or  plates  in  scientific  books. 

1  When  an  embossing  stamp  is  used  and  there  are  many  plates, 
maps  etc.  in  a  volume,  emboss  at  different  distances  from  top  of 
page  to  avoid  thickening  book  at  one  point. 

2  If  plates  are  so  numerous  that  embossing  will  swelj  the  book 
materially,  or  if  plates  are  on  too  heavy  paper  for  perforating  or 
embossing  stamp,  use  ink  stamp  (small  type)  on  face  of  plate. 
Be  careful  to  let  ink  dry  before  closing  book  or  letting  other 
leaves  touch  ink. 

e  Always  be  careful  to  have  stamp  parallel  with  printed  lines 

and  edge  of  leaf. 

2  Plating 

a    General,     (i)  Unbotmd  books  are  not  plated  or  cut. 

(2)  If  there  is  no  book  plate  in  book  look  on  first  recto  after 
title-page  to  see  if  book  is  gift.  If  so  use  gift  book  plate,  if 
not  use  ordinary  book  plate. 

6  Position.  Paste  plate  squarely  in  middle  of  inside  of  front 
cover.  But  if  this  space  is  occupied  by  another  book  plate, 
autograph,  or  matter  of  value,  place  the  plate  above  or  below. 
If  there  is  not  blank  space  enough  for  the  plate,  paste  its  edge 
on  the  inside  edge  of  the  cover  so  that  it  can  be  lifted  to  read 
what  is  covered. 

c  Method,  (i)  Cover  back  of  plate  thoroughly  with  paste,  but 
take  care  not  to  get  any  on  the  face. 

(2)  After  plate  is  in  place  rub  down  carefully  with  a  clean 
cloth,  seeing  that  the  edges  of  the  plate  are  pasted  firmly  and 
smoothing  out  wrinkles  or  "blisters." 
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If  Acme  book  pocket  is  used,  paste  it  in  middle  of  inside  of^back 
cover,  with  opening  toward  inner  edge. 

4  Labeling 

a    Form,     (i)    For  pamphlet  binders  use  5x7^  cm  blue  tinted 
labels. 

(2)  For  traveling  libraries  use  J  inch  printed,  gummed  Van 
Everen  numbers. 

(3)  For  special  libraries  of  Home  Education  use  Dennison'i 
gtmimed  labels,  no.  123  (blue);  for  extension  collection, 
no.  217   (red). 

(4)  Other  books  are  gilded. 

b  Position,  (i)  On  backs  of  books:  (a)  octavo  series,  place 
upper  edge  of  label  or  top  of  Van  Everen  ntmiber  5  cm 
from  bottom  of  book;  (b)  quarto  and  folio  series,  place 
lower  edge  of  label  or  bottom  of  Van  Everen  ntmiber  5  cm 
from  top  of  book;  (c)  books  shelved  on  their  sides,  place 
label  lengthwise,  the  right  end  5  cm  from  top  of  book. 

(2)  When  a  book  is  too  thin  to  take  the  label  across  the  back, 
place  it  at  same  hight  on  front  cover  near  back. 

(3)  Label  all  pamphlet  binders  (5x7  J  cm  labels)  on  front 
cover  near  back. 

(4)  For  binders:  (a)  octavo  series,  place  lower  edge  of  label 
5  cm  from  bottom  of  book;  (6)  quarto  and  folio  series, 
place  upper  edge  of  label  5  cm  from  top  of  book. 

(5)  To  secure  imiformity  of  position  use  a  notched  pasteboard 
measure. 

c  Method,  (i)  Moisten  entire  surface  of  label  but  avoid  rubbing 
on  sponge  as  it  removes  the  gum. 
(2)  Press  labels  firmly  on  the  binding,  using  a  clean  cloth  to 
avoid  soiling  with  fingers.  Do  not  rub  in  pressing,  imless 
a  paper  is  laid  over  label  so  it  will  not  be  soiled  or  moved 
by  the  rubbing. 

When    necessary    to    remove    grease    or   glaze,    brush    book   with 
ammonia  and  apply  label  as  above. 
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025.2    ACCESSION  DEPARTMENT 

SERIALS,   NEW  YORK  STATE   LIBRARY 

I  Definition 

**A  serial  is  a  publication  issued  in  successive  parts,  usually  at 
regular  intervals,  and  continued  indefinitely." 

2  Most  used  price  lists  of  serials 

For  fuller  list  of  bibliographies  of  serials  see  Bibliography  bulletin   36 
Selection  of  Cataloguers  Reference  Books,  1903,  p.  380-94. 

a    American:    American  Newspaper  Directory.  Rowell  $io 

Annual. 

6     English:    Willing's  Press  Guide.  Willing  is 

Annual. 

c     German:   Deutscher  Joumal-Katalog.  Schulze  1.75  m 

Annual. 

d    French:  Annuaire  de  la  presse  fran^aise  et  du  monde  politique. 

Flammarion  i5fr 

3  Agents 

a     Abram  De  Blaey,  52  State  st.  Albany 

b     Gustav  E.  Stechert,  9  E.  i6th  st.  New  York  / 

4  Ordering 

a     Order  through  agent. 

See  Lemcke,  The  Librarian  and  the  Importer,  Library  Journal,  Oct. 

1897,  22:Ci3-i4  OT  Public  Libraries,  Nov.  1897,  2:444-46. 
b     Order  to  expire  at  one  date;  i.  e.  end  of  calendar  year. 
c     Order  to  begin  volume  or  set. 

5  Receipt 

a     Open  mail. 

b  Alphabet  serials,  separating  them  from  gift  annuals  and  bien- 
nials and  pamphlets  not  serial.     Alphabet  dailies  separately. 

c  See  that  serials  received  regularly  are  addressed  to  department, 
not  to  individual,  as  in  sample  postcard  following. 
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Reduced  from  7^x1  ai  cm 


New  York  State  Library 

Serlalfsi   section 

Amateur  sportsman 
now  addressed    A,  L.  Bailey,  State  library,  Albany  N.  7. 

shoiild  be  addressed 

Serials  section 

State  Library 

Albany  N.  Y. 

Please  make  the  change. 

Mblvil  Dewey  Director 

Albany,  g  F  1905 

by  G,  A.  W. 

6    Record 

Each  morning  record  receipt  of  all  serials  and  gifts. 

a    Enter  all  serials,  except  annuals  and  biennials  received  by 

gift,  on  serials  check  list  on  sheets.     See  Serials  check  list 

routine,  p.  555. 

6     Enter  on  cards  all  gifts,  including  gifts  for  education  section 

and  gift  annuals  and  biennials.  See  Gift  list  routine,  p.  569. 
Gift  serials  entered  on  serials  check  list  are  recorded  in  gift  list  once  a 
year.     See  Gift  list  routine,  no.  4. 

c     Also  enter  current  gift  annuals  and  biennials  on  annuals  check 
list  on  cards.     See  Annuals  check  list  routine,  p.  565. 
List  of  education  annuals  and  biennials  is  kept  in  education  section. 

7    Shelving 

a  File  alphabetically  all  current  serials  except  annuals  and  bien- 
nials. See  note  on  serials  sheet,  of  section  to  which  serial 
belongs,  also  location  sheet  of  current  periodicals  bulletined  in 
room  55;  e.  g.  medical  serials,  room  33;  library  economy, 
room  56;  etc. 

6  Send  annuals  and  biennials  on  serials  check  list,  bound  or  to 
be  bound  separately,  to  accession  clerk,  with  call  number,  for 
accessioning;  send  others  to  shelf  department  to  file  in  their 
regular  places  on  shelves  till  volume  is  ready  for  binding.  For 
gift  annuals  and  biennials  see  Annuals  check  list  routine. 
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8    Completion  of  sets 

a     Consult  secondhand  dealers'  catalogues. 

b     Send  to    Boston   Book  Co.,    83-91    Francis    st.  Boston,   to 

Gustav  E.  Stechert,  9  E,    i6th  st.  New  York,  and  to  A.    S. 

Clark,  Peekskill  N.  Y.  for  odd  numbers. 
c     Send  request  blank  for  gifts. 

9    Duplicates 

a     Send  to  duplicate  collection  for  sale  or  exchange. 
b     Sell  unimportant  material  as  waste  paper. 


H 


M 


:>-J 


'J  i 


LECTURE   OUTLINES   AND    PROBLEMS    2  555 


025.2   ACCESSION   DEPARTMENT 

SERIALS    CHECK    LIST    ROUTINE,    NEW    YORK    STATE 

LIBRARY 

z    Scope 

Alphabetic  serials  check  list  on  sheets  includes  all  serials  except 
annuals,  biennials  etc.  received  by  gift. 
In  the  following  directions  the  word  annuals  is  used  to  include  biennials  etc. 

2    Form 

Enter  each  serial  on  a  separate  sheet,  dailies  on  L.  B.  day  blanks, 

other  serials  on  special  serials  sheet.      See  samples  following. 

If  serial  belongs  to  special  section,  abbreviation  for  section  is  written  in 
red  above  "Year,"  e.  g.  **M"  (medical  library) .  Dailies  are  kept  in  a 
separate  book. 

The  special  serials  sheets  are  modeled  after  those  of  the  John  Crerar 
Library,  Chicago.  Each  sheet,  containing  26  lines,  is  25x20cm,  the 
left  margin  being  covered  by  a  punched  linen  hinge  3cm  wide,  of 
which  I  cm  laps  over  on  sheet.  The  sheets  are  fastened  in  Common- 
sense  binders.  The  back  of  the  sheet  furnishes  a  convenient  record  of 
volumes  of  the  set  in  the  bindery. 
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Serial*  iheet:  111011^7 


Reduced  (irna  ) 
?ROin 

UiKd 

Title 
Scribner's  magadne 

Call  no. 

Issues    vol.ayear     Vol.  begins    Place           Publisher     Size 

3^7                                        153  sav 

Monthly    z        Ja&  Jl    N.  Y.    Scribner's  Sons   0 

Yeady^aubsciption     Ordered  of                Remarks 
2.6s             -De  Blaey 

: 

l>.r 

J.n. 

Feb. 

Mar 

Ap.JM.y 

[une 

Juiy 

Aug 

S,p. 

Oct 

N.v 

Die 

■  ,.,0 

V,,: 
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.u 
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VJO 
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Serials  sheet:  monthly 

*  re?    IReduced  from'asxsocm 

BACK 


Binding  record 
Title 
Scribner's  magazitte 

Vol. 
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Serials  tbeet:  weekly 

R«du»d  from  isxiocm 


- 

Title 

Harper's  weekly                                                                        i 

Call  no. 

Issues     vol.  a  year     Vol.  begins          Place                 Publisher       Size 

Franklin  sq. 
Weekly        i                Ja             N.  Y.         Harper  &  Bro.  Fj 
Yearly  subscription      Ordered  of              Remarks 
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Serial*  iliMt:  daily 

lUduMd  from  isiiocm 


Pd  Dl  aiMy  til  tja  DS 

Ntm  York  tribMU                                 ^ 

J«u 

P<b. 
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H.y 
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Julr 

Aug. 
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3  Gifts 

a  In  case  of  gifts  other  than  dailies,  insert  o  (naught)  under 
"Yearly  subscription "  and  usually  name  and  address  of 
giver  under  "Ordered  of,"  drawing  line  through  "Ordered." 

b  If  given  by  publisher  write  the  name  under  "  Publisher  "  an  d 
insert  abbreviation  "Pub."  under  "Ordered  of." 

c  For  dailies  add  name  and,  if  necessary,  address  of  giver,  in 
upper  right  comer  of  sheet. 

4  Acknowledgments 
Send  post  card  acknowledgment  at  end  of  fiscal  year,  verifying 
address  if  doubtful. 

5  Subscription  serisls 
a    When  bill  is  received,  add  "Pd,"  amount, date  ol  \i^  «cv6. 
year  covered,  in  lower   left  comer  o£  sheet.     See  ?,a.-m,^\^  S.o't 
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Scribner's  Magazine,    Verify  list  and   discotint  prices  before 
certifying  bill. 

b  For  weeklies  add  "Pd/'  amount,  and  date  of  bill  in  first 
column  under  year  covered.     See  sample  for  Harper's  Weekly^ 

c  For  dailies  add  same  facts  with  name  of  person  from  whom 
ordered  in  upper  right  comer  of  sheet.  See  sample  for  New 
York  Tribune. 

6  Earlier  volumes 

Keep  record  of  earlier  volimies  ordered  at  time  of  current  sub- 
scription; e.  g.  write  V.1-4  above  months  on  check  sheet  if 
ordered  with  v. 5,  the  current  volimie.  Record  in  same  way 
odd  voltunes  given  at  time  a  serial  begins  to  come  regularly. 
See  sample  for  Scribner's  Magazine. 

7    Two  copies 

If  two  copies  of  a  serial  are  received  regularly  write  in  red  on  sheet 
above  **Year,"  number  of  copies  and  abbreviation  of  collec- 
tions etc.  for  which  they  are  intended.  In  entering  serial, 
check  serial  number  to  show  that  two  copies  have  been 
received;  e.  g.  |/  10.  ^ 

8    Volume  numbers 

Give  volume  number  at  beginning  of  entry  except  for  annuals. 
See  sample  for  Harper* s  Weekly, 

9    Dailies 

If  Sunday  edition  is  not  received  leave  blank  space.  If  no  serial 
number  is  given  use  x  to  indicate  receipt;  this  rule  applies  to 
all  serials. 

10  Annuals 

Enter  annuals  in  space  of  month  in  which  they  are  received. 
Write  exact  date  of  receipt  above  date  covered  by  annual, 
which  shows  when  next  volume  may  be  expected. 

11  Misprints 

Enter  serial  number  as  printed  even  though  it  is  evidently  a  mis- 
print, using  superiors  to  show  that  same  number  has  been  used 
more  than  once. 

12    Checks  on  serials 

a  Stamp  neatly  "C"  (meaning  checked)  and  date  of  receipt  on 
upper  left  comer  of  unbotmd  serials;  e.  g.  Ci4jao2.  This  date 
is  a  convenient  means  of  showing  when  next  number  may  be 
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exi^ected.   If  serial  does  not  belong  in  general  file  of  current  peri- 
odicals send  to  section  indicated  on  sheet  in  red  above  **  Year." 

b     Send  bound  serials  to  accession  clerk. 

13  Missing  numbers 

a  Send  post  card  for  missing  ntunbers  as  soon  as  noted  and 
systematically  examine  check  list  for  delinquents  at  least  once 
in  six  months.     See  sample  cards  following. 

b  Write  to  publisher,  not  agent,  for  American  serials  and  for  for- 
eign serials  received  by  gift;  to  agent,  for  foreign  subscription 
serials. 

c  Keep  date  of  request  for  missing  numbers  on  back  of  sheet. 
See  sample  for  Scribner's  Magazine. 

d    When  missing  numbers  come,  note  on  back  of  sheet. 

e  Send  notice  three  times  before  considering  that  serial  is  discon- 
tinued or  is  no  longer  given. 

Delinquent  sequentt:  subtcription 

Reduced  from  7^x1  a^  om 


New  .York  State  Library  Serials  section 

We  have  not  yet  received  our  regular  Jan.  igo^  no.  of 
Everybody* s  magazine 

If  published,  please  send  it  addressed  Serials  sectioni 
State  Library,  Albany  N.  Y. 

Melvil  Dewey  Director 
Albany,  20  F  1905  by  G,  A,  W. 
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Delinquent  sequentt:  exchanges  and  gifts 

Reduced  from  j^xtai  em 


New  York  State  Library  Serials  section 

We  have  not  yet  received  Educator  v.  75,  no.  10 

-  .  ,  J  exchange 

which  you  send  us  as  a    . -^        ^ 

gift 

If  published,   please  send  it   addressed  Serials  section, 
State  Library,  Albany  N.  Y. 

Melvil  Dewey  Director 

Albany,  20  F  1905  by  G.  A.  W. 


Delinquent  sequents:  general 

Reduced  from  7^x1  aicm 


New  York  State  Library  Serials  section 

Students'  magazine  no.  10 
for  Mar.  igo2  is  the  last  received  by  us.     Will  you  kindly 
send  us  all  later  issues  at  your  earliest  convenience.     If  no 
other  is  yet  out,  when  may  we  expect  the  next  number  ? 

Please  address  Serials  section,  State  Library,  Albany  N.  Y. 

Melvil]^Dewey  Director 

Albany.  75  F  190J  by  G.  A,'W. 
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MiMing  numbert 

Baduoed  from  7^x1  a^  cm 


New  York  State  Library  Serleilei  eection 

We  find  in  preparing  the  Detroit  free  press 
for  binding  that  the  following  numbers  are  missing: 

June  18,  ig,  20,  27,  28,  July  14,  15,  16,  17 

If  you  will  kindly  supply  these  numbers,  the  courtesy 
will  be  greatly  appreciated.         . 

Packages  may  be  sent  by  express  unpaid,  or  stamps  will 
be  sent  to  prepay  postage  on  notice  of  the  amoimt.  Please 
address  Serials  section,  State  Library,  Albany  N.  Y. 

Melvil  Dewey  Director 

Albany,  16  J  a  1902  hy  G.  A.  W. 


14    Duplicates 

Put  duplicates  with  original  numbers  in  regular  file  box  till  voltune 
is  made  up  for  binding,  then  send  them  to  duplicate  collection. 

IS    Binding 

a  When  title-page  and  index  (if  any)  come  make  up  volume  for 
binding.  • 

b     Record  volumes  of  set  sent  to  bindery  on  back  of  serials  sheet. 
See  sample  for  Scribner's  Magazine, 
This  serves  as  substitute  for  charge  at  loan  desk. 

i6    Odd  numbers 

a  Stamp  odd  numbers  of  serials  not  already  on  check  list,  with 
date  of  receipt  and  keep  separate  imless  important  enough  to 
buy  or  request  as  gift  at  once. 

b  At  end  of  month  file  alphabetically  with  miscellaneous  serials 
previously  received. 

c  Examine  this  file  of  miscellaneous  serials  at  the  same  time,  take 
out  those  serials  which  are  apparently  coming .  regularly  and 
add  to  serials  check  list. 

d  Send  to  pamphlet  collection  serials  to  which  no  numbers  have 
been  added  during  past  six  months. 
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025.2    ACCESSION  DEPARTMENT 

ANNUALS   CHECK   LIST   ROUTINE.   NEW  YORK   STATE 

LIBRARY 

The  word  annuals  is  used  to  include  biennials  etc. 

I    Scope 

Alphabetic  annuals  check  list  on  cards  includes  all  annuals,  biennials 
etc.  received  by  gift,  except  those  recorded  in  education  section. 

2    Acknowledgments 

Acknowledge  annuals  by  post  card,  carefully  noting  on  check  list 
card  any  change  of  address. 

a  Enter  in  gift  list  (see  Gift  list  routine,  p.  569)  and  in  annuals 
check  list. 

b  If  two  copies  of  an  annual  are  received  write  on  back  of  card  ab- 
breviation of  collection  for  which  copy  2  is  intended.  In  entering 
annual,  check  year  to  show  that  two  copies  have  been  received; 
e.g.  i/1903.    See  sample  below. 

4    Current  annuals  not  on  check  list 

For  current  annuals  for  years  1890  to  date,  not  already  on  check  list, 
write  card  as  in  sample  below  giving: 

a  Author,  according  to  Library  School  Rules,  except  that  for  per- 
sonal authors  with  more  than  one  forename  generally  the  first  is 
given  with  initials  for  the  others. 

b  Address  to  be  used  in  writing  for  later  issues. 

For  societies,  secretary's  name  and  address  are  written  on  back  of  card. 
These  may  be  in  pencil  to  allow  for  change  of  secretary. 

c  Short  title. 

d  Volume  number  if  given,  leaving  spaces  for  missing  volumes.  If 
tm certain  of  number  of  volumes  issued  before  the  first  received, 
leave  first  column  blank. 

e  Year  covered  by  voltmie,  not  year  issued. 

/  Stamp  date  of  receipt,  which  shows  when  next  volume  may  be 

expected. 

Last  line  on  card  is  left  blank  for  notes. 

Class  and  book  numbers  are  added  in  upper  left  comer  of  card  as  soon  as 
assigned. 
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Annoals  card 

Reduced  from  7ixxa|  cm 
FRONT 


^OVtT 


020.6       Xat  tonal  assoctoHon  of  state  librarians 
Proceedings 
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/-  ?  ttet  prinieJ  stparatcly;  letter  2Q  J  a  04 

u\'/>.  2  L.S. 


Begged 
14  Mr  03 


5    Annuals  before  1890 

Preat  annuals  for  which  there  is  no  card  in  annuals  check  list  and 
which  are  dated  before  1&90  as  OTdmary  pamphlets. 
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6    Checks  for  annuals  on  check  list 

a  In  volumes,  bound  or  to  be  bound  separately,  pencil  date,  source 
and  **g"  (meaning  gift)  on  inner  margin  of  first  recto  after  title- 
page,  e.g.  3jao5  Pub  g;  add  **C"  (checked)  on  upper  left  corner 
of  title-page  and  send  to  accession  clerk.  For  annual  previously 
on  check  list,  send  slip  containing  call  number  to  accession  clerk 
with  the  book.  For  annual  not  previously  on  check  list  call  ntmi- 
ber  is  added  to  check  list  card  when  entered  in  accession  book. 

b  In  other  annuals  stamp  date  of  receipt  in  upper  right  comer  of 
cover,  pencil  **g"  (preceded  by  source  if  other  than  the  institution 
treated  as  author)  on  inner  margin  of  first  recto  after  title-page, 
and  add  **C"  on  upper  left  comer  of  cover.  If  previously  on 
check  list  pencil  call  nxmiber  after  **C"  and  send  to  shelf  depart- 
ment. If  not  previously  on  check  list  send  annual  with  the  new 
check  list  card  to  assistant  classifier,  who  revises  card,  classifies 
annual,  adds  class  number  to  card,  returns  card  to  annuals  clerk 
and  sends  annual  to  catalogue  department. 

Pamphlet  assistant  writes  temporary  manila  slip  for  name  catalogue,  fol- 
lowing entry  on  check  list,  stamps  slip  "See  annuals  check  list,"  stamps 
**Pam."  below  class  number  and  makes  name  references  if  necessary.  If 
other  numbers  for  years  1890  to  date  are  found  in  catalogue  they  are  en- 
tered on  check  list  card.  For  numbers  before  1890,  note  is  added  to  check 
list  card  "For  previous  numbers  see  card  catalogue."  For  fuller  directions 
for  cataloguing  pamphlets,  with  samples,  see  025.3  Catalogue  department. 
Cataloguing  unbound  pamphlets, 

7    Missing  numbers 

Once  a  year  send  post  card  for  annuals  due  but  not  received.  See 
samples  under  Serials  check  list  routine  no.  13.  When  a  missing 
number  is  written  for,  write  date  on  which  request  is  sent  on 
back  of  card.    See  sample  above. 


I 
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035.3    ACCESSIOn  DBPAKTHBITT 

GIFT  LIST  ROUTINE,  NEW  YORK  STATE  LIBRARY 
I  This  alphabetic  card  list  records  all  gifts,  including  those 
entered  in  serials  and  annuals  check  lists.  Gifts  for  educa- 
tion section  are  kept  in  separate  alphabet.  For  triennial 
printed  gift  list  covering  years  1901-3,  see  New  York  State 
Library  Report,  1903,  p.60-174, 
a  Gifts  from  same  person,  institution  etc.  are  entered  on  one 
card.  Name  of  giver  is  written  at  top  of  printed  gift  card, 
followed  by  address  when  necessary,  and  nimiber  of  volumes, 
pamphlets  and  other  gifts  as  in  sample  following.  Date  used 
is  for  fiscal  year. 

Gift  cud 

Raduoed  f  rom  tIx  i  H  cm 

FRONT 
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BACK 

'  - 


o 


Author  and  title:  Bates  A^  TV.    Ancestors  &  descend,  of  A   Bates  04 


In  case  of  important  gifts,  title  of  gift  is  entered  on  back  of 
card.     See  sample  above. 

At  end  of  fiscal  year,  Sep.  30,  serials  check  list  is  examined  and 
all  gifts  acknowledged  and  entered  in  gift  list.  Date  of  fiscal 
year  and  number  of  parts  received  are  then  recorded.  See 
sample  following. 

Gift  card 

Reduced  from  7^x12^  cm 
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When  periodical  is  given  by  publisher,  name  of  periodical  is 
written  at  top  oJE  card  followed  by  publisher's  address.  See 
sample  above. 

All  gifts  except  those  entered  on  serials  check  list  are  acknowl- 
edged by  printed  postcard  or  engraved  card  as  soon  as  received. 
Change  of  address  should  be  carefully  noted  on  both  gift  and 
annuals  cards. 
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025.2  ACCESSION  DEPARTMENT 

GIFT  REQUESTS  AND  ACKNOWLEDGMENTS,  NEW  YORK 

STATE  LIBRARY 

1  Write  neatly.  Use  either  script  or  disjoined  hand  for  gift 
requests  and  post  card  acknowledgments;  for  engraved 
acknowledgments  use  script.  Never  send  out  a  slovenly  gift 
request  or  acknowledgment. 

2  Acknowledge  routine  gifts  from  an  institution,  reports  etc.  to 
the  institution,  not  to  any  official;  e.  g.  address  Public  library, 
Boston  Mass.  not  H.  G,  Wadlin,  Librarian.  But  acknowledge 
to  an  official  gifts  obtained  through  his  instrumentality. 

3  Give  address  in  proper  form,  being  specially  careful  in  foreign 
addresses.  For  names  of  foreign  institutions  follow  forms 
used  in  Smithsonian  Institution  international  exchange  list. 
Give  street  address  in  large  cities.  In  addresses  containing 
numbered  streets,  write  the  number  in  the  street  and  of  the 
street  in  two  distinct  groups  separated  by  icm  space.  If 
stragglingly  written  121  5  st.  may  be  read  as  12  15  st. 

4  Avoid  obscure  abbreviations;  e.  g.  write  West  New  Brighton 
N.  Y.  not  S.  I.;  Ontario,  Canada,  not  Ontario;  S.  Australia, 
not  S.  A. 

5  Prefer  short  forms;  e.  g.  write  375  5  av.  New  York,  not  375 
Fifth  ave.  New  York  N.  Y.  or  New  York  city;  Box  205,  Pitts- 
burg Pa.  not  P.  O.  box  205,  Pittsburgh,  Penn. 

6  Avoid  writing  name  of  place  twice ;  e.  g.  write  Naturwissen- 
schaftlicher  verein,  Bremen  Ger.  not  Nattirwissenschaftlicher 
verein  zu  Bremen,  Bremen  Ger. 

7  Give  proper  honorary  titles;  e.  g.  Pres.  C.  W.  Eliot,  Harvard 
imiversity;  Hon.  Malcolm  Eraser. 

8  In  writing  book  titles  follow  form  given  on  title-page ;  e.  g. 
catalogue  or  catalog. 

9  For  omission  of  initial  article  see  imder  "Book  titles"  in  Edit- 
ing  Rules,  treating  gift  requests  and  acknowledgments  as  book 
lists. 

10     In   acknowledging  gifts  to  both  Library  School  and  Library 
from  same  source,  do  not  write  two  cards,  but  acknowledge 
'    both  on  Library  card  saying,  e.  g.  "also  2  copies  for  Library 
School." 

XI    On  engraved  acknowledgment,  after  titles  oi  boMtidi  voVrKv^"^ 
and  most  important  pamphlets  have  been  gwetv,  ^t\\*^  ^.  ^L- 
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"  i8  Other  pamphlets  and  blanks."  In  case  of  foreign  postage, 
write  **  5  "  conspicuously  in  upper  right  comer  of  envelop  to 
guard  against  insufficient  postage. 

12  Omit   ptmctuation   at   end  of  line   in    superscriptions;    e.g. 

Phrenological  journal 

27  E.  ^i  St. 

New  York 

13  For  other  ptmctuation,  abbreviations  and  spelling  see  Editing 
Rules. 

14  For  arrangement    of    matter   in    gift  acknowledgments   and 
requests  see  samples  following  and  the  set  in  binder. 

Adcnowledgment:  general 

Bedueed  from  r^xia^  em 


Hew  York  State  Library  Accession   depeirtment 


I  rep<.>rt 

The  library  has  received  your  annual  j  catalogue    for  igo4'S 

(  proceedings 


'    The  gift  is  gratefully   acknowledged   and  will  be  duly 

credited. 

Melvil  Dewey 

Director 
Albany,  20  F'1905  Recorded  by  E,  E.  C. 


Acknowledgment:  foreign 


New  York  State  Library  Recession   department 

The    library    gratefully     acknowledges    the    receipt    of 
Jahreshericht  igo§ 


The  gift  has  been  officially  registered  and  will  be  duly 

credited. 

Melvil  Dewey 

Director 
Albany,  20  F  1905  ^ecotded\i^  E.B.  C. 
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025I3  CATALOGUING    . 

DIRECTIONS  FOR  CATALOGUERS,  NEW  YORK  STATE 

LIBRARY 

I    Supplies 

Use  cards  and  slips  and  5x7^-  citi  irianila'  slips  belonging  to  Library. 

2  Canceled  cards 

When  a  card  is  to  be  rewritten  cancel  it  by  a  pen  stroke  across 

its  face. 
Keep  all  canceled  cards  and  hand  them  in  with  time  sheets  on 
first  of  each  month. 

3  Wliat  act  to  do 

a    Do  not  waste  time. 

b    Do  not  remove  a  card  from  the  catalogue.     See  12. 

c     Do  not  mark  title-page  of  a  book. 

d    If  imbound  book  has  accession  number  do  not  put  **imb." 

on  cards.     Book  is  to  be  bound. 
e     Do  not  put  superior  red  headings  on  cards  for  local  histories, 

registers  etc.     These  are  added  by  shelflister. 
/     Do  not  put  class  nimibers  in  either  blue  or  red  ink  on  face  of 

cards,  or  write  "2  cop."  on  face  of  cards.     These  are  added 

by  shelflister^ 
g     Do  not  put  cataloguer's  signature  on  any  cards  except  main 

author  card,  and  on  author  analytic  card  when  author  of  part 

analyzed  has  but  one  forename,  to  show  that  card  is  to  be 

filed  in  name  catalogue. 

4  Penciled  numbers 

On  secondary  cards  for  subject  catalogue,  i.  e.  analytics  or  general 
subject  reference  cards,  pencil  cross  reference  number  on  lower 
left  margin  of  face  of  card.  This  applies  to  secondary  cards 
only.  Shelflister  copies  penciled  number  in  red  ink  on  top  line 
of  card. 

5  Notes  in  books 

If  two  blank  cards  with  stamped,  access^ion  numbers  are  in  book 
to  be  catalogued  be  careful  to  use  them  in  writing  the  two 
main  cards  (except  for  works  of  criticism  and  anonymous 
biographies).  Keep  with  great  care  any  notes,  colored  slips  or 
pieces  of  braid  fotmd  in  book^  and  leave  them  with,  card§  when 
written. 


576  NEW   YORK   STATE    LIBRARY 

6    Rush  books 

Red  braid  in  book  calls  for  haste.  Catalogue  promptly  and  give 
to  reviser  in  person. 

7    Bibliography  slips 

Yellow  i2ix  7i  cm  slip  in  book,  with  class  number  for  a  short 
bibliography,  calls  for  a  slip  to  be  made  for  a  supplementary 
catalogue.  This  slip  does  not  go  into  main  catalogue.  It  is 
written  by  a  special  assistant  after  book  is  revised. 

8    Printed  cards 

If  printed  cards  are  found  in  book,  give  them  with  book  to  head 
cataloguer.  It  has  already  been  catalogued  and  the  cards  are 
adapted  for  Library  by  a  special  assistant. 

9    Special  collections 

All  books  belonging  to  special  collections  have  special  marks  on 
bookplates. 

a  Books  marked  C,  D,  H,  M,  R  or  V  before  class  numbers  on 
bookplates  are  catalogued  according  to  general  rules. 

b  Books  marked  W  before  class  numbers  on  bookplates  belong 
to  collection  written  by  women  bom  or  resident  in  New  York 
State.  The  books  have  special  bookplates  and  are  kept  together 
on  the  shelves.  The  cards  are  written  separately  from  all 
other  cards.  Different  cards  for  two  copies  or  two  editions  of 
same  work  are  thus  found  together  in  catalogue.  Two  editions, 
both  W  books,  of  same  work  go  on  same  card,  according  to 
general  rule. 

As  a  separate  collection  marked  E  for  use  of  examiners,  has  been 
similarly  catalogued,  three  cards  for  different  copies  or  editions. 
also  three  series  cards  for  same  series  may  sometimes  be  foxmd 
together  in  catalogue ;  i.  e.  one  for  books  belonging  to  general 
library,  one  for  E  books  and  one  for  W  books.  Be  careful 
to  add  to  right  card. 

c     Books  for  blind,  marked  B,  are  catalogued  by  a  special  assistant. 

10     Name  list 

a  Abbreviations.  List  of  abbreviations  for  most  frequently  used 
reference  books,  placed  at  beginning  of  name  list,  is  printed 
on  p.  579. 

b  Supplement.  Lists  of  changed  titles  and  of  headings  for  works 
catalogued  like  the  Koran  are  placed  at  end  of  name  list. 

c  Corrections.  If  a  name  slip  needs  to  be  changed  report  to  head 
cataloguer.     Correction  or  ampVitvcativoTv  *\s  ^<jrrv\.\«a  SacL  ^^d.  \ak. 
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d  Library  Journal  full  names.  Name  slips  without  the  blue  star* 
indexing  lists  of  full  names  in  Library  Journal^  are  filed  in  name 
list  to  be  used  when  needed.  When  a  book  requiring  one  of 
these  slips  is  catalogued  the  slip  is  removed  from  name  list, 
and  is  verified,  checked  and  signed  by  cataloguer.  A  star  is 
added  by  reviser. 

e  Memorandum.  With  every  book  catalogued  hand  in  either 
a  name  slip  or  a  5x7 J  cm  slip  marked  **St.  inn.  1."  (starred 
in  name  list).  In  making  latter  slip  be  most  careful  not  to 
confuse  two  authors  of  same  name. 

/  Consult  best  authorities.  Write  name  slip  with  utmost  distinct- 
ness. In  general  consult  not  more  than  three  authorities.  Let 
these  be  without  exception  the  best  available  authorities,  not 
those  nearest  at  hand.  Remember  this  slip  settles  the  form 
for  all  books  by  same  author. 

g  When  made.  Name  slips  are  made  for  every  personal  author, 
translator,  subject  of  biography,  etc.  for  all  bodies  used  as 
authors,  for  anonymous  books  with  author  not  found,  for  head- 
ings like  the  Koran,  for  family  headings  in  genealogies,  for  series 
cards. 

h  When  not  made.  Name  slips  are  not  made  for  periodicals  or 
for  red  headings  on  blue  cards  in  subject  catalogue. 

i  Slips  for  series.  Name  slips  for  series  cards  have  been  only 
recently  made.  Many  series  cards  for  which  no  name  slips 
have  been  made  are  in  catalogue,  and  must  be  looked  for  there. 

/  Differentiate  families.  Family  headings  in  genealogies  must  be 
kept  distinct  the  same  as  personal  authors.  This  requires  inves- 
tigation when  two  families  have  same  name. 

k  Arrangement  Name  slips  for  families  are  alphabeted  after 
names  of  individuals  with  same  surname. 

/     016  headings.     In   cataloguing   subject   bibliography,  always 

consult  blue  cards  in  subject  catalogue  to  see  headings  already 

assigned.     Same  class  number  may  or  may  not  call  for  same 

heading ;  e.  g.  bibliographies  of  cycling  and  tennis  have  same 

number  and  different  headings;  but  for  two  bibliographies  of 

birds  one  heading  should  not  be  ornithology  and  the  other  birds ; 

they  should  be  alike. 

1 1    Serials 

A  serial  is  a  work  to  be  continued  indefinitely,  as  the  report  of  a 

board  of  health. 
a    Get  all  the  books  of  the  set.     In  cataloguing  a  serial  the  first 

and  most  imperative  thing  is  to  collect  all  voVume^  oi  \^\fc  ^^X 
belonging  to  the  Library. 
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'     '   '     * 

b  Catalogues  to  consult.  There  are  four  catalogues  to  consult; 
i.e.  the  new  card  catalogue,  the  old  slip  catalogiie  in  boxes, 
the  printed  catalogue  published  in  1855  and  the  catalogue  of 
recent  pamphlets,  now  being  incorporated  in  the  name  catalogue. 
Consult  also  serials  and  annuals  check  lists  in  room  55  and  for 
publications  of  libraries  the  shelves  and  catalogue  of  bibli- 
ography  and    library  economy  pan^phlets  (010-020)  in  room 

59.  

c     Do  not  alter  serials  cards.     If  set  is  already  in  new  catalogue 

look  no  farther  but  report  to  head  cataloguer.     Serials  cards 

are  altered  by  a  special  assistant,  never  by  a  Library  School 

student.  • 

d  Memorandum.  Hand  in  slip  with  every  serial,  telling  what 
catalogues  were  consulted  to  find  more  of  set. 

e  Date.  **C"  in  upper  left  comer  of  cover  or  title-page  of  serial 
shows  that  the  work  is  checked  when  received,  on  serials  or 
annuals  check  list  in  room  55.  Such  works  are  generally  cata- 
logued "to' date." 

12     Add^d  editions  and  additions  to  series 

If  a  new  edition,  without  variation  of  title,  is  to  be  added  to  cards 
(not  conflicting  with  rule  for  W  books,  9  6)  ask  cards  clerk  to 
take  out  cards.  Add  new  edition  with  two  dashes  and  imprint. 
Ask  also  for  series  card,  when  a  new  volume  is  to  be  ac}.ded. 

.    13    Reviser's  notes 

If  reviser  returns  a  book  for  correction,  read  the  whole  of  reviser's 
note  and  after  making  the  corrections  return  it  to  reviser  in 
person  with  book  and  cards. 

14    Six  points  for  each  book 

Points  to  observe  in  every  book  catalogued: 

a     See  bookplate,  find  out  what  class  number,  subject  reference 

numbers  and  letters  used  in  special  schemes,  mean. 
b     Before  writing  cards,  decide  how  many  are  to  be  made;  when 

written,  see  that  every  secondary  card  is  traced  on  one  or  both 

main  cards, 
c     Make  name  slip  or  memorandum  for  every  author. 
d     Write  signature  on  card. 
e     Write  signature  in  book  (middle  of  inner  margin  of  first  recto 

after  title-page;  e.  g.  2  Ja  05  Chr). 

/     Write  accession  numbers  on  main  cards. 

In  sets  where  there  are  numerous  numbers  to  be  written  write  **See 
shelflist"  on  back  of  miiin  cards  and  send  a  slip  coiitaihing  the  numbers  to 
reviser  with  the  cards. 
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025.^     CATALOGUING 

NAME  LIST.  ABBREVIATIONS  FOR  CATALOGUERS 

REFERENCE  BOOKS 


Aa 

Ad.  A. 
Ad.  E. 
Adv. 
Al. 

Al.  sup. 
All.  deut. 
Alum.  Oxon. 
Am.  cat. 
An.  Am. 
Ap. 

As. 
B.  A. 
Bar. 

Bar.  sup. 
Bom. 

Br.  mus. 

Brock. 
Bru. 

Cent. 
Champ.  M. 

Champ.  P. 

Cu.  A. 
Cu.  P. 
Encyc.  Brit. 
Eng.  cat. 
Eng.  an. 
Gra. 

La  grande 
Gub. 

H.  &  L. 


Aa,  van  der.     Biographisch  woordenboek 
Adams.     Dictionary  of  American  Authors 

— Brief  Handbook  of  English  Authors 

Advocates,  Faculty  of.     Catalogue  of  the  Library 
Allibone.     Critical  Dictionary  of  English  Literature 

and  British  and  American  Authors 

Supplement 

Allgemeine  deutsche  Biographic 

Foster.     Alimmi  Oxonienses 

American  Catalogue 

Annual  American  Catalogue 

Wilson  &  Fiske.  Appletons'  Cyclopaedia  of  American 

Biography 
Astor  Library.     Catalogue 
Boston  Athenaeum.     Catalogue 
Barbier.     Dictionnaire  des  ouvrages  anonymes 
Bnmet.     Dictionnaire  des  ouvrages  anonymes 
Bommuller.     Biographisches    Schriftsteller-Lexikon 

der  Gegenwart 
British    Museum — Library.     Catalogue  of    Printed 

Books 
Brockhaus.     Brockhaus'  Konversations-Lexikon 
Bnmet.        Manuel  du  libraire  et  de  Tamateur  de 

livres 
Smith.  Century  Cyclopedia  of  Names 
Champlin   &   Ap  thorp.     Cyclopedia   of   Music    and 

Musicians 

&  Perkins.     Cyclopedia  of  Painters  and 

Paintings 

Cushing.     Anonyms 

Initials  and  Pseudonyms 

Encyclopaedia  Britannica 
English  Catalogue 

[annual] 

Grasse.     Tr^sor  de  livres  rares  et  pr^cieux 

La  grande  encyclopedic 

Gubematis,  de..    Dictionnaire  international  des 

^crivains  du  jour 
Halkett  &  Laing,     Dictionary  oi  the  kTvotv-^taovia 
and  Pseudonymous  Literature  oi  Gieat  BT\\.ivci 
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Hein. 
Kay. 
Ktirsch. 
L.  C. 

L.  J. 

Lar. 

Lip. 


Lor. 
Low, 

M.T. 

Mey. 

Mich. 

Min. 

Nat.  eye. 
Nouv.  Lar. 
Ot.  B. 
Ot.  M. 
P. 

P.    2d 

Ph. 
Pog. 

Q. 

Q.  contemp. 

Q.  La  F. 

Sab. 
Sch.-H. 

St. 
Surg.-Gen. 

V. 

W. 

W.  W. 
W.  W,  A. 


Heinsius.     Allgemeines  Bueher-Lexikon 
Kayser.     Vollstandiges  Btieher-Lexicon 
Kiirsehner.     Deutscher  Litteratur  Kalender 
U.   S. — Library  of  Congress.     Printed   Card  Cata- 
logue 
Library  Journal 

Larousse.    Grand  dictionnaire  tiniversel  du  ige  sikle 
Thomas.     Universal  Pronouncing  Dictionary  of 
Biography  and  Mythology 

Binder's  title  LippincotVs  Pronouncing  Biographical  Dic- 
tionary. 

Lorenz.     Catalogue  g^n^ral  de  la  librairie  fran^aise 

Lowndes.     Bibliographer's  Manual   of   English 

Literature 

Men  and  Women  of  the  Time 

Meyer.     Konversations-Lexikon 

Biographie  imiverselle 

Quoted  as  Michaud*s  Biographie. 
Minerva 

National  Cyclopaedia  of  American  Biography 
Nouveau  Larousse  illustr^ 
Ottinger.     Bibliographic  biographique  universelle 

Moniteur  des  dates 

Peabody  Institute  of  the  City  of  Baltimore.     Cata- 
logue of  the  Library 

Second  Catalogue 

Phillips.     Great  Index  of  Biographical  Reference 
Poggendorff.     Biographisch-literarisches  Handwort- 

erbuch 
Qu^rard.     Les  supereheries  litt^raires  d^voil^es 
&  others.     La  litt^rature  fran^aise    contem- 

poraine 

La  France  litt^raire 


Sabin.     Dictionary  of  Books  relating  to  America 

Schaff.     Religious     Encyclopaedia 

Binder's  title  Schafj-Herzog  Encyclopaedia   of  Religious 

Knowledge. 

Stephen.     Dictionary  of  National  Biography 

U.  S. — Surgeon-General's  Office.     Index-catalogue  of 

the  Library 
Vapereau.     Dictionnaire    universel    des    contempo- 

rains 
Watt.     Bibliotheca  Britannica 
Who's  Who 
Who's  Who  in  Ameiiea 
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CATALOGUING  UNBOUND  PAMPHLETS 

1  Use  7^X12^  cm  manila  slips  with  printed  heading,  "Temporary 

slip.    Entry  not  yet  revised." 

2  Use  typewriter  or  disjoined  hand. 

3  Usually  make  author  slip  only.    See  also  6,  8,  14,  15. 

4  Typewrite  or  write  in  black  ink  class  number  in  usual  place  and 

typewrite  or  stamp  '*  Pam."  below  space  for  book  number. 

5  In  headings  follow  Library  School  Rules.     Do  not  look  up  full 

names  and  dates  except  in  name  catalogue. 

6  Make  reference  from  one  form  of  name  to  another,  as  in  Library 

School  Rules;  for  tracing  tmderline  on  face  of  slip  when  name 
referred  from  is'  given,  otherwise  trace  reference  from  back. 
Added  entries  are  similarly  traced.    For  exception  see  14. 

7  Use  short  title;  see  sample  i.    Use  dots  for  important  omissions; 

see  samples  5-8. 

8  Make  title  slip  for  anonymous  pamphlet,  author  foimd. 

9  In  imprint  give: 

main  paging  only  (tmless  groups  are  nearly  equal)  or  volumes 

if  more  than  one 
il.  if  pamphlet  is  illustrated  in  any  way 
size 
place 
date 

10  Use  brackets  for  matter  supplied;  see  samples  3  and  6. 

11  In  case  of  reprint,  address  or  thesis  add  note  to  catalogue  slip; 

see  sample  i. 

12  a  For  annuals,  biennials  etc.  entered  on  annuals  check  list  (in- 

dicated by  **C'*  in  upper  left  comer  of  front  cover  of 
pamphlet)  give  in  imprint  only  il.  size  and  place  of  publica- 
tion, and  stamp  below  **See  annuals  check  list'*,  as  in 
samples  4-5. 
b  If  imstamped  temporary  slip  for  part  of  set  is  foimd  in  name 
catalogue,  get  material  from  shelves,  see  that  class  niunber 
for  old  and  new  material  is  the  same,  stamp  slip  **See 
annuals  check  list"  and  see  that  all  numbers  for  1890  to 

date  are  entered  on  annuals  check  list. 
If  any  numbers  before  i8go  are  entered  in  catalogue  but  are  not 
already  on  annuals  check  list,  note  is  added  to  check  list  card  "  For 
previous  numbers  see  card  catalogue." 

13  For  continuations  not  on  check  lists,  in  place  of  stamp  used  in  1 2, 
write  in  coltmins  exact  statement  of  volumes  'm  Vifei^Tj ,  ^VCol 
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dates  whiph  they  cover.    Make  additions  in  order  of  volume 
numbers.    See  samples  2-3  and  7. 

14  a  For  governor's  annual  messages,  mayor's  addresses  etc.  on 

annuals  check  list,  catalogue  under  official  heading  and 
stamp  below  imprint  **See  annuals  check  list/'  as  in 
sample  5. 
Make  also  slip  with  full  imprint  tmder  personal  name;  see 
sample  6.  Add  briefly  to  personal  slip  other  messages  by 
same  governor  etc.  Trace  the  personal  entries  from  pam- 
phlets themselves  by  dot  below  name  tinder  which  cntr>'  is 
made. 
b  For  aimual  messages  etc.  not  on  annuals  check  list,  in  place  of 
stamp  give  dates  of  messages;  see  sample  7.  Also  make 
slip  under  personal  name  as  in  14a,  following  same  method 
of  tracing. 

15  For  special  messages  make  slip  with  full  imprint  imder  personal 

name,  see  sample  8 ;  also  series  slip  tinder  official  heading,  see 
sample  9. 

16  Add  cataloguer's  signature  to  back  of  main  author  slip. 

17  Draw  short  horizontal  line  neatly  in  ink  below  last  letter  or 

figure  on  cover  to  show  that  pamphlet  is  catalogued. 
iS  Lay  slips  in  pamphlet  and  give  to  reviser  to  be  filed  in  name 
catalogue,  room  35. 

Sample  slips 

Reduced  from  7^x1  a^  cm. 

1     Simple  author  card  with  address  and  reprint  notes.    See  Rules  3  and  1 1 

lVmiK>rary  slip.        Entry  |not  yet  revised.  , 

I 

0i0.v^g5         White,'  James  C.  M.D. 

Clinical    aspects    of    cutaneous    tuberculosis,  i 
3op.D.  Bost.1891. 


Fikm. 


Read  at  the  meeting  of  the  American  der- 
matological  association  at  Washington,  Sep.  23, 1891. 

Reprinted  fr.  Boston  medical  &  surgical 
KHimal,  Nov. 12,1891. 


o 
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2    Continuation  not  on  chAck  lilts:  iinnnal.    See  Rule  13 


pormry  ilip.       Entry  loot  sret  reriwd. 


.6 


1. 


Boston;,  Home  for  aged  couples. 
Annual  report.  O. 

V. 10  1893 
V. II  1894 
V.  12  1895 
V. 13  1896 


1892 


V.  16  1899 


o 


Bost. 


3    Continuation  not  on  check  lists:  weekly.    See  Rule  13 


aporary  alip  .  Entry     not  yet  revised. 


n. 


, Illustrated  lesson  paper,  [weekly]. 
[Nashv  ille.l 


I 


il.D. 


1894 
1896 


v.i4,no. 
v.i6,no. 


3-5 » 


iS» 


o 


21-35 


18-20 


S»4 
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4    Coatinuation  on  annuals  check  list.    See  Rule  12   \ 


I  Temporary  slip. 


634 


Entry  n 

Penin 
Dove 


ot  yet  revised. 

svda  horticultural  society. 
Transactions  of  the  annual  session, 
r,  Del. 


See  annuals  check  list. 


il.D. 


o 


5    Governor's  annual  message  on  annuals  check  list.    See  Rule  14a 


IWmponry  slip. 


3S3-9749 


Pam, 


Entry  n  ot  yet  revised. 

I 
I 

New  Jersey — Governor. 
^Annual  message  . 
Trenton. 


.  to  the  legislature.        0. 


See  annuals  check  list. 


o 
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Personal  entry  for  governor's  annual  message.    See  Rule  14 

1 

rary  slip.     Elntry  n  ot  yet  revised. 

1 

749 

Grigg  s,  John  W. 

First  annual  message  [aS]  governor  of    New 

Jerse 
Trent 

y,  to  the  legislature,  1897.               3ip.O. 
on  1&97. 

Secon 

d  .  .  .             32P.O.             Trenton  1898. 

• 

0 

ovemor's  annual  message  not  on  annuals  check  list.     See  Rule  146 

trary  slip. 

Entry  n  ot  yet  revised. 

1 

759 

Flori 
Talla 

1872 

da — Governor. 

Annual  message ...  to  the  iegislatiu-e.            0. 

hassee. 

1874 

0 
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8    GoTemor's  special  message  not  on  annuals  check  Hst.     See  Rule  15 


Temporaxy  slip. 

Pam. 


Entry  n  ot  yet  reTiaed. 


La  F  ollette,  Robert  M. 

State  reflation  of  railroad  rates,  special  mes- 
sage  ,o£  .  .  .  governor  of  Wisconsin,  Ap.  28,  1903. 

183  p.  lO.  Madison  1903. 


o 


9    Series  slip  for  governor's  special  message  not  on  annuals  check  list 

See  Rule  15 


Temporary  slip. 


38s 

Pam. 

637 

Pam. 


Entry  n 


ot  yet  revised. 


Wisco  nsin — Governor. 
Special  message. 
La  Follette,  R.M.  State  regulation  of  railroad 

rates.  1903. 

Heard,  W:  D.  Dairv  interests  of  the  state. 

1891. 


o 
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025.3  CATALOGUniG 

OUTLINE    OF   ELEMENTARY  CATALOGUING  COURSE 


CoriniM  Bacon 


Dictionary  cataloguing 


Lxar 


Use  of  card  catalogue 

1  Author  and  subject  cards 

2  Title  cards 

"See"  subject  references 

3  Editor  cards 

Name  reference  cards 

4  Editors  of  collections 
Added  editions 

5  Anonymous    books,    author 

not  foimd 
Contents 

6  Anonymous    books,    author 

found 

7  Joint  authors 
General  secondary  cards 

8  Pseudonyms 
Initials 

9  Special  pseudonyms 
Changed  titles 
Partial  titles 
Review  and  quiz 

10  General  subject  references 
"See'*  analytics 

11  "In"  analytics 
Author  analytics 
Title  analytics 

12  Series 

13  Anonymous  classics 
Independents 

14  Periodicals 

15  Periodicals 

16  Body  as  author 

17  Biography 
Bibliography 

18  Criticism 


LOT 


19  College  societies 
Fraternities 
Addresses 
Maps 

2d  copy 
Sovereigns 
Anonymous  biography 

20  Trials,  crown,  criminal,  eccle- 

siastical, civil  and  marine 
Pleas 
Decisions 
Digests 
Theses 
Clippings 

21  Review 

22  Name  list 

Reference    books    for    cata- 
loguers 

23  Independent  cataloguing 

24  Independent  cataloguing 

25  Cataloguing  for  popular  lib- 

raries 

Classed  cataloguing 

26  Miscellaneous 

27  Miscellaneous 

28  Biography 

29  Bibliography 
Criticism 

30  Genealogy 
Local  history 
Registers 

Special  topics  guides 
Church  history 
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31  Bibles 

Special  authors 

Foreign  sovereigns 
3a  Independent  cataloguing 

33  Independent  cataloguing 

34  Independent  cataloguing 

Subject  headings 
I  Science 
a  Literature 
Bibliography 

3  Biography 
Genealogy 

4  Country  subheads 

5  Description  and  travel 

6  Indians, Jews, gipsies,  negroes 

etc. 


7  Language 
Bible 

8  Religion 

9  Philosophy 

10  Socioli^y 

11  History 

la  History:     foreign  relations, 
colonies,  imperialism  etc, 

13  Fine  arts 
Industrial  arts 

14  Miscellaneous 

15  Government  documents 

16  Fiction 
Shakspere 
Militia 

17  Miscellaneous 

18  Government  documents 
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025.3     CATALOGUING 

ADVANCED  CATALOGUING 

Ada  Alice  Jones 

Ten  codes  of  cataloguing  rules  for  comparative  study 

1  American  Library  Association.     A.  L.  A.  Rtdes;     Condensed 

Rules  for  an  Author  and  Title  Catalog 

2  Bodleian  Library.     Compendious    Cataloguing    Rules    for    the 

Author-catalogue 

3  British  Museum — Library.     Rtdes  for  the  Compilation  of  the 

Catalogue  of  Printed  Books 

4  Cutter,  Charles  Ammi.     Rules  for  a  Dictionary  Catalog 

5  Dewey,  Melvil.     Library  School  Card  Catalog  Rules 

6  Jewett,  Charles  Coffin.     On  the  Construction  of  Catalogues  of 

Libraries;  with  rules  and  examples 

7  Library  Association  of  the  United  Kingdom.     Cataloguing  Rules 

for  an  Author  Catalogue 

8  Linderfelt,  Klas  August.     Eclectic  Card  Catalog  Rules;  Author 

and  Title  Entries 

9  Perkins,    Frederic    Beecher.     San    Francisco    Cataloguing    for 

Public  Libraries 
10  Wheatley,  Henry  Benjamin.     How  to  Catalogue  a  Library 

Twenty  points  to  be  noted  in   comparative  study  of  cataloguing 

rules 

1  Fulness    of    author's    name,      ii  Maps 

including  names  of  married  12  Series 

women,    popes   and   sove-  13  Continuations  to  be  added  to 

reigns  catalogue 

2  Author's  dates  14  Anonymous  books 

3  Joint  authors  15  Fulness  of  title 

4  Noblemen  16  Titles  in  two  or  more  lan- 

5  Pseudonyms  guages 

6  Official  bureaus,  boards  etc.  17  Imprint,  in  full 

7  Cities  18  Contents  and  notes 

8  Societies  19  Analysis 

9  Catalogues  20  Added    entries   exclusive   of 
10  Musical  works  analysis 
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025.4    CLASSIFICATION 

PRACTICE  WORK.  NEW  YORK  STATE  LIBRARY  SCHOOL 

Ada  Bannell 

I    General 

Write  class  number  with  cross  references  on  7^x5  cm  slip,  sign 
your  initials  or  name  and  put  in  book.     Give  exact  paging  for 

analytics. 

2  Cross  references 

a  Do  not  make  cross  references  for  less  than  10  pages  except  in 
case  of  bibliography  which  shotdd  be  not  less  than  3  pages. 

b  Place  book  on  4  divisions  of  one  subject  with  general  class,  a 
book  on  3  divisions  or  less  with  one  of  these  divisions  with 
cross  references  to  the  others. 

3  Different  editions 

If  you  suspect  there  may  be  another  edition  of  a  book  in  the  library, 

look  in  catalogue  for  class  number  so  all  editions  will  be  in 

same  class.     If  you  look  in  catalogue   make  note   for  use  of 

cataloguer  telling  whether  another  copy  or  edition    is  there 

or  not. 

4    Special  schemes 

For  colleges  and  single  works  of  authors  having  special  numbers 
(e.  g.  in  literature)  use  special  schemes  to  be  found  at  head 
classifier's  desk.  For  collected  works  of  all  authors  having 
special  numbers,  and  books  about  those  authors,  use  D-N  of 
**  Book  Numbers  for  Special  Author  Library",  printed  on 
p.  629.  For  authors  for  which  the  library  wishes  to  keep  all  its 
material  together  (i.  e.  Shakspere,  Gothe  and  Dante) use  also  A-C. 
For  table  for  American  local  government  see  **  Lower  Case 
Letters  in  Book  Numbers  **  (p.  627),  no.  5. 

5    Sermons,  essays  etc. 

a     Class  a  single  sermon  or  essay  with  its  subject. 

b     Class  a  collection  of  sermons  or  essays  on  special  subject  with 

subject. 

6    Recent  fiction 

For  recent  fiction,  unless  absolutely  certain  of  nationality  of  author, 
constdt  slip  catalogue  on  back  of  desk  of  sublibrarian  (selection 
and  annotation)  and  if  necessary  read  reviews  there  noted. 
Recent  poetry,  essa3rs  etc.  should  be  similarly  treated. 
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7    Description  and  travel 

In  classifying  description  and  travel  do  not  add  period  divisions 
to  geographic  divisions  of  a  xouptry,  . 

8    Biography 

a  In  classifying  biography,  if  necessary,  consult  State  Library 
catalogue  and  biographic  dictionaries  before  assigning  number. 

b  Do  not  carry  biography  of  chief  rulers  to  period  divisions  in 
history  or  of  authors  with  special  numbers  to  that  number. 

c  Make  no  reference  from  the  biography  of  a  king  to  the  history 
of  his  reign  or  the  reverse. 

9  Reference  books  useful  in  classification 

General 
American  Library  Association.     A.  L.  A.  Catalog 
Larousse.     Grand  dictionnaire  universel  du  iqc  siecle 
Nouveau  Larousse  illustr^ 
Whitney.     Century  Dictionary 

Science 

Whitney.     Century  Dictionary 

Medicine 

Billings  &  others.  National  Medical  Dictionar}^;  incl.  English, 
French,  German,  Italian  and  Latin  technical  terms  used  in 
medicine  and  the  collateral  sciences 

Foster  <fe  others.  Illustrated  Encyclopaedic  Medical  Dictionary; 
technical  terms  used  by  writers  on  medicine  and  the  collateral 
sciences  in  Latin,  English,  French  and  German 

Gazetteers 

Lippincott's  Gazetteer  of  the  World 

Biographic  dictionaries 

AUibone.  Critical  Dictionary  of  English  Literature  and  British 
and  American  Authors 

Biographic  universelle 

Quoted  as  Michaud's  Biographie. 
Thomas.     Universal   Pronouncing   Dictionary   of   Biography   and 

Mythology 
Binder's  title  LippincoWs  Pronouncing  Biographical  Dictionary. 
Wilson  &  Fiske.     Appletons'  Cyclopaedia  of  American  Biography 

Americana 

Sabin.     Dictionary  of  Books  relating  to  America 

Ends  with  Henry  Smith. 
Winsor.     Narrative  and  Critical  Historv  of  America 
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025.7     BINDING 
BINDING  ROUTINE.  NEW  YORK  STATE  LIBRARY 

I     Books  to  be  sent  to  bindery 

a     See  that  volume  is  complete.     Look  up,  beg  or  order  missing 

numbers  of  serials  and  record  oh  5  x  7^  cm  slips. 
6     See  that   each   periodical  has  title-page  and  index.     List  (on 
5  X  7i  cm  slips)  of  periodicals  without  indexes  will  show  what 
periodicals  do  not  print  them.     Send  to  foreign  agent  for  title- 
pages  and  indexes  to  complete  foreign  periodicals  which  are 
bought;  send  to  publishers  for  all  others. 
c     Arrange  pieces  to  be  botmd  together  and  tie  firmly. 
d     Keep  binding  slips  stamped  ahead  with  consecutive  numbers: 

(i)  Slips  for  serials  on  check  list  01 0999 

(2)  Slips  for  other  books  i — 999 

e  Fill  out  binding  slips  according  to  printed  binding  rules  (p.  599) 
for  all  books  except  resews  and  repairs.  If  a  book  belongs  to 
a  set,  consult  old  pattern  file  of  binding  slips  to  see  if  other 
volumes  have  been  bound.  If  it  is  a  serial  volume,  consult 
current  pattern  file, 
(i)  If  no  volume  has  been  bound,  decide  on  binding,  lettering 

etc.  and  underline  **No  pattern"  at  bottom  of  slip. 
(2)  If  volumes  have  been  bound,  copy  old  slip,  making  neces- 
sary changes  in  date,  volume  number  etc.     If  size  has  so 
changed   as   to   require   change   in   shelving    (necessitating 
change  in  call  number),  omit  call  number  or  give  changed 
call  number. 
/      Resews  are  sent  to  the  bindery  without  slips.     For  repairs  fill 
out  time  slips. 

Time  slip 

Reduced  from  7^x12^  cm 
Clapper  &  Van  Wely  190  | 

Please  1 


/ 


for  and  charge  to 

work  done  by  Time         houts*  . 
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g     Make  out  white  charging  slips  for  all  books  except 

(i)  Law,  which  are  charged  in  room  39    before    sending  to 
room  55. 

(2)  Home  Education,  which  are  charged   in  room    51   before 
sending  to  room  55. 

(3)  Serials  on  check  list,  which  are  charged  on  check  list  by 
serials  clerk. 

h     Give  binding  slips  for  serials  on  check  list  to  serials  clerk  for 

charge. 
i     Put  binding  slips  in  books  and  send  to  bindery. 

Send  charging  slips  to  loan  desk,  where  date  is  stamped. 

When  binder  calls  for  patterns,  charge  them  on  white  charging 

slips,  and  send  slips  to  be  filed  at  loan  desk. 

When    through  with   patterns,   binder    returns    them  directly  to  loan 

desk  for  discharge;  charging  slips  destroyed. 

2     Books  returned  from  bindery 

a  Books  are  returned  from  bindery  arranged  on  truck  in  order 
of  binding  numbers  on  accompanying  invoice.  Compare  books 
with  invoice,  noting  whether  directions  on  binding  slip  have 
been  accurately  followed  and  whether  size,  lines  of  lettering  and 
total  cost  as  given  on  invoice  are  correct.  The  invoices,  when 
corrected  and  the  corrections  approved  by  binder,  are  held 
till  binders  monthly  bill  is  sent.  This  is  compared  with  invoices, 
stamped,  approved  and  sent  to  cashier.     Invoices  filed. 

h  After  removing  binding  slips  from  books,  send  Home  Education 
books  to  room  5 1 ;  others  to  be  accessioned,  or  to  have  binding 
noted  in  accession  book  if  already  accessioned  (e.  g.  bd  ^mor 
6Jao5)  and  date  noted  in  book  on  first  recto  after  title-page  (e.g. 
6Jao5  bd). 

c  Books  wliich  have  no  binding  slips,  i.  e.  resews  and  repairs,  are 
counted  and  sent,  law  to  room  39,  Home  Education  to  room  51, 
and  others  to  loan  desk,  where  their  charging  slips  are  destroyed. 

d  Give  binding  slips  for  serials  on  check  list  to  serials  clerk  for 
discharge.     Date  of  return  is  stamped  on  check  list. 

e  Destroy  binding  slips  for  Home  Education  books,  send  slips 
for  law  books  to  room  39  and  the  rest  to  loan  desk. 

/  (i)  Loan  clerk  stamps  date  of  return  on  charging  slips  and 
sends  them  to  room  55. 

(2)  For  law  books,  charging  slips  in  room  39  discharged  and 
filed. 

(3)  For  Home  Education,  book  cards  in  room  51  replaced. 

g  Binding  slips  returned  from  loan  desk  and  with  serials  binding 
slips  sorted  in  room  55. 
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(i)  Those  for  ctirrent  serials  put  in  current  pattern  file.  Similar 
ones  there  found,  if  a;ny,  are  destroyed  unless  differing  in 
details  other  than  date,  volume  ntmiber  and  call  nimiber, 
in  which  case  they  are  put  in  old  pattern  file  for  use  if 
old  volumes  need  rebinding. 

(2)  Those  for  volimies  of  sets  or  old  serials  put  in  old  pattern 
file,  similar  ones  there  found,  if  any,  being  destroyed. 

(3)  Others  put  in  tracing  file. 

Charging  slips  filed  in  room  55  by  call  number  if  any,  otherwise 
by  author. 

At  end  of  fiscal  year  tracing  file  of  binding  slips  and  file  of  charg- 
ing slips  held  for  a  year  and  then  destroyed. 
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025.7     BINDING 

SUGGESTED   BINDING  ROUTINE   FOR  SMALL  LIBRARY 

1  Examine  books  for  binding,  noticing  condition,  completeness, 
plates,  title-pages,  indexes  etc. 

2  Make  out  binding  slips,  giving  number  of  volumes,  color,  style, 
size  and  exact  lettering.     Lay  slips  in  books. 

3  Make  out  charging  slips  for  loan  desk. 

4  Send  books  to  bindery. 

5  When  books  are  returned  from  binder}''  check  itemized  bill 
with  price  schedtde. 

6  Discharge  books  at  loan  desk  by  comparing  binding  slips  with 
charging  slips. 

7  File  alphabetically  such  slips  returned  from  bindery  as  will  be 
needed  as  patterns. 
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025.7    BINDING 

RULES  AND  SPECIFICATIONS,  NEW  YORK  STATE 

LIBRARY 

z    Color 

a     Use  the  following  colors  in  binding  books  in  the  various  lan- 
guages: 

light  brown  American  olive             Spanish 

dark  brown  English  light  green  Latin 

black  German  dark  green  Greek 

dark  blue  other  Teutonic     light  blue     other  Indo-European 

red  French  yellow          Semitic 

maroon  Italian  light  drab    other  languages 

For  books  botind  in  half  duck  use  light  brown  for  American  books,  dark 
brown  for  all  others. 

b     Bind  dictionaries  in  language  color  of  definition. 

c     Bind  double  dictionaries  of   English    and   other   language    in 

English  color;  e.g.  bind  German-English  and  English-German 

in  dark  brown. 
d     Bind  American  editions  of  English  books  in  American  color 

and  English  editions  of  American  books  in  English  color. 
e     Bind  translations  or  annotated  literary  works  in  language  color 

of  translation  or  notes. 

2    Style 

a     Bind  books  not  much  used  in  cloth,  imless  too  heavy. 

b     Bind  all  others,  except  very  heavy  books  and  law  books,  in  half 

Turkey  morocco. 
c     Bind  extra  heavy  books  in  half  duck. 
d    Use  American  russia  for  law  books  in  place  of  law  sheep. 

3    Lettering 

a     Letter    author's   siumame   in  top    panel,  preceded  by  initials 

where  there  is  danger  of  confusing  with  better  known  author 

of  same  surname. 
b     Letter  title  in  second  panel,  including  title  of  periodical. 
c     Letter  editor,  if  needed,  in  third  panel. 
d     Letter  volume  ntmiber  in  large  arabic  figures  in  fourth  panel; 

e.  g.  12  not  Vol.  12.     Do  not  letter  copy  number. 
e     Letter  year,  ntmiber  of  volume  from  beginning  of  set,  number 

of  series  and  volume  of  series  in  the  following  form: 


1883  1880-84 

298  5-9 

not    -< 

SERIES   2  SERIES   2 

14  i-s 


'  1880,   81,   82,   83,   84 

5.  6,  7,  8,  9 


2  series 

i»  2.  3,  4,  s 


V. 
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/     Letter  call  number  in  bottom  broad  panel.     In  oversize  books, 

put  call  number  at  top  of  first  panel, 
g     Letter  *'  N.  Y.  State  Library  "  in  narrow  panel  at  bottom.    For 

books    in    Home    Education,    Library   School    collection    and 

Woman's  library  omit  **  N.  Y.  State  Library." 
h     Letter  two  books  boxmd  together,  with  author  of  first  book  in 

top  panel  and  its  title  in  second  panel;  in  third  panel,  letter 

author  and  title  of  second  book. 
i     If  volume   is  too  thin  to  be  lettered  across  th^  back,  letter 
•  from  top  to  bottom,  placing  call  number  at  bottom  of  book 

unless  oversize ;  see  sample  2C. 
j     Letter  all  oversize  books  to  be  shelved  on  their  sides  (i.  e.  x.  y 

and  z  books)  from  top  to  bottom,  call  number  being  at  the 

top ;  see  sample  2d, 
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Sample  binding  nUp§ 

xaix7i  cm 

iding  slips  are  filled  out  according  to  foregoing  directions  by 
)inding  clerk.    See  Binding  routine  (p.  593)  no.  le. 

I    FRONT 


Binding  no.  ^17 

Volumes  2 


Total  price 


Follow  exactly  amngement  of  linea,  punctuation,  letter- 
ing, at  on  back  of  this  sHp,  and  general  printed  directions 
on  separate  sheet. 


Color 


ILbllitbrofD  4  Bed 


8  Dark  green 

91  Light  blue 
98  Tellof 


I  Dark  brofn  0  Haroon 
3  Black         6  OllTe 
39  Dark  blue    7  Light  green  93-99  Light  drab 

Style 
^  mor.       cloth       ^  duck       ^  Am.  russia 

Size 

Outside  hight  in  centimeters  must  not  exceed 

T   S  D   0  Q   F   F*  F*  ?•  F' 
IS  i7i  20  25  30  35  40  45  50  60 


No 


^tte 


m 


Rush        Charge  to 
Remarks 


NEW  YORK  STATE  LIBRARY 
2  BACK 

en  a  book  is  so  proportioned  as  to  be  improved  by  an  extra 
panel  a  blank  panel  is  inserted  below  the  fotirth. 
Single  slip  used  for  more  than  one  voltmie  of  a  work;  shows  alsc 
editors  and  voltmie  ntmibers  with  contents. 


Smith 


• 

Dictionary 

of  the 

■ 

Bible 

Hackett 

and 

1 

Abbot 

1 

! 
1 

1 

I 

2                              ' 

A 

Gennesaret          | 

to 

to                    ] 

Gennesaret 

Market              i 

1 

220.3 

1 
1 

i 

1 

Sm6 

1 
1 
1 

N. 

Y.  State  Library 
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603 


Oversize  book  with  call  ntimber  in  top  panel.  Shows  treatment 
of  official  author  heading  with  subhead  (Prussia — Statistisches 
bureau),  use  of  single  slip  for  more  than  one  voltime,  also  vol- 
umes boimd  in  parts. 


314.31 

qP9S 
Prussia 

!                               Statistisches 

i                                   bureau 

1 
1 

j                                Preussische 
'                                  statistik 

1 
1 

1 

1 

1 

1 

1 

1898 

I  si''" 

1902 

1903 

1 
1 

N.  Y.  State  Library 
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c    Thin  book  to  be  lettered  from  top  to  bottom. 


3 


o 


o 
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a  Lettered  across  or  lengthwise  on  book  according  to  binder's   judginei 
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Oversize  book  to  be  shelved  on  its  side.     Very  thin  books  let- 
tered in  one  line. 
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4    Serials 

Bind  all  covers  of  pamphlets  and  magazines  and  all  advertising 
leaves  in  regular  order,  except  for  periodicals  having  more  than 
20  pages  of  advertising  matter  to  a  number.  In  that  case 
leave  front  covers  in  place,  and  bind  all  advertising  matter  and 
back  covers  together  at  the  end;  but  if  periodical  volume  is  so 
thick  as  to  be  boxmd  in  two  parts,  bind  the  advertising  matter 
and  back  covers  in  a  separate  volume,  in  c\otVvun\ess  \oo\v&«n^  > 
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and  letter  "Advertisements  "  in  third  panel  and,  e.g.    ^  in 

fourth.  Do  not  letter  **  Text  "  or  **Pti"  on  text  volume.  K 
text  mingles  with  advertising  matter  or  pages  with  it,  arrange- 
ment must  not  be  disturbed. 

Put  title-page  aftid  contents  at  beginning,  and  index  at  end, 
imless  so  printed  as  to  make  this  impossible.  (A  table  of  con- 
tents arranges  matter  in  order  of  occurrence  in  text ;  an  index 
arranges  it  alphabetically.)  Indexes  must  go  at  end  even  if 
paged  with  title-page. 

If  one  number  makes  a  voltmie  leave  title-page  and  contents 
inside  the  covers. 

Where  two  separate  paginations  are  in  the  same  covers  keep 
each  pagination  together,  putting  all  front  covers  and  adver- 
tising leaves  with  the  first,  and  all  back  covers  and  advertising 
leaves  with  the  second  pagination. 

If  plates  are  numbered  consecutively  through  a  volume,  put 
them  together  at  end. 

If  plates  are  bound  separately,  bind  covers  and  advertising 
leaves  with  text. 

Bind  all  index  voltmies  separately,  if  covering  several  volimies. 
Bind  separate  reports  by  decades;  e.  g.  1870-79,  1880-89,  un- 
less too  thick,  when  bind  together  the  reports  for  five  years; 
e.  g.  1870-74,  1875-79,  etc. 

5    Sewing 

After  they  are  taken  apart,  collate  all  books  carefully.     With- 
out special  instructions,  bind  only  perfect  books. 
Mend  tears  with  transparent  adhesive  paper. 
Use  Hayes's  Irish  linen  thread. 
Do  not  sew  backs  deeply. 

Sew  on  soft  twine  (or  on  tapes  when  so  instructed). 
I' so  tour-ply  for  all  books  under  35  cm;  for  35  cm  and  over,  use 
tivo  ply. 

Sew  every  volume  larger  than  20  cm  on  at  least  three  bands; 
^c\\  vMic  larger  than  25  cm  on  four  bands,  or  on  five  when  extra 
ihiek. 

L>\eiva^t  first  and  last  signature. 

Sew  all  alvM\g  "  when  possible  without  using  too  small  thread. 
Ke^ulaie  -M/e  of  thread  so  as  not  to  swell  the  back.  Thread 
iiiu.Nt  eiieavle  each  band. 

Muuut  ihwk  or  double  plates  on  guards.  Folding  maps,  etc. 
niUht  be  Nackvsi  or  jointed  with  trvuslvn  when  so  instructed. 
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6    Forwarding 

Cut  books  as  little  as  possible.    Do  not  cut  manuscripts,  maps 

etc.     Do  not  trim  rebound  books  without  special  instructions. 

Without  thinning  or  scraping  lace  each  band  into  boards,  first 

cutting  a  groove  for  band  in  each  board  to  prevent  its  cutting 

off  in  "knocking  down.'' 

Use  Davey's  medium  tar  board. 

Use  marbled  paper  linings  and  sides  on  half  work.     Use  granite 

paper  on  cloth. 

On  half  work  use  vellum  comers  covered  by  paper  sides. 

On  all  leather  and  half  duck  work  use  only  tight  backs. 

7    Finishing 

Use  only  most  usual  form  of  roman  capitals  and  arabic  numerals. 

Never  use  roman  numerals,  German,  old  English  or  other  fancy 

type. 

Omit  punctuation  except  when  needed  to  avoid  ambiguity. 

Omit  all  tooling  on  backs  except  plain  gilt  cross  lines. 

Put  plain  gilt  fillet  at  edge  of  morocco. 

Burnish  tops.     Do  not  sprinkle  edges. 

Do  not  use  false  raised  bands. 

Use  silk  head  bands  in  bright  colors  on  leather  work. 

LfCtter  on  the  back.     Never  letter  on  labels  without  special 

instructions. 


.■<■ 


* 


''ji 


»,^- 


r!ll 


•  ! 


>      •  ; 

:  J 


Si 


riS' 


LECTURE    OUTLINES    AND    PROBLEMS    2  609 

025.8  SHELF  DEPARTMENT 
READING  LIST 

*  prefixed  to  topic  or  article  indicates  required  reading. 
Call  number  for  Library  Journal   (L.J.)   oao.5  L615,  Public    Libraries 
(P.L.)  020.5  P96. 

^General 

1895  Denver — Public  Library.  Public  Library  Hand-book, 
p.i  18-22,  [Book  Numbers  and  Shelflist];  P.150-S5,  Dis- 
carding Books;  Taking  Accotint  of  Stock,  etc.    020.2  D43 

1902  Plummer.      Hints     to    Small     Libraries,    ed.  3,    p. 17-18, 

Book-numbers;  p. 27-29,  Shelf -list  and  Inventory. 

020.2  P732 

1903  Dana.      Library  Primer,  ed.3,  p. 73-75,  Care    of    Books; 

p.  91-93,  Author-numbers,  or  Book-marks;  The  Shelf -list; 
p. 1 13,  Checking  the  Library.  020.2  D191 

Call  numbers 

1878  Schwartz.      A    Combined     System    for    Arranging     and 

Numbering.  L.J.  3:6-10 

Cutter.     Another  Plan  for  Numbering  Books. 

L.  J.  3:248-51 
Schwartz.  Mr  Cutter's  Numbering  Plan.  L.J.  3:302 
Dewey     &      Cutter.       Numbering:     Rejoinders     to     Mr 

Schwartz.  L.J.  3:339-40 

1879  Edmands   &   others.     Plans  for    Numbering,  with  Especial 

Reference  to  Fiction.  L.  J.  4:38-47 

1886  Cutter.     Author-tables  for  Greek  and  Latin  Authors. 

L.  J.  11:280-89 
Dewey.     Eclectic  Book-numbers.  L.J.   11:296-301 

1887  Cutter.     How  to'  Use  Cutter's  Decimal  Author  Table. 

L.J.  12:251-52 
Directions  for  using  first  edition. 

1892  *  Parker.     Peabody  Institute  System  of  Press  Marks. 

L.J.   17:233-34 

1893  *  Olin.     Order  Table  for  Collective  Biography. 

L.  J.   18:144 

*  Seymour.     Book  Numbers. 

Lib.  Notes,  v. 3,  no. 11,  p. 419-50.      020.5  L611 
1896     *  James.     Simplicity  in  Call  Numbers.  P.L.  1:189 

*  Langton.     Systems  of  Shelf -notation.         L.J.  21:441-43 
1902    Daniels.    Author  and  Title  Marks  in  "FVctVotv. 
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Marking  books 

1893     *  Seymour.     Marking. 

Lib.  Notes,  v.3,  no. 11,  p. 426— 28.  020.5  ^^^^ 

1898  *  Canfield,  A.  C.    Book  Marking  without  Labels.  P.  L.  3:377 

1899  Lane,  L.  P.     Typewritten  Book  Labels.  P.  L.  4:443 

Shelflist 

See  also  under  035.3  Accession  department.     Reading  list.     Accession  hook. 

1882     Schwartz.     New  Form  of  Shelf-list.  L.  J.  7:251-53 

189s     *  Austin.     Combination  Order  and  Shelf -list  Slip. 

L.  J.  20:49-50 
1899     *  Fellows.     [Shelf  Listing  for  Small  Libraries] 

L.J.  24:C  69  or  P.  L.  4:264 
*  Crawford.     Shelf -list.  P.  L.  4:381-83 

1904  *  Dewey.     Card  shelf-list.  P.  L.   9:281-82 

^Contagion 

1903     Contagious  Diseases  and  Library  Books.  P.  L.  8:427-28 

1905  Contagion  from  Library  Books.  P.  L.  10:96 
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025.8    SHELF  DEPARTMENT 
:XERCISE  IN  ASSIGNING  BOOK  NUMBERS 

Corinnt  Bacon 

It  Decimal  Classification  for  meaning  of  class  numbers.     Pencil 

bers  under  class  nimibers.    Assign  numbers  from  Cutter  tables 

K  .  .  E.  Sanborn,  using  two  figures  of  Cutter  ntunber  and  being 

third  figure  in  tables  if  another  figure  is  needed  to  distinguish . 

Fitchburg — Public  Library.     Catalogue 

Drake,  S.  G.     Witchcraft  Delusion 

Homo.     Critical  Study  of  the  Holy  Scriptures 

Hubner.     Tableau  statistique 

Lepsius.     Standard  Alphabet.     1867 

Upham.     Salem  Witchcraft 

Wright,  A.     Court  Hand  Restored 

Amherst  College.     Triennial 

Varro.     De  lingua  Latina 

Dent.     Catalogue  of  his  Library 

Alger.     Doctrine  of  a  Future  Life 

Hazlitt.     Reply  to  the  Essay  on  Population 

Brooklyn  Mercantile  Library.     Catalogue 

Smith,  William.     Dictionary  of  the  Bible 

Humboldt.     Views  of  Nature.     1850 

Smith,  James.     Voyage  of  St  Paul 

Victoria,   queen  of  Great   Britain.     Leaves   from   the 

Journal  of  our  Life  in  the  Highlands 

Brooks.     Abraham  Lincoln 
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J 28.7475  N.  Y.    (State) — Legislature.     Clerk's    Manual,   1855 

date 

^i8  Murray,  J.  A:  H:     Handbook  of  Travel-talk 

;20.i  Lieber.     Civil  Liberty 

;o4  Herschel.     Familiar  Lectures.     1872 

;o9  Buckley.     Short  History  of  Natural  Science.     1876 

^22. 33  White.     Essay  on  the  Authorship  of  King  Henry  tl 

6th 

i  2  2.33  Shakspere.     Poems 

^24  Watson.     Life  of  Porson 

>4S  Shaw.     Specimens  of  Ancient  Furniture.     1836 

^23. 89  Borrow.     Lavengro 

123.17  Bancroft.     Martin  Van  Buren 

123.17  Lodge.     George  Washington 

88.9  Arrianus.     Ponti  Euxini 

►  23.89  Borrow.     Romany  Rye 

^29. 82  Shute.     Manual  of  Anglo-Saxon 

;35.8  Heather.     Optic  Instruments.     1879 

130  Smith,  Adam.     Wealth  of  Nations.     1789 

;3o  Smith,  Adam.     Wealth  of  Nations.     1814 

[30  Smith,  Adam.     Wealth  of  Nations.     1828 

174.34  Gridley.     History  of  Montpelier  Vt. 

ii3.49  Taylor,  B.     Story  of  Kennett 

>28.27  Thackeray.     English  Humourists 

6  Rimmel.     Book  oi  Periumes..     \^^^ 
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;  Ware.     Zenobia 

13        Tocqueville.     Democracy  in  America 

Hickok.     Empirical  Psychology 

Weaver.     Wells  Wills 

Longfellow.     Outre-mer 

P,  W.     Letter  from  a  Gentleman  at  Elizabeth-town 

Knight.     Old  Printer.     1854 

Campbell,  J:  Negro  Mania.     185 1 
)  Southey.     The  Doctor 

Humphreys.     Masterpieces  of  the  Eariy  Printers 

Bacon.     Complete  Works,  without  notes 

Andrews,  S:  J.     Life  of  our  Lord 

Roscoe.     Spectrum  Analysis.     1872 

Caxton.     Game  of  the  Chesse 
'44       Cambridge  Mass.     Charter.     1857 
I  Foster.     Alumni  Oxonienses 

Htmiphreys.     History  of  the  Art  of  Printing.     1867 

Woodbury,  W.  H.     Eclectic  German  Reader 

Renan.     Life  of  Jesus 
I  Moore.     Ancient  Mineralogy.     1859 

'  Helps.     Conquerors  of  the  New  World 

Tommaso  da  Celano.     Dies  irae 

Anthon.     System  of  Latin  Prosody 
J        Daniel.    Life  of  John,  King  of  EngYand 
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123.142  Godwin.     Annals  of  the  Reign  of  Queen  Mary 

123.142  Aytoirn.     Life  and  Times  of  Richard  I 

123.142  More.     T.ife  of  Richard  III 

117.24  Irving.     Works,  complete  without  notes 

114.358  Brown,  J:  R.     American  Family  in  Germany,   i 

112  Ford.     Benjamin  Franklin  Bibliography 

1 1 4.4  Provost.     France 

>8i  Denison.     Treatise  on  Clocks.     i868 

114.41  TroUope,  T:  A.     Summer  in  Brittany 

[55  Hallock.     Elements  of  Military  Art 

►  22.33  Halliwell.     List  of  Shakespere's  Works 

114.41  Weld,  C:  R:     Vacation  in  Brittany 

.22.33  Shakspere.     Merchant  of  Venice;  ed.  by  Hudson 

61  Cammann.     Charities  of  New  York 

96  Stanley,  A.  P.     History  of  the  Jewish  Church 

.90.6  Royal  Asiatic  Society.     Journal 

53.97816  Kansas — Adjutant  general.     Biennial  Report 

71  Dawson.     Fossil  Men.     1880 

114.436  Jarves.     Parisian  Sights 

71  Chaffers.     Hall  Marks  on  Gold  Plate.     1868 

25.48  Alford.     Greek  Testament 

20.9  Loomis.     Recent  Progress  in  Astronomy.     1853 

22  Swinton.     Rambles  among  Words 

rj.  14^1  Carlyle.     History  oi  YiedexYcV \\  oi'^rvaL^^va. 
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Daumas.   .Horses  of  the  Sahara.     1863 
Harris,  J:     Idiomatic  Phrases.     1673 
Daniel.     Life  of  Stephen,  King  of  England 
Fairholt.     Tobacco,  its  History 
Riddington.     Sailor's  Horn-book.     1848 
Cundall.     On  Ornamental  Art.     1848 

Beloe.     Anecdotes  of  Literature 

* 

Abbott.     Life  of  William  the  Conqueror 
Hayward.     Life  of  William  II,  King  of  England 
Dilworth.     History  of  William  III 
Wright.     Life  and  Reign  of  William  IV 
McVicar.     Outlines  of  Political  Economy 
Cogswell.     Harbinger  of  the  Millennium 
Fleming,  C:     Royal  Dictionary 
Craik.     History  of  English  Literature 
Davison.     Story  of  the  Earth  and  Man.     1873 
Buddington.     History  of  First  Church,  Charlestown 
Badeker.     Southern  Germany 
Fierce.     Du  tabac 

Edwards.     Our  Domestic  Fire-places.     1870 
Westwood.     Chronicle  of  the  "Compleat  Angler  " 
TroUope,  F.  M.     Vienna  and  the  Austrians 
Hazlitt.     Select  Poets  of  Great  Britain 
Nordhoff.     Communistic  Societies  oi  the  \5m\.edi  ^X.^X.^'i 
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270  Milman.     History  of  Latin  Christianity 

821.17  Chaucer.     Poetical  Works,  complete  with  notes 

476.8  Chastillon.     Gradus  ad  Pamassum 

551.96  Dana.     Corals  and  Coral  Islands.     1872 

697.1  Putnam.     Open  Fire-places.     188 1 

813.49  Crawford.     Doctor  Claudius 

813.49  Crawford.     Katharine  Lauderdale 

821.81  Tennyson.     Idylls  of  the  King 

821.81  Littledale.     Essays  on  Tennyson's  Idylls  of  the  YM 

821.81  Jones.     Growth  of  the  Idylls  of  the  King 

027.5741  Maine — State  Library.     Report 

329.01  Clay.     Ashland  Text-book.     1844 

329.01  Horton.     Whig  Banner.     1844 

329.01  New  England  Democrat.     F*.     1844-45 

01 7. 1  Xenia    (O.)    Library   Association.     Finding   List.    Q. 

1893 

017. 1  Xenia    (O.)    Library   Association.     Finding   List.    Q. 

1893 

923.142  Martin.     Life  of  Albert,  Prince  Consort.     O 

923.142  Visit  of  Prince  of  Wales  to  America,  1859 

923.17  Lossing.     Martha  Washington 

379.747  Cole  &  Hailes.     Public  Schools  of  Albany.     Q 

612  Dunglison.     Human  Physiology.     1832 

612  Dunglison.     Human  Physiology.     Ed.  4.     1841 

6z2  Dunglison.    Humati  P^y^^VoVo^ .    ^e^^n-    V^v^.^^^-v 
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Chatham  Courier.     F* 

Chatham  Republican.    F* 

Chicago  Evening  Journal.     F' 

Chipiez  &  Perrot.     Le  temple  de  Jerusalem.    F» 

U.  S. — Coast  and  Geodetic  Survey.    King  Plats  of  the 

City  of  Washington.     F" 
Denver,  City  Library,    Finding  List 
Denver,  City  Library.     Finding  List:  supplement 
Atlantic  Monthly 
Atlantic  Monthly:  index,  v.  1-38 
Atlantic  Monthly:  index,  v.  1-62 
N.  Y.  (State) — Library  School.     Examination  Papers 
Shakspere.     Hamlet 
Lecky.     History  of  Eiu-opean  Morals 
Everett.     Life  of  Washington 
Berjean.     Varieties  of  Dogs.     1863 
Maine.     Village  Communities 
Zimmerman.     Solitude 
Webster,  D.     Private  Correspondence 
Milman.     Life  of  Gibbon 
Marsh.     The  Camel.     1856 
Richardson,  C:     New  Dictionary 
Gilbert.     Lucrezia  Borgia 
L.     Letter  of  Columbus  to  Luis  de  SantageV 
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520.9  Lewis.     Historical  Survey  of  Astronomy.    1862 

923.57  Leake.     Memoirs  of  Gen.  John  Lamb 

920.4  W,  W.  S.     Joshtia  B.  Lippincott,  a  Memorial  Sketcli 

09 1  Emerson.     Old  Age 

220.52  Holy  Bible 

427.9  Bartlett,  J:  R.     Dictionary  of  Americanisms.   1872 

523.13  Proctor.     Other  Worlds  than  Ours.     1870 

336.747  N.  Y.  (State) — Comptroller.     Tax  Sale 

336.747  N.  Y.  (State) — Comptroller.     Annual  Report 

016.97  Stevens,  H:     Historical  Nuggets 

914.436  Jerrold.     At  Home  in  Paris 

370.1  Richter,  J:  P.  F.     Levana 

822.33  Shakspere.     Hamlet;  with  notes  by  Kellogg 

485  Sophocles.     Greek  Grammar 

027.04  Edwards.     Libraries  and  Fotmders 
393  Stone,  E..     God's  Acre 

297  Koran 

822.33  Shakspere.     Merchant  of  Venice;  ed.  by  Rolfe 

052  Westminster  Review 

297  Mills.     History'  of  Mohammedanism 

051  North  American  Review 

027.742  Macray.     Annals  of  the  Bodleian  Library,  Oxford 

975.5  Waddell.     History  of  Augusta  County,  Va. 
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207.747  Prentiss.     Fifty  Years  of  the  Union  Theological  Sem- 
inary 

929.3  Bain  &  Rogers.     Diocesan  Registers  of  Glasgow 

506  Royal    Society    of    London.     Philosophical    Transac- 

tions.     1665 — date 

929.726  Foster.     Visitation  of  Yorkshire 

285.17471  New  York,  Fifth  Avenue  Presbyterian  Church.     Brief 

History 

551  Lyell.     Principles  of  Geology.     1872 

192.2  Locke.    Works,  complete  without  notes 
659  Larwood.     History  of  Signboards.     1866 

598.6  Elliot.     Monograph  of  the  tetraoninae.     F'.     1864-65 

018.3  Kloss.     Catalogue  of  his  Library 

820.8  Knight,  C:     Half -hours  with  the  Best  Authors 

240  Taylor,  J.     Whole  Works,  with  notes 

330  Bowen.     Principles  of  Political  Economy 

914.358  Head.     Bubbles 

328.7479  Tanner,  H.  C.     *' The  Lobby."     1888 

3^2.0747  Albany.     Manual  of  Common  Cotmcil.     1872 

091  Chatterton,  Thomas.     Poems 

647  Servants*  Practical  Guide.     1880 

178.7  Mussey.  On  the  Influence  of  Tobacco 
230  Shedd.  History  of  Christian  Doctrine 
535.84  Lockyer.     Spectroscope.     187 1. 

697.8  Ainslie.     Smokiug  Fires.     1869 
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75.4  Wallace.     Contributions   to    the    Theory  of  Naturai 

Selection.     1870 

20.942  Carter.     Ancient  Architecture  of  England.    ?• 

u 2.747  Beers.     Atlas  of  the  Hudson  River  Valley.    F» 

u 2.747  Burr.     Atlas  of  the  State  of  New  York.    F* 

112.747  Bien.     Atlas  of  the  State  of  New^York.     F' 

[42.429  Brougham.     British  Constitution 

1 2  2 . 3  3  Clarke.     Concoidance  to  Shakespeare 

^89  Leake.     Researches  in  Greece 

;7i  Stevens.     Flint  Chips.     1870 

H4.49  Hughes,  J.     Itinerary  of  Provence 

143.1  Horsmandon.     New  York  Conspiracy 

> 1 5.42  Ames,  J.     Typographical  Antiquities.     Q 

)i4.369  Wilkinson,  Sir  J:  G.     Dalmatia 

141  Woolsey.     International  Law 

75.3  Wright,  T:     Early  Christianity  in  Arabia 

I22.33  Hazlitt.     Character  of  Shakespeare's  Plays 

114. 391  Paget.     Hungary 

82  Ranke.     History  of  the  Popes 

.85  Smithers.     Classical  Student's  Manual.     1832 

157.47  Hall.     Geology  of  New  York.     1843 

78.7  Heurieck.     Du  tabac 

»i6  Dibdih.     Library  Companion 

0J.S2  Japan  Engineering  College.    Calendars 
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621. 1  Reid.     Steam  Engine.     1851 

320.2  Politics  for  Americans 
420.4  Alford.     Queen's  English 

929.2  Raymond.     Gray  Genealogy 
974.46  Gilman.     Story  of  Boston 
052  Athenaeum 

621.94  Taylor.     Lathe  and  its  Uses.     1869 

052  Edinburgh  Review 

220.85  Tristram.     Natural  History  of  the  Bible 

136.3  Galton.     Hereditary  Genius 

420.4  Gould,  E:  S.     Good  English 

510.8  Heather.     Treatises    on    Mathematical    Instruments. 

1870 

308  Adams,  J:     Works,  complete  without  notes 

052  Notes  and  Queries 

628.14  King.     Croton  Aqueduct.     1843 

138  Darwin.     Expression  of  the  Emotions 

420.9  Marsh,  G:  P.     Lectures  on  the  English  Language 
974.71  Todd,  C:  B.     Stor>'  of  the  City  of  New  York 
929.2  Dyer.     Brief  History  of  the  Joy  Family 

929.2  Pierce.     Pearce  Genealogy 

520.2  Drew.     Manual  of  Astronomy.     1870 

815.31  Everett.     Orations  and  Speeches 

628.8  Edwards.     On  the  Ventilation  of  Buildings.     1868 
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025.8  SHELF  DEPARTMENT 

BISCOE  TIME  NUMBERS 

Reprinted  from  Library  Notes ^  Oct.  1893,  v. 3,  no.ii,  p. 42 4-2 6. 
A   fuller   explanation  is   given   in   Library  Journal j   Sep.-Oct.  1885, 
0:246-47. 

I     Plan 

his  scheme  provides  for  arranging  books  by  years  from  looo  B.C.- 
2000  A.D.  Each  number  consists  of  a  single  initial  letter 
followed  by  figures  and  these  again,  if  need  be,  by  letters.  Any 
year  of  the  19th  and  20th  centuries,  in  which  the  greater  pro- 
portion of  otir  books  belong,  is  designated  by  a  letter  and  single 
figure.  For  the  three  preceding  centuries  a  letter  and 
two  figures  are  needed,  only  incunabula  and  ancient  writings 
requiring  a  letter  and  three  figtires.  Few  characters  are  wasted 
for  the  period  when  few  books  were  written,  as  A,  B  and  C 
cover  the  years  to  A.D.  1499. 

*o  D,E,F,  which  stand  for  centuries,  two  figures  must  be  added, 
the  number  for  a  book  published  in  1652  being  E52;  in  1507, 
D07. 

I,  covering  the  first  10  centuries  and  C,  covering  five  centuries, 
must  be  followed  by  three  figures;  thus  a  book  issued  in  1472 
would  be  numbered  C472. 


Table 


A 
B 
C 
D 
.E 
F 
G 
H 
I 

J 
K 

L 

M 


B.C. 

A.D.  1-099  )      £ 

f  3  figures 
1000-1499  J  *^     ^ 

500-99  ) 

600-99  f  2  figures 

700-99) 

800-9 

810-19 

820-29 

S30-39  y  I  figure 
840-49 

850-59 
860-69^ 


N      ] 
0      : 
P       : 

[870-79^ 

[880-89 

[890-99 

Q      ^ 

[900-9 

R      ] 

:9io-i9 

S       ] 

[920-29 

T      ] 

t 930-3 9 

U      ] 

[940-49 

V      ] 
W     ] 

f95o-59 
[960-69 

X     ] 
Y      ] 

[970-79 
[980-89 

Z     ] 

[990-99 

Directions 

"  I  figure 


jnerican  books  take,  their  numbers  from  the  last  copyright  date ; 
English  and  other  foreign  books,  from  date  of  publication; 
e.g.-  Dana's  Text  Book  of  Geology,  Phil.  1864,  copyright  '6^, 
has  as  its  book  number  M^;  edition  2  oi  the  satae  \io6V  ^viJfck- 
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lished  and  copyrighted  in  1874  is  N4.     Weller's  Portable  Atlas 
of  Physical  Geography,  Lond.  1873,  is  N3. 

series  or  set  takes  its  ilumber  frofii  the  first  volume,  even  though 
that  may  be  lacking  in  the  library  set;  e.g.  Popular  Science 
Monthly,  v. 10-20,  is  Na,  the  date  of  v.i  not   of   v.  10.     When 
more  than  one  work   in   the   same   class   calls  for   the  same 
number,  these  numbers  are  differeittiated  by  adding  lower  case 
letters;  e.g.   Bradbury   &   Emery's  Academic   Algebra,   Wells's 
Shoft  Course  in  Higher  Algebra  and  Sensenig's  Numbers  Uni- 
versalized, all  published  iri  1889  call  for  O9.     Supposing  the 
books  to  come  into  the  library  in  the  above  order,  Bradbiir\' 
would  be  O9;  Wells,  09a;   Sensenig,  09b.     These  letters  are 
added  arbitrarily  in  the  order  the  books  are  received  without 
regard  to  alphabetic  arrangement.     In  a  closely  classed  librar}- 
additions  to   final  subdivisions  are   seldom  more    than  one  a 
year.     In  the  exceptional  cases,  use  of  a  letter  allows  for  26 
additions;    the    numbers    therefore     are     neither    long    nor 
complicated. 

In  doubt,  an  approximate  date  may  be  used  and  corrected  later 
when  full  information  is  acquired.  Htmting  down  obscure 
dates  consumes  much  time  and  in  the  average  library'-  is  not 
worth  what  it  costs.  L  alone  would  mean  a  book  published 
somewhere  in  the  '50s  of  the  19th  century,  and  F9  one  of 
the  last  decade  of  the  i8th  (F09  being  the  mark  for  1709). 
This  occasional  uncertainty  is  analogous  to  the  case  of  anony- 
mous and  pseudonymous  books  in  an  author  arrangement. 
tes  B.C.  may  be  treated  in  any  one  of  the  three  ways  suggested 
below.  If  numbers  are  given  from  date  of  writing  or  first 
publication  there  will  be  a  few  A  books;  but  if  from  date  of 
printing  or  copyright,  none  at  all.  Of  the  three  ways  of  treat- 
ing dates  B.C.  the  best  is: 

1  Subtract  the  decade  B.C.  from  99  and  use  the  resulting 
number,  thus  securing  correct  order  with  a  shorter  niunber 
than  in  2.  This  approximate  date  is  sufficiently  close, 
since  the  exact  year  of  writing  is  difficult  to  determine  and 
the  number  of  books  in  any  subject  in  a  single  decade  small. 

The  alternatives  are : 

2  Subtract  the  date  B.C.  from  1000  and  use  the  resulting 
number,  which  will  secure  proper  sequence. 

3  Use  the  actual  B.C.  date,  since  among  so  few  books  no 
great  confusion  would  result  from  thus  inverting  the  regular 
order. 
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Resiilting  numbers  woiild  then  be: 


Date  B.  C. 

Corresponding  book 

number 

OOMPLXMXMTART 

DECADE    (1) 

Correct  order 

nBAB  (2) 

ACTUAL  DATE    (3) 

Inverted  order 

999 

Aoo 

Ago  I 

A999 

563 

A43 

A437 

A563 

73 

A93 

A927 

A73 

45 

A9S 

Aqss 

A45 

^.i 


»»  'S   '^ 


»    \ 
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025.8  SHELF  DEPARTMENT 
LOWER  CASE  LETTERS  IN  BOOK  NUMBERS,  NEW  YORK 

STATE  LIBRARY 

Cutter  numbers  in  New  York  State  Library  are  assigned  from  first 
edition  of  Cutter  tables  and  are  thus  given  in  the  following  examples;  in 
practice  work  Library  School  students  use  Cutter  tables  revised  by  K.  E. 
Sanborn. 

I    Time  numbers 

Works  in  same  class  that  call  for  same  number  are  differentiated 
by  adding  to  time  number  lower  case  letters,  a,  b,  c  etc.  See 
p.  624. 

2    Special  author  numbers 

o  In  general  when  special  number  is  a  capital  letter  only,  the 
figures  i,  2,  3  etc.  are  added  for  subsequent  books;  e.g.  D,  Di, 
D2.  If  number  covers  many  works,  the  figure  i  may  be  added 
for  second  work  as  above,  and  for  subsequent  works  i  and 
initial  of  editor  or  translator;  e.g.  D,  Di,  Dis. 

b  When  special  number  is  a  capital  letter  and  figure,  lower  case 
letter  of  editor's  or  translator's  name  is  used  to  distinguish  two 
editions  of  same  work;  e.g.  R6s,  R6si,  R6s2,  R6t.  No 
attempt  is  made  to  keep  together  editions  by  same  editor. 
Book  number  for  an  edition  of  Macbeth  by  Rolfe  would  be 
Tsr,  the  next  by  Reynolds,  T$ti,  another  by  Rolfe,  T5r2 
etc.  If  no  editor  appears,  initial  of  publisher's  name  or  x,  y,  z 
is  used;  e.g.  R6x.  When  sure  that  there  will  be  many  edi- 
tions of  same  work,  lower  case  letter  may  be  added  to  first 
book. 

3    Library  School  theses  and  bibliographies 

Boimd  theses  and  bibliographies  of  New  York  State  Library  School 
are  differentiated  by  lower  case  initials  of  authors;  e.g.  thesis, 
020.7  NOis,  NOiw;  bibliography,  020.7  NO2S,  NO2W. 

4    International  congresses 

Cutter  nimiber  for  name  of  congress,  differentiated  by  lower  case 
initials  of  authors. 

5    American  local  government 

Lower  case  letters  are  used  for  official  publications  under  American 
local  government  numbers,  according  to  the  following  table 
originally     printed  in  Library  Notes,  Oct.    1893,  v. 3;  no.ii, 
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Jnder    352.07    ftirther   subdivided    to   state,   Cutter   number  is 

assigned  for  cities  and  towns  to  bring  them  into  alphabetic 

arrangement.     Beyond  this  are  added  as  follows: 

a  Charters;  e.g.  Charter  of  Worcester  Mass.  352.0744  WSqe 

b  State  laws  relating  to  city 

d  Municipal  reform;  investigations 

e  Mayor's  message;  reports  of  town  officers 

Official  dcx:uments  when  pi^blished  in  sets  are  put  here. 

i  Aldermen 

k  Common  cotmcil;  journal;  municipal  register;  manual;  opin- 
ions of  council.     Law  department  report 

n  Supervisors 

o  Ordinances;  bylaws;  code 

u  History 

V  [N.Y.  City  Record] 

y  General 

6    Fiction  and  poetry 

[n  case  of  authors  not  brought  out  in  the  classification,  second  and 
subsequent  books  by  same  author  are  differentiated  by  adding 
to  Cutter  number  lower  case  initial  of  title.  "When  there  are 
likely  to  be  many  books  by  same  author,  lower  case  letter  for 
first  book  is  added;  e.g.  Crawford,  Sant'  Ilario  813.49  C85S. 

Phis  method  may  be  adopted  in  any  class  in  which  the  number  of 
books  makes  it  necessary;  e.g.  244,  814.39,  814.49,  817.39, 
817.49,  818,  818.2,  818.39,  818.49,  824.79,  824.89. 

7     Biography 

iVhen  there  are  many  lives  of  a  person,  as  in  case  of  Columbus  and 
rulers,  the  number  for  biographee  is  followed  by  lower  case 
initial  of  author;  otherwise  the  first  life  has  number  only, 
e.g.  Memoirs  of  the  Life  of  Henry  Van  Schaack  923.57  V36. 

8    Regimental  histories 

^or  regimental  histories  in  the  Civil  War  (973. 744-. 749)  book  num- 
bers are  assigned  by  scheme  printed  in  the  sixth  edition  of  the 
Decimal  Classification,  a,  b,  c  etc.  being  added  to  distinguish 
different  histories  or  editions;  e.g.  histories  of  the  25th  Massa- 
chusetts infantry,  973.7444  J25,  973.7444  J25a. 

9  Figures 

n  other  cases  figures  are  added  to  distinguish  in  the  same  class 

number : 

a  DifTcrent  books  by  same  author 

b  Different  editions 

c  Books  by  dififerent  authors 
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025.8  SHELF  DEPARTMENT 
BOOK  NUMBERS  FOR  SPECIAL  AUTHOR  LIBRARY 

For  all  authors  having  special  numbers  in  the  classification  D-N  are  used, 
and  O-Z  as  far  as  special  schemes  have  been  worked  out,  A-C  being  used 
only  for  authors  for  whom  the  library  wishes  to  keep  all  its  material  to- 
gether, e.  g.  Shakspere,  GO  the,  Dante. 

A  Bibliography.     Authorship  controversies 

B  Biography 

C  Biographical  collateral 

D  Higher  criticism 

E  Minor  criticism  (textual) 

F  Sources;  allusions;  learning 

G  Miscellany;  concordances;  societies  etc. 

H  Quotations,  tales,  and  plays  from,  adaptations,  condensations 

etc. 

I  Complete  works  without  notes 

J  Complete  works  with  notes 

K     Complete  works  in  translations 

For  living  authors  put  works  complete  to  date  with  the  I,  J  and  K. 

L      Partial  collections  without  notee 
M      Partial  collections  with  notes 
N      Partial  collections  in  translations 
O-Z  Individual  works 


Shakspere  scheme 

A  to  N  are  assigned  as  above. 


0 

Comedies 

S 

Tragedies 

Oi 

All's  Well  that  Ends  Well 

Si 

Antony  and  Cleopatra 

03 

As  You  Like  It 

S3 

Coriolanus 

Os 

Comedy  of  Errors 

S5 

Cvmbeline 

07 

Love's  Labor  Lost 

S7 

Hamlet 

Pi 

Measure  for  Measure 

Ti 

Julius  Caesar 

P3 

Merchant  of  Venice 

T3 

ving  Lear 

PS 

Merry  Wives  of  Windsor 

T5 

Macbeth 

P7 

Midsummer  Night's  Dream 

T7 

Othello 

Qi 

Much  Ado  about  Nothing 

Ui 

Pericles 

Q3 

Taming  of  the  Shrew 

U3 

Romeo  and  Juliet 

Qs 

Tempest 

Us 

Tiinon  of  Athens 

Q7 

Twelfth  Night 

U7 

Titus  Andronicus 

Ri 

Two  Gentlemen  of  Verona 

Vi 

Troilus  and  Cressida 

R3 

Winter's  Tale 

w 

Histories 
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Wi  Henry  4  X5  Richard  3 

W3  Henry  5  Yi  Poems 

W5  Henry  6  Y3  Ventis  and  Adonis 

W7  Henry  8  Y5  Lucrece 

Xi    King  John  Y7  Sonnets 

X3   Richard  2  Z  Spurious  works 
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029.3  CLIPPINGS 

ARRANGEMENT  OF  CLIPPINGS,  NEW  YORK  STATE 

LIBRARY 

1  Classify  like  books  and  arrange  in  order  of  class  numbers. 

2  Consult  clippings  decisions  at  beginning  of  class  number  in 
L  (vertical)  file  to  see  if  special  arrangement  is  required.  In 
making  first  sheet  under  new  number  or  in  case  of  doubt  con- 
sult person  in  charge. 

Usually  under  class  arrange: 
a  Chronologically 
b  Alphabetically  by  name  of  paper 

3  Write  class  number  in  black  ink  in  upper  right  comer  of  recto 
of  a  25x20  cm  pimched  manila  sheet,  \  cm  from  each  edge. 
If  a  subhead  is  needed  letter  it  below  the  class  number;    e.g. 

012  020.7  024 

Washington  Pratt  institute  Boston — Public 

1871 

4  Letter  on  sheet  at  head  of  article,  name  and  date  of  paper 
from  which  clipping  is  taken. 

a  Letter  neatly  and  not  too  large. 

b  Follow  Library  School  Rules  for  capitalization. 

c   Use  L.B.  dates  without  pimctuation;  e.g.  12  Je  oi  not  12  Je. 

'01.    See  Library  School  Rules,  1899,  p.  39. 
d  Omit  punctuation  at  end  of  lines  except  after  abbreviations. 

5  Before  trimming  a  clipping  see  whether  there  is  any  matter  on 
back  which  should  be  preserved.  If  so  leave  margin  for  a 
hinge.    See  Rule  66. 

6  a  Usually  paste  only  edges  of    clippings.      (Use  Day's  white 

paste.)  Mount  on  both  sides  of  sheet.  If  clipping  runs  over 
a  sheet  tie  sheets  together  and  number.  Mount  illustrations 
valuable  enough  to  keep,  at  end  of  article  if  they  interfere 
with  columns. 
b  If  there  is  material  to  be  preserved  on  both  sides  of  clipping 
tip  in  and  fold. 

7  Leave  2^  cm  margin  on  punched  edge  and,  if  possible,  ^  cm 
on  outer  edge.  Leave  2  cm  margin  at  top  and  h  cm  at  bottom 
of  each  page,  also  2  cm  between  clippings. 

8  Arrange  sheets  in  L  file  by  class  numbers  and  subheads. 

9  a  When  there  are  enough  clippings  on  one  topic  put  into  a 

binder,  dividing  at  end  of  a  year. 
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b  Shelflist  binder  like  panqphlet  boxes,  without  accessioning^ 

penciling  "cl."   (clippings)  on  shelflist  in  accession  number 

column. 
c  Prepare  fresh  sheet  and  letter  "V0I.2"  at  top  of  page  in 

middle;    When  enough  sheets  have  accumulated  in'  L  file  to 

fill  another  binder,  treat  as  vol.2. 

Use  red  backed  binders  3  cm  thick,  fastening  sheets  with  McGill 

patent  fasteners,  fiat  heads,  no.  4.     (Black  b^pked  binders  are  used 

for  pamphlets.)      Binders  cost  about  $7.50  a  100;  fasteners  with  i 

inch  shank,  $2.50  a  1000. 

Label  clippings  binders  like  pamphlets  binders  with  5x7}  cm 
blue  tinted  labels.    Paste  label  on  front  cover  near  back,  plac- 
ing lower  edge  of  label  5  cm  from  bottom  of  binder. 
Stamp  "Clippings**  on  label  below  subject  or  title;  e.g. 


Boston  public  library 
Clippings 


027.4744 
B65 


Mount  blanks  and  forms  by  subject  on  separate  sheets,  follow- 
ing same  general  rules.  In  L  file  arrange  sheets  containing 
blanks  before  those  containing  clippings. 
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The  superior  figures  tell  the  exact 
means  page  600,  beginning  in  the 
one  third  of  the  way  down. 

Accession  book.  54o"-4i' 

Accession  department,  annuals  check 
list  routine.  565'-67';  gift  list  rou- 
tine. 569^-71';  gift  requests  and 
acknowledgments,  573'-74*;  order 
section  routine,  543'-44";  sug- 
gested order  routine  for  small 
librar\^  547 ^  reading  list,  537^-4i'; 
serials,  551^-53^;  serials  check  list 
routine,  555*-63';  stamping,  plat- 
ing, pocketing  and  labeling,  54(/- 
50" 

Annuals  check  list  routine.  565^-67' 

Binding,  finishing,  607';  forwarding. 
607';  rules  and  sp)ecifications,  599*- 
6oo\  sample  slips,  603^-5;  serials, 
563*,  6o5''-6";  sewing,  606* 

Binding  routine,  593'-95';  suggested, 
for  small  librar>',  597* 

Biscoe  time  numbers.  62 3 '-2 5' 

Book  buying,  537^ 

Book  numbers,  exercise  in  assigning. 
61 1 '-2  I*;  time  numbers,  623' -25-; 
lower  case  letters  in,  62 7 '-2 8*;  for 
special  author  library,  62o*-3o' 

Book  plates.  539^ 

Cataloguers,  directions  for,  5 75'-? 8* 
Cataloguers    reference    b(M)ks,    name 

list  abbreviations  for.  579'-8o'* 
Cataloguing.      575'-89'';      advanced, 

589^;    elementary    course,    outline 

of.  587'-88*:  unlxnmd   pamphlets. 

581^-82*;  rules,  comparative  study. 

589*;  sample  slips.  5S2"-Sf)'' 
Classification,  practice  work.  59 1  '-92*' 
Clipping^,  arrangement  of,  631 '-32" 
Collation  of  books.  5 3 8" 
Copyright,  539'-4o= 


place  on  the  page  in  ninths ;  e.  g.  600* 
third   ninth  of   the  page,  i.  e.  about 

Duplicates,  disposal  of,  539*;  serials, 
563* 

Gift  list  routine,  569^-71* 

Gifts,  serials,  559";  requests  and  ac- 
knowledgments, 573^-74" 

Government  publications,  distribu- 
tion, 540^ 

Labeling,  550* 

Order  section  routine,   543^-44*;  for 

small  librar>',  547* 
Ownership,  marks  of,  539^ 

Pamphlets,     unbound,     cataloguing, 

581^-82* 
Plating.  549" 
Pocketing,  550^ 

Prices,  537'-3«' 

Publishers,  prices,  537^-38*;  abbre- 
viations for,  545* 

Reference  books,  cataloguers,  name 

list  abbre\nations  for,  579^-80" 
Replacements,  541' 

Serials,  accession  department,  55 1*- 
53':  binding,  6o5''-6';  cataloguing, 
577''-7«^\  check  list  routine.  555*- 

vShakspere  scheme,  62(^-30' 

Shelf  department.  rea<ling  list,  609'- 
10' ;  exercise  in  assigning  Ixjok  num- 
l)ers,  6ii*-2i*';  Biscoe  time  num- 
bers, 623^-2 5-;  lower  case  letters 
in  book  numbers.  02  7*-2S*;  book 
numbers  for  s])ecial  author  library, 
62(j'-3o'- 

Si)eoial  author  library,  book  num- 
bers for.  627* 

Stamping,  549' 

Time  nv\n"v\)iit?» ,  ()'iT»'^--iti' 
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BIBLIOORAPmBS 

vhia  pnaentol  hy  [.i1>rary  Schuol 

i;;  BO.  s:    unbmnidSi.as,  lacking  nn.  s,  i5-iy] 

I     <-■■''  >i  J,  A.  M.Whistla-,   i6p.  MayiSgs,  2jr, 

a-4  LoI:'!::i;-,  :■:■.-.■  I:.;\giind;  Travel  in  North  America;  Hi  '   "' 

CI  UiL'  i7i!i  C«il«ry.     8o[*.     July  1897.     /jc, 

Bb  6-8  Jni'aii;  V'-nicc;  Out-gf-door  Uoolu.    &4p.   Pcb.  i8g8.    ;oc. 

Bh  9-I1  t\cthcTland.-i;  Rcnaiisance  Art;  History  of  Latlcr  HbU  ofi 

15th  CiiDlury,     taSp.     Ap.  1S98.     fjr. 
Bb  12  licst  Uanks  of  1S97.     a8p.     J-anc  i8ij8.    [^5c] 
Bb  13  Fairy  Talta  fur  Cliildrcji.    jop.    June  1898".    [^/f] 
Bb  14  Itiilcx  to  SuLijiict  Bibliographies  in  Library  Bulletins  to  Dec. 

31.  1897.     6ap.     Aug.  1898.     joc. 
Bb  18  Best  Books  of  1898,     280.     May  iHijg.    jc, 
Bb  19  Odllcge  Ubrartes  in  llitt  Umtirf  States.   Jip-    Dec.  1899.   loe, 
8b  30  House  DticuratioQ  and  Punitvhttiij;.     lop.     Dec.  1899.    s^- 

Volunw  3    clotbS)^;  unbnofld  Si. as 
Bb  21  Best  Books  of  1899.     i$p.    May  1900.     jc. 
Bb  2a  Domestic  Economy,     mp.    Jjin.  1901.     /5c. 
Bb  23  Connecticul  Locnl  Hidt'iry.     it4p.     Dec.  1900.     /3c. 
Bb  34  New  Ycirlc  Colonial  History.     J74p.     Peb,  1901,     j^c. 
Bb  15  Chinu  uml  the  Par  Easi.     (sap.     Mar.  1901,    soc. 
Bb  a6  -37  Friibcl  und  the  landcrgaitcn ;  Reading  List  lor  Children '« 

Librarians.     9ap.     May  lyoi.     rjc.     Bb»7  sepurauly,  jc. 
Bb  38  Midiie  Local  History.     i48p.    Juni}  1901.     soc. 
Bh  39  Brst  Books  of  1900,     33p.    July  1901,     foc. 
Bb  30  Clas^Lint  of  a  J500  Library  UecotmrieiidtwlforSchools.   Cd.3, 

Sap.     July  1 90 1,     jjc, 

Vuluin*  J    5oe  Id  ftdvance  gtibfctib«n 
Bb  31  Monopolie*  and  Trusts  in  Amcrina.    380.    Oct.  1901.    lOc. 
Bb  32  DitJgnipby  fur  Young  Ptoplu.     6op.     Nov.  I9q»,     i5r. 
Bb  33  F reach  Govinument  ScriaU.     73p.     Jan.  1903.     i;c. 
Bb  34  Uest  Bo(ik-s  of  1901.     jop,    Junc  (901.     loc. 
Bb  35  liost  B'>Lik3  of  iqoa.     36p,     July  1903.     toe. 
Bb  36  (Vaaloirucrs  Reference  Books.     18'ip.     Nov.  1903.     jjf. 
Bb  37  Bfst  Fj'u1:6  of  1903.     4fip.     July  1904.     iwc. 
Bb  38  Ethire      (Pp.     Ap-  1905.     ioc. 

ruin'iitript  (of  c'jnniltacluti  in  the  Txlmxy  nr  may  V-a  leal  umlitr  ccrtiuir 

CSIUftltliltt» 

Phillipn  Brooks.  HaWthomo.  Bim  Jon.5on.  Charts  Kingxity. 
Popnis  on  Lincoln,  Gnmt,  Shrnnan  nnd  Shtrridan.  J.  L.  Motlny. 
R  L,  Sii^venBon.  Charles Siimntr.  Bayard  Taylor  John  Wnslry. 
Mcrnbers  of  A-  L.  A.  Lwti  of  Boot*  far  Chtldren.  FliKher  Crilideni 
of  ihr  OW  Testament.  Christian  Art,  Church  HUtorj-,  Cluba  for 
Boys  and  Working  Girb.  Singlo  Tax.  Tramf*  and  VagmnU. 
Municipal  Government,  rotilic;  and  Forty  Gi'Vernmcnt  in  New 
York  City.  Sbw  Philonthnjp;.'.  Edura'icn*  nf  W'^rr-.-'i.  Indwt  toi 
trniv*:r;ilv  Rxteasjon  Pen-'  •  '-  ''  '  '■  '"  --  ■  '"-  r:  Arthur 
and  ilu-  koiind  Tfthle,  I  .  tjOi 
tv-ntiiry.  Some  Famous  1  Pho- 
togritfliv,  iSso-.;5,  V,"...  ■  !„i;.it, 
Plavs  J'r. 
Sla'tes- 
l56o-97 
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A  SELECTION  FROM  THE 

BEST  BOOKS  OF  1904 

WITH  NOTES 


PREFATORY    NOTE 


To  the  Librarian 

This  is  an  annotated' list  of  250  books  published  in  the  United 
States  in  if>04.  selected  by  the  book  board  of  the  New  York  State 
'Library  and  recommended  to  the  public  libraries  of  the  State. 
To  aid  in  choosing  small  collections  of  new  hof)ks  three  classes 
are  marked :  bi^oks  marked  a,  of  which  there  are  20,  are  suj^j^ested 
to  libraries  which  nuist  confine  their  additions  within  narrow  limits; 
30  others  marked  b  are  also  proposed  to  libraries  that  can  buy  50 
books;  and  50  more  marked  c  may  be  added  to  a  and  b  to  make 
tip  100  books. 

The  remaininp^  150,  including  s(»me  reference  bcjoks  ami  a  few 
jnore  costly  publicatitjns,  are  worthy  careful  consiilenition  by  libraries 
that  can  buy  more  than  100  book^  and  by  those  wi.shini;  tu  enlarge 
resources  in  special  subjects.  .Many  of  ilu-  unmarked  w«»rks  are 
of  the  highest  merit.  It  is  thought  best  to  inform  tlu;  Mualltr 
libraries  aboiU  some  books  which  w«»uld  be  nf  liiLili  praetira!  valuf 
to  them,  though  probably  too  expensive  l<»  be  bou^lit  fr. -ni  tlu-  ••r.l: 
nary  fiuul.  Special  circumstances  iiia\  s(,:iMti"5r-  j'i-i"i>  Isr-nL; 
such  a  book  at  the  sacrifice  of  several  iiuap'r  <'r,c>.  .'  >.•.  i-i.!i.i"\. 
too,  some  generous  friencl  or  Incal  clr.b  r\i»ri->«.  ,i  a-':  '••  ':'..'l'' 
the  town  library  a  substantial  gift.  If  t^u- {ib'..-lai!  .r:  •  i':.  i.-. ■•  '»• 
and  definite  suggestions  it  is  an  a*IvairiM.:\  '.•  i'i«  ••  'r-  •■■••  ••!!•  .  -I'l 
the  .satisfaction  of  the  benefact<»r  is  n-ait '•  :!•  ii  .  •  .-  '  '  ,  ■■;  r 
Classification  numbers  as  used  in  lli<"  ^ta':  I.l''.  '\  a:.  1  .  •••!.. 
guide  to  libraries  using  this  snsIc*''.  !  •  •  '  r  •;•:  ••  •  s.  1  :\ 
wishing  to  use  them.  I-ibrary  of  (c  n 
serial  numbers  are  given  in  noti-  !   !• 


ill 
I    •  I .  ■  I    ^      ■ 


are  aggravations  until  complete,  and  can  always  be 
cheaply  than  they  are  at  first  offered  a  few  months  afte 
Read  Eugene  Field's  story  of  the  "  Cyclopedy,"  and  t 
The  same  rule  holds  as  to  all  subscription  books. 
Shun  books  in  parts.  They  cost  more  than  they  an 
library.  They  turn  up  in  secondhand  stores  a  few 
completion  at  low  prices.  Deluded  purchasers  find  th« 
phants  and  sell  them.  Finest  Orations,  Noblest  Essayt 
flams.  Huge  Anthologies,  and  the  like  all  come  to  tin 
man.  Get  them  of.  him,  if  you  must.  In  a  small  libi 
generally  almost  useless.  In  subscription  books,  cases 
not  uncommon.  Maspero  wrote  several  large  and  lear 
in  French  on  Egypt  and  Chaldea.  They  were  transia 
lished  in  three  or  four  volumes  in  England,  costing  lit 
country  about  $5  each.  An  American  publisher  reprin 
small  volumes  with  a  few  additional  colored  cuts,  on  1 
and  in  larger  type  and  offers  them  through  agents  ; 
libraries  buy  them! 

Do  not  buy  "  sets "  or  complete  editions  of  auttio 
volumes  \'ou  need  and  as  you  need  them.  A  cotnple 
includes  several  volumes  you  do  not  need. 

Specify  the  edition  you  wish  of  standard  books  wl 
unless  jou  find  a  bookseller  able  and  willing  to  select 
for  you. 

While  this  list  has  been  prepared  with  special  referen 
public  libraries,  and  some  of  these  books  are  not  recoi 
school  use.  it  will  also  be  of  much  service  to  schools,  / 
li=t  ;«  :ivnil,Thl(>      Anv  hfink  under  the  headiuET  "  Tuver 


BEST  BOOKS  OF  I904  50S 

REFBRENCB  BOOKS 

a  A.  L.  A.  Catalog,  8000  Volumes  for  a  Popular  Library. 
2  pt.  pti,  Classed;  pt2,  Dictionary. 

Gov't  Print.  Off.,  free  to  libraries;   others  50c 

6-7  Based  onCatalogue  of  A.  L.  A.  Library  1893,  but  greatly  revised 
and  enlarged,  with  descriptive  notes  on  large  proportion  of  titles. 
¥o\\gws  Decimal  Classification,  Expansive  Classification  numbers 
being  added  in  dictionary  list. 

Strong,  Josiah,  ed.     Social  Progress.     Baker  &  T.  $1  n 

Yearbook  of  information  and  statistics  on  economic,  social, 
industrial  and  religious  conditions,  including  annual  survey  by  compe- 
«tent  authorities  of  social  progress  of  leadmg  nations.  Volume  for 
1905  fuller  and  more  comprehensive. 

Dial,  38:326;  Arena,  31:663 

c  Hopkins,  A.  A.  &  Bond,  A.  R.  comp.    Scientific  Ameri- 
can Reference  Book.  Munn  $1.50 

B  Compact  handbook  of  descriptive  and  statistical  material  relating 
to  trade,  industries,  patents,  education,  international  institutions, 
transportation,  armies,  navies,  government,  population,  mathematics, 
mechanics,  chemistry,  etc.    TatTes  and  graphic  representations. 

Grove,  Sir  George.    Dictionary  of  Music  and  Musicians ; 

ed.  by  J.  A.  F.  Maitland.    New  ed.  enl.    5V.    v.  i. 

Macmillan  $5  n 

6  A-E.  Invaluable  to  amateur  and  professional.  Follows  general 
plan  of  original  ed.  (1879)  bringing  to  date  (1904)  both  in  names 
mcluded  and  authorities  cited.  Many  articles  entirely  rewritten, 
but  material  still  valuable  carefully  preserved.  Added  illustrations 
and  20  mediocre  portraits. 

Ath.  1904,  2:914;  Dial,  38:310  (Upton);  Nation,  79:463;  Spec. 
93  740 

b  Granger,  Edith,  comp.     Index  to  Poetry  and  Recita- 
tions. McClurg  $5  n 

7  Valuable  timcsaver.  Indexes  369  collections  of  poetry,  recitations, 
orations,  dialogues  etc.,  in  three  alpha!)ets,  by  title,  author  and  first 
line.  Appendix  groups  selections  for  Arljor  day,  Christmas,  Lin- 
coln's birthday,  material  on  noted  people,  dialogues,  pantomimes, 
parodies  etc. 

ETHICS 

Wagner,  Charles.     By  the  Fireside.         McCliirc  $1  n 

Plea  for  family  spirit  and  a  realization  of  the  highe^^t  possibilities 
in  the  family  relation. 
Bookman,  19*275 

RELIGION 

See  also  Juvenile,  j),  53.^ 

I       Peters,  J:  P.     Early  Hebrew  Story.      rCrown  Theo- 
logical Lib.)  Putnam  $1.25  n 

6        Bond  lecture^*  at  Bangor  Theological  .Seminary. 

General  readers  unable  to  concentrate  tlieir  attention  on  minute 
archeological  studies,  will  find  here  virtually  all  tliey  need.  The  tone 
is  free,  reverent  and  wholesome.    Athcuacnm  1904.2:692 

Nation,  79:416;  Spec.  93:228 
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232  b  McConnell,  S:  D.    Christ.  Macmillan  $1.2511 

4-6096  An  effort  to  reestimate  the  person  and  work  of  Jesus.   Will  aroase 

thft  intor^'st  and  respect  of  everv  man  who  values  transparcnl  sd- 
cerity  and  unhesitating  candor.  If  the  reader  will  restrain  his  natDnl 
desire  to  take  up  the  gage  frequently  flung  at  him,  he  will  find  the 
book  full  of  moral  stimulus.     Outlook  76,  i  :89s 
Arena,  32:327;  Independent,  57:1091 

266  Speer,  R.  E.     Missions  and  Modern  History.  2v. 

Revell  $^  n 

4-32680        Historical  study  of  influence  of  Christianity,  direct  and  indirect,  on 
development  of  thought  and  political  events  in  India,  China,  Japan, 
Armenia,  the  Philippine s,  Latin  America. 
Nation,  79 :478  • 

268  c  Peloubct,   F.   N.     Front  Line  of  the  Sundav-school 

Movement.  Wilde  Si 

5-2410  Practical,  giving  more  specific  advice  as  to  plan  and  methods  oi 

3-13941  work  than  Burton  &  Mathews'  discussion  of  Principles  and  Ideals  for 
3-27915     the  Sunday  School  or  Mead's  comprehensive   exhibit  of  Modem 

Methods  in  Sunday  School  Work.  Courses  of  study  are  laid  out  in 
4-34926    two  books  published  by  Univ.  of  Chicago  Press  1904,  Outline  of  a 

Bible  School  Curriculum,  by  G.  W.  Pease,  and,  for  younger  classes 
4-13636    only,  Introduction  to  the  Bible  for  Teachers  of  Children,  by  G.  L 

Chamberlain  (220). 


SOCIOLOGY 

See  also  Reference  books,  p.  505 

301  c  Shaler.  N.  S.    The  Neighbor;  the  Natural  Histor>' of 

Human  Contacts.  Houghton  $1.40  n 

4-9148  Points  out  causes  of  race  antipathy  specially  in  cases  of  Jew  and 

nc.yro,  and  endeavors  to  show  how  it  may  be  overcome. 
Annals  of  Anicr.  Acad.  25:135;  Nation,  78:416:  Outlook.  77:381 

325.26       Page,  T:  N.    The  Negro;    the  Southerner's  Problem. 

Scribner  ?i.25  n 

4-.U  )i7        lv--.i\>,   li^cMSNinsr  from  Southern  viewpoint  slavery  and  its  results, 
lynchinu.  disfranchisement,  the  race  question,  etc.    See  also  Murph>''s 
/^;<^''/,-'.'/\  ('/'  the  Present  South,  p.  522 
I>i8J.  ^X:^lS  (W.  K.  B.  DuBois) 

325.73       (/   Brandenburg,   Broughton.     Imported   Americans. 

Stokes  Si. 60 

4-28237  Sooiolouic  >tnd\ .  Anthor  and  wife  lived  among  Italians  of  New 
York  l-.ast  .-idc.  went  to  Italy  in  steerage,  lived  in  Sicilian  peasant 
f.iniily  ami  n  tnrni  d  as  oniitrrants.    Illustrations  from  photographs. 

The  mo>t  inleroting  and  important  study  yet  made  (1904)  of 
present  day  iinniiurati«)n  into  the  United  States.  Annals  of  Atner. 
AraiL  of  Pi'Htirdl  and  Social  Science,  25:125 

Lit.  \V.  35:375 

331.8         Roberts,   Peter.     Aiitliracite   Coal   Communities. 

Macmillan  $3.50  n 

4-3603  Study    of    s(-»cial    and    nioral    ct>nditions    among    26    nationalities 

cnipl<\vod  in   Pennsylvania  mining  towns.     Maps  and  photographic 

illustrations. 
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1192  A  work  of  the  same  judicious,  thoroughgoing  quality  that  we  find 
in  Booth's  Life  and  Labour  of  the  People  in  London.  F.  H.  Gid- 
dings,  Polit.  Set.  Q.  19:519 

Annals  of  Amer.  Acad.  25:152;  Dial,  37:240  (Henderson)  ;  Jour, 
of  Polit.  Econ.  12 :567  (Virtue) ;  Nation,  78 :474 

.86      Keller,  F.  A.    Out  of  Work:  a  Study  of  Employment 
Agencies.  Putnam  $1.25  n 

737  Contribution  to  problem  of  domestic  service.  Reports  investiga- 
tions in  New  York,  Boston,  Philadelphia  and  Clucago  and  reveals 
manv  abuses.  Author  and  eight  assistants  visited  offices  both  as 
employers  and  employees.    Suggests  remedies. 

Amer.  Jour,  of  Soc.  10:558  (Henderson);  Critic,  46:279;  Dial, 
38:156 

.1         c  Fiske,  A.  K.    The  Modern  Bank.     (Appleton's  Bus. 
Ser.)  Appleton  $1.50  n 

01  Brief  description  of  development  and  modern  systems  of  banking, 

with  chapters  on  trOst  companies,  savings  banks,  foreign  exchange, 
safe  deposit  companies,  etc. 
Nation,  78:318 

.8        Montague,  G.  H.    Trusts  of  To-day.    McClure  $1.20  n 

43  Impartial  statement  of  the  economics  and  evils  of  trusts,  history 
of  antitrust  legislation  and  consideration  of  possible  statutory 
remedies.    Pittsburgh 

44  Moody's  Truth  about  Trusts,  Moody  $2,  is  valuable  for  reference. 
It  briefly  states  and  analyzes  conditions  of  over  400  active  American 
trusts. 

Annals  of  Amer.  Acad.  24  :387,  389. 

.8         b  Tarbell,  I.  M.    History  of  the  Standard  Oil  Company. 

McClure  $5  n 

;33i        Valuable  contribution  to  knowledge  concerning  development  and 

methods  of  this  great  monopoly.    Open-minded  as  to  facts,  but  bases 

condemnation  on  assumptions  not  yet  generally  granted  in  business 

world.    Published  in  McC lure's  Maga:^inc,  except  appendix  lOop. 

.  Atlantic,  95:414  (G.  H.  Montague);  Dial,  38:313;  Nation,  80:15; 

.    Outlook,  79 :394 

c  Hunter,  Robert.    Poverty.  Macmillan  $1.50  n 

1745  Study  of  causes,  extent  and  rapid  increase  of  poverty  in  American 
cities,  with  some  practical  suggestions  for  improved  conditions.  By 
New  York  settlement  worker. 

Critic,   46:90;    Dial,    38:155;    Kcon.    Jour.    15:97    (Bosanquet)  ; 
Nation,  80:70;  Yale  R.  14:86 

StefFens,  J.  L.    The  Shame  of  the  Cities. 

McClure  $1.20  n 

45  Scathing  indictment  of  municipal  corruption  in  six  American  cities. 
Concludes  that  the  business  man's  use  of  politics  for  personal 
advantage  is  the  root  of  the  evil.  Reprinted  from  McClurc's  Maga- 
zine. 

Bookman,   19:302;   Nation,  79:159;   Current   Lit.   36:599    (J.  W. 
Chadwick) 

Wilcox,   D.   F.     The   American    City:    a    Problem   in 
Democracy.     (Citizens'  Lib.")        Macmillan  Isi.js  n 
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4-1365 1  Devoted  mainly  to  analysis  of  conditions  of  city,  life  anddianp 
needed  to  bring  individual  to  responsibility  for  govcrnmenL  Tio 
chapters  on  administrative  questions. 

Annals  of  Amtr.  Acad.  25:137;  Dial,  37:167   (Zueblin);  NadoB, 
79:186 

352.073     Goodnow,    F.   J.      City    Government    in   the  United 

States.     (Amer.  State  Ser.)  Centun- S1.2;  n 

4-26899        Considers   nature   and   development   of   cities,   relation  to  state, 
popular  control,  council,  executive,  administration  of  charities,  cor- 
rections, schools,  public  works,  finance,  police  department 
Annals  of  Amer.  Acad.  25:348 

353  ^  Cleveland,  Grover.     Presidential  Problems. 

Century  $i&)  n 

4-27679        Discusses  four  important  issues  of  his  administration:  independ- 
ence of  executive;  Chicago  strike  of  1894;  bond  issues;  Venezuelan 
boundary  controversy. 
Lit.  W.  35 :32o ;  Nation,  79 :375 

360  Henderson,  C:  R     Modern  Methods  of  Charity. 

Macmillan  $3.50  n 

4-34918        Comprehensive  account  of  the  various  systems  of  relief,  public  and 
private,  in  principal  countries  of  world.     Bibliography. 
Dial,  38:269 

361  c  Barton,  Clara.    The  Story  of  the  Red  Cross. 

Appleton  $1  n 

4-1617O        Early  history  and  account  of  relief  work  accomplished  in  war  and 
disaster  during  past  25  years. 
Lit.  W.  35:253. 

361  ('  Devine,  E:  T:    The  Principles  of  Relief. 

Macmillan  S2  n 

4-29696  Discusses  principles  which  should  control  in  giving  aid,  presents 
instructive  typical  cases,  sketches  some  aspects  of  Enghsh  and 
American  plans,  and  describes  action  in  sudden  disasters  as  Chicago 
fire,  Johnstown  flood,  etc 

A  distinct  contril)ution  to  the  literature  of  scientific  philanthropy. 
Point  of  view  constructive.  .  .  Both  for  practical  worker  and  scien- 
tific student,  the  authoritative  work.  Annals  of  Amer.  Acad.  25:143 

385  c  Spearman,  F.  H.    The  Strategy  of  Great  Railroads. 

Scribner  $1.50  n 

4-32771  Popular  account  of  origin  and  management  of  principal  American 
s>>trni-i.     Ti  ninp>  of  tiTritory  served. 

Atli.   1905.  1:629:  Dial,  38:196;  Nation,  80:39 

396  Richardson,  B.  J.    The  Woman  Who  Spends. 

Whitcomb  $1  n 

4-32175  Aim-  to  make  women  realize  their  influence  in  the  economic  world 
and  iirj^os  thini  to  a  sense  of  responsibility  in  use  of  money. 


[■^ 
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h  Briggs,  Le  B.  R.     Routine  and  Ideals.    Houghton  $i  n 

Collc'Lre  an<i  school  aiUlre^sc^  and  e^^^ays,  emphasizing  necessity  of 
ihoron.j^h  drill,  constrained  by  inspiring  ideals. 
Nation.  7Q:t;28 


Nation,  79:528 
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Wilson,  E.  C.    Pedagogues  and  Parents.      Holt  $1.25  n 

7       Suggestive  discussion,   leavened   by  humor   and   good  sense,  of 
present  educational  methods.    Written  by  a  parent,  for  parents. 

4  a  Washington,  B.  T.    Working  with  the  Hands ;  being 

a  Sequel  to  "  Up  from  Slavery."    Doubleday  $1.50  n 

7       Rightly  called  "  Working  with  the  Hands  "  rather  than  "  Story  of 
Tuskegee."    The  principle  is  larger  than  the  institution  and  he  tells 
something  of  its  wider  application.    Dial,  37 165 
Nation,  78:502 

a  Martin,  E:  S.     The  Luxury  of  Children  and  some 

other  Luxuries.  Harper  $1.75  n 

[        Essays,  light  and  humorous  but  based  on  solid  truths,  maintaining 
that  children  are  "a  gilt  edged  security"   netting  entertainment, 
stimulation  and  the  highest  satisfaction. 
Dial,  37 :42s ;  Nation,  79 1467 

Davidson,   Thomas.     The    Education   of   the   Wage- 
earners.  Ginn  75c 

(        Account  of  author's  practical  exi)eriment  in  attempt  to  solve  the 
problem  of  education  among  breadwinners  of  East  side  of  New  York. 
Chapters  by  editor  on  life  and  philosophy  of  author  and  continued 
success  of  movement  since  his  death. 
Nation,  79:524 

c  Lorimcr,  G:  H.    Old  Gorgon  Graham:  More  Letters 
from  a  Self-made  Merchant  to  his  Son. 

Doubleday  $1.50 

)        Continues  advice  of  the  Self-made  Merchant  to  his  Son  in  business 
and  domestic  affairs. 
Ath.  1905,  1:207;  Bookman.  20:157 

73     Crawford,  M. .  C.    The  College  Girl  of  America  and 
the  Institutions  Which  Make  Her  What  She  Is. 

Page  $1.50 

3        Account  of  history,  government,  aims,  spirit,  athletics  and  social 
life  of  principal  women's  colleges.    Several  chapters  on  coeducational 
and   smaller   southern   colleges.     Photographic   illustrations. 
Lit  W.  35:376 

COSTUME 

McClellan,    Elisabeth.      Historic    Dress    in    America, 
1607-1800.  Jacobs  $TO  n 

5  Less   entertaining   reading  than   Mrs   Earle's   Tivo   Centuries   of 
Costume  in  America,  1620-1820,  1903,  $511.,  but  nu)rc  sumptuously 

I     illustrated  by  colored  plates,  drawings,  halftones  and  photographic 
reproductions,  and  specially  valuable  for  reference  use.    Text  drawn 
from  letters,  journals,  advertisements   and  other  original   sources. 
Glossary  and  list  of  authorities. 
Nation,  79:507 

LANGUAGE 

Jespersen,  Otto.     How  to  Teach  a  Foreign  Language. 

Macmillan  90c  n 
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5-2094         Short,  practical  work  by  Danish  philologist,  adiiuratty  tn 
Advocates  "  direct "  or  "  natural "  method.    Ridi  in  pcdago 
gestions. 
Ath.  1904,  2:349;  Nation,  78:309 

421.5        b  Lounsbury,  T:  R.    The  Standard  of  Pronui 

in  English.  Harper 

4-6077         Professor  Lounsbury  writes  entertainingly  and  from  i 
knowledge  on  progress  of  change  in  pronunciation,  and  der 
that  no  permanent  standard  exists. 
Dial,  36:400;  Lit.  W.  35- 104;  Nation,  78:337 


NATURAL  SCIENCE 
See  also  Juvenile,  p.  534 

533.6        Santos-Dumont,  Alberto.     My  Air-ships. 

Centui 

4-6766         Clear,  interesting  recital  of  author's  experiences  and  1 
builder  and  navigator  of  air  ships.    Photographic  illust 
diagrams. 
Sufficiently   technical-  to   be    accurate,   but   not   at   a 

Literary  Wot 
Dial,  36:304 

546  c  Strutt,  R.  J.    The  Becquerel  Rays  and  the 

of  Radium.  Long^a 

5-6000         Clear,  concise  presentation  of  question  of  relations 

electricity  and  matter.     Within  grasp  of  average  coll 
4-34929    Righi's  Modern  Theory  of  Physical  Phenomena;  Kadio-a 

F.lcctrons,  Macmillan  $i.ion.,  (530)  is  somewhat  more 
4-33383    Rutherford's  Radio-activity,  Macmillan  $3.50n.,    (53) 

valuable  treatise  for  advanced  students. 
Strutt.   Nation,  80:100;   Nature,  71:172;  Rutherford 

1 :657 ;  Spec.  93 :257 

551  Russell,    I.    C.     North    America.     (Appletoi 

Ser.)  Applet 

4- 14 166  Concerned  chiefly  with  physical  geography,  and  with  di 
I)laiit.s  and  animals.  Appended  chapters  on  geology  an< 
BiMii^jjiraphics.  maps  and  diagrams. 

Nation.  79:83;  Dial,  37:92;  Lit.  W.  35:217;  Ath.  19c 

582  McFarland,  J.  H.     Getting  Acquainted  with 

Macniill 

4-10911         A  tree  lover's  chatty  information,  not  a  handbook.    Its 
unusually  beautiful  photographic  illustrations  stimulate 
observation.     Published  in  Outlook. 
Dial,  36:375;  Nation,  78:371 

584.15       h  Niles,  G.  G.    Bog-trotting  for  Orchids. 

Putna 

4-10080        Interesting  sketches  of  rambles   in  search  of  orchid 
the  Iloosac  valley,  with  much  information  on  other  p 
region,    .appendix  on  New  England  orchids.  Admirable 
24  being  colored. 

Dial,  36:356;  Nation,  78:371;  Sat.  Rev.  99:316 
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b  Roberts,  C:  G:  D.    The  Watchers  of  the  Trails. 

Page  $2 

4  Fascinating  stories  of  brute  heroes,  in  which  the  tragedy  of  eternal 
warfare  among  the  lower  animals  is  vividly  portrayed. 

Avowedly  fiction,  they  are  at  the  same  time  true,  in  that  the 
material  of  which  they  are  molded  consists  of  facts.    Preface 
Ath.  1905,  1 146;  Lit.  W.  35:161;  Nation,  79:32 

Sharp,  D.  L.    Roof  and  Meadow.  Century  $1.50  n 

I       Observations  and  reflections  from  city  roof  and  near-by  cotmtry 
fields.   Birds  chiefly,  but  also  cats,  squirrels,  snakes  and  human  beings 
are  reported. 
Dial,  36:359 

7  a  Homaday,  W:  T.    The  American  Natural  History. 

Scribner  $3.50  n 

J        Popular.    Intended  to  bridge  chasm  between  scientific  "  zoology " 
and  the  "  nature  studies "  of  grammar  grades.    Illustrated  by  227 
drawings. 
Dial,  36:360;  Nation,  78:471 

8  c  Comstock,  J:  H:  &  A.  B.    How  to  Know  the  Butter- 

flies of  the  Eastern  United  States.     Appleton  $2.25  n 

5  Popular  guide.  Adapts  scientific  classification  to  use  of  beginners. 
Drawings  and  45  colored  illustrations  from  life.  Clear  and  authorita- 
tive.   Poetic  quotations  on  butterflies  interspersed. 

Dial,  36:374 

Hoffmann,  Ralph.     Guide  to  the  Birds  of  New  Eng- 
land and  Eastern  New  York.      Houghton  $1.50  n 

>  More  extensive  than  Chapman's  Bird-life,  describing  over  250 
species,  but  having  only  small  text  illustrations.    More  popular  but 

5  less  complete  thaii  Chapman's  Handbook.  A  key  for  each  season 
and  full  data  as  to  appearance  in  the  field  give  it  special  value  for 
beginners. 

c  Mathews,  F.  S.    Field  Book  of  Wild  Birds  and  their 
Music.  Putnam  $2  n 

)  Sketches  of  82  New  England  birds,  with  54  full-page  illustrations, 
mainly  colored.  Blasily  first  as  a  guide  to  bird  song,  the  descriptions 
and  notations,  from  many  sources,  being  equally  valuable  and  inter- 
esting. More  useful  for  supplementary  reading  than  as  an  identifica- 
tion book. 


USEFUL  ARTS 
See  also  Juvenile,  p.  534 

b  Sanford,  F.  G.    Art  Crafts  for  Bej^^inners. 

Century  $1.20  n 

Design,  thin  woodworking,  pyrography,  sheet  metal  work,  leather 
work,  bookbinding,  simple  pottery,  basketry,  beadwork.  Rudimentary 
principles  and  simple  problems.  Illustrated  by  author's  drawings 
and  photographs. 

Nation,  79:436 
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608  Doubleday,  RusselL     Stories  of  Inventors. 

Doubleday  $U5 1 

4-22875        Popular  account  of  wireless  telegraphy,  air  ships,  fast  trains  ai 
steamboats,  life-savers,  automobiles,  movmg  pictures,  bridge  Mdov 
submarine    boats,    telephony,    typesetting    machines,   artificial  kt 
Illustrated. 
Spec.  93772 

609  Cochrane,  C.  H.     Modem  Industrial  Progress. 

Lippincott  $3  n 

4-36154        Covers  a  bewildering  diversity  of  subjects,  from  mining  to  ftjfia^ 
plowing  to  printing,  transportation  by  horse  to  railway  and  ante- 
mobile.     Encyclopedic,  but  neither  profound  in  treatment  nor  r^ 
niarkablc  for  accuracy.    Nation,  80:191 
405  halftone  illustrations. 

613.71       Sargent,  D.  A.    Health,  Strength  and  Power. 

Caldwell  $1.75  n 

4-27875  Discusses  food,  air,  sleep,  bathing,  clothing,  athletics.  Describe! 
and  pictures  56  exercises  without  apparatus,  giving  definite  adnoe 
as  to  fitness  for  men,  women,  young,  old  and  middle  aged  Author 
director  of  Harvard  gymnasium. 

630  Powell,  E.  P.    The  Country  Home.     (Country  Home 

Lib.)  McClure  $1,500 

4-37012        Practical,  pleasantly  written  advice  on  selecting  a  site,  boildiiift 
water    supply,    lawns,   flowers    and    fruit    and    vegetable  growing 
Photographic    illustrations. 
Nation,  79:522 

633  Hunt,  T:  F.     Cereals  in  America.  Judd  $1.75 

4-37016  Treats  structure,  composition,  varieties,  climate,  soil,  cultiffal 
methods,  enemies,  harvesting,  marketing,  etc.  Textbook,  primarily. 
but  useful  to  intelligent  farmer.  Author  Cornell  professor  of 
agronomy. 

641  c  Low,  B.  J.     French  Home  Cooking  Adapted  to  the 

Use  of  American  Households.  McQure  $1.20  n 

4-34145  Chiefly  meats,  vegetables,  soups,  sauces,  ragouts  etc.,  with  few 
sweets.     Author   French   woman,   long  practically   acquainted  with 

4-- 1 737  American  conditions.  Fox's  Blue  Grass  Cook  Book,  Fox  $1.50011^ 
made  up  of  recipes  contributed  by  Southern  housewives  and  varyi^ 
mnch  in  detail  of  directions,  has  large  number  of  sweet  dishes  and 
breads. 

Nation.  80:78 

650.7         Herrick,  C.  A.     Meaning  and  Practice  of  Commercial 

rjliicalion.      (Macniillan's  Commercial   Ser.) 

Macmillan  $1.25  n 

4-22279  History  of  movement  in  Furopc  and  America,  defense  of  place 
and  ^•alue  in  school  system,  sets  of  illustrative  examination  papers, 
l)il^]iography.      liJucalioti,    2^:t>iS 

4-3739  1  laskins's/i«5/;/t\s\s'   luliication   and  Accountancy,  Harper  $2n.,  in 

oollcctod  essays  and  addresses  nrj^es  business  training  in  college  and 
university,  dwellint^  specially  on  accountancy  and  banking. . 

llerrick.  Annals  of  .\mer.  Acad.  25:349;  Haskins,  Lit.  W.  3S:IQ5I 
Dial.  36:332 
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Story,  A.  T.     Story  of  Wireless  Telegraphy. 

Appleton  $1  n 

3       Historical,  treating  quite  fully  experiments  before  Marconi.    Less 
•     of  technical  explanation  than  Tunzelmann's    tireless  Telegraphy, 
3    1901  and  Bubier's   A.  B.  C.  of  Wireless  Telegraphy,  new  ed.  1904. 
Ath.  1905,  1:179;  Dial,  38:131 

c  Altmaier,  C.  L.     Commercial   Correspondence  and 

Postal    Information.       (Macmillan's    Commercial 

Ser.)  Macmillan  75c  n 

y  Detailed  instruction  in  business  letter-writing,  with  model  forms 
and  exercises  based  on  a  variety  of  conditions.  Postal  information 
very  complete. 

White,  Mary.    How  to  Make  Pottery. 

Doubleday  $1  n 

9       Practical,  detailed  directions  for  the  untrained  worker,  taking  up 
clay,  tools,  glaze,  the  kiln,  the  wheel  etc    Chapters  on  Indian  and 
modem  American  pottery.    Illustrated. 
Dial,  38:52 

c  Tinsley,  L.  R.    Practical  and  Artistic  Basketry. 

Kellogg  $1 

Elementary,  prepared  for  manual  training  use.    Deals  with  mate- 
rials and  methods,  and  describes  many  weaves  and  stitches.    Fully 
is    illustrated.     For   full   directions    for   making   special   articles   see 
8    White's  How  to  Make  Baskets  and  More  Baskets,  1901-3,  Doubleday 
$1  n.    each.     Very   full    treatment   of    Indian    basketry,   historical, 
descriptive,    illustrative    and    bibliographic,    is    given    in    Mason's 
Aboriginal  American  Basketry  published  in  19th  Annual  Report  of 
United    States    National    Museum.   $2.25   and    republished   in   two 
5    sumotuous  volumes  by  Doubleday  $15. 
Mason,  Nation,  80  :'2i9 

HNS    ARTS 
Sv  also  Juvenile,  p.  534 

Froehlich,  H.  B.  &  Snow,  B.  E.     Text-books  of  Art 

Education.    Bk  1-5.  Prang  Ediic.  Co. 

bk  I  and  2,  25c  ea.    bk  3,  30c.    bk  4  and  5,  45c  ea. 

Short  descriptive  bits  and  suggestions  in  verse  and  prose,  with 
simple  illustrations  in  black  and  white  and  in  color,  which  serve 
both  for  copy  and  illustration  of  principles  of  drawinji:  and  use  of 
color.    Books  become  more  directly  instructive  a>  series  proceeds. 

Potter,  M.  K.    Art  of  the  Louvre.  Pa^c  $2  11 

3        For  traveler  and  amateur.    Brief  history  of  palace,  with  descrip- 
tions and  mainly  quoted  criticisms  of  oil  paintinjjs.    Plans  and  about 
50  fair  halftones. 
Acad.  68:34;  Ath.  1905.  1:536;  Lit.  W.  35:375 

Reinach,  S.     Story  of  Art  throughout  the  A*j:os. 

Scrihner  $2  u 

^        History  of  architecture,  sculpture  and  painting.    RemarkaMe  com- 
pact, readable,  broad  in  view,  sagacious  and  illuminating  in  criticism. 
Nearly  600  very  small,  clear  halftones.     German  title  .\poUo. 
Dial,  38:202;  Nation,  80:58 
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709-453     Pauli,  Gustav.    Venice.     (Famous  Art  Cities) 

(Grevel  4/)  Scribner  $1.5011 

4-32672  After  brief  summarj'  of  history,  devoted  to  description  of  architec- 
ture, sculpture  and  painting.  Profuse  and  excellent  halftones.  No.  2 
of  useful  series  of  art  guides  translated  from  the  German^  Na  I 

4-7317      being  Engelmann's  Pompeii. 

Pauli,  Nation  79:9;  Engelmann,  Nation  78:351;  Ath.  1904,  2:388 

712  Skinner,  C:  M.     Little   Gardens:    How  to  Beautify 

City  Yards  and  Small  Country  Spaces. 

Appleton  $1.25  n 

4-13622        Sensible  instruction  on  beautifying  city  dooryards  and  small  coun- 
try spaces.    Working  diagrams  and  photographs. 
Dial,  36:357 

716  c  Thomas,  Mrs  R.  F.  (Mrs  Theodore  Thomas).     Our 

Mountain  Garden.  Macmillan  $1.50  n 

4-1 1546        Practical  in  garden  counsel,  and  charming  in  its  incidental  revela- 
tion of  the  spirit  of  their  New  Hampshire  summer  home. 
Dial,  36:356 

730  c  Sturgis,  Russell.    The  Appreciation  of  Sculpture. 

Baker  &  T.  $1.50  n 

4-27687        Attempts  to  help  general  readers  to  discern  the  qualities  which 
command  admiration  in  the  best  ancient  and  modern  sculpture.    64 
halftones. 
Dial,  37:315;  Nation,  79:508 

735  Caf!in,  C:  H:    American  Masters  of  Sculpture. 

Doubleday  $3  n 

3-29875        Appreciations  of  11  living  sculptors,  with  essays  on  the  decorative 

and  ideal  motives;  30  l.alftonc  plates.    Libraries  should  have  Taft*s 

3-30499    comi)rehensive  History  of  American  Sculpture  (1903)  but  may  well 

add  this  fuller  treatniont  of  contemporaries. 
Cafiin,  Bookman,   19:67;   Dial,  36:151 

741  Baldry,   A.   L.     Tlolhein.      (Drawings  by   Great   Mas- 

ters) Scribner  $2.50  n 

Short  introduction  and  48  oxcclloiit  plates,  mainly  of  portraits  from 
Windsor  collection. 
Ath.  H)c)4,  2:8,S2;  Dial,  37:4^6 

741  Barritt,  Leon,     liow  to  Draw.  Harper  $2  n 

4-33593  '^^'t^  forth  ill  simple,  practical  way  the  basic  principles  of  illus- 
tration. Workint*-  stuHit^s  aiul  many  rci)ro'luctions  of  news  and  fiction 
illustrations,  cartoons  and  comics  by  well  known  draftsmen. 

746  Goldenberg,  S:  L.     T  ace,  its  (>iigin  and  History. 

Brentano  $1.50  n 

5--77  Siini)le,  comprehensive  aiil  to  jn»l^nuTit  of  lace,  primarily  for  com- 

nu'rcijil  ]>iirposes.    Alpbalx-ticMl  arranj^rTr.ent  by  varieties  described. 

4-33:=-'*-^      l-".\eflK'nt  ilhistraiinns.     .Modn's  nn»re  .suniptnoiK  Lace  Book,  Stokes 

$5n..  is  historical  in  treatment,  giving  intore^tinfiX  associations,  with 

\     70  examples,  including  portraits. 

Dial.  37:427;  Nation,  80:158 


* 
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White,  Mary.    How  to  Do  Beadwork.     Doubleday  $i  n 

3  Gear  and  simple  directions  for  making  chains,  belts,  bags,  purses, 
candle  shades  and  other  articles,  by  stringing,  sewing,  knitting, 
crocheting  or  handloom  weaving. 

Watts,  G:  F:     Pictures  by  George  Frederick  Watts. 
(Newnes'  Art  Lib.)  Warne  $1.25 

64  fair  reproductions,  24  p.  text,  comprising  biographic  sketch  by 
W.  K.  West  and  essay  on  his  art  by  Romualdo  Pantini.    Desirable 

T  supplement  if  library  has  already  Bateman's  G.  F.  Waits,  R.  A.,  BelFs 
Miniature  Ser.  Macmillan  50c.  A  folio  containing;  23  much  better 
reproductions  with  unimportant  introduction  and  poetic  selections  for 

3  each  plate  is  published  by  Fox,  Duffield  &  Co.  $5n.,  reviewed.  Dial, 
37 :372. 

Brownell,   L.   W.      Photography   for  the   Sportsman 

Naturalist.     (Amer.  Sportsman  Lib.) 

Macmillan  $2  n 

0  Instructs  in  art  of  photographing  wild  life  of  woods,  fields  and 
streams  in  natural  surroundings.  Chapters  on  camera,  telephoto- 
graphic  lens  and  dark  room.    Many  reproductions. 

MUSIC 
'>ee  also  Reference  books,  p.  505  Biography,  p.  524  and  Juvenile  biography,  p.  535 

17       c  Elson,  L:  C:     History  of  American  Music. 

Macmillan  $5  n 

1  From  beginnings  to  date  (1904).  Religious  beginnings,  musical 
organizations,  orchestra,  opera,  chorus,  national  and  folk  music, 
composers,  women  in  music,  musical  education,  criticism,  etc.  Many 
portraits  and  illustrations. 

Nation,  78:276;  Dial,  36:396;  Ath.  1904,  2:129 

Aldrich,  Richard.    A  Guide  to  Parsifal.  Ditson  $1 

9        Popular;  treats  origin,  story,  music.    Perhaps  best  guide  for  non- 
musical    person    wishing    to   prepare    for    performance.      Principal 
themes,  and  illustrations  from  stage  settings. 
Nation,  79 :376 

Weingartner,  Felix.    The  Symphony  since  Beethoven. 

Ditson  $1 

,5  A  distinguished  German  conductor's  brief  critical  comments  on 
work  of  Haydn,  Schubert,  Mendelssohn,  Schumann,  Brahms,  Bruck- 
ner, Tschaiicowsky,  Berlioz,  Liszt,  Strauss,  Mahler. 

AMUSEMENTS  AND  SPORTS 
Se0  also  Juvenile,  p.  535 

b  Kingsland.     Mrs  Florence  (Mrs  Burton  Kins^fslancPj . 

The  Book  of  Indoor  and  Outdoor  Games. 

Doubleday  $1.50  n 

15  Excellent  collection  for  all  ages  and  occasions,  with  suggestions 
for  special  days,  dinners,  dances,  tableaux  and  wedding  anniversa- 
ries.   Games  mainly  with  apparatus. 

Benson's  Book  of  Indoor  Games  for  Youttg  People  of  all  Ages, 
Lippincott  $1.50,  contains  children's  games,  card  games,  puzzles,  con- 
juring and  directions  for  making  simple  toys.     Illustrated. 
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791  Lewis,  A.  J.    "  Prof.  Hoffmann  "  pseud.    Later  Magic. 

Dutton  $2  n 

4-2983  Up  to  date  ( 1904)  methods,  and  tricks  with  tables,  wands,  watches, 
rings,  handkerchiefs,  colors,  flags,  gloves,  eggs,  hats  etc  Chapters 
on  conjurer*s  dress  and  appliances. 

796  Barbour,  R.  H:    Book  of  School  and  College  Sports. 

Appleton  $1.75  n 

4-14234        Describes  American  football,  baseball,  track  and  field  athletics, 
lacross,  ice  hockey,  lawn  tennis,  with  rules,  vocabularies  and  records. 
Appendix  gives  Harvard- Yale  agreement.    Illustrated. 
Lit.  W.  35:iQ7 

POETRY 
Set  also  Juvenile,  p.  535 

811.49      Van  Dyke,  H:  J,    Music,  and  other  Poems. 

Scribner  $1  n 

4-27864  Delicate  and  graceful  in  workmanship,  the  expression  of  a  refined 
and  sensitive  poetic  instinct  rather  than  the  outpourings  of  a  creative 
mind.    W,  M,  Payne  in  Dial,  38:197  ,  _j 

Lamp,  29:450;  Lit.  W.  35:372;  jNation,  79:440 

821.04      a  Child,  F.  ].  comp,    English  and  Scottish  Popular  Bal- 
lads.    Cambridge  ed.  Houghton  $3 

4-13303        300  of  the  305  ballads  in  Professor  Child's  10  v.  collection  are  here 
represented  by  at  least  one  version,  with  short  introduction.    Notes, 
list  of  sources,  glossary  and  index. 
Critic,  45 :479.      • 

821.08       c  Page,  C.  H.  ed.    British  Poets  of  the  Nineteenth  Cen- 
tury. Sanborn  $2 

4-26912  Selections  from  Wordsworth,  Coleridge,  Scott,  Byron,  Shellejr, 
Keats,  Lander,  Tennyson,  the  Brownings,  Clough,  Arnold,  Rossetti, 
Morris,  Swinburne.  Valuable  both  to  small  libraries,  unable  to 
afford  these  poets  in  full,  and  to  students  for  reference  lists  com- 
prising selected  editions,  biography,  criticism,  tributes  in  verse  and 
cited  bibliographies. 
Nation,  79^356 

821.08       Pertwee,  Ernest,  comp.     Reciter's  Treasury  of  Verse. 

Dutton  $1.50  n 

Serious  and  humorous  selections  from  about  150  authors,  nearly 
five  sixths  being  British.  Introductory  essay  on  the  art  of  speaking. 
Standard  of  selection  high. 

Nation,  79:245 


DRAMA 

812.49       Aldrich,  T:  B.    Judith  of  Bethulia.        Houghton  $1  n 

4-34550        This  play,  written  for  Miss  Nance  O'Neill,  is  in  part  a  dramatiza- 
tion of  author's  narrative  poem,  Judith  and  Holofemes. 
Bookman,  21:101;  Critic,  46:73;  I^ial,  38:48;  Nation,  80:73 
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\        c  Phillips,  Stephen.     The  Sin  of  David. 

Macmillan  $1.25  n 

fg  Of  hieh  literary  quality.  A  modem  version  of  the  old  Hebrew 
story  of  David,  Uriah  and  Bathsheba.  Scene,  England  during 
Cromwellian  wars. 

Ath.   1905,   1:155;  Bookman,  20:554;  Critic,  46:91;  Dial,  38:47; 
Nation,  80 172 ;  Spec.  93 :837 


ESSAYS,  HISTORY  OF  LITERATURE,  ETC. 

See  also  Reference  books,  p.  505 

Pa3me,    W:  M.      ed,      American    Literary    Criticism. 
(Wampum  Lib.)  Longmans  $1.40  n 

!8  Critical  extracts  from  R.  H.  Dana,  Ripley,  Emerson,  Poe,  Mar- 
garet Fuller,  Lowell,  Whitman,  Whipple,  Stedman,  Howells,  Lanier, 
Henry  James,  with  introduction  on  development  of  American  criti- 
cism. Other  volumes  of  series  represent,  by  examples  in  chronologic 
sequence,  the  development  of  American  familiar  verse  and  short 
stories. 
Dial,  38:14;  Nation,  79:443 

Jordan,    M. .    A.      Correct    Writing    and    Speaking. 
(Woman's  Home  Lib.)  Barnes  $1  n 

7  Discusses  standards,  expression  in  speech  and  writing,  speaking 
and  singing,  prose,  poetry,  spelling,  handwriting,  grammar,  use  of 
the  dictionary.  Short  bibliography.  Author  professor  of  English  at 
Smith  College. 

Laycock,  Craven  &  Scales^  R.  L.    Argumentation  and 
Debate.  Macmillan  $1.10  n 

3        Manual  for  teachers  and  students.    Discusses  principles  applicable 
alike  to  written  and  spoken  discourse,  treating  oral  argument  most 
fully.    Illustrated  by  fresh  and  excellent  examples. 
Nation,  79:377 

Ker,  W.  P.    The  Dark  Ages.    (Periods  of  Europ.  Lit.) 

Scribner  $1.50  n 

5  By  wise  selection,  lucid  exposition  and  occasional  happy  characteri- 
zation, maintains  interest  even  for  those  prepared  to  find  the  Dark 
Ages  pretty  dull  and  unprofitable.     Nation^  80:382 

Dial,  37:172;  Sat.  R.  98:237 

c  Rittenhouse,  J.  B.     The  Younger  yVmcrican  T\^cts. 

Little  $r.5o  n 

6  Critical  study  and  appreciation,  with  selections  from  works,  of 
18  American  poets  born  since  1850.  Portraits  and  biofjrapliical 
index. 

Critic,  46:380 

I       c  Burroughs,  John.     Far  and  Near.     Houcrhton  $1.10  n 

!o        Wild  life  around  author's  cabin  in  the  Catskills,  a  trip  to  Alaska 
and  a  February  in  Jamaica. 
Dial,  38:19;  Nation,  79^445;  Spec.  94:223 
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814.49       Colby,  F.  M.    Imaginary  Obligations.     Dodd$i. 

4-26102  Short,  discursive  essays  touching  on  literary  and  educadooal 
ters,  social  relations,  the  theater,  etc 

He  has  humor  of  a  very  pleasant  sort.  His  writing  suggests 
talk.    Munroe  Smith  in  Bookman,  20:368 

Critic,  45 .569 ;  Dial,  38 .20 

814.49      b  Deland,  Mrs  M.  W.  C.    The  Common  Way. 

Harper  I 

4-29361  Familiar  talks  on  everyday  relations  of  life  and  clash  of  oli 
new  ideals,  social  and  religious. 

814.49       Perry,  Bliss.    The  Amateur  Spirit.     Houghton  Si 

4-28230        Other  essavs:    Indiflerentism;  The  Life  of  a  College  Pro(t 
College  Professors  and  the  Public;  Hawthorne  at  North  .\i 
Fishing  with  a  Worm. 
Dial,  38:93;  Nation,  80:138 

iBi4.49       b  Repplier,  Agnes.    Compromises.    Houghton  Si 

4-24484        As  clever  and  delig^tfull}'  heretical  as  her  older  Points  of 
4- 13862/3  There  is  the  same  felicity  of  bookish  allusion,  the  same  keen 
analysis  and  unfailing  wit.    Dial,  37:315 

Her  defense  of  the  spinster  neatly  offsets  the  fears  enterta 
The  Woman  Errant,  p.  533. 
Ath.  1905, 1 178;  Bookman,  20:317;  Critic,  45 :568;  Nation,  7 

818.4        Davis,  Mrs  R.  H.    Bits  of  Gossip.       Houghton  5 

4-27333        Reminiscences   of  her  childhood   in   the   South,  the  Civ 
Alcott,  Emerson,  Hawthorne,  Holmes,  Clay,  Fremont  and  c 
Dial,  37:303;  Nation,  79*.505;  Spec.  94:185 

818.4        Torrey,   Bradford.     Nature's   Invitation:    Note 

Bird-gazer  North  and  South.        Houghton  : 

4-2(.c)26        30  short  chronicles  of  discovery  attending  walks  in  Ne^ 
shire.  Morida,  Texas  and  Arizona. 
Dial,  37:317;   Nation,  79:316 

818.4         b  White,  S.  E:    The  Mountains.  McClure 

4-29782        Describes  journey  across  Californian  coast  ranges.     Cha 
e{inipment.   choosing  horses,  the  trail,   seeing   deer,   camp 
tcnderfeet,  the  night  wind,  etc. 

Ath.  1(^)5.  1:334:  Bookman,  20:370;  Nation,  79:436;  Spe 

820.4         Stephen,   Leslie.     English   Literature   and   See 

the   1 8th   Century.  '  Diickw< 

4-13611         The  liiioyant  ajul  enert^etic  style  never  flags,  holding  tl 
to  tlie  close.     We  have  here  the  quintessence  of  our   i8th 
literature — the  rich  creajn  of  criticism.    Athenaeum^  1904, 
Acad.  66:21^;  Spec.  92:6(^19 

844. 89       c  Maeterlinck,  Maurice.    The  Double  Garden. 

Dodd 

4-13663         16  essays  ranginir  from  m(»tor  cars  and  gaming  tahles  : 

Carlo  to  destiny  of  human  race.     Lacking  nothing  of  Mae 

di.stinctive  literary  charm,  hnt  somewhat  less  abstract  an^ 

than  his  former  work.     Pittsburgh 

Acad.  66:634:  Ath.  1904,  2:70:  Lit.  W.  35:252;  Spec.  9^ 
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HUMOR 

.9      Herford,  Oliver.    Rubaiyat  of  a  Persian  Kitten. 

Scribner  $i  n 

'3  35  capital  cat  drawings  with  accompanying  quotations  parodying 
Omar. 

Dial,  37:425 

c  Wells,  Carolyn,   comp.    A  Parody  Anthology. 

Scribner  $1.25  n 

7  Grouped  by  poets  parodied,  from  Spenser  parodied  by  Keats  to 
Kipling  as  echoed  by  Guy  Wetmore  Carryl. 

DESCRIPTION  AND  TRAVEL 

St€  also  Juvenile,  p.  535 

b  O'Connor,  W:  D.    Heroes  of  the  Storm. 

Houghton  $1.50 

7  Tales  of  shipwreck  and  gallant  rescues,  selected  from  official  re- 
ports of  life-saving  service.  Interest  enhanced  by  marked  literary 
power. 

Nation,  79:401 

76  Platner,  S:  B.  The  Topography  and  Monuments  of 
Ancient  Rome.  (Allyn  &  Bacon's  College  Latin 
Ser.)  Allyn  $3 

)        Introductory,  for  student  of  Roman  antiquities;  discusses  topog- 
raphy of  each  region,  locating  buildings  and  monuments  and  de- 
scribing those  more  important.     Based  largely  on  Richter's  Topo- 
graphic der  Stadt  Rom.     Maps,  plans,  illustrations. 
Amer.  Hist.  R.  10:617;  Ath.  1905,  i  :599;  Nation,  79:202 

Maxwell,  Donald.    The  Log  of  the  Griffin:   the  Story 
of  a  Cruise  from  Switzerland  to  the  Thames. 

Lane  $2  n 

Artist's  voyage  in  a  yawl  from  the   Swiss  Alps  through  Lake 
Zurich,  the  Rhine  and  to  England.    100  drawings,  16  color  sketches. 
Dial,  38:89;  Nation,  30:78;  Internat.  Studio,  25:118 

Dougall,  C:  S.    The  Burns  Country. 

(Black  6/)     Macmillan  $2 

I  Brings  out  historical  associations;  also  traditions  connected  with 
other  hterary  men,  as  well  as  those  pertaining  to  Burns's  life  and 
writings.    Map  and  50  plates  from  photographs. 

J  Crockett's  Raidcrland,  Hodder  &  S.  6/.  Dodd  $2,  n.  (914.140)  de- 
scribes Galloway,  its  traditions,  characters,  humors,  with  113  Ponnell 
drawings.    Another  phase  of  Scotland's  literary  life  is  brought  out 

8  in  Hutton's  Literary  Landmarks  of  the  Scottidi  Ihiirrrsitics,  Put- 
nam $1.25  n.  (378.41):  Sharp's  sumptuous  illustrated  essays  on 
Literary  Geography,  Pall  Mall  10/6.  Scrilmer  $3.50  n.  ('914.2)  touches 
Scott,  Stevenson,  Carlyle,  and  reaches  out  to  Knglisk  writers,  and 
literary  associations  in  Wales  and  about  T  ake  Geneva. 

Dougall,  Ath.  1904,  2:109;  Acad.  67:48:  Crockett,  Ath.  1904,  2:763; 
Acad.  67:455;  Dial,  38:80;  Hutton,  Nation,  70:416;  Sat.  R.  99 '318; 
Sharp,  Nation,  80:120;  Dial,  38:202;  Spec.  93^875 


520  NEW  YORK  STATE  LIBRARY 

914. 1  Sanderson,   William.     Scottish    Life  and  Chanctr, 

Painted  by  H.  J.  Dobson,  Described  by  WilHai 
Sanderson.  (Black  7/6)   Macmillan$ji 

5-11590        Readable  text,  secondary  to  20  reproductions  in  color  of  MtDd^ 
son's  paintings ;  represents  Scotland's  religious,  domestic  and  coaobr 
life.    Bonnie  Scotland,  painted  by  Sutton  Palmer,  happily  descrin  H|.  rf 
by  A.  R.   H.  Moncrieff,  Macmillan  $6n.    (Black  20/)  rcpraai 
natural  scenery;  75  colored  plates. 
Acad.  67:611;  Ath.  1905,  i:ii8  Wgji 

914.2  Besant,  Sir  Walter.    London  in  the  Time  of  the  Mors. 

(Surrey  of  London) 

(Black  30/n)  Macmillan  $7.5011  ^^ 

5-6023  Supplies  lively  and  accurate  information    through   namd?e  d 

events  and  essays  on  social  usage,  trade,  costume,  the  poor,  theatoSi 

3-2034      crime  etc.    Preceded  in  series  by  London  in  the  i8th  Centwj  loi 
books,  hardly  within  means  of  small  libraries,  might  well  be  sa|* 
gested  to  patrons  wishing  to  make  gifts,  as  of  practical  valae. 
Acad.  67 .227 ;  Ath.  1904,  2  -.581 ;  Nation,  79  .-459 

914.2        Tozier,  Josephine.    Among  English  Inns.    (Little  Pil- 
grimages Sen)  Page  $1.50  n 

4-18481        Descriptive  guide  to  attractive  haunts  of  rural  England.    Selbofoe, 
Chagford,   Clovelly,    Boston   and    Norwich   among  places  yisitei 

Pittsburik 
Lit.  W.  35 :252 

914.316    Adventures  of  Elizabeth  in  Riigen,  by  the  author  of 

,^  "  Elizabeth  and  her  German  Garden." 

Macmillan  $1.50 

4-3735  Elizabeth,  accompanied  by  her  coachman  and  incomparable  maid, 

makes  a  12  days*  driving  tour  round  the  island  of  Riigen.    A  guide 
full  of  piquant  personal  flavors. 

914.41       c  Kean,  Martha,  pseud.    A  Transplanted  Nurser}'. 

Century  $1.20  n 

4-30967        Summer  sojourn  of  an  American  family  in  a  villa  farmhouse  00 
tlic  coast  of  Brittany,  described  in  letters  home.     Illustrated  from 
photographs. 
Nation,  79:459 

914.56       Elliott,   Mrs  Maud   (Howe).     Roma    Beata:    Letters 

from  the  Eternal  City.  Little  $2.50  n 

4-3v^6o        Highly  readable  home  letters,  written  during  six  years*  residence 
Describes  visit  to  Queen  Margaret,  presentation  to  Leo  i^,  and  gives 
much  information  about  conditions  of  domestic  and  social  life. 
Dial,  37:375;  Nation,  79:20 

914.7         b  Ganz,  Hugo.     The  Land  of  Riddles  (Russia  of  To- 
day). Harper  $2  n 

4-32182        Impressions  of  Austrian  traveler,  1904.     Report  of  political  and 
social  conditions  and  estimate  of  czar  of  special  interest  in  light 
of  subsequent  events. 
Ath.  1905,  1:81;  Dial,  38:89;  Nation,  80:180 
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4  c  Rawnsley,  H,  D.    Flower  Time  in  the  Oberland. 

(MacLehose  5/n)    Macmillan  $2 

\       Enthusiastic  descriptive  essays  on  Switzerland  in  May,  each  headed 
by  a  sonnet.    12  illustrations  from  drawings  by  Mrs  Edith  Rawnsley. 
Nation,  78:351;  Sat.  R.  97:498 

6  Gamett,  L.  M.  J.    Turkish  Life  in  Town  and  Country. 

(Our  Europ.  Neighbours)  Putnam  $1.20  n 

Official  and  domestic  life,  social  institutions,  education,  religion, 
nomad  and  brigand  life,  among  Mohammedan  Turks,  Albanian, 
Macedonian,  Armenian  and  Hebrew  communities. 

Townley,  Susan,  lady.    My  Chinese  Note  Book. 

Dutton  $3  n 

3        Entertaining,  including  brief  sketch  of  history  and  religions  and 
observations  on  court  life,  the  Dowager  Empress,  Manchu  princesses, 
people,  manners  and  customs.    Map  and  illustrations. 
Ath.  1905,  1:12;  Nation,  79^335;  Spec.  93742 

8  Hosie,  Alexander.     Manchuria:  its  People,  Resources 

and  Recent  History. 

(Methuen  7/6  n)    Scribner  $2.50  n 

Careful  account  of  physical  features,  agricultural  and  mineral 
products,  people  and  industries.  Preface  dated  1900,  but  still  of 
great  service  toward  understanding  of  Russo-Japanese  conflict.  Fold- 
ing map,  plates,  tables. 
3  Weale's  Manchu  and  Muscovite,  Macmillan  $3n.,  though  of  less 
permanent  value,  is  a  useful  and  more  popular  survey,  which  strongly 
condemns  Russian  policy.    Events  have  proved  its  prophecies  mucn 

7  more  correct  than  those  of  Whigham's  Manchuria  and  Korea,  Scrib- 
ner $2n.,  which  concludes  "that  as  far  as  Manchuria  is  concerned, 
Russia  is  now  more  or  less  invulnerable." 

Hosie,  Nation,  79:36;  Weale,  Nation,  79:140;  Ath.  1904,  2:38; 
Whigham,  Ath.  1904,  1:368 

9  c  Hamilton,  Angus.    Korea.  Scribner  $1.50  n 

5  Describes  people,  customs,  social  and  political  conditions.    Authoi, 
English  correspondent,  some  years  resident  in  Far  East.    Introduc 
tion  estimates  strategic  resources  of  Japan  and  Russia,  Decemb;i 
1903.     Map  and  illustrations. 

Ath.  1904,  1:200;  Spec.  92:258;  Acad.  66:94;  Lit.  W.  35:101; 
Dial,  36:265 

Knox,  G:  W:     Japanese  Life  in  Town  and  Coiintry. 
(Our  Asiatic  Neighbours)  Putnam  $1.20  n 

0        Much  more  of  history  and  influences  of  older  thought  than  usual 
in  this  descriptive  series.     Author  prominent  student  of  Japanese 
Confucianism.    Map  and  photographic  illustrations. 
Dial,  37:369  (Griffis)  ;  Nation,  79:402 

c  Compton,  Herbert.    Indian  Life  in  Town  and  Coun- 
try.   (Our  Asiatic  Neighbours)        Putnam  $1.20  n 

J        Series  of  lively  and  graphic  essays  describing  Indian  native  life 
and  Anglo-Indian  Kfe.    Nation,  79:41? 
Author  long  resident  in  India. 
Dial,  37:277 
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917. 1         Bradley,  A.  G.     Canada  in  20th  Century. 

Dutton  $4.  n 

4-9728         By  an  Englishman  who  has  lived  in  Canada.    Furnishes  valuable 
information  m  regard  to  social  arid  agricultural  conditions  and  points 
out  inducements  offered  to  English  emigrants.    Pittsburgh 
Map  and  50  halftone  plates. 

Acad.  66:7;  Dial,  37:113;  Nation,  78:132;  Sat.  R.  97^114;  Spec 
93:123 

917.3        c  McCracken,  Elizabeth.    The  Women  of  America. 

Macmillan  $1.50  n 

4-33396        Outcome  of  journey  undertaken  to  investigate  achievements  and 
ideals  of  women,  in  professions,  public  affairs,  arts,  and  specially  in 
the  home  and  its  affairs.  Reprinted  from  Outlook. 
Critic,  46 :28i 

917.3        b  Miinsterberg,  Hugo.  The  Americans.  McQure  $2.50  n 

4-35738  Popular  philosophic  study  of  American  political,  economic,  intel- 
lectual and  social  life.     Written  for  Gennans,  it  complements  his 

1-26925    American  Traits,  addressed  to  Americans. 

Amer.  Jour,  of  Sociology,  10:245;  Dial,  38:147;  Nation,  79:163, 
80:12 

917.445     Pickard,  S:  T:    Whittier-land :   a  Handbook  of  North 

Essex.  Houghton  $1  n 

4-10894  Identifies  and  describes  places  and  msLuy  persons  associated  with 
Whittier's  life  and  poems.  56  excellent  illustrations  from  photo- 
graphs.    An   interesting  study  of  his   religious   ideas  is  given  in 

4-30605     Hawkins's  Mind  of  JVhittier,  Whittaker  8oc  n.     (811.36) 

917.5        Johnson,  Clifton.    Highways  and  Byways  of  the  South. 

Macmillan  $2  n 

4-30608        Impressions   of   rustic   life   among  poor   whites   and  negroes  of 
Southern  States  east  of  the  Mississippi.     Many  photographic  illus- 
trations. 
Ath.  1905,  1:622;  Dial,  37:428;  Nation,  80:79 

917.5        a  Murphy,  E.  G.    Problems  of  the  Present  South. 

Macmillan  $1.50  n 

4-8288  Broad  minded,  hopeful  discussion.     Presents  strongly  case  against 

child  labor ;  condemns  lynching ;  urges  need  of  good  common  school 
system.  Author  Southern  by  birth  and  experience.  Should  be  read 
with  Booker  Washington's  volumes  and  Du  Bois's  Souls  of  Black 
Folk,  for  an  all-round  view  of  negro  question. 

Mnrphv;  Atlantic,  9-|  :547  (B.  Washington);  Dial,  37:88;  Nation, 
78:317;  Outlook,  76:967 

917.8        Thwaites,  R.  G.     A  Brief  History  of  Rocky  Mountain 

Exploration.     (Expansion  of  the  Repub.  Ser.) 

Appleton  $1.25  n 

4-2502  Outlines  pioneer  journeys  from  Balboa's  crossing  of  Darien  to  con- 

struction of  Pacific  railways,  giving  main  space  to  Lewis  and  Clark 
expedition.  For  full,  handsomely  illustrated  history  of  this  expedi- 
tion,   with    identifications    and    statement    of    changes    in    regions 

4-18634  traversed,  see  Wheeler!s  Trail  of  Lewis  and  Clark,  1804-1004,  2  v., 
Putnam  $6n.  For  short  outline,  with  compact  statement  of  present 
political  and  industrial  conditions  of  the  territory,  see  Hitchcock's 
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.7    Louisiana  Purchase  and  the  Exploration,  Early  History  and  Build- 
ing of  the  West,  Ginn  $1^5. 

Thwaites,  Dial,  36:261;  Wheeler,  Nation,  79:12;   Dial,  37:112; 
Hitchcock,  Dial,  36:262;  Acad.  67:127 

.91       Burdick,  A.  J.    The  Mystic  Mid-region;    the  Deserts 
of  the  Southwest.  Putnam  $2  n 

511        Interesting   description   of  wonders,    fascination,   dangers,   hard- 
ships and  possibilities  of  arid  western  re^on,  and  particularly  of 
Mojave  and  Colorado  deserts.    55  illustrations  from  photographs. 
Dial,  37:273;  Nation,  78:391 


HISTORY  OF  FOREIGN  COUIITRIES 

>9.8        Maurice,  A.  B.  &  Cooper,  F:  T.    The  History  of  the 

19th  Century  in  Caricature.  Dodd  $2.50  n 

-10487        Bookman  articles,  revised  and  amplified,  with  many  added  car- 
toons.    Deals  mainly  with  political  history  of  France,  Germany, 
England  and  America. 
Bookman,  19:390  ' 

937  Munro,  D.  C.     A  Source  Book  of  Roman  History. 

Heath  $1 

4-^8684  Not  a  continuous  narrative,  but  a  selection  of  extracts  from  original 

authorities  on  history,  religion,  institutions  and  society,  with  full 
bibliographic  references. 

942.03      Bateson,  Mary.     Mediaeval  England.     (Story  of  Na- 
tions) (Unwin  5/)    Putnam  $1.35  n 

4-7879  Authoritative,  popular  account  of  English  society  from  1066  to  1350, 

describing  court,  nobility,  clergy,  learning,  art,  education,  and  town 
and  country  life.    W.  Dawson  Johnston 
Acad.  66:96;  Dial,  36:331;  Nation,  79:41;  Sat.  R.  99:21 

942.34      Carey,  £.  F  &  Wimbush,  H:  B.     The  Channel  Islands. 

(Black  20/)  Macmillan  $6  n 

S-I1591  Attractive  and  useful  on  locality  not  hitherto  popularly  covered. 
Concerned  with  history,  feudal  survivals,  folklore,  customs,  natural 
features.    76  color  prints  from  paintings  of  scenery  and  life.    Map. 

952  c  Asakawa,  Kanichi.     The  Russo-Japanese  Conflict:  its 

Causes  and  Issues.  Houghton  $2  n 

4-331 12        Gear,  logical  presentation  of  causes  leading  up  to  present  struggle, 
diplomatic   negotiations,    and    issues    at    stake.     Author,    Japanese 
lecturer  on  East  Asian  history  and  civilization  at  Dartmouth. 
Dial,  38 :9 ;  Nation,  80 :98 

952  a  Okakura  Kakuzo.     Awakening  of  Japan. 

Century  $1.20  n 

4-3z6i32     •  Briefly  sketches  political  and  intellectual  history,  pointing  out  that 
the  new  Japan  is  the  outcome  of  inherent  forces  and  ideals  and  that 
western  influences  should  in  many  instances  be  resisted. 
'Dial,  38^0;  Nation,  79:509 
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952  a  Seaman,  L:  L.     From  Tokio  through  Manchuria  with 

the  Japanese.  Appleton  $1.50  n 

4-34136        Narrative  of  personal  adventure  at  or  near  front  in  Russo-Japanese 
War,  with  special  attention  to  Japanese  hospital  service  and  sanitary 
precautions  in  field.    Author  United  States  military  surgeon. 
Critic,  46:471;  Dial,  38:10;  Nation,  80:216 


AMERICAN  HISTORY 

973  b  Colquhoun,  A.  R.     Greater  America.     Harper  $2.50  n 

4-9147  Discusses  American  interests  in  Asia,  the  Pacific  and  the  Caribees, 
problems  of  national  defense,  expansion,  colonization  and  govern- 
ment of  dependencies.    Maps. 

Amer.   His.  R.   to  :457 ;   Ath.   1904,   i  :6i9 ;   Dial,  37 165 ;   Nation, 
79:167;  Spec.  93:16 

973  Hart,  A.  B.  ed.    The  American  Nation :  a  History  from 

Original  Sources  by  Associated  Scholars.  28v.  v.  1-5, 
Foundations  of  the  Nations.  Harper  $9  n 

Sold  separately,  University  ed.  $2  each.  Library  ed.  $2n.  each. 
4-32405        V.  I  European   Backgiound   of  American   History,    1300-1600,  by 

E.  P.  Cheney. 
4-32335        V.  2  Basis  of  American  History,,  1500- 190a  by  Livingston  Farrand. 
4-31309        V.  3    Spain  in  America,  1450- 1580,  by  E.  6.  Bourne. 
4-32336        V.  4  England  in  America,  1580- 1652,  by  L.  G.  Tyler. 
4-32334        V.  5  Colonial  Self-government,  1652-1689,  by  C.  M.  Andrews. 

By  specialists,  based  on  original  sources,  for  general  reader.    Thus 

far   takes   high   rank.     Frontispieces,   35   maps.     v.    i    of  Avery^^s 
4-32329    History  of  the  United  States  and  its  People,  is  very  handsome  in 

form,  profusely  supplied  with  significant  illustrations  and  admirably 

executed  tinted  maps.    Text  readable  and  generally  in  accord  with 

best  authorities. 

973  Sparks,  E.  E.     The  United  States  of  America.    2v.  v.i, 

1783-1830;  V.2,  1830-1900.     (Story  of  Nations) 

(Unwin  5/  each)     Putnam  $1.35  n  each 

4-32659        Not  narrative  of  events,  but  interpretation  of  history  in  its  con- 
secutive phases.    Maps  and  well  chosen  illustrations. 
Amer.  Hist.  R.  10 :883 ;  Nation,  80 .217 

973  •  7S4     ^  Pryor,  Mrs  R.  A.    Reminiscences  of  Peace  and  War. 

Macmillan  $2  n 

4-2921 1        These  reminiscences,  like  Mrs  Clay-Clopton's  entitled  A  Belle  of 

4-251 17    the  Fifties,  Doubleday  $2.75n.,  (917.5)  deal  with  matters  social  and 

political  in  Washington  and  the  South  from  1852-66.    Mrs  Pryor's 

give  the  fuller  portrayal  of  domestic  life.     Both  are  entertaining 

and  typical  Southern  m  viewpoint. 

BIOGRAPHY 

See  also  Juvenile,  p,  535 

Armstrong.     Talbot,    Mrs   E.    A.      Samuel    Chapman 

Armstrong.  Doubleday  $1.50  n 

4-3406  Simple,  sincere  story  of  the  life  of  the  founder  of  Hampton  Insti- 

tute for  negroes  and  Indians. 
Dial,  36:143;  Nation,  78:294 
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Arnold.     Dawson,  W:   H.     Matthew  Arnold  and  his 

Relation  to  the  Thought  of  our  Time.    Putnam  $1.75 

4*7334         Careful  exposition  of  teachings  on  cnlture,  religion  and  politics. 
4-5427      Russell's   Matthew  Arnold,   Scribner  $in.,   written   from   intimate 

personal  knowledge,  gives   fuller  picture  of  the  man,  studies  his 

method,  and  surveys  effect  produced  by  writings.    Both  are  fairer 
2-25027    and  less  critical  than   Paul's  Matthew  Arnold    (1902),  Macmillan 

75c  n. 
Dial,  37:200;  Sat.  R.  98:140;  Dawson,  Nation,  78:318;  Russell^ 

Ath.  1904,  1 :496;  Spec  92:779;  Paul,  Ath.  1902,  2:273;  Dial,  33:157; 

Nation,  75:212 

Bancroft,  Mrs  E. .  D.  (Mrs  George  Bancroft).    Letters 

from  England,  1846-1849.  Scribner  $1.50  n 

4-7878         Familiar  account  of  social  experiences  while  her  husband,  George 
Bancroft  the  historian,  was  American  minister  at  London. 
Dial,  36:301;  Ath.  1904,  1:624;  Spec  92:781 

Beethoven.     Shedlock,  J.  S.     Beethoven.     (Bell's  Minia- 
ture Ser.  of  Musicians  i/n  each)        Macmillan  50c 

4-26133  Admirable  birdseye  view  of  principal  facts  about  the  composer's 
life  and  works.  For  characterization  of  this  excellent,  cheap,  illus- 
trated series,  see  Nation,  78 :436.  • 

Brozvning.       Dowden,    Edward.       Robert     Browning. 

(Temple  Biog.)  (Dent  4/6  n)  Dutton  $1.50  n 

4-19421        Specially  interesting  as  study  of  poems,  narrating  events  of  life 
as  related  to  and  interpreting  them. 
Acad.  66:271;  Dial,  37:267;  Spec.  92:774 

Bnrne-Jones.     Bume-Jones,     G.     lady.     Memorials    of 
Edward  Burne-Jones,  1833-1898.     2v. 

Macmillan  $6  n 

4-37057  As  a  record  of  his  career,  and  particularly  of  his  social  life,  the 
book  is  complete.  Of  criticism  there  is  little  or  none.  The  writer,  the 
talker,  the  letter  writer — brilliant  all  three— rlives  in  these  pages. 

Academy  67:586 
Excellent  illustrations,  including  pictures,  studies,  and  portraits 
of  the  painter  and  his  friends. 
Atlantic  95 :423 

Charles  2.    Airy,  Osmund.     Charles  2. 

(6/6  n)  Longmans  $2.25  n 

4-31687  Since  Charles's  cleverness  has  dazzled  several  recent  writers,  it 
is  interesting  to  see  the  old  view  of  his  character  set  forth  with 
fresh  force  and  justified  by  an  overwhelming  weight  of  evidence. 

Nation,  79:118 
Originally  published  by  Goupil,   1901,   in   fine  editions  only,  at 
63/n.  and  i6o/n. 
Ath.  1901,  2:51s;  Spec.  87:187 

Chaucer.    Tuckwell,    W.     Chaucer.     (Bell's    Miniature 
Ser.  of  Great  Writers  i/n  each)        Macmillan  50c 

The  little  volumes  of  this  series,  which  already  includes  Garnett*s 
Coleridge  and  Salt's  De  Quincey  deserve  high  praise  for  literary 
treatment,  compact  array  of  facts  and  creditable  illustration,  at  very 
low  price. 

Acad.  67 1383 ;  Ath.  1905,  i  :82 ;  Spec.  93 1523 
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Conway,  M.  D.     Autobi<>?raphy.  Memories  and  h. 
ences  01  Moncure  E>anid  Conwav.    2v. 

Houghto' 

4'2C>207        Contains  remini sconces   of  most  prominent  men  of  'ds 
England  and  America.     His  experience  among  famous  pc: 
historical  morements  has  been  rich  and  \-aried. 
Ath-   1904,  2:737;  I>»1,  37-229;   Nation,  79:358 

c  Edgezvorth.      Lawless,    Emily.      Maria    Ed: 
(Eng.  Men  of  Letters)  Macmiila 

4-28552        Unlike  most  of  the  series  in  being  mainly  a  study  of  ;m 

with  little  attempt  at  literary  critkism.    Emphasizes  Irish 

Acad.  67^6;  Ath.  1904,  21408;  Dial,  37:170;  Nation,  79 

R.  98:390 

Elgar.    Buckley,   R   J.     Sir    Edward   Elgar. 
Masters  of  Music  Ser.)  L 

5-8668  Sketch  of  personality  and  enthusiastic   appreciation  0 

ments  as  composer.    List  of  works,  portraits  and  illustrat 
Nation,  80 :38o ;  Spec  93 :644 

Fleming,     MacBean,  L.     Marjorie  Fleming:  1 
of  Pet  Marjorie.  Putnar 

The  child's  life,  containing  new  extracts  from  her  jour 
and  verses,  and  portraits.  Dr  John  Brown's  charming  es: 
talizing  her  friendship  with  Sir  Walter  Scott  appended. 

Acad.  66:100;  Dial,  38:52 

Laut,  A.  C.     Pathfinders  of  the  West.     Macm 

4-33584        Romantic    and    adventurous    lives    of    Radisson,    Le 
Hearne,  Mackenzie,  Lewis  and  Clark.   Not  merely  authent 
on  original  documents,  but  vivified  bv  the  touch  of  an  ar 

L 
Nation,  80:318 

b  Lee.     Lee,  R.  E.     Recollections  and  Letters  c 
Robert  E.  Lee.  Doubled* 

4-27138        Contains  comparatively  little  that  is  new  regarding  1 
conduct,  but  much  that  is  interesting  about  his  family  lif 
helium  career.     Natiofi,  80:55 
Acad.  67:502;  Dial,  37:235 

Lee,  Sidney.     Great  Englishmen  of  the  i6th  C 

Scribne 

4"33402        Studies,  based  on   Lowell  lectures,  of  characters  and 
More,    Sidney.   Raleigh,   Spenser,   Bacon   and    Shakspere 
on  spirit  of  i6th  century,  bibliographic  notes,  portraits. 
Acad.  67:500;  Nation,  80:332;  Sat  R.  99:420 

McCarthy,  Justin.     An  Irishman's  Story. 

Macmiila 

4-21605  Supplement  to  Remitiisccitces,  but  of  independent  intei 
account  of  early  journalistic  career  in'  Ireland  and  En 
political   life   in    Parliament   during  home  rule   agitation 

A.  L,  A. 
Atlantic,  95 1427;  Dial,  37 1421 ;  Nation,  79:401 ;  Sat  R.  5 
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Millet.    Tomson,  Arthur.    Jean  Francois  Millet  and  the 
Barbizon  School.  Macmillan  $3.25  n 

First  half  devoted  to  Millet.  ^  Chapters  on  Dupre,  Diaz,  Rousseau 
and  influences  of  romantic  school.    Over  50  good  halftone  plates. 
Spec  92:158 

a  Nasi,    Paine,  A.  B.    Thomas  Nast :  his  Period  and  his 

Pictures.  Macmillan  $5  n 

Concerned  mainly  with  the  great  political  caricaturist's  work,  the 
book  outlines  history  and  conditions  in  the  United  States  from 
1860-96.    Over  400  reproductions. 

Nation,  80:141 

Newman.       Barry,    WUliam.        Newman.        (Literary 
Lives)  Scribner  $1  n 

Sympathetic  study  and  estimate  of  Cardinal  Newman  as  a  man  of 
letters.     Portraits  and  illustrations. 
On  the  whole,  the  best  thing  that  has  been  written  about  Newman. 

Athenaeum,  1904,  i  '.yjy 
Acad.  66:424;  Dial,  37:240;  Spec.  93:457 

b  Prescott,    Ogden,  RoUo.    William  Hickling  Prescott. 

(Amer.  Men  of  Letters)  Houghton  $1.10  n 

Supplements   Ticknor's   standard   biography,   bringing   out   more 
freely  the  historian's  personality. 
Dial,  2>7 :2o8 ;  Nation,  78 :357 

b  Roosevelt,     Leupp,  F.  E.    The  Man  Roosevelt :  a  Por- 
trait Sketch.     (Appletons'  Hist.  Lives  Ser.) 

Appleton  $1  n 

This  title  and  that  of  Riis*s  Theodore  Roosevelt  the  Citizen,  Mac- 
millan $2n.,  might  well  be  exchanged  since  Mr  Riis's  book  deals 
rather  with  the  President's  personal  qualities,  Mr  Leupp's  mainly 
with  his  public  acts.  Both  give  favorable  estimate,  Mr  Riis's  being 
highly  eulogistic. 

Bookman,  19:182;  Dial,  36:190;  Nation,  (Leupp)  78:178;  (Riis) 
79:205 

Ruskin,  John.     Letters  to  Charles  Eliot  Norton.     2v. 

Houghton  $4  n 

Tragic  record  of  the  perplexities  of  a  great  and  generous  soul,  the 
troubles  of  a  tender  heart,  the  spendthrift  use  and  at  last  the  failure 
of  exceptional  powers.    Charles  Eliot  Norton  in  preface 

Atlantic,  95:425;  Bookman,  20:455;  Dial,  37:417;  Nation,  80:36; 
Spec.  92:407 

Schley,  W.  S.     Forty-five  Years  under  the  Flag. 

Appleton  $3  n 

Author's  boyhood  and  naval  service  in  Civil  War,  Far  East, 
Greely  relief  expedition  and  Spanish-American  War,  with  dignified 
statement  justifying  course  during  blockade  of  Cienfuegos  and 
battle  of  Santiago. 

Dial,  37:369;  Gunton,  27:519;  Lit.  W.  35:374 

Spencer,  Herbert.  Autobiography.  2v.  Appleton  $5.50  n 

Will  live,  by  reason  of  its  intellectual  elements,  and  because  it  is 
the  candid  record  of  the  life  and  thought  of  one  who  has  made  a 
great  contribution  to  the  intellectual  history  of  the  race. 

Bookman,  19:388 

Ath,  1904,  1:583;  Dial,  36:288;  Nation,  79:35;  Spec.  92:810 
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c  Thackeray,  W:  M.    Letters  to  an  American  Family. 

Century  $1.50  n 

4-17699  Reveals  a  kindly  personality,  bubbling  over  with  gaiety,  sparkling 
fun  and  badinage.  Written  during  and  after  his  American  lectures. 
Drawings  by  author. 

4-7846         Thackeray,  Pott  75c.  like  other  Bookman  Biographies  is  valuable 
for  number  and  excellence  of  illustrations ;  the  accompanying  essays 
by  G.  K.  Chesterton  and  Lewis  Melville  are  very  fragmentary. 
Acad.  67:335;  Ath.   1904,  2:550;  Dial,  38:187;  Spec  92:2$? 

c  Titian,    Gronau,  Georg.    Titian  and  his  School.    (Lib. 
of  Art)     (Duckworth  7/6  n)  Scribner  $2  n 

5-4542         Clear  picture  of  the  artist  and  the  man,  with  up  to  date  attributions. 
Bibliography,  annotated  catalogue  of  paintings,  54  halftone  plates. 
Best  popular  handbook.    Athenaeum,  1904,  2:355 
Acad.  67:389;  Bookman,  20:556;  Dial,  38:322;  Sat.  R.  99:20 

Vamb6ry,  Arminius.    The  Story  of  my  Struggles.    2v. 

Dutton  $5  n 

5-4476  Vambery  is  (1905)  an  eminent  Hungarian  traveler,  linguist  and 
political  student.  A  record  of  extraordinary  adventures  in  Asia  and 
of  friendships  with  many  distinguished  people.  Contains  much  valu- 
able information  on  Eastern  question.    Pittsburgh 

Ath.    1904,   2:689;    Contemp.   R.   87:143;    Dial,   38:267;    Nation^ 
80:295 

FICTION 

See  also  Juvenile,  p.  536 

Adams,  Andy.    A  Texas  Matchmaker.    Houghton  $1.50 

4-^34         Leading  character  an  old  cattleman  living  in  semifeudal  manner 
3-12817    on  a  Texas  range.    Story  told  by  hero  of  The  Log  of  a  Cowboy. 
Dial,  37 :4i ;  Lit.  W.  35 :20i 

Brown,  K.  H.    Diane:   a  Romance  of  the  Icarian  Set- 
tlement on  the  Mississippi  River.      Doubleday  $1.50 

4-30145        A  composite  of  the  French  communistic  experiment  and  the  work- 
ings of  the  Underground  Railroad  in  1856  forms  background  of  love 
tale. 
Acad.  68:128;  Ath.  1905,  1:237;  Nation,  79:528;  Sat.  R.  99:280 

c  Churchill,  Winston.    The  Crossing.    Macmillan  $1.50 

4-1 1535        Pictures  sweeping  of  civilization  across  the  Alleghanies  and  settle- 
ment of  Mississippi  valley.    Hero's  love  story  subordinated  to  his- 
tory of  times. 
Ath.  1904,  2:266;  Critic,  45:187;  Dial,  37:38;  Nation,  79:121;  Spec 

93:124 

Conrad,  Joseph  &  Hueffer,  F.  M.    Romance. 

McClure  $1.50 

4-10852        Breathless  adventures  among  Cuban  pirates  and  buccaneers,  100 
years  ago. 
Dial,  37:37;  Nation,  79:121;  Sat.  R.  97:209;  Spec.  92:21 

c  Conrad,  Stephen,  pseud,     (Stephen  Conrad  Stuntz). 

The  Second  Mrs  Jim.  Page  $1 

4-14153  Unpretentious  tale,  rather  humorously  told  in  first  person  by  a 

cheerful,   tactful,   middle-aged  woman  who  marries  a  well  to  do 
farmer  with  two  boys. 
Lit.  W.  35:201 
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b  Daskam,  J.  D.     (Mrs  Selden  Bacon).    Memoirs  of  a 
Baby.  Harper  $1.50 

4  9116         Gently  satirizes  modern  methods  of  child  rearing  and  demonstrates 
the  average  baby's  ability  to  maintain  its  individuality. 
Bookman,  19:395 

a  Duncan,  Norman.    Doctor  Luke  of  the  Labrador. 

Revell  $1.50 

4  31009       Life  of  Labrador  fisher  folk.    Though  it  can  not  but  recall  the 
work  of  the  missionary  physician  Dr  Grenfell,  the  hero  in  no  sense 
represents  him. 
Critic,  45:473;  Nation,  80:91 

.  a  Glasgow,  E.  A.  G.    The  Deliverance :   a  Romance  of 
the  Virginia  Tobacco  Fields.  Doubleday  $1.50 

4-1646  Caretully  written  romance  of  Virginia  since  the  Civil  War,  in  which 
class  pride,  revenge  and  love  are  the  developing  forces. 

Bookman,   19:73;    Critic,  44:375;   Dial,  36:119;   Lit.   W.  35:48; 
Nation,  78:234 

c  Gordon,  C :  W :    "  Ralph  Connor  "  pseud.    The  Pros- 
pector:  a  Tale  of  the  Crow's  Nest  Pass. 

Revell  $1.50 

4-35335        Trials  and  triumphs  of  a  muscular  young  missionary  among  cow- 
boys and  fortune  hunters  of  Canadian  Far  West. 
Acad.  67:659;  Ath.  1905,  1:43;  Spec.  94^57 

Grant,  Robert.    The  Undercurrent.  Scribner  $1.50 

4-27986  Discusses  divorce.  Favors  decision  of  remarriage  question  on 
merits  of  individual  cases,  giving  claims  of  personal  happiness  high 

4-35727  value.  Paul  Bourget's  A  Divorce,  Scribner  $1.50,  shows  that,  even 
though  the  marital  tie  be  legally  broken,  no  complete  escape  from 
it  is  possible  for  a  woman  whose  first  husband  still  lives. 

c  Harland,  Henry,  "  Sidney  Luska  "  pseud.    My  Friend 
Prospero.  McClure  $1.50 

4-2143  A  real  princess,  a  young  nobleman,  a  fairy  godmother  and  a  naive, 
delightful  child  play  out  a  diverting  comedy  against  a  sunny  Italian 
landscape. 

c  Hawkins,  A.  H.     "  Anthony  Hope "  pseud.     Double 
Harness.  McClure  $1.50 

3-32406  Story  of  the  misunderstandings,  wrongs  and  unhappiness  of  six 
•married  couples  in  English  society. 

The  lesson  of  the  tale  is  that  marriage  need  seldom  be  a  com- 
plete failure,  though  it  is  seldom  a  brilliant  success.     Spectator, 

93:364 
Ath.  1904,  2:344;  Bookman,  20:363;  Dial,  37:313 

a  Herrick,  Robert.  The  Common  Lot.  Macmillan  $1.50 

4-24576        Study  of  a  young  Chicago  architect's  temptation  to  yield  his  ideals 
to   the    lures    of   commercialism   and    greed.     First   published    in 
Atlantic, 
Bookman,  20:220;  Dial,  37:311;  Nation,  79:380 
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4-29183 


4-29195 


4-9500 


4-27127 


4-21723 


Hewlett,  Maurice.     The  Queen's  Quair. 

Macmillan  $1.50 

The  six  years  between  Mary  Stuart's  departure  from  France  and 
the  night  she  rode  a  prisoner  from  Holyrood  to  Lochleven. 

Nation,  79:14 

As  portraiture,  a  piece  of  extraordinaril}^  fine  and  subtle  drawing. 
The  style  of  writing  is  soaked  in  the  hardy  roughness  of  the 
time.    Saturday  Review,  98:53 

Acad.  66:684;  Spec.  93:21 

Housman,  Laurence.     Sabrina  Warham,  the  Story  of 
her  Youth.  Macmillan  $1.50 

Story  of  English  coast,  of  cruel  seas,  quiet  downs  and  smiling- 
farmsteads.    As  the  landscape,  so  the  figures,  lurid,  grave,  homelike. 

Nation,  79:440 
Reminiscent  of  Thomas  Hardy  at  his  'best 

Saturday  Review,  98 :  sup.  Oct  15,  p.  3 
Spec.  93:601 

b  Howells,  W:  D.    Son  of  Royal  Langbrith. 

Harper  $2 

Presents  a  delicate  moral  problem,  involved  in  suppression  of 
truth  about  a  man  unworthy  the  respect  paid  him  after  death.  Scene 
a  New  England  town. 

Bookman,  20:372;  Critic,  46:184;  Dial,  37:310;  Nation,  79:419; 
Spec.  92:22 

b  Jordan,  Elizabeth.     May  Iverson — her  Book. 

Harper  $1.50 

Convent  school  stories  in  the  manner  of  a  girl  of  14  with  literary 
ambitions.  Blends  cleverly  childish  frankness,  conscious  effort  and 
gush. 

Critic,  45:571;  Lit.  W.  35 -381 


a  Kelly,  Myra.     Little  Citizens. 


McClure  $1.50 


A  New  York  school  teacher's  stories  of  her  East  side  Jewish 
charges.  Human  nature  and  American  Yiddish  dialect  are  alike 
faithfully  rendered. 

Acad.  66:336;  Lit.  W.  35:327;  Nation,  80:379 

King,  Basil.    The  Steps  of  Honor.  Harper  $1.50 

Plot  concerns  a  young  H<irvard  instructor  guilty  of  plagiarism. 

Kipling,  Rudyard.     Traffics  and  Discoveries. 

Doubleday  $1.50 

Characteristic  short  stories  dealing  with  South  African  War,  navy, 
army  reform  and  the  supernatural.  Each  story  preceded  by  a 
poem  embodying  theme. 

Bookman,  20:155:  Critic,  45:472;  Nation,  79:379;  Ath;  1904,  2:476; 
Spec.  93 :556 


c  Kirk,  Mrs  Ellen   (Olney). 
The  Apology  of  Ayliffe. 


tt 


Henry  Hayes"  pseud, 
Houghton  $1.50 


Love  affairs  of  a  young  New  York  girl  brought  up  by  four  aristo- 
cratic elderly  aunts. 
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Lane,  E.  M.     Nancy  Stair.  Appleton  $1.50 

4  Love  story  of  a  beautiful  Scotch  girl  of  noble  blood,  saucy  wit  and 
a  poetic  gift  which  she  dares  try  with  Robert  Burns. 

Bookman,  19:600;  Dial,  37:41;  Lit.  W.  35:201 

Lincoln,  J.  C.    Cap'n  Eri :  a  Story  of  the  Coast. 

Barnes  $1.50 

Story  of  three  jolly  retired  Cai)e  Cod  sea  captains,  forced  into 
matrimony   to   escape   the   hardships   of   their   own   housekeeping. 

Pittsburgh 
Bookman,  19:511;  Dial,  36:369 

Lloyd,  Nelson.    Soldier  of  the  Valley.    Scribner  $1.50 

9        Pictures  simple  country  life,  love  affairs,  and  affection  between 
two  brothers.     Hero  a  young  man  returned  crippled  from  Spanish 
War. 
Ath.  1904.  2:802;  Lit.  W.  35:331 

Martin,  H.  R.    Tillie:   a  Mennonite  Maid. 

Century  $1.50 

Quaint  story  of  an  attractive  Pennsylvania  Dutch  girl,  whose 
aspirations  rise  above  her  sordid  surroundings  through  the  influence 
of  her  teacher,  a  Kentucky  gentlewoman. 

Critic,  45:190;  Dial.  36:373 

Michelson,  Miriam.     In  the  Bishop's  Carriage. 

Bobbs-Merrill  $1.50 

Heroine  an  adroit  thief  who  becomes  a  morally  respectable  vaude- 
ville actress.  A  clever  picaresque,  unmoral  perhaps,  but  not  im- 
moral sinQS  it  never  blurs  distinction  between  right  and  wrong. 

Bookman,  19:303;  Acad.  67:615;  Critic,  45:184. 

b  Mitchell,  J:  A.    Villa  Claudia.      Life  Pub.  Co.  $1.50 

7        A  light  story  for  an  idle  hour,  but  of  marked  literary  quality, 
pervaded  by  a  supernatural  element  and  a  haunting  moral.    Leading 
characters  modern  Americans  in  one  of  Horace's  villas. 
Critic,  45:184;  Lit.  W.  35:169 

b  Mitchell,  S.  W.    The  Youth  of  Washington  told  in  the 
Form  of  an  Autobiography.  Century  $1.50 

5  A  triumph  of  pseudo-autobiography,  based  on  long  and  careful 
study  of  its  subject  and  interweaving  so  skilfully  Washington's  own 
words  that  absolute  fact  and  scarcely  less  truthful  fiction  are 
inseparable. 

Arena,  32:669;  Acad.  68:63;  Critic,  46:283 

Rickert,  Edith.    The  Reaper.  Houghton  $1.50 

5        Tale  of  toil,  peril,  self-sacrifice  and  love  among  the  rugged  crofter 
fishermen  of  the  Shetland  isles. 
Bookman,  20:365;  Nation,  79:420 

Roberts,  C:  G:  D.    Prisoner  of  Mademoiselle. 

Page  $1.50 

3        Love  tale  of  Acadia,  in  which  an  English  officer  becomes  prisoner 
of  Frendi  governor's  niece. 
Acad.  68:14;  Sat.  R.  98:802 
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Robins,    Elizabeth,    "  C.    E.    Raimond"    pseud.      The 

Magnetic  North.  Stokes  $1.50 

4-6736         Tale  of  unsuccessful  gold  seekers  in  the  Klondike.    Grim,  gatint, 
vivid  and  interesting. 
Ath.  1904,  1 :399 ;  Dial,  37 139 ;  Spec.  1904,  1 1459 

c  Seton,  Ernest  Thompson.     Monarch,  the  Big  Bear 

of  Tallac.  Scribner  $1.25  n 

4-27989  Evolution  from  an  affectionate  and  mischievous  little  household  pet 
into  the  mysterious  and  ruthless  sheep  killer  of  Tallac 

Dial,  37:374 

Shafer,  S.  A.     Day  before  Yesterday. 

Macmillan  $1.50 

4-4978         Lifelike  records  of  a  group  of  children  in  a  quiet,  old-fashioned 
western  village,  a  generation  ago.     Main  appeal  to  adults. 
Dial,  36:372;  Sat.  R.  98:276 

c  Sinclair,  May.    The  Divine  Fire.  Holt  $1.50 

4-25675  Hero,  an  obscure  London  poet,  overcomes  cockney  breeding,  sordid 
surroundings  and  strong  passions  through  the  inspiration  of  a  well 
born  young  Englishwoman  whom  he  loves.  Second  printing  on  bet- 
ter paper  than  first. 

Bookman,  20:553,  21:66;   Critic,  46:183;   Nation,  79:419;   Spec 
93:1089. 

Sinclair,  Upton.     Manassas.  Macmillan  $1.50 

4-23761        Less  a  novel  than  a  history.    Traces  causes  of  Civil  War  as  far 
back  as  Mexican  War,  and  closes  with  battle  of  Bull  Run. 
Dial,  38:15;  Lit.  W.  35:327;  Nation,  79:441' 

Strang,  Herbert.    The  Light  Brigade  in  Spain. 

Putnam  $1.50 

5-11900        Adventure  during  Sir  John  Moore's  retreat  on  Corunna  and  battle 
of  Sara^ossa.    Good  reading  for  boys,  distinctly  above  Henty  grade. 
English  title:  Boys  of  the  Light  Brigade. 
Spec.  93:872 

a  Thurston,  K.  C.    The  Masquerader.        Harper  $1.50 

4-28203  John  Chilcote  M.  P.,  secretly  a  slave  to  morphia,  secures  a  physical 
double,  strong  willed  and  clean  lived,  to  substitute  during  his  lapses. 
Impossible  but  absorbing. 

Ath.  1904,  2:546;  Bookman.  20:553;  Critic,  45:572;  Dial,  38:18; 
Nation,  79:380 

Truscott,  L.  P.    The  Mother  of  Pauline. 

Appleton  $1.50 

4-17924        Problem  story  concorned  with  the  acknowledgment  of  an  illegiti- 
mate child.    Wholesome  in  tone  and  treatment. 
Bookman,  20:58;  Dial,  37:42;  Lit.  W.  35:258 

Waller,  M.  E.    The  Wood-carver  of  'Lympus. 

Little  $1.50 

4-8582         Love  idyl  of  the  Green  mountains.    An  ambitious  farmer  crippled 
in  early  manhood   finds  interests  in  the  outside  world  through  a 
chance    acquaintance,    and    becomes    a    wood    carver    of    renown. 
Dial,  36:372;  Lit.  W.  35:i68;  Nation,  78:395. 
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White,  S.  E:    Blazed  TraU  Stories  and  Stories  of  Wild 
Life.  McClure  $1.50 

1  Vivid,  rapid  tales  of  the  rough  and  lawless  life  of  ranch  and 
lumber  camp  in  the  great  Northwest. 

Bookman,  20:219;  Nation,  79:420 

b  Whitney,  Mrs  A.  D.  T.    Biddy's  Episodes. 

Houghton  $1.50 

}       An  ideal  old  maid  tells  of  a  young  girl's  efforts  to  lead  a  sensible, 
useful  life,  instead  of  following  her  stepmother's  round  of  fashion- 
able dissipation. 
Lit  W.  35 :379 

Wiggm,  Mrs  K.  D.  (Smith)   (Mrs  Riggs)   &  others. 

The  Affair  at  the  Inn.  Houghton  $1.25 

S       Love  comedy,  following  chance  meeting  at  Dartmoor  inn.    Written 
in  first  person,  each  author  responsible  for  one  character. 
Bookman,  20:374;  Spec.  93:903 

b  Woman  Errant  (The)  ;  being  Some  Chapters  from  the 

Wonder  Book  of  Barbara,  the  Commuter's  Wife. 

Macmillan  $1.50 

5        Barbara's   pleas   for   simple,   wholesome   living   are   telling   and 
delightful  and  a  less  lurid  and  more  truthful  background  would 
have  furnished  more  effective  contrast. 
Bookman,  20:59;  Current  Lit  37:237;  Dial,  37:41;  Nation,  79:121 

Wright,  M.  T.    The  Test.  Scribner  $1.50 

The  test  is  involved  in  the  attitude  of  parents,  grandparents  and 
others  toward  a  child  born  out  of  wedlock.  Well  written,  restrained, 
on  high  moral  plane. 

Bookman,  20:58;  Dial,  36:370 

a  Young,  R.  E.    Henderson.  Houghton  $1.25 

The  Difficult  Minute ;  The  Life  on  the  Table ;  The  Rose-red  Glow ; 
The  Trail  of  the  Tangier ;  The  Way  of  the  Strong ;  The  Beginning. 

Connected  stories,  all  but  one  previously  published  in  Atlantic. 
Central  figure  a  surgeon  of  high  ideals. 

Bookman,  19:299;  Lit.  W.  35  73 

JUVENILE  BOOKS 

c  Hodges,  George.     When  the  King  Came:    Stories 
from  the  Four  Gospels.  Houghton  $1.25 

2  Tells  the  Gospel  story  with  fine  simplicity.    Has  been  tested  by  10 
years*  home  use  with  children. 

c  Grover,    E.    O.    Art    Literature    Readers,     gv.     v.i, 

Primer;  v.2,  Book  i.     (Art  Lit.  Readers) 

Atkinson  30c  ea. 

Uncommonly  successful  child's  readers.  Each  contains  about  40 
excellent  reproductions  of  paintings,  well  chosen,  generally  having 
strong  human  interest.  The  easy  text,  original  or  selected,  fits  the 
pictures. 

Wiley,  Belle  &  Edick,  G.  W.    Lodrix,  the  Little  Lake 

Dweller.  Appleton  30c 

3  A  little  boy's  adventure  in  prehistoric  times.     Simple  language, 
large  type,  drawings  which  illustrate  conditions. 
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398 . 2  Kennedy,  H.  A.    New  World  Fairy  Book.   Putton  $2 

5-7732      -  Mainly  Indian  legends  told  by  an  Indian  chief  on  a  northern  reser- 
vation, to  the  little  son  of  the  English  teacher.    Well  illustrated  by 
drawings. 
Spec.  93771 

398.4        Williston,  T.  P.    Japanese  Fairy  Tales  Retold. 

Rand  75c 

The  Wonderful  Tea-kettle,  The  \Vood-cutter*s  Sake  and  six  other 
Japanese  folk  tales  with  Japanese  colored  illustrations. 

550  Fairbanks,  H.  W.    Stories  of  Rocks  and  Minerals  for 

the  Grammar  Grades.  Educ.  Pub.  Co.  60c 

"  Stories  "  is  somewhat  misleading.  Directly  instructive,  in  simple 
style.  Will  assist  children  in  observing  earth  structure  and  identify- 
ing minerals.    Illustrations  helpful  though  rather  poorly  executed. 

551.48      Parker,  F.   W.   &   Helm,  N.   L.     A  River  Journey. 

(Uncle  Robert's  Geography)  Appleton  60c  n 

4<i6i84  Fourth  and  last  of  series.  During  a  summer  excursion  the  Leonard 
boys  study  earth  structure  and  effects  of  physical  forces. 

599.3  Morley,  M.  W.    Little  Mitchell:   the  Story  of  a  Moun- 

tain Squirrel.  McQurg  $1.25 

4-10957  About  a  tame  and  playful  squirrel  found  when  a  tiny  baby  in  the 
North  Carolina  forests  and  carried  to  Boston  to  live: 

599 . 7         a  Carter,  M.  H.  ed.  Bear  Stories  retold  from  St  Nicholas. 

(Animal  Stories)  Century  65c  n 

4-21576  Stories,  sketches  and  verses  by  W.  S.  Homaday,  C.  F.  Holder, 

Tudor  Jcnks,  Bret  Hartc,  R.  E.  Peary,  E.  W.  Kemble  and  others. 
All  of  this  scries  interest  children,  and  though  the  stories  arc 
uneven  in  merit,  they  average  hij?h.   Other  titles:  Alx)Ut  Animals; 

4-21890-94  Cat  Stories;  Lion  and  Tiger  Stories;  Panther  Stories;  Stories  of 
Brave  Dogs. 

600  Lane,  M.  A.  L.  cd.     Industries  of  To-day.     (Youth's 

Companion  Ser. :  The  World's  Progress  Readers) 

Ginn  40c 

4-33^6  Cod  fishing,  ranch  life,  peanut,  cranberry  and  raisin  culture,  ice 

iiarvestiTiij  and  nianutacture,  bow  matches,  pins  and  fireworks  are 
made,  etc. 

716  a  Duncan,  Frances.    ^Mary's  Garden  and  How  It  Grew. 

Century  $1.25 

4-30612  Gives  in  simple,  clear  language  the  story  of  a  child's  labors  over 
bcr  p:arden  from  Decenil>er  to  November,  with  enough  practical 
information  and  illustrations  to  make  it  a  valuable  textbook. 

Nation^  79-485 
4-33694        Miller's   illustrated    Children's   Gardens   for  School  and   Home, 
Appleton  $1.20,  includes  flowers,  sbrulvs.  trees,  soils,  pests,  etc,  and 
is  useful  to  teachers  and  parents. 
Duncan,  Nation,  79:4^5 
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790  c  Beard,  Lina  &  A.  B.    Indoor  and  Outdoor  Handicraft 

and  Recreation  for  Girls.  Scribner  $i.6o  n 

4-28423  Weaving,  twine  work,  basketry,  paper  flowers,  cla^-modeling, 
Easter,  May  day  and  Hallowe'en  games,  parlor  mag^c,  fmger  plays, 
etc 

799  Holder,  C:  F:   The  Boy  Anglers.  Appleton  $1.50 

4-28221  Fishing  adventures  in  company  with  an  expert  angler  in  California, 
Canada,  Gulf  of  Mexico,  Pacific  and  Atlantic  oceans.  Much  infor- 
mation about  fish,  tackle  and  fishing  grounds.    Illustrated. 

808.8        Hazard,  Bertha,  comp.     Three  Years  with  the  Poets. 

Houghton  50c  n 

4-32299  Poems  to  be  memorized  by  children  in  grades  1-3.  Chosen  with 
recognition  of  child's  interests  and  capacity;  arranged  by  months. 

4-12084  Clear,  good-sized  type.  Miss  M.  E,  Burt  in  her  Poems  that  Every 
Child  Should  Know,  Doubleday  9qc  n.,  sometimes  challenges  opposi- 
tion by  didactic  statements  of  opinion,  but  her  selection  is  mteresting 
and  valuable  for  somewhat  older  children. 

818.4        Gerson,  Virginia.    The  Happy  Heart  Family. 

Fox  $1  n 

4-24475        Picture  story,  quite  unliterary,  but  possessing  a  kind  of  fancy  and 
unexpectedness  in  text  and  illustration  which  young  children  hke. 
Critic,  45  -.575 ;  Nation,  79 1484 

916.8        Bicknell,  L.  M.    How  a  Little  Girl  Went  to  Africa. 

Lee  $1 

4- 1 1220  Journey  and  experiences  of  little  daughter  of  American  missionary 
among  ^ulus,  related  by  herself  in  simple  interesting  style. 

919  Carpenter,  F.  G:     Australia,  our  Colonies  and  other 

Islands  of  the  Sea.    (Carpenter's  Geog.  Reader) 

Amer.  Bk  Co.  6oc 

4-7722  Personally  conducts  children  through  chief  islands  of  world  giving 

excellent  idea  of  people  and  resources.     Maps  and  illustrations. 

919.8        c  Peary,  R.  E.  &  M.  A.    (The  Snow  Baby).    Snowland 

Folk.  Stokes  $1.20 

4-29196  True  stories  told  by  Lt.  Peary  and  his  little  daughter  about  people 
and  animals  of  the  frozen  North.  Many  photographic  illustra- 
tions. 

JUVENILE  BIOGRAPHY 

Beethoven,  Hoffmann,  Franz.  Ludwig  Van  Beetho- 
ven; tr.  by  G:  P.  Upton.  (Life  Stories  for  Young 
People)  McClurg  6oc  n 

4-31601        Series  includes  also  Hoffmann's  Mosart's  Youth,  Henning's  Maid 
4-31600    of  Orleans  and  Schmidt's  William  Tell. 

4-32320  These  narratives  have  been  well  calculated  for  youthful  minds 
past  infancy  and  Mr  Upton's  version  is  easy  and  idiomatic. 

Nation,  79:334 
Dial,  37:381 
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b  McDougall^  Isabel.    Little  Royalties  ;•  Stories  aboi^. 
the  Children  o£  the  Rulers  of  Euirdpe.    Revell  $1.^5 

Well  foundied,  biographic  istories^  of  Edward  $,  ftic)iard  2*8  dtild 
4-22902    wife,  the  great  Napoleon's  little  son,  Matilda  ol  Germany^  empress 
at  12,  the  Tower  princes  and  other  royal  children.    Illustrated  from 
paintings. 

JUVENILE  FICTION 

Baldwfai,  Mir^  A.  A-    The  Pedlar's  P^bk.    Lippincott  $2 

The  Giant's  Baby,  Princess  Petunia  and  the  Fairv  Grimbona, 
Carl  and  Carlo,  The  Ypungest  Son,  ancj  other  remarkably  well  told 
modern  fairy  tales.  ■  •     .    *      ,...>•'.!  >-     • 

Acad.  67:559;  Sat.  R.  98:  sup.  Dec.  17,  p.  7;  Spec  93:874 

Brown,  A.  B.    The  Flower  Princess.         Houghton  $i 

4-24500  Contents:  The  Flower  Princess;  The  Little  Frietid;  The  Mer- 
maid's Child;  The  Ten  Blowers. 

b  French,  Allen.    The  Story  of  Rolf  and  .the  Viking's 

Bow.  Little  $1.50 

4-24565  Inspired  bv  aiid  in  some  degree  based  ot^  the  Icelandic  sagas^ 
Cpin-age,  self-control,  patriotism,  perseverance,  are  the  qualities 
developed  in  the  young  hero. 

c  Grinnell,  G:  B. '  Jack  in  the  Rockies,   /    Stokes  $1.25 

4-26873  Adventures  of  two  boys  and  an  old  woodsman  with  a  pack  train 
in  Yellowstone  Park.     Follows  Jfick  among  the  Indians, 

Huntington,  H.  S.  pseud.    His  Majesty's  Sloop  Diamond 
Rock.  Houghton  $1.50 

4-28417        Diamond  Rock  guarded  the  port  of  Fort  de  France,  Martinique. 
Story  tells  of  English  defense  and  final  surrender  to  French  fleet 
Nation,  79 1527  -  •    ,  -       .  .  . 

c  Lorehzini,  Carlo,  "  C.  Collodi "  pseud.     The  Adven- 
tures of  Pinocchio.  Ginn  6oc 

4-22857        Capers  and  wonderful  adventures  of  a  wooden  marionette;  trans- 
lated from  Italian.     Well  illustrated  by  Charles  Copeland. 
Dial,  37:380;  Nation,  79:485 

a  Musset,  Paul  de.     Mr   Wind  and  Madam  Rain. 

Putnam  $2 

Fairy  tale ,  founded  on  old  Breton  legends.  jExcellent  drawings; 
First  published  about  i860  and  well  worth  reprinting. 

a  Pier,  A.  S.    Roys  of  St  Timothy's.      Scribner  $1.25  n 

4-24578        Football,  hockey,  baseball,  rowing,  running,  tennis,  and  debating 
contests.      Independent   Ixit   connected  -school    stories,  making    for 
manliness,   vigor   and   character. 
Lit.  W.  35  -.380 

Potter,  Beatrix.    The  Tailor  of  Gloucester.    Warne  50c 

3-26374        Talc  of  a  good  little  man  befriended  by  talking  mice.     It  echoes 
so  skilfully  the  manner  of  the  true  folk  tale  as  to  leave  the  reader 
in  doubt.     26  charming  colored  j)ictures. 
Ath.  1903.  2  1648 


'  BEST  BOOKS  OF  I904 


'537 


4-27672 


4-32150 


4-1S777 


4-27867 


4-31052 


4-25104 


f^uirkt  I-i  'W.  :Baby>BItori;  iguarterWhadc j  ;  Genttiiy  ^1.25 

Story  of  college  athletics^  making  for  manliness  and  moral  courage. 

Rankin,  C-  W.    Dandelion  Cottage.  Holt  $1.50 

Four  well  characterized  little  girl3  adopt  an  abandoned  house  and 
nt  it  up  as  a  playhouse. 

b  Richards,  Mrs  L.  E.  (Howe).    The  Merry  weathers. 

(Three  Margarets  and  Hildegarde  Ser.)    Estes  $1.25 

Doings  of  sons,  daughters,  cousins  and  friends  at  the  Merry- 
weather  summer  camp  on  a  Maine  lake.  < 

Richards,  Rosalind.    The  Nursery  Fire.        Little  $1.50 

The  Party,  The  Hammock  Ship,  The  Mumps-  GircuSy  The  Ogrei's 
Tablecloth  and  other  short  stories  for  younger  children. 

c  Rood,  H:  E:    In  Camp  at  Bear  Pond.    Harper  $1.25 

Boys'  good  times  in  Pennsylvania  mountains.    They  encounter*  wild 
animals  and  discover  Indian  remains. 

Taggart,  M.  A.    The  Little  Grey  House. 

McClure  $1.^5 

Story  of  three  nice  girls,  their  friendships  and  brave  struggle 
against  adverse  circumstances. 


• .  •'  • 
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COMPARATIVE  TABLE  OF  BOOKS  PUBLISHED  IN  in 

These  sUtistks  are  based  on  lists  prepared  according  to  wrting  dwifa- 
tions  and  methods.  The  figures  should  therefore  be  r^ifdd  u  at 
approximate.  See  paper  on  Relative  Book  Production  by  Dr  E  C.  Rietarfa 
in  PMbtUher't  Wtekly,  S7S0S,  and  abstract  in  Pvblk  Librariti,  i:\% 


. 

United 

Sum 

GTHt 

.c™.Jn. 

775 

666 

3  211 1    n 

Sodol 

336 

775 

614 

103 

et 

628 

c836 

916 

Medirine  and  hygiene 

278 

219  '    1  9sa 

- 

762 

220  !or5  682 

538 

407 

2  240 

— 

1  034 

942  !     2  548 

170 

1  086 

1  578 

8  291 

__ 

a  Includa  panphlrtl  knd  iMflrti  ulued  by  univenitirf.       blnciudei  law- 
philology,      dlodudei  juvenile.      » Include*  dianw  luid  fictioo.      /IndudaU 


AUTHOR'S  INDEX 


rior  figures  tell  the  exact  place  on  the  page  in  ninths :  e.  g.  523' 
e  523,  beginning  in  the  i  third  ninth  of  the  page,  i.  e.  about 
£  the  way  down. 


Catalog,  505* 

Texas  Matchmaker,  528^ 
of  Elizabeth  in   Rugen, 

•les  2,  525' 

chard.   Guide  to  Parsifal, 

:  B.    Judith  of  Bethulia, 

Commercial    Correspond- 

Postal  Information,  513" 

The  Russo-Japanese  Con- 


olbein,  514' 

llie  Pedlar's  Pack,  536* 

Letters     from     England, 

Jook  of  School  and  Col- 
ts, 516* 

Dw  to  Draw,  514* 
ivman,  527* 
ory   of    the   Red    Cross, 

Icdiaeval  England,  523' 

loor  and  Outdoor  Handi- 

Recreation  for  Girls,  535* 

)ndon  in  the  Time  of  the 

20^ 

low  a  Little  Girl  Went  to 

JS* 

lopkins.    Scientific  Amer- 

rence  Book,  505* 

'anada   in   20th    Century, 

g.     Imported  Americans, 

mtine  and  Ideals,  508" 
B.   The  Flower  Princess, 


H.  Diane,  528* 

Photography     for 
a  Naturalist,  515* 


the 


Buckley.    Sir  Edward  Elgar,  526* 
Burdick.    The     Mystic     Mid-region, 

5^3" 
Bume- Jones,  G.  lady.    Memorials  of 

Edward  Bume- Jones,  $25* 

Burroughs.    Far  and  Near,  517* 

Caffin.  American  Masters  of  Sculp- 
ture, 5I4* 

Carey  and  Wimbush.  The  Channel 
Islands,  523' 

Carpenter.    Australia,  535* 

Carter.  Bear  Stories  retold  from  St 
Nicholas,  534* 

Child.  English  and  Scottish  Popular 
Ballads,  516^ 

Churchill.    The  Crossing,  528^ 

Cleveland.  Presidential  Problems, 
508- 

Cochrane.  Modern  Industrial  Prog- 
ress, 512* 

Colby.     Imaginery  Obligations,   518' 

Collodi,  C.    pseud.,  see  Lorenzini 

Colquhoun.     Greater  America,  52.^" 

Compton.  Indian  Life  in  Town  and 
Country,  521* 

Comstock,  J:  H:  &  A.  B.  How  to 
Know  the  Butterflies,  511* 

Connor,  Ralph,  pseud.,  see  Gordon 

Conrad,  Joseph  &  Hueffer.  Romance, 
528* 

Conrad,  Stephen,  pseud.  The  Second 
Mrs  Jim,  528* 

Conway.     Autobiography,  526* 

Cooper  &  Maurice.  History  of  the 
19th  Century  in  Caricature,  523" 

Crawford.  The  College  Girl  of 
America,  509* 

Daskam.    Memoirs  of  a  Baby,  529* 
Davidson.    Education  of  the  Wage- 
earners,  509* 
Davis.    Bits  of  Gossip,  5i8* 


S40 


NEW   YORK   STATE  LIBRARY 


Dawson.    Matthew  Arnold,  525* 
Deland.    The  Common  Way,  518* 
Devine.    Principles  of  Relief,  508^ 
Doublcday.   Stories  of  Inventors,  512* 
Dougall.    The  Burns  Country,  519' 
Dowden.    Robert  Browning,  525' 
Duncan,    Frances.      Mary's    Garden 

and  How  It  Grew,  $34* 
Duncan,  Norman.     Doctor  Luke  of 

the  Labrador,  529* 

Edick  &  Wiley.    Lodrix,  533* 
Elliott.    Roma  Beata,  520' 
El  son.     History  of  American  Music, 
51S' 

Fairbanks.  Stories  of  Rocks  and 
Minerals,  534* 

Fiske.    The  Modern  Bank,  507* 

French.  Story  of  Rolf  and  the  Vik- 
ing's Bow,  536* 

Froehlich  &  Snow.  Text-books  of 
Art  Education,  513* 

Ganz.    The  Land  of  Riddles,  520* 
sGarnett.    Turkish  Life  in  Town  and 

Country,  521* 
'Gcrson.    Happy  Heart  Family,  535* 
Glasgow.    The  Deliverance,  529* 
^Goldenbcrg.  Lace,  514* 
Goodnow.     City  Government  in  the 

United  States,  508" 
Gordon.    The  Prospector,  529* 
Granger.    Index  to  Poetry  and  Reci- 
tations, 505* 
Grant.    The  Undercurrent,  529' 
Grinnell.    Jack  in  the  Rockies,  536' 
Gronau.    Titian  and  his  School.  528' 
Grove.    Dictionary  of  Music  and  Mu- 
sicians, 505* 
Grover.    Art  Literature  Readers,  533* 


Helm  &  Parker.    A  River  Journey, 

^34* 

Henderson.  Modem  Methods  of 
Charity,  508* 

Herford.  Rubiiyat  of  a  Persian  Kit- 
ten, 519* 

Herrick,  C.  A.  Meaning  and  Prac- 
tice of  Commercial  Education,  51^ 

Herrick,  Robert    The  Common  Lot, 

529* 
Hewlett.    The  Queen's  Quair,  550* 
Hodges.    When  the  King  Came,  533' 
Hoffmann,  Prof,  pseud,,  see  Lewis 
Hoffmann,     Franz.       Ludwig     Van 

Beethoven,  535* 
Hoffmann,  Ralph.    Guide  to  the  Birds 
of  New  England  and  Eastern  New 
York,  51  !• 
Holder.    Boy  Anglers,  535* 
Hope,  Anthony,  pseud.,  see  Hawkins 
Hopkins  &  Bond.     Scientific  Ameri- 
can Reference  Book,  505* 
Hornaday.     American  Natural  His- 
tory, 5 1 1* 
Hosie.    Manchuria,  521* 
Housman.     Sabrina  Warham,  536" 
Howells.     Son  of  Royal  Langbrith, 

530* 

Hueffer  &  Conrad.    Romance,  52ff 

Hunt.    Cereals  in  America,  5I2' 

ITunter.    Poverty,  507' 

Huntington,  H.  S.  pseud.  His  Ma- 
jesty's Sloop  Diamond  Rock,  536^ 

Jespersen.  How  to  Teach  a  Foreign 

Language,  509*- 10* 
Johnson.     Highways  and  Byways  of 

the  South,  522* 
Jordan,  Elizabeth.    May  Iverson — ^her 

Book,  530* 
Jordan,  M.  A.    Correct  Writing  and 

Speaking,  517* 


Hamilton.     Korea,  521^ 
Harland.     My  Friend  Prospero,  529* 
Hart.    The  American  Nation,  524' 
Hawkins.    Double  Harness,  529^ 
Hayes,  Henry,  pseud.,  see  Kirk 
Hazard.    Three  Years  with  the  Poets, 

535' 


Kean,    Martha,    pseud.     A    Trans- 
planted Xursey,  520' 
Kcllor.    Out  of  Work,  507* 
Kelly.     Little  Citizens,  530* 
Kennedy.     New  World  Fairy  Book 

Ker.    The  Dark  Ages,  517^ 
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Honor,  530* 
k  of  Indoor  and  Out- 
US' 
cs    and    Discoveries, 

)f  Ayliffc,  530* 

!  Life  in  Town  and 


incy  Stair,  531* 
[ndustries  of  To-day, 

rs  of  the  West,  526* 
Edgeworth,  526" 
les.     Argumentation 

[lections  and  Letters, 

reat  Englishmen  of 
ry,  5^ 

1  Roosevelt,  527* 
agic,  516^ 

iri,  S3i" 

)f  the  Valley,  531* 

ntures  of  Pinocchio, 

orgon  Graham,  509* 
idard  of  Pronunci- 
1,  510* 
)me  Cooking,  512* 

eud.,  see  Harland 

orie  Fleming,  526* 
ishman's  Story,  526^ 
ric  Dress  in  Ameri- 

Jt,  506* 

men    of    America, 

e  Royalties,  536* 
ng  acquamted  with 

e    Double    Garden, 

e  Luxury  of  Giild- 

illie:  a  Mennonite 


00k  of  Wild  Birds, 


Maurice  &  G>oper.    History  of  the 

19th  Century  in  Caricature,  523* 
Maxwell     The  Log  of  the  GriMn, 

519* 
Michelson.    In  the  Bishop's  Carriage, 

531* 
MitcheU,  J :  A.    Villa  Claudia,  53i' 
Mitchell.  S.  W.   The  Youth  of  Wash- 
ington, 531' 
Montague.    Trusts  of  To-day,  507* 
Morley.    Little  Mitchell,  534* 
Munro.    Source  Book  of  Roman  His- 
tory, 523* 
MiJnsterberg.    The  Americans,  522* 
Murphy.     Problems  of  the  Present 

South,  522' 
Musset    Mr  Wind  and  Madam  Rain, 
536^ 

Niles.     Bog-trotting    for     Orchids, 
510* 

O'Connor.     Heroes   of  the   Storm, 

519* 
Ogden.     William  Hickling  Prescott, 

52/ 
Okakura    Kakuzo.      Awakening    of 
Japan,  523* 

Page,  C.  H.     British  Poets  of  the 

Nineteenth  Century,  516* 
Page,  T:  N.    The  Negro,  506* 
Paine.    Thomas  Nast,  527* 
Parker  &  Helm.     A  River  Journey, 

534* 
Pauli.    Venice,  514* 

Payne.    American  Literary  Criticism, 

517* 
Peary.    Snowland  Folk,  535^ 
Peloubet.    Front  Line  of  the  Sunday- 
school  Movement,  506* 
Perry.    The  Amateur  Spirit,  518* 
Pertwee.       Reciter's     Treasury     of 

Verse,  516' 
Peters.    Early  Hebrew  Story,  505* 
Phillips.    The  Sin  of  David,  517^ 
Pickard.    Whittier-land,  522* 
Pier.     Boys  of  St  Timothy's,  536^ 
Platner.      Topography    and    Monu- 
ments of  Ancient  Rome,  519* 
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Potter,  Beatrix.  Tailor  of  Gloucester, 

536" 
Potter,  M.  K.    Art  of  the  Louvre, 

513' 
Powell.    The  G)uiitry  Hothe,  512* 

Pryor.    Reminiscences  of  Peace  and 
War,  524' 

Quirk.     Baby  Elton,  Quarter-Back, 
537" 

Raimond,  C.  £.  pseud.,  see  Robins 
Rankin.    Dandelion  Cottage,  537" 
Rawnsley.  Flower  Time  in  the  Ober- 

land,  521* 
Reinach.    Story  of  Art,  513* 
Repplier.    Compromises,  518* 
Richards,  Mrs  L.  E.   (Howe).     The 

Merrywcathers,  537* 
Richards,    Rosalind.      The    Nursery 

Fire,  537* 
Richardson.       The     Woman     Who 

Spends,  508^ 
Rickert.    The  Reaper,  531' 
Rittenhouse.     The   Younger   Ameri- 
can Poets,  517* 
Roberts,  C:  G:  D.    Prisoner  of  Ma- 
demoiselle, 531* 

Watchers  of  the  Trails,  511* 

Roberts,     Peter.      Anthracite     Coal 

Communities,  5o6'-7* 
Robins.    The  Magnetic  North,  532* 
Rood.    In  Camp  at  Bear  Pond,  537* 
Ruskin.      Letters    to    Charles    Eliot 

Norton,  527* 
Russell.    North  America,  sio** 

Sanderson.    Scottish  Life  and  Char- 
acter, 520* 
Sanford.     Art  Crafts  for  Beginners, 

Sii* 

Santos-Dumont.    My  Air-ships,  510* 

Sargent.        Health,      Strength      and  j 
Power,  512* 

Scales    &    Laycock.     Argumentation 
and  Debate,  517* 

Schley.     Forty-five  Years  under  the 
Flag,  527* 

Seaman.    From  Tokio  through  Man- 
churia with  the  Japanese,  524* 


Seton.     Monarch,  the  Big  Bear  of 

Tallac,  532" 
Shafer.    Day  before  Yesterday,  53aP 
Shaler.    llie  Neiglibor^  5°^ 
Sharp.    Roof  and  Meadow,  511*  . 
Shedlock.    Beethoven,  525* 
Sinclair,  May.    The  Divine  Fire,  53^* 
Sinclair,  Upton.    Manassas,  532^ 
Skinner.    Little  Gardens,'  514* 
Snow  &  Froehlich.     Text-bo<^  of 

Art  Education,  513* 
Sparks.    The  United  States  of  Amer- 
ica, 524* 
Spearman.     Strategy  of  Great  Rail- 
roads, 508^ 
Speer.     Missions  anB  Modem   His- 
tory, 506" 
Spencer.    Autobiography,  52/ 
Steffens.    The  Shame  of  the  Cities, 

507* 

Stephen.    English  Literature  and  So- 
ciety in  the  i8th  Century,  518^ 

Story.    Story  of  Wireless  Telegraphy, 

513* 
Strang.    The  Light  Brigade  in  Spain, 

.S32* 
Strong.    Social  Progress,  505* 
Strutt.    Becquerel  Rays  and  Proper- 
ties of  Radium,  510^ 
Sturgis.     Appreciation  of  Sculpture, 

514* 

Taggart.     The  Little  Gray  House, 

537* 
Talbot.       Samuel     Chapman     Arm- 
strong, 524* 
Tarl^ell.     History   of  the    Standard 

Oil  Company,  507* 
Thackeray.    Letters  to  an  American 

Family,  528' 
Thomas.    Our  Mountain  Garden,  514' 
Thurston.    The  Masquerader,  532' 
Thwaitcs.     Brief  History  of  Rocky 

Mountain  Exploration,  S22"-23* 
Tinsley.    Practical  and  Artistic  Bas- 
ketry, 513* 
Tom  son.    Jean  Francois  Millet,  527* 
Torrcy.    Nature's  Invitation,  5 iff 
Townley.     My  Chinese  Note  Book, 

521* 

Tozier.    Among  English  Inns,  520* 
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The  Mother  of  Pauline, 

Qiaucer,  525* 
.     Story  of  my  Struggles, 

!.    Music,  and  other  Poems, 


By  the  Fireside,  505* 
The  Wood-carver  of  *Lym- 
f 
on.      Working     with     tlie 

509" 
Pictures,  515* 

ner.     The  Symphony  since 

/en,  51s' 

v..  Parody  Anthology,  519" 

avy.    How  to  do  Beadwork, 


Sif 


How     to     Make     Pottery, 


White,  S.  E:     Blazed  Trail  Stories 
and  Stories  of  Wild  Life,  533* 

The  Mountains,  5  iff 

Whitney.    Biddy's  Episodes,  533* 
Wiggin  &  others.    The  Affair  at  the 

Inn,  S33* 
Wilcox.    The  American  City,  507*-8' 
Wiley  &  Edick.    Lodrix,  533* 
Williston.    Japanese  Fairy  Tales  Re- 
told, 534* 
Wilson.     Pedagogues   and    Parents, 

S09* 
Wimbush   &    Carey.     The    Channel 

Islands,  523' 
Woman  Errant,  533* 
Wright.    The  Test,  533* 

Young.    Henderson,  533* 
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6.13(85  OuijE  lor  Boya  and  Worfcina  Gtrif.     J.  1 
6,33633  Singk-Tftx.     KiIk-I  Gar.'in,  'gS 
'ft-339  Tramps  and  Vagranta,    L.  D.  ^^''alenmtfl,  'qj 
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16.57S13  Iniiex  lo  Unh".  Extcn.  Periodicals.     M  . . 
i6.,ltiSj  EnRlJEli  Works  oti  King  Artliur  an^  the    i(i...ni  uw 

V.  R.  Curli-s,  *i)6 
ifi.6i3  HoaschoM  E(.-oDotnics.     S.  W.  VouRht,  '01  1 

16.7  Art  of  the  fjlb  Cent«r>-:  nuuluiB  lirt.     N..  M.  IVtnd.  "jd  J 
16.73^  Some  PdiniMts   CathcdrAb;    readiog    lUt.      Mn  LI 

(SutermeLitor)  Delnp,  '90  1 

ifi.75  Tc-ti  Popular  Paintings:  p;ailtng  li^t,     Ada  Blsnriftil,  W 

1677  Photograpliy,  1880-08-     !"    ■*    "■■ '      ■■' 

6,7833  WurksiD  EiiKlbhRdiiii  , 

intl.  trans,  an'f  mugs: 
6.7(H  Greek  iind  Latin  Playt  1': 

Univtn-iticft  in  ihn  Unit^-il  r^t^itc';    r.  (vti-iiri  iihi     li:( 

Champlia.  '95  11 

ifi^ijA  CydioR.     Mrs  I^uise  (LanKwfirtiiy)  Gngc,  'i)j  jf 

i6.7<}9  AnKlmi!,  t-^Sj-^j.     Henrietta.  Churdi.  '93  J 
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State  Library  Albany,  Mar,  2,  iQOj 

I.  A.  S.  Draper 

Commissioner  of  Education 

)ear  sir:  The  annual  Review  of  Legislation,  the  4th  of  its 
es,  is  transmitted  herewith  and  recommended  for  publication. 
ls  a  contribution  to  better  organization  of  material  for  com- 
ative  study  of  state  government  and  laws,  the  State  Library 
es  three  annual  bulletins:  Digest  of  Governors  Messages, 
unary  and  Index  of  Legislation,  and  Review  of  Legislation. 
he  Digest  of  Governors  Messages  is  a  topical  digest  covering 
'he  states  and  including  related  topics  in  the  president's  mes- 
'.  The  Summary  and  Index  of  Legislation  is  a  minutely 
sified  summary  or  index  of  new  laws  passed  by  all  thi,  states, 
ading  votes  on  constitutional  amendments  and  decisions  de- 
ng  statutes  unconstitutional.  The  accompanying  Review 
legislation  contains  contributions  from  specialists  in  all  parts 
he  country  reviewing  governors'  recommendations  and  laws 
^ted  on  each  important  subject. 

hese  three  closely  related  annuals  are  bound  together  to  form 
Yearbook  of  Legislation. 

Very  truly 

Melvil  Dkwky 

Director  of    libraries 
State  of  New  York 
Education  Department 
commissioner's  room 
Proved  for  publication  Mar  j,  1905 
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Coynmissioner  of  Education 
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NOTES 

PROPOSED  WORK  IN  COMPARATIVE   LEGISLATION 

The  following  is  a  report  made  by  Robert  H.  Whitten,  chairman 
of  the  committee  on  comparative  legislation  of  the  American 
Political  Science  Association  at  its  Chicago  meeting  in  December 

1904: 

It  is  important  at  the  start  to  delimit  as  clearly  as  possible  the 
scope  of  the  work  of  the  committee  on  comparative  legislation. 
This  committee  it  is  expected  will  become  a  permanent  section  of 
the  American  Political  Science  Association.  Its  scope  must  there- 
fore be  clearly  defined  in  relation  to  other  committees  or  sections- 
administration,  jurisprudence,  politics  etc. 

In  the  first  place  it  seems  clear  that  we  should  promote  the  com- 
prehensive organization  of  the  material  of  comparative  legislation 
by  means  of  compilations,  digests,  indexes  and  comparative  studies 
of  every  kind.  This  is  a  broad  and*  most  important  field  of  useful- 
ness and  its  cultivation  is  doubtless  our  nearest  duty. 

Shall  we  in  addition  attempt  to  discuss  and  study  specific  prob- 
lems in  legislation — ballot  laws,  factory  regulation,  municipal 
government,  property  and  contract  rights  etc.  ?  I  think  it  is  at  once 
apparent  that  to  do  this  is  impractical — the  field  is  too  broad  and 
we  would  be  but  duplicating  work  of  other  committees  of  this 
association,  of  the  Economic  Association  and  other  organizations. 
What  we  can  do  however  is  to  discuss  and  promote  the  study  of 
principles  and  methods  of  legislation.     Legislation  can  be  profitably 
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studied  in  the  same  way  that  administration  has  been.  There 
are  principles  and  methods  that  are  universally  applicable  to 
problems  of  legislation. 

Specially  is  there  need  for  the  scientific  study  of  methods  of 
accomplishing  the  legislative  purpose.  Direct  commands  and  pro- 
hibitions even  though  accompanied  by  the  most  drastic  penalties 
are  for  most  purposes  inadequate.  Many  devices  and  expedi- 
ents have  been  evolved  by  which  the  legislative  intent  can  be  more 
easily  and  effectively  carried  out.  It  is  for  example  not  sufficient 
in  order  to  prevent  bribery  in  elections,  to  make  it  a  crime  punishable 
by  fine  and  imprisonment.  If  prevented  at  all  it  must  be  by  some 
indirect  method,  such  as  an  absolutely  secret  ballot,  disfranchise- 
ment of  stay  at  homes  or  audit  and  publicity  of  campaign  funds. 
The  lawmaker  should  have  at  his  command  all  the  expedients  which 
the  experience  of  states  and  nations  have  shown  to  be  useful  and 
select  the  one  that  is  best  suited  to  the  purpose  at  hand.  He  may 
find  a  device  in  liquor  legislation  that  can  be  adapted  to  his  pur- 
poses in  tenement  house  regulation,  or  in  banking  legislation  that 
may  be  used  to  correct  some  monopoly  evil. 

Much  as  men,  engaged  in  perfecting  legislation  on  a  particular 
subject,  can  gain  from  personal  contact  and  discussion  with  men 
of  other  states  engaged  in  the  same  problems,  I  think  that  they  can 
in  many  cases  gain  as  much  or  more  from  similar  contact  with  the 
men  engaged  in  solving  other  problems  of  legislation.  This  I  take 
it  should  be  one  of  the  main  purposes  of  our  comparative  legislation 
conferences — the  bringing  together  of  the  men  most  intimately 
connected  with  the  perfecting  of  legislation  in  different  lines 
and  the  discussion  of  principles  of  lawmaking.  We  should  for 
example  discuss  at  these  conferences  publicity  as  a  means  of  legis- 
lative regulation,  its  varied  forms,  its  advantages  and  limitations, 
and  in  like  manner  uniformity,  registration,  examination,  licensing, 
inspection,  education  and  many  like  devices  for  accomplishing 
the  legislative  intent.  This  is  a  fertile  and  as  yet  practically  un- 
explored field. 

Again  it  will  be  our  function  to  study  and  discuss  the  effect  of 
precedent,  imitation,  invention  and  environment,  on  the  enactment 
of  statutes.  Though  till  we  have  much  more  minute  and  thorough 
comparative  and  historical  studies  little  can  be  accomplished  in 
this  direction,  its  development  is  of  the  greatest  importance. 

The  great  interest  in  and  demand  for  more  uniform  legislation 
in  almost  all  subjects  of  administrative  and  private  law  makes 
desirable  the  careful  consideration  of  the  general  principles  involved. 
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Our  conferences  should  afford  an  opportunity  for  the  discussion 
of  the  advantages  and  limitations  of  uniformity,  the  kind  of  legis- 
lation in  which  it  is  highly  desirable  and  the  kinds  in  which  it  is 
undesirable  or  impracticable. 

In  legislative  organization,  methods  and  procedure,  we  clearly 
have  a  profitable  field  for  discussion  and  study.  Questions  of 
representation,  sessions,  committees,  bill  drafting,  expert  assistance 
and  special  legislation  afford  interesting  subjects  for  research  and 
conference. 

Legislation  as  a  subject  for  comparative  and  methodical  study 
is  a  most  promising  field  and  one  that  ought  to  appeal  strongly 
to  Americans.  With  52  legislatures,  state,  territorial  and  national 
in  the  United  States  we  find  the  opportunity  and  need  for  just  this 
work.  A  fuller  knowledge  of  comparative  conditions,  of  methods 
of  law  evasion,  of  methods  of  effectively  accomplishing  the  legisla- 
tive intent,  and  of  improved  methods  of  legislative  procedure,  is 
bound  to  have  far-reaching  results. 

Turning  again  to  the  organization  of  the  material  of  comparative 
legislation,  what  should  be  our  program?  We  should  outline  the 
necessary  work  of  indexing,  digesting  and  compiling,  and  actively 
promote  its  undertaking  by  government  departments,  institutions 
or  individuals.  Several  departments  of  the  national  government 
are  already  doing  extensive  work  in  the  legislation  in  their  particu- 
lar fields.  This  is  notably  true  of  the  Department  of  Agriculture, 
the  Bureau  of  Education,  the  Bureau  of  Labor  and  the  Bureau  of 
Corporations. 

1  Cooperation  of  government  departments.  For  each  important 
subject  of  legislation,  as  labor,  charities  and  corrections,  education, 
taxation,  transportation  etc.  there  should  be  some  institution  or 
government  department  that  would  undertake  to  act  as  a  center 
for  comparative  and  historical  investigation  within  the  field,  and 
would  prepare  and  keep  up  to  date,  a  compilation  or  digest  of  the 
laws  of  the  subject.  In  this  way  almost  the  entire  field  of  compara- 
tive state  legislation  might  be  covered. 

2  Annual  or  biennial  reviews  of  the  legislation  of  each  state.  A 
bulletin  should  be  issued  soon  after  the  close  of  each  session  in  each 
state  giving  a  critical  review  of  enactments  and  also  of  important 
bills  that  fail  to  become  laws,  showing  the  reasons  for  acts,  the  evils 
proposed  to  be  cured  thereby  and  tlie  various  interests  urging  and 
opposing  them.  These  bulletins  will  give  to  students  the  informa- 
tion necessary  to  an  understanding  of  the  real  meaning  of  acts  and 
will  be  specially  helpful  to  contributors  to  the  annual  Review  of 
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Legislation  published  by  the  N.  Y.  State  Library,  rendering  possible 
a  much  more  complete  and  scientific  comparative  review  than  is  at 
present  practicable. 

3  Advance  sheets  of  session  laws.  With  increasing  interest  in 
comparative  state  legislation,  the  existing  delay  in  publishing 
session  laws  becomes  more  and  more  troublesomie.  People  in  all 
parts  of  the  country  are  interested  in  securing  promptly  copies  of 
important  laws  passed  by  the  various  Legislatures.  In  Connecticut, 
New  York  and  Pennsylvania,  each  act  is  printed  in  separate  form 
as  soon  as  signed  and  many  European  states  follow  this  plan.  The 
Pennsylvania  act  ['ox  ch.289]  provides  that  the  secretary  of  state 
shall  have  each  act  printed  within  10  days  of  its  approval  by  the 
governor.  A  movement  to  secure  advance  publication  by  all  the 
states  has  received  approval  of  the  National  Association  of  State 
Librarians  and  of  the  conference  of  Commissioners  for  Promoting 
Uniform  Legislation.  We  should  I  think  give  this  movement  our 
hearty  support. 

4  Compilation  and  digest  of  state  Constitutions.  Much  as  the 
organic  laws  must  be  consulted,  there  is  at  present  no  up  to  date 
compilation  or  digest  of  the  various  state  Constitutions.  Since 
1890  nine  new  Constitutions  and  252  amendments  to  existing  Con- 
stitutions have  been  adopted.  The  need  for  a  reliable  compilation 
and  digest  is  therefore  very  great.  Possibly  one  of  the  national 
departments  could  be  induced  to  supply  this  want. 

5  Bibliography  of  legislation.  Such  a  bibliography  should  include 
selected  annotated  lists  of  the  most  important  material  on  each 
subject  of  legislation.  The  list  for  each  subject  shotild  include 
references  to  existing  comparative  studies,  to  the  best  description  of 
conditions  in  each  state,  to  the  best  printed  bibliographies  of  the 
subject  and  to  a  few  of  the  best  theoretical  and  general  treatises. 
The  preparation  of  such  lists  must  almost  necessarily  be  a  coopera- 
tive undertaking  and  it  is  believed  that  this  committee  could  most 
successfully  organize  the  work. 

6  Index  of  state  legislation  1776-date.  A  complete  index  of  state 
and  territorial  legislation  is  an  almost  indispensable  aid  to  research 
in  American  economic,  political,  social  or  legal  history.  Thorough 
work  in  any  of  these  lines  at  present  requires  an  examination  of  all 
the  statutes  of  all  the  states.  Take,  for  example,  the  historical 
investigation  of  the  questions  of  election.  To  trace  the  develop- 
ment of  laws  relating  to  suffrage,  nominations,  corrupt  practices, 
ballots,  secrecy  etc.,  requires  a  detailed  examination  of  the  statutes 
of  each  state.     With  a  comprehensive  index  giving  exact  references 
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chronologic  order  to  all  laws  and  amendments  in  each  state  on 
.ese  subjects,  the  work  of  the  investigator  would  be  decreased 
imensely.  In  fact  there  is  scarcely  a  subject  in  American  politi- 
1,  economic,  social  or  legal  history  that  does  not  involve  an  exami- 
ition  of  state  statutes.  Nothing  wotild  do  more  to  promote  his- 
rical  research  in  all  branches  of  social  science  than  the  proposed 
dex. 

In  compiling  this  index  opportunity  would  be  afforded  also  for  a 
.reful  statistical  study  of  the  increase  in  the  voltune  and  number 

statutes  enacted;  of  local  and  private  acts,  their  ntunber  and 
laracter;  of  the  effect  on  the  volume  of  legislation  of  restricting 
le  duration  and  niunber  of  legislative  sessions  and  of  prohibiting 
»ecial  legislation. 

The  student  of  comparative  legislation  would  find  in  such  an 
dex  an  excellent  means  of  studying  the  influence  of  precedent, 
litation,  invention  and  environment  on  the  enactment  of  statutes. 
;udies  that  shoiy  merely  a  cross-section  of  existing  law  in  the  vari- 
is  states  are  of  course  not  nearly  so  valuable  a  contribution  to 
>inparative  legislation  as  those  presenting  the  solid  section — his- 
•rical  and  comparative. 

This  project  is  one  involving  great  labor  and  expense  but  it  is 
so  one  of  such  great  and  ftindamental  importance  that  its  under- 
.king  can  be  quite  confidently  predicted. 

7  Index  of  foreign  legislation.  The  librarian  of  Congress  has 
eluded  in  recent  estimates  a  recommendation  for  an  appropriation 
>  carry  on  this  work  at  the  National  Library.  Such  an  index  will 
)en  for  comparative  study  a  great  and  to  American  students 
most  unexplored  field.  At  present  it  is  almost  impossible  to  make 
this  cotmtry  a  comparative  study  of  the  laws  of  foreign  cotmtries. 
^e  shotild  support  most  heartily  this  project  for  an  index  of  foreign 
gislation. 
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BIBLIOGRAPHrC  NOTES  ON  SESSION  LAWS,  REVISIONS, 
AND  CONSTITUTIONAL  CONVENTION  PUBLICATIONS 

Oct.  I,  1903  to  Dec.  31,  1904 

T.  L.  COLE,  STATUTE  LAW  BOOK   (X).  WASHINGTON  D.C. 

Session  laws 

Sessions  were  held  during  the  period  covered  (i  year  and  3 
months)  beginning  in  the  months  stated  (all  in  1904  except  as 
stated),  and  printed  in  the  nvimber  of  volumes  stated,  in  the  t^ble 
following: 


STATES 
AND   TERRITORIES 


REGULAR 
ANNUAL 


June 


January 


Georgia 

Hawaii 

Iowa 

Kentucky 

Louisiana 

Maryland 

Massachusetts 

Mississippi 

Montana 

New  Jersey 

I  January 

New  York I  January 

Ohio I   

Oregon 

Porto  Rico '  January 

Rhode  Island I  January 

South  Carolina |  January 

Vermont 

Virginia |   

West  Virginia i    


REGULAR 
BIENNIAL 


January 
January 
May 
January 

January 


January 


EXTRA 

OR 
SPECIAL 


19  States, 


8 


April 
Dec.  1903 


Dec.  1903 
Oct.  1903  a\ 
April 


Dec.  1903 

May 

November 


October         

January        i go 2-46 

,  July 


10 


NO.  OP 
VOLUMES 


a  This  session  is  also  issued  as  a  separate  pamphlet. 

h  The  volume  1002-4  includes  the  extra  session  of  July  1902  which  was  also 
included  amon^  tnose  of  1902-3,  in  Review  of  Legislation  1903,  p.ai. 
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Revisions^  compilations  etc. 

Arkansas.     Digest  of  Statutes  (to  1903  inclusive)  by  William  P. 

Kirby.     1904.     iv.     Official 
Colorado.     Supplement  to  Mills  Annotated  Statutes  1891  to  1903 

inclusive.     Rev.  v.3.     Ed.  2.     1904.     iv.     Unofficial 
Florida.     Revised  Statutes   (to  1903  inclusive)  by  C.  F.  Akers. 

IV.     Unofficial 
Hawaii.     Revised  Laws   (to   1904  inclusive),     iv.     Official 
Louisiana.     Revised  Laws  (ed.  2  to  1902  inclusive)  by  Solomon 

Wolfl.     IV.     Unofficial 
Maine.     Revised   Statutes  (5th  revision)  passed  Sep.  i,  1903  and 

taking  effect  Jan.  i,  1904.     1904.     iv.     Official 
Maryland.     Public  General  Laws  (to  1904  incltisive);   codified  by 

J:  P.  Poe.     1904.     2v.     Authorized 
New  York.     Unofficial : 

Supplement  to  Gumming  &  Gilbert's  General  Laws  and  other 
General  Statutes  (1902-4  inclusive),     v.  4. 

Code  of  Civil  Procedure;    23  chapters  and  amendments,  1904 

Code  of  Civil  Procedure  by  A.  J.  Parker  jr.     Ed.  4.     1904 

Code  of  Civil  Procedure,  Criminal  Procedure,  Penal  Code  and 
Acts  relating  to  Practice  and  General  Laws;  amendments  of 
1904;   Mayer's  plan;   by  A.  J.  Danaher.     1904 

Code  of  Civil  Procedure  by  J.  C.  Thompson.     Ed.  29.     1904 

Code  of  Civil  Procedure  of  the  State,  as  amended  to  the  close  of 
the  legislative  session  of  1904  by  G.  Chase.     1904 

Code  of  Criminal  Procedure  of  the  State.     Rev.  ed.  23.     1904 

Code  of  Criminal  Procedure  of  the  State  bv  Lewis  R.  Parker. 
1904 

Code  of  Criminal  Procedure  and  Penal  Code  of  the  State  by  J.  T. 
Cook.     1904 

Penal  Code  and  Code  of  Criminal  Procedure  by  C.  D.  Rust. 
Ed.   18.     1904 

Penal  Code.     Rev.  ed.  23.     1904 

Penal  Code  of  State  by  Lewis  R.  Parker.     1904 
Tennessee.     Supplement  to  Shannon's  Code   (to   1903  inclusive), 

IV.     Unofficial 
Virginia.     Code,    as    amended     to    adjournment   of   the   General 

Assembly,  1904;   ed.  by  J:  G.  Pollard.     1904.     2V.     Authorized 


COLB      LAWS   AND   CONVENTION    PUBLICATIONS  aj 

Constitutioiial  conventions 

No  constitutional  conventions  have  been  held  dtiring  the  period 
covered — Oct.  i,  1903  to  Dec.  31,  1904. 

The  question  of  holding  a  constitutional  convention  was  rejected' 
by  the  people  of  Michigan  and  of  Nebraska  in  November  1904, 
and  was  not  submitted  to  the  people  of  Idaho  because  not  properly 
adopted  by  the  Legislature. 

In  Connecticut,  an  amendment,  which  is  substantially  a  revision 
of  the  present  Constitution,  is  to  be  considered  by  the  Legislature 
of  1905. 

^Incorrectly  listed  in  Index  of  Legislation,  32c,  3 ad,  as  having  been  adopted. 

Editor 
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B.  MERRIAM  PH.D.  DEPARTBIENT  OF  POLITICAL  SCIENCE,  UNI- 
VERSITY   OF    CHICAGO 

State  government 

7emor.  During  the  year  1904  only  a  few  changes  were  made 
e  constitution  of  the  office  of  governor.  In  Kansas  ['03 
5]  a  constitutional  amendment  was  adopted  extending  the 
of  the  executive  to  items  of  appropriation  bills — a  power 
1  is  now  granted  in  28  states.  Governor  Garvin  strongly 
imended  the  granting  of  the  veto  power  in  Rhode  Island, 
f  the  two  states  in  which  this  power  is  still  withheld,  but  no 
te  action  was  taken.  The  general  tendency  to  increase  the 
r  was  further  exemplified  in  two  states,  Alabama  ['03,  p. 3 2] 
Jeorgia  ['04  p. 71],  where  an  advance  was  made  from  $3000 
Doo  in  each  case.  The  new  administrative  officers  and  boards 
id  were  generally  added  to  the  list  of  the  governor's  appoin- 
and  contributed  to  the  development  of  his  authority.  In  a 
>oints,  however,  there  was  a  loss  of  prestige.  In  Louisiana 
h.137]  the  governor  lost  the  right  of  appointing  the  judges 
3  Supreme  Court  and  the  power  was  transferred  to  the  peo- 
In  Tennessee  the  attempt  to  increase  the  term  of  the  gov- 
from  two  to  four  years  was  defeated  ['03  ch.532].  It  is  inter- 
;  to  observe  that  Governors  Blanchard  of  Louisiana  and 
iman  of  Mississippi  imite  in  the  recommendation  that  the 
nting  power  of  the  executive  should  be  reduced  in  favor  of 
ar  election,  while  Governor  Garvin  of  Rhode  Island  urges 
crease  in   the  appointing  power. 

lor  offices.  Among  the  minor  state  officers  the  principal 
e  noted  is  the  general  tendency  to  increase  salaries  and  to 
o  the  clerical  force  of  the  various  departments.  In  Oregon 
;  provided  that  the  state  printer  should  henceforth  be  chosen 
e  state  Legislature  in  place  of  the  former  system  of  popular 
^11  [*o3  pi68].  In  Tennessee,  on  the  other  hand,  the  propo- 
to  transfer  the  choice  of  secretary  of  state,   treasurer  and 

also  Governors  Messages  and  Index  of  Legislation,  25. 
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required  ['04  ch.9].  A  Louisiana  law  ['04  ch.9]  provides  that  the 
governor  may  suspend  any  officer  in  charge  of  public  funds  if,  on 
being  found  in  arrears  and  demand  for  settlement  being  made, 
he  does  not  settle  within  10  days.  Another  change  of  note  is  the 
Iowa  requirement  that  all  state  boards  and  officials  shall  tun  over 
to  the  state  treasurer  every  month  all  fees  received  by  them  ['04 
ch.7].  • 

Centralization.  The  tendency  toward  centralization  of  state 
administration  was  evidenced  during  1904  in  the  states  of  Louis- 
iana and  New  York  particularly.  In  Louisiana  there  was  created 
a  board  of  charities  and  corrections  for  the  purpose  of  supervising 
state,  parish  and  mimicipal  institutions  of  a  **  charitable,  eleemosy- 
nary,  correctional  or  reformatory  character."  It  is  expressly 
stated,  however,  that  the  duties  of  this  board  are  to  be  "strictly 
visitorial,  without  administrative  or  executive  powers."  In  New 
York  a  very  notable  step  was  taken  in  the  consolidation  of  the 
Department  of  Public  Instruction  and  the  University  of  the  State 
of  New  York.  The  office  of  state  commissioner  of  education  was 
created  to  take  the  place  of  the  former  offices  of  superintendent 
of  public  instruction  and  secretary  of  the  University  and  the  duties 
and  powers  of  the  two  departments  combined.  This  is  the  climax 
in  the  series  of  centralizing  measures  which  have  attracted  the 
attention  of  students  of  administration  to  the  development  in 
New  York  State. 

The  growth  of  administrative  agencies  for  various  purposes  goes 
rapidly  on,  with  no  adequate  development  of  civil  service  or  of 
administrative  centralization.  Civil  service  would  tend  to  curb 
the  power  of  the  party  organization  on  its  most  dangerous  side, 
and  a  system  of  centralization  would  make  possible  party  respon- 
sibility; but  neither  of  these  movements  is  keeping  pace  with  the 
development  of  the  various  branches  of  state  government  from 
year  to  year.  In  this  respect,  the  state  governments  present  a 
striking  contrast  to  the  federal  government  and  to  our  city  govern- 
ments, where  centralization  of  responsibility  and  the  reform  of 
the  civil  service  are  making  rapid  progress.' 

Lawmaking 

Constitutional  amendments.  During  the  year  1904  no  consti- 
tutional conventions  were  held.  In  Michigan  and  Nebraska 
propositions  for  conventions  were  submitted  to  the  people  and 

*See  Governors'  Messages,  46b. 
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kjected.'    In    Connecticut  a  revision  of    the    Constitution    was 
by  the  Legislature  and  referred  to  the  Legislature  of  1905. 
A  great  number  of  changes  were  attempted  or  effected  by  means 
special    amendments.     In   all    no  less  than    73  amendments 
voted  on,  and  of  these  42  were  adopted  and  31  rejected.*     In 
of  the  states  the  number  of  propositions  submitted  was  very 
e,  as  in  Louisiana  where  there  were   15  different  questions 
the  people,  in  Florida  8.  in  Tennessee  7  and  in  California  6. 
X'iirenty-four  amendments  were  passed  by  Legislatures  and  referred 
to  the  next  session.     There  were  also  seven  amendments  passed 
l>y  Legislatures  and  are  now  awaiting  the  verdict  of  the  electorate. 
Of  the  amendments  adopted,  the  majority  were  concerned  with 
the  subjects  of  taxation  and  finance,  the  judiciary  and  the  Legis- 
lature.    Some  17  of  the  amendments  centered  arotmd  questions 
of  taxation  and  finance;    6  affected  the  election  of  judges  or  the 
jurisdiction  and  procedure  of  the  courts;    5  touched  the  organiza- 
tion of  the  legislative  body  or  the  mode  and  limits  of  its  activity. 
Legislature.     The  size  of  the  state  Legislature  was  affected  by 
action  in  several  cases.     In  Iowa  ['04  p.  208]  the  limit  of  House 
membership  was  increased  from  100  to  108,  and  in  Georgia  ['04 
p.48]  the  limit  was  raised  from  175  to  183.     Rhode  Island  referred 
to  the  Legislature  of  1905  an  amendment  increasing  the  number 
of  representatives  from  72  to   100.     The  same  amendment  pro- 
vides for  the  division  of  towns  and  cities  into  representative  dis- 
tricts, and  increases  the  maximum  number  of  representatives  per- 
mitted any  city  or  town  from  one  sixth  to  one  fourth  of  the  total 
number  ['04  ch.13]. 

Reapportionment  acts  were  passed  in  Indiana,  Iowa  and  Georgia. 
The  Indiana  law  ['03  ch.  206]  was,  however,  declared  tmconstitu- 
tional  in  the  case  of  Brooks  v.  State  [70  N.  E.  980]  because  of  the 
gross  inequality  in  the  population  of  the  various  districts.  The 
court  declared  that  *'an  apportionment  which  gives,  or  is  intended 
to  give,  to  one  political  party  or  another,  a  decided  and  unfair 
advantage  in  the  election  of  members  of  the  General  Assembly, 
where  such  disparity  can  be  avoided,  must  for  that  reason  be 
condemned." 

The  salary  of  members  of  the  Legislature  in  Ohio  ['04  p. 3 16] 
was  raised  from  $600  to  $1 200.  So  low  are  the  salaries  of  legislators 
that  this  advance  places  Ohio  third  in  rank,  only  New  York  and 

*  Though  the  votes  for  a  convention  greatly  exceeded  those  against,  they 
failed  to  receive  a  majority  of  all  the  votes  cast  at  the  election  as  required 
by  the  constitutions  of  these  states. 

'Three  other  amendments  were  defeated  by  failure  to  secure  repassage  by 
the  Legislature  in  states  where  this  is  a  necessary  step  in  the  process  of  con- 
stitutional amendment. 
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Pennsylvania  with  $1500  salaries  exceeding  this  compensa&A. 
Several  acts  were  passed  providing  for  increased  clerical  serrice 
for  committees.     Alabama  regulated   in   some  detail  the  choict, 
compensation  and  tenure  of  legislative  employees  ['03  p.27]. 

Another  matter  of  importance  in  regard  to  the  legislative  bodj 
was  the  elimination  of  the  tmfortunate  requirement  in  Michigan 
that  bills  must  be  introduced  within  the  first  50  days  of  the  session 
['03  p.427].  South  Carolina  voted  in  November  1904  in  favor  of  an 
amendment  providing  for  biennial  legislative  sessions  ['04  ch.4831. 
The  action  of  the  people  is  not  final  however  as  the  Constitution 
provides  that  amendments  voted  by  the  people  are  not  effective 
till  they  have  been  ratified  by  act  of  the  Legislature.  If  this  should 
be  done  the  ntunber  of  states  holding  regular  annual  sessions 
would  then  be  reduced  to  five.  This  would  be  in  line  with  the 
general  tendency  which  has  gone  so  far  in  Alabama  as  to  provide 
for  a  quadrennial  session. 

Special  legislation.  The  most  important  feature  of  special  legis- 
lation during  1904  was  the  adoption  of  the  Illinois  constitutional 
amendment,  authorising  the  Legislature  to  pass  special  laws  for 
the  government  of  the  city  of  Chicago — ^a  practice  forbidden  by 
the  Constitution  of  1870.  It  is  provided,  however,  that  all  such 
special  laws  passed  must  be  submitted  to  a  referendum  of  the 
Chicago  electorate  for  adoption  or  rejection.  This  is  an  interest- 
ing case  of  special  legislation  by  means  of  constitutional  amend- 
ment, qualified  by  the  local  referendum.  In  Florida  and  Tennessee 
amendments  authorizing  certain  forms  of  special  and  local  laws  were 
submitted  to  the  people  and  rejected.  A  South  Carolina  amend- 
ment of  a  similar  character  was  adopted  by  the  people  subject  to 
ratification  by  the  Legislature  of  1905  ['04  ch.348].  Reference  to 
the  evils  of  special  legislation  was  made  by  Governors  Bates  of 
Massachusetts  and  Odell  of  New  York,  but  no  action  was  taken  in 
those  states.  Governor  Nash  of  Ohio  called  attention  to  the  fact 
that  several  classes  of  Ohio  laws  were  still  existing  under  the  old 
and  tmconstitutional  scheme  of  classification  and  recommended 
their  modification  to  suit  the  decision  of  the  court. 

Direct  legislation.  Direct  legislation  received  a  setback  in  two 
states  during  the  last  year.  The  Massachusetts  amendment  pro- 
viding for  the  initiation  of  constitutional  amendments  on  the 
petition  of  50,000  voters  together  with  15  senators  and  the  majority 
of  the  representatives  failed  to  repass  the  Legislature  after  its 
victory  in  1903  ['03  p.  583].  Missouri  also  defeated  an  amendment 
which  provided  for  a  referendum  on  state  laws  on  petition  of  10%  of 
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the  voters  in  each  congressional  district,  and  for  the  initiative  on 
petition  of  15%  of  the  voters  of  the  state  and  20%  of  the  voters  of 
each  congressional  district  ['03  p.  280]. 

Elections 

Suffrage.  Practically  no  change  was  made  in  the  qualifications 
for  suffrage.  Governor  Garvin  of  Rhode  Island  strongly  recom- 
mended that  the  property  qualification  for  the  election  of  city 
councils  should  be  abandoned  and  pointed  out  the  fact  that  tmder 
the  present  system  three  fifths  of  the  ordinary  electorate  is  disfran- 
chised. Governor  Bates  of  Massachusetts  recommended  the  exten- 
sion of  the  suffrage  to  women.  In  Oregon  a  measure  providing  for 
woman  suffrage  passed  the  Legislature  and  now  goes  to  the  peo- 
ple for  final  decision  ['03  p. 3  7]. 

Time  of  elections.  The  generally  prevalent  system  of  biennial 
elections  was  adopted  during  the  last  year  by  Iowa  ['04  p. 207]. 
In  Ohio  a  constitutional  amendment  providing  for  the  biennial 
election  of  state  and  coimty  officers  in  even  years  and  the  elec- 
tion of  all  others  in  edd  years  is  to  be  voted  on  by  the  people  ['04 
p. 640].  Another  amendment  provides  for  the  change  of  the  elec- 
tion of  judges  and  other  officers  from  the  spring  to  the  fall  ['04 
P-  37]-  I^  New  York  it  has  been  provided  that  the  date  of  the 
elections  in  villages  having  a  population  of  less  than  3000  may 
be  changed  to  any  Tuesday  in  Jime  by  special  vote  of  the  village 
['04  ch.231]. 

Registration  and  election  machinery.  In  Kentucky  the  regis- 
tration law  was  extended  to  cities  of  the  fifth  and  sixth  classes 
['04  ch.6].  In  Louisiana  provision  was  made  for  a  permanent 
registration  of  voters,  to  be  supplemented  before  each  general 
election  ['04  ch.118].  The  election  machinery  of  Virginia  was 
modified  by  the  transfer  of  the  appointment  of  the  coimty  elec- 
toral boards  from  the  General  Assembly  to  the  Coimty  or  Corpora- 
tion Court  ['03  ch.346  (ex.  sess.)].  In  Alabama  there  has  been 
provided  an  electoral  board  of  three  for  each  county,  to  be  ap- 
pointed by  the  governor,  the  state  auditor  and  the  commissioner 
of  agriculture  and  industries  ['03  p. 438].  This  board  is  to  go  from 
precinct  to  precinct  and  effect  a  complete  registration  of  the  voters. 
In  New  York  an  important  change  was  made  by  authorizing,  in 
cities  of  250,000,  the  removal  of  election  officers  on  the  request  of 
the  party  official  by  whom  they  are  appointed.  This  is  a  protec- 
tion against  cases  where  there  is  a  change  of  politics  on  the  part 
of  the  election  officials,  but  at  the  same  time  places  all  judges  at 
the  mercy  of  the  particular  faction  in  power  ['04  ch.70]. 
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Parties.    The  matter  of  party  nominations  was  the  subject  ol 
important  legislation  during   1904.     Several  states  passed  not^^^  r: 
worthy  primary  laws  and  two  of  these  were  sweeping  direct  imt 
nation  measures. 

The  Alabama  law  ['03  p. 3 56]  made  provision  for  a  primary  sys* 
tem  that  is  typical  of  the  Southern  States.     The  law  is  optknd 
with  the  parties;  the  qualifications  for  participation  in  the  prinarf 
are  fixed  by  the  state  central  committee ;   the  expense  of  the  ele^ 
tion  is  a  private  and  not  a  public  charge.     Nominations  are  to  be 
made  by  direct  vote  and  there  is  no  provision  at  all  for  the  used 
the  delegate  system.     Ohio  also  passed  a  law  of  a  somewhat  flexible  |<jr 
character  ['04  p. 439].     Adoption  of  the.  provisions  of  the  act  s 
made  optional  with  the  parties,  and  the  party  committee  "shal 
prescribe  the  qualifications  not  inconsistent  with  the  provisiDM 
of  this  chapter,  of  persons  to  vote  at  such  election." 

The  Mississippi  direct  primary  law  of  1902,  the  first  state-^ 
primary  law  to  be  adopted  in  the  United   States,  was  slightly 
amended  ['04  ch.  129].     It  was  provided  that  where  a  candidate  has 
no  opposition  in  the  primary,  he  shall  be  declared  the  nomiaee  ior 
that  office.     Furthermore,  the  complicated  scheme  for  nominating 
candidates  by  the  indirect  electoral  method,  in  the  absence  of  a 
majority  nomination,  was  eliminated. 

The  most  important  primary  legislation  of  the  year,  however,  was 
in    the   states    of  Oregon    [Initiative    petition    of   Feb.    5.   1904] 
and    Wisconsin   ['03   ch.451],   where  direct   nomination   plans  of 
an  advanced  type  were  adopted.     The  first  Oregon  law  of    1901 
had  been  declared  unconstitutional,  and  this  second  measure  was 
introduced  by  the  initiative  and  passed  tmder  the  referendum. 
The  Wisconsin  law  was  the  result  of  a  long  drawn  out  struggle  carried 
on  by  the  opponents  of  the  convention  system.     Both  systems  are 
mandatory  in  character.     Both  laws  provide  for  the  direct  nomina- 
tion of  practically  all  but  local  officers.     Oregon  excepts  mimicipal 
elections  in  towns    and  cities  of  less  than   2000,   and   Wisconsin 
excludes  town,  village  and  school  district  elections,  the  judiciary 
(except  police   justices  and  justices  of  the  peace)   and  the  state 
superintendent  of  public  instruction.     Both  provide  for  a  direct 
vote  on  the  nomination  of  candidates  for  the  United  States  Senate. 
Both  provide  for  placing  names  on  the  official  ballot  by  petition  of 
a  certain  number  of  voters.     For  state  officers  the  number  is,  in 
Wisconsin,  1%  of  the  party  voters  in  six  coimties,  and  this  must 
equal  i  %  of  the  party  vote  in  the  state ;  in  Oregon  by  persons  in 
one  tenth  of  the  precincts  in  seven  coimties.     For  the  smaller  units 
different  percentages  are  required.     Both  systems  provide  for  joint 
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party  primaries  on  the  same  day  throughout  the  state.  In  Wis- 
consin the  various  ballots  are  pinned  together  and  handed  to  the 
voter,  who  detaches  the  ticket  he  wishes  to  vote.  In  Oregon  the 
tickets  are  of  different  colors — ^the  Republican  ballots  having  black 
ink  on  white  paper,  and  the  Democratic  black  ink  on  blue  paper. 
Both  systems  provide  for  plurality  nominations ;  both  include  the 
election  of  party  committeemen  in  the  plan ;  both  provide  that  all 
the  safeguards  of  the  law  shall  be  thrown  about  the  primary  and 
that  every  possible  precaution  shall  be  taken  against  fraud  or  vio- 
lence.    Both  systems  are  to  be  maintained  at  the  public  expense. 

On  some  other  points  the  two  plans  differ.  In  Wisconsin  pro- 
vision is  made  for  the  adoption  of  a  platform  by  the  candidates  for 
state  office  together  with  the  candidates  for  the  state  Legislature. 
In  Oregon,  on  the  other  hand,  the  candidate  in  filing  his  nomina- 
tion is  allowed  to  state  his  principles  in  not  more  than  loo  words, 
and  to  present  a  statement  of  not  more  than  1 2  words  to  be  printed 
on  the  ballot  as  his  platform.  Again,  the  Wisconsin  law  provides 
for  holding  the  primary  and  the  registration  on  the  same  day, 
while  this  feature  does  not  appear  in  the  Oregon  law.  A  further 
and  more  fundamental  difference  concerns  the  matter  of  party 
suffrage.  The  Wisconsin  law  is  based  on  the  principle  of  the 
**open  primary"  in  which  there  is  no  test  of  party  allegiance  and 
the  whole  vote  is  absolutely  secret.  It  is  not  possible  imder  this 
system  to  determine  with  what  party  an  individual  votes.  In  Oregon 
a  system  of  party  registration  has  been  adopted,  as  the  court  took 
an  unfriendly  attitude  toward  the  open  primary  feature  of  the 
first  law.  At  the  regular  registration  the  voter  is  now  allowed  to 
affiliate  with  a  party,  taking  oath  to  the  effect  that  **  you  are  in  good 
faith  a  member  of  the  political  party  with  which  you  are  registered." 
This  principle  is  distinctly  recognized  in  the  preamble  to  the  Oregon 
law,  where  it  is  stated  that  **  Every  political  party  and  every  volun- 
tary political  organization  has  the  same  right  to  be  protected  from 
the  interference  of  persons  who  are  not  identified  with  it  as  its 
known  and  publicly  avowed  members,  that  the  government  of  the 
state  has  to  protect  itself  from  the  interference  of  persons  who  are 
not  known  and  registered  as  electors.  The  people  of  the  state  and 
the  members  of  every  political  party  and  voluntary  political  organ- 
ization are  rightfully  entitled  to  know  that  every  person  who  offers 
to  take  any  part  in  the  affairs  or  business  of  any  political  party  or 
voluntary  political  organization  in  the  state  is  in  good  faith  a  mem- 
ber of  such  party." 

The  Iowa  law  ['04  ch.40]  is  an  attempt  to  perfect  the  delegate 

and  convention  system  by  throwing  ^oimd  it  all  possibly  safe- 
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guards.     It  applies  to  counties  having  a  population  of  over  7$^ 
of  which  Polk  coimty  is  the  only  example.     All  the  guarante  gp 
in  an  ordinary  election  are  provided  and  in  addition  certain  mit 
precautions.    The  law  declares  that  delegates  elected  mder 
provisions  "shall  be  considered  as  instructed  to  vote  for,  as  long  1 
good  faith  requires,  and  use  their  best  endeavors  to  secure  the  nontl 
nation  of  the  persons  for  the  various  positions  to  be  filled,  wholianl 
received  the  largest  number  of  votes  respectively  in  the  prednd' 
where  the  delegate  was  elected."     If,  in  the  convention,  it  appeaa' 
that  any  candidate  for  any  office  has  a  majority  of  the  instructd 
delegates  he  is  declared  the  nominee.     If  not  the  convention  pro- 
ceeds to  ballot  till  a  majority  is  secured  for  some  one,  but  no  cae 
may  be  chosen  whose  name  does  not  appear  on  some  primaiy  ^r* 
ticket.     A  system  of  party  registration  is  also  a  part  of  the  measoit 

The  ballot.    A  ntunber  of  laws  were  passed  regulating  the  land 
of  ballot  to  be  used  in  the  elections.     By    far    the  most  ra^. 
measure  that  met  with  approval  was  the  proposed  constitutional 
amendment  of  Kentucky  ['04  ch.30].     This  provides  for  the  aba- 
donment  of  the  balloting  system  and  the  substitution  of  viva  voce 
voting.     In  Alabama  the  Australian  ballot  system  was    modified 
by  the  introduction  of  the  party  emblem  over  the  party  column, 
instead  of  the  classification  of  candidates  as  xmder  the  old  law.    In 
Maryland,  on  the  other  hand,  the  law  was  so  changed  as  to  omit 
the  provision  for  placing  the  party  name  after  the  name  of  the 
candidate  ['04  ch.339].     A  New  York  law  provided   that  where 
town  and  general  elections  are  held  together  separate  ballots  must 
be  used  ['04  ch.733].     In  Alabama  the  voting  booth  was  given  up 
in  towns  tmder  3000  in  population. 

Corrupt  practices.  The  corrupt  practices  act  of  Massachusetts 
was  strengthened  by  providing  that  the  secretary  of  the  common- 
wealth should  furnish  blanks  to  be  sent  to  all  candidates  for  state- 
ment of  campaign  expenses.  If  no  statement  is  received  within 
60  days  after  the  election,  the  attorney  general  is  to  be  notified  of 
the  fact,  and  the  Supreme  Court  or  the  Superior  Court  may  com- 
pel the  filing  of  a  "  sufficient  statement"  ['04  ch.375,  380].  Alabama 
required  the  declaration  of  primary  expenses  by  candidates  for 
nomination  ['04  p. 3 56].  The  Iowa  law  also  provided  penalties  for 
corrupt  practices  in  elections  ['04  ch.40]  and  Virginia  increased  the 
penalty  for  vote  buying  and  added  the  alternative  punishment  of 
imprisonment  in  jail  for  from  i  to  12  months  ['04  ch.551].  Ohio 
also  passed  an  act  prohibiting  bribery  in  primaries  and  conven* 
tions  ['04  p.  107]. 
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CRIMINAL  PROCEDURE' 

J.  FRANKLIN  FORT,  JUSTICE  OF  THE  SUPREME  COURT  OF  NEW  JERSEY 

The  legislation  of  the  several  states  for  1904  relative  to  criminal 
procedtire  is  not  extensive,  and  little  of  it  is  of  general  interest. 
It  would  seem  that  criminal  procedure  should  by  this  time  be  so 
well  settled  that  scarcely  any  legislation  woiild  be  necessary  in  any 
state.  The  constant  demand,  however,  for  some  modification  of 
the  treatment  of  persons  accused  of  crime  seems  to  bring  forward 
some  new  legislative  enactment  at  every  session  of  a  state  Legis- 
lature. 

Apprehension.  An  act  was  passed  at  the  extra  session  in  Vir- 
ginia ['03  ch.529]  which  is  somewhat  novel,  but  exceedingly  useful. 
It  provides  that  when  an  officer  (judicial  no  doubt  is  meant)  sus- 
pects an  offense  has  been  committed,  he  may  issue  subpoenas  for 
and  examine  witnesses  to  determine  whether  the  offense  has  been 
committed,  and  issue  his  warrant  after  he  discovers  the  truth  in 
the  matter.  This  could  be  made  a  very  useful  act.  In  1904  this 
act  was  amended  and  extended  ['04  ch.103].  Kentucky  enacts 
additional  laws  for  rewards  for  the  arrest  of  horse  thieves  ['04  ch.  47]. 
Massachusetts  authorizes  a  court  to  issue  process  to  bring  default- 
ing recognizers  into  court  ['04  ch.164].  New  Jersey  gives  judges 
of  police  courts  power  to  bail  in  ordinance  violation  cases  ['04  ch.  170]. 
New  York  authorizes  bail  to  be  taken  by  a  magistrate  in  a  cotmty 
where  the  defendant  may  be  held  ['04  ch.202].  South  Carolina 
authorizes  a  deposit  for  bail  of  an  amount  not  exceeding  the  fine 
for  which  the  offender  may  be  punished  ['04  ch.204]. 

Discharge.  Ohio  gives  to  the  local  courts  of  the. county  in  which 
its  benevolent  or  penal  institutions  are  situate,  exclusive  jurisdic- 
tion to  issue  and  determine  writs  of  habeas  corpus  for  the  production 
or  discharge  of  inmates  ['04  p. 318).      This  is  a  good  rule  and  is  in 

*See  also  Governors  Messages  and  Index  of  Legislation,  209. 
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force  in  other  states.  It  prevents  the  oflficers  of  a  state  or  awmtar 
institution  from  being  required  to  take  inmates  to  far  away  poiati 
at  risk  and  expense. 

Grand  jury.     Minnesota  authorizes  a  vote  on  the  question  d  tin 
abolition  of  the  grand  jury  system  through  an  amendment  to  tk 
state  Constitution  ['04  ch.269].     Iowa  authorizes  clerks  to  giaoi 
juries  in  certain  populous  counties  ['04  ch.138].     Virginia  enacted 
an  excellent  statute  as  to  selecting  grand  jurors.     It  provides  tbit 
the  persons  to  constitute  the  grand  jury  for  a  year  shall  be  selected 
by  the  court,  and  that  the  court  may  order  a  special  grand  jury  to 
be  summoned  in  vacation.     A  regular  grand  jury  is  reduced  to 
not  less  than  9  or  more  than  12,  and  a  special  to  not  less  than  6 
or  more  than  9  ['04  ch.549  (ex.  sess.)]. 

Trials.  Massachusetts  prevents  male  and  female  prisoners  being 
put  in  the  same  dock  in  police,  district,  or  city  courts  ['04  ch.218]. 
Rhode  Island  extends  her  act  as  to  appointment  of  attorneys  for 
indigent  persons  accused  of  crime,  and  compensates  them  for  their 
services  not  beyond  $15  a  day  while  conducting  the  trial,  and  $10 
a  day  and  necessary  disbursements  if  no  trial  be  had  ['04  ch.1153]. 
Virginia  requires  the  court  to  fix  a  day  on  which  the  trial  of  a 
criminal  case  will  commence  ['03  ch.539  (ex.  sess.)].  It  is  difficult 
to  see  how  a  cause  could  otherwise  be  commenced.  This  state 
also  provides  that  on  a  pica  of  guilty  the  judge  may  try  the  facts 
and  impose  the  penalty,  instead  of  the  jury  as  heretofore  ['04 
ch.553  (ex.  sess.)].  The  venue  may  also  be  changed  by  the  court 
['04  eh. 1 9].  When  the  militia  has  been  called  out  to  protect  the 
accused,  the  venue  shall  be  changed  on  the  petition  of  the  prisoner 
['04  ch.190]. 

Evidence.  Louisiana  authorizes  the  sheriff  of  one  parish  to 
serve  sul)poenas  for  witnesses  in  adjoining  parishes  ['04  ch.48]. 
New  York  authorizes  a  judge,  upon  being  satisfied  that  a  person 
is  a  material  witness  in  a  criminal  case,  to  require  such  person  to 
enter  into  bond  for  appearance  as  a  witness  in  the  cause,  or  in 
default,  to  commit  such  witness  into  custody  ['04  ch.437].  Ohio 
exempts  from  ])rosecution  persons  testifying  as  to  the  violation 
of  liquor  laws  or  bucket  shop  acts  ['04  p. 33 2].  Alabama  makes  a 
wife  a  competent  witness  against  her  husband  in  case  of  his  aban- 
doning his  family  ['03  p. 3 2]. 

Judgment.  Sentence.  Error.  Kentucky  enacts  that  no  man- 
date shall  issue  or  decision  become  final  in  a  criminal  case  till  30 
days  (exclusive  of  Sundays)  after  the  decision  is  rendered  ['04  ch.64]. 
The  same  state  allows  an  appeal  from  a  verdict  of  acquittal  by  the 
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commonwealth,  "when  it  is  important  to  the  correct  and  uniform 
administration  of  the  criminal  law*'  ['04  ch.6s].  It  is  difficidt  to 
see  the  utility  of  this  statute.  Rhode  Island  regulates  appeals  for 
certain  minor  offenses  and  the  filing  of  reasons  for  appeals  thereon 
['04  ch.1149].  Virginia  amends  her  writ  of  error  in  minor  respects 
of  no  general  interest  ['03  ch.403].  The  same  state  also  provides 
for  bills  of  exceptions  in  criminal  cases  ['03  ch.S4i]  and  permits  an 
appeal  by  a  person  required  to  enter  into  a  recognizance  in  a 
criminal  case  ['04  ch.73].  Louisiana  permits  discharge  of  a  pris- 
oner on  the  payment  of  the  part  of  fine  proportionate  to  the  term 
of  sentence  yet  to  nm,  when  the  imprisonment  is  for  a  fixed  term 
in  default  of  payment  of  a  fine  ['04  ch.i68].  Maryland  permits  the 
governor  to  remit  the  whole,  or  any  part,  of  a  forfeited  recogniz- 
ance taken  by  a  judge,  or  justice  of  the  peace  ['04  ch.552].  Vir- 
ginia enacts  several  acts  relative  to  power  of  the  governor  to  remit 
fines.  This  power  was  formerly  in  the  Legislature.  Massachusetts 
amends  the  act  relative  to  the  delivery  of  the  body  of  a  convict 
after  execution  ['04  ch.204].  West  Virginia  enacts  relative  to  the 
delivery  of  prisoners  to  the  keeper  of  pentientiary  after  sentence 
['04  ch.2i]. 

Jury.  Virginia  repeals  the  act  giving  defendants  a  right  to 
waive  a  trial  by  jury  in  cases  of  misdemeanor  ['03  ch.522].  The 
same  state  modifies  her  act  relative  to  selecting  jurors  ['04  ch. 17,82]. 
Ohio  gives  the  prosecuting  attorney  four  peremptory  challenges 
[*04  p.316]. 

Conclusion.  But  three  acts  in  all  this  review  of  legislation  on 
criminal  procedure  are,  in  my  mind,  worthy  of  general  adoption. 
These  are  the  Virginia  act  ['03,  ch.520]  which  requires  an  examin- 
ation by  magistrates  before  issuing  warrants  of  arrest.  Warrants  are 
obtained  too  easily.  The  sacred  right  of  the  citizen  to  be  free 
from  arrest  is  treated  too  lightly  in  our  time.  A  clear  prima  facie 
case  should  always  be  required  before  a  warrant  issues  to  deprive 
a  citizen  of  his  liberty.  Another  is  the  Rhode  Island  act  ['04,  ch. 
1153]  which  fixes  by  statute  the  fee  to  be  paid  to  counsel  assigned 
by  the  court  to  defend  indigent  prisoners.  There  is  a  tendency  to 
make  such  fees  excessive  and  imless  something  is  done  to  restrict 
such  fees,  to  a  reasonable  amount,  there  will  soon  come  a  time 
when  the  public  authorities  will  overthrow  the  whole  system  as  an 
extravagant  and  unwarrented  expenditure.  The  third  is  the 
Louisiana  statute  ['04,  ch.i68]  which  permits  the  discharge  of 
prisoners,  held  in  default  of  payment  of  an  imposed  fine,  on  the 
payment  of  the  part  of  the  fine,  not  already  worked  out  by  the  term 
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of  imprisonment  served  by  the  prisoner.  Most  of  the  states  bold 
prisoners  for  unpaid  fines  for  twice  the  number  of  dajrs  there  an 
dollars  in  the  amount  of  the  fine — that  is  they  allow  50  centt 
for  each  days  service  in  prison.  The  effect  of  this  act  is,  on  a  fine 
which  would  hold  an  offeader  for  60  days,  to  permit  the  prisoner  to 
be  discharged  at  the  end  of  30  days  on  the  payment  of  (me  half 
the  fine  imposed.  With  a  little  more  detail  in  the  statute  it  coaU 
be  made  a  very  useful  act. 


'    "  CRIMES  AND  OFFENSES' 

SAMUEL  J.  BARROWS,  UNITED  STATES  COMMISSIONER  INTERNATIONAL 

PRISON  COMMISSION 

The  course  of  criminal  legislation  for  the  year  1904  in  the  dif- 
ferent states  was  not  marked  by  the  discovery  of  any  new  form  of 
offense.  Except  in  the  code  of  the  United  States,  the  categories 
of  crime  in  this  country  are  already  sufficiently  minute  to  cover 
all  modem  offenses,  whether  they  relate  to  expectoration  or  to 
the  stealing  of  electricity.  It  is  something  of  a  relief  therefore  to 
find  that  no  new  crime  has  been  created  or  discovered.  Legis- 
lators have  mainly  been  busy  in  strengthening  laws,  readjusting 
penalties,  in  the  hope  by  such  deterrents  of  limiting  the  field  of 
criminal  operation.  The  practical  value  of  a  legal  menace  to  the 
purely  professional  criminal  has  not  yet  been  determined.  Offend- 
ers who  violate  law,  owing  to  passion  or  weakness,  are  seldom 
affected  by  the  threats  of  the  law.  It  is  not  likely  that  there 
would  be  any  perceptible  diminution  in  intemperance  if  capital 
pimishment  were  imposed  as  a  penalty.  The  habitual  inebriate 
would  satirize  the  law  by  getting  **dead  drunk*'  just  the  same. 

Nevertheless,  South  Carolina  has  determined  to  frighten  burglars 
by  making  safe-cracking  a  felony  and  prescribing  life  imprisonment 
for  the  offense  unless  the  jury  recommends  mercy.  We  suspect 
that  immunity  from  this  offense  in  South  Carolina  will  depend 
more  on  the  quality  of  the  safes  used  by  her  business  men  than  on 
this  threat  of  the  law.  Kentucky  feels  that  it  has  provided  **more 
adequate  punishment  for  bank  robbery  and  safe-blowing,*'  by 
making  the  penalty  not  less  than  2  nor  more  than  20  years,  and 
leaving  the  sentence  entirely  with  the  court. 

The  fluctuations  of  penalty  and  of  legal  estimates  as  to  the 
enormity  of  offenses  are  curious  enough.  Thus  Kentucky,  while 
showing  a  much  greater  leniency  than  South  Carolina  in  dealing 
with  safe-cracking  and  bank  robbery,  has  elevated  chicken -stealing 
to  the  rank  of  a  felony.  Heretofore,  the  high  toned  cracksman 
has  not  been  obliged  to  associate  in  prison  with  the  chicken  thief; 
the  enormity  of  his  offense  has  always  secured  for  him  confinement 
in  a  state  prison,  while  the  chicken  thief  has  gone  to  the  county 
jail.  With  a  ruthless  hand  Kentucky  proposes  to  obliterate  these 
social  and  penal  distinctions.  The  new  Kentucky  law  says,  **  If  any 
person  shall  steal  chickens,  turkeys,  ducks,  or  other  fowls  of  the 

'See  also  Governors  Messages  and  Index  of  Legislation,  234. 
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value  of  $2,  or  more,  he  shall  be  confined  in  the  penitentiary  not 
less  than  one  nor  more  than  five  years."     That  is  the  whole tat^BC 
of  the  law,  which  is  a  model  of  legal  brevity.     Chicken  thiemiiBtre 
Kentucky,  to  escape  the  invitation  and  consequences  of  tdonf,|ct-r 
must  confine  their  choice  to  chickens  less  than  $2  in  value  andvit 
take  too  many  of  them  at  a  time.    The  new  law  counsels  moderatinu  ^:Z 

As  to  other  forms  of  crimes  against  property,  Louisiana  iinpoia 
a   penalty    of   from  '  one   to   five   years*    imprisonment  at  bad 
labor  for  burning  or  attempting  to  bum  any  movable  property  d 
value.     Maryland  has  amended  its  laws  relating  to  arson.    Under 
this  act,  various  distinctions  are  made  as  to  degrees  of  enonmty 
in  the  offense  of  arson  without  affecting  the  general  scale  of  pen- 
alties.     In  the  discretion  of  the  court,  capital  punishment  may, 
as  hitherto,  be  imposed,  or  a  sentence  to   a  penitentiary  for  so 
years.     For  firing  an  untenanted  or  tmfinished  dwelling  house,  the 
maximum  penalty  is  10  years.     For  burning  or  attempting  to  bun 
the  State  House  or  other  public  buildings  or  churches,  colleges,  or 
hospitals,  the  maximum  punishment,  death,  may  be  imposed,  or 
20  years'  imprisonment.     For  burning  mills,  manufactories,  store- 
houses and  other  private  property,  the  sentence  may  be  from  2  to 
20   years;    the  burning  of  schoolhouses,   engine   houses,  market 
houses,  or  bridges  is  punishable  with  imprisonment  for  seven  years. 

Distinctions  as  to  arson  made  in  Maryland  are  not  so  compre- 
hensive as  those  made  in  the  penal  code  of  New  York,  in  which 
the  degree  of  enormity  depends  not  on  the  public  or  private  uses 
of  the  building,  but  rather  on  the  fact  of  its  occupancy  by  a  human 
being;  such  fact  constituting  arson  in  the  first  and  second  degrees, 
while  the  third  degree  is  limited  to  the  destruction  of  insured 
vehicles  or  buildings  with  the  intent  to  prejudice  the  insurer. 

Several  states  have  passed  laws  making  it  a  misdemeanor  to 
divert  or  steal  the  electric  current.  In  Iowa  it  is  pimished  as  for 
larceny. 

The  operations  of  dentistry  as  applied  to  horses  and  mules  in 
South  Carolina  are  henceforth  to  be  seriously  limited.  An  amend- 
ment of  the  criminal  code  provides  that  **Any  person  who  files 
down,  drills  or  l.)orcs  holes  in,  or  otherwise  makes  alterations  in  the 
teeth  of  any  horse  or  mule,  for  the  purpose  of  deception  as  to  the 
age  of  such  animal,  shall  l.)e  guilty  of  a  misdemeanor."  The  penalty 
is  30  davs'  imprisonment  or  $100  fine.  While  it  would  be  proper 
for  South  Carolina  dentists  to  practise  the  arts  of  deception  to  any 
extent  on  human  beings  so  as  to  make  them  look  younger  than 
they  really  are,  no  horse  or  mule  can  have  the  advantage  of  this 
form  of  rejuvenation. 
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Virginia  proposes  to  punish  with  from  5  to  10  years'  imprison, 
ment  the  malicious  shooting  or  throwing  of  missiles  at  cars  or  boats  ; 
where  the  act  is  not  malicious,  the  term  of  imprisonment  is  from 
one  to  three  years. 

Kentucky  and  Virginia  have  both  raised  the  penalty  for  bribery. 

In  Kentucky,  in  lieu  of  the  fine  of  $200  to  $1000  formerly  imposed 

the  penalty  is  imprisonment  in  a  penitentiary  from  one  to  five 

years  with  loss  of  suffrage  for  10  years.     Lest  it  should  be  inferred 

that  bribery  is  common  in  Kentucky,  and  to  show  that  the  act  is 

deterrent,  the  law  ends  with  the  following  paragraph: 

In  view  of  the  serious  wave  of  corruption  which  has  swept  over 
the  coimtry  involving  officers  of  the  federal  government,  members 
of  the  various  state  legislatures  and  numerous  boards,  commissions 
and  coimcils  of  various  cities,  and  to  prevent  the  possibility  of  such 
shame  in  Kentucky,  an  emergency  is  hereby  declared  to  exist,  and 
this  act  shall  take  effect  upon  its  approval  by  the  governor. 

In  Virginia  bribery  is  to  be  punished  by  imprisonment  in  the 
penitentiary  (formerly  jail)  of  from  i  to  10  years  (formerly  i  year). 

Judging  from  legislation,  vagrancy  is  in  need  of  more  stringent 
and  intelligent  treatment.  Alabama,  Kentucky,  Mississippi  and 
Virginia  have  revised  and  adopted  more  stringent  vagrancy  laws. 
In  some  of  these  laws  the  definition  covers  almost  as  much  groimd 
as  the  offenders. 

Kentucky  'and  Maryland  have  increased  penalties  for  carrying 
deadly  weapons.  In  Maryland  the  fine,  formerly  $500,  has  been 
increased  to  $1000  and  the  term  of  imprisonment  raised  to  two 
years.  In  Kentucky,  it  is  made  **imlawful  for  any  one  to  draw, 
flourish  or  wave  a  deadly  weapon  inside  of  a  passenger  coach,  or 
on  the  platform  of  any  passenger  coach  occupied  by  passengers 
or  employees."  The  penalty  is  a  fine  from  $25  to  $300  or  confine- 
ment in  coimty  jail  from  10  days  to  12  months,  or  both  fine  and 
imprisonment  in  the  discretion  of  the  jury. 

As  to  crimes  against  persons,  Virginia  has  raised  the  punish- 
ment for  kidnapping  for  purposes  of  extortion,  to  death  or  imprison- 
ment from  8  to  18  years.  In  Iowa,  the  penalty  of  assault  with 
intent  to  murder,  formerly  10  years,  has  been  raised  to  a  possible 
30  years. 

In  regard  to  receiving  stolen  goods,  New  Jersey  recognizes  its 
ethical  obligations  to  other  states  by  making  it  a  misdemeanor  to 
retain  stolen  goods  whether  the  crime  is  committed  in  or  out  of 
the  state. 

Arkansas,  Maryland,  New  York  and  South  Carolina  have  amended 
their  laws  in  relation  to  gambling.     Of  these  laws,  the  most  im- 
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portant  is  that  passed  by  New  York  at  the  request  of  District 
Attorney  Jerome  of  New  York  city  to  the  eflfect  that  a  witness  ia 
gambling  prosecutions  is  not  to  be  excused  from  testifying  ot 
grotmds  of  self-incrimination  and  that  the  testimony  is  not  to  be 
used  against  him. 

Maryland  imposes  a  penalty  of  imprisonment  from  six  months 
to  two  years  in  the  house  of  correction  for  playing  "  Thimbles,"  or 
"Little  Joker,"  or  at  dice  or  "Crap." 

Lotiisiana  makes  it  a  misdemeanor  to  open  or  operate  turf  ex- 
changes and  to  open  or  conduct  pool  rooms. 

The  humane  sentiment  is  seen  in  the  prohibition  in  Iowa  and 
New  Jersey  of  shooting  at  live  pigeons  as  targets.  Iowa  prohibits 
the  docking  of  horses.  The  offense  is  made  a  misdemeanor  and  the 
penalty  a  fine  not  to  exceed  $ioo  or  imprisonment  in  county  jail 
not  to  exceed  30  days. 

Attention  was  called  last  year  to  the  utterances  of  Governor 
Jelks  of  Alabama,  Governor  Aycock  of  North  Carolina,  and  Gover- 
nor White  of  West  Virginia  against  lynching.  In  1904  Governor 
Heard  of  Louisiana  called  the  attention  of  the  Legislature  to  the 
subject  of  mob  violence  and  suggested  the  enactment  of  the 
recommendations  made  by  the  attorney  general. 

Governor  Blanchard  of  Lotiisiana  in  his  message  of  May  16, 1904, 

said: 

There  will  be  a  rigid  enforcement  of  law  and  order.  Mob  violence 
in  contravention  and  defiance  of  law  will  not  be  tolerated.  Lynch- 
ings  will  not  be  permitted  under  any  circumstances,  if  it  be  possible 
for  the  military,  at  the  command  of  the  governor,  to  get  there  in 
time  to  prevent  it.  And  if  they  occur  before  the  intervention  of  the 
executive  can  be  made  effective,  inquiry  and  investigation  will  be 
made  and  prosecution  instituted.  Sheriffs  will  be  held  to  the  strict- 
est accountability  possible  under  the  law  for  the  safety  from  mob 
violence  of  persons  in  their  custody.  .  . 

Governor  Hey  ward  of  South  Carolina,  in  his  message  of  Jan.  12, 

1904,  also  said: 

The  occurrence  of  lynchings  from  time  to  time  in  our  state  is  de- 
plored by  all  believers  in  law  and  order.  .  .  Theoretically  speedy 
trials  offer  the  best  remedy,  but  smarting  imder  the  horrors  of  the 
outrage,  even  the  most  law-abiding  commimities  may  hesitate  to 
expose  to  further  indignity  the  shrinking  victim.  While  this  is  all 
true,  crime  in  any  form  can  not  be  extenuated.  Under  oiu*  law  an 
attempt  to  commit  rape  is  punishable  by  imprisonment  for  a  period 
not  longer  than  10  years.  This,  in  my  judgment,  should  be  changed, 
and  the  penalty  inflicted  should  be  imprisonment  for  life. 


CORRECTIONS* 

GEORGE    MCLAUGHLIN    M.    A.    SECRETARY    NEW    YORK   STATE 

COMMISSION    OF    PRISONS 

The  most  noticeable  trend  of  legislation  for  1904  relating  to  cor- 
rections and  penal  institutions  was  for  the  better  care  of  women 
and  girls;  the  establishment  of  reformatories  for  both  sexes;  the 
wider  extension  of  the  indeterminate  sentence  law ;  progress  in  the 
work  of  separating  the  criminal  insane  from  the  innocent  insane, 
and  the  separate  hotising  of  the  former  from  other  convicts;  and 
increased  compensation  for  the  minor  prison  officials. 

General  supervision.  In  Florida  Governor  Jennings,  in  his  annual 
message  to  the  Legislature,  states  that  the  commissioner  of  agri- 
culture is  given  the  supervision  of  state  prisoners  by  the  Constitu- 
tion, and  as  there  are  more  than  1000  state  prisoners  located  in  the 
various  coimties,  the  present  compensation  of  the  supervisor  of 
state  convicts  is  inadequate. 

Louisiana  ['04  ch.176]  has  created  a  state  board  of  charities  and 
corrections  with  power  to  visit  and  inspect  state  and  local  charitable 
and  correctional  institutions. 

Governor  Vardaman  of  Mississippi  recommends  the  abolition  of 
the  Board  of  Control,  and  the  substitution  therefor  of  a  department 
under  the  direction  of  one  man,  whose  duty  it  shall  be  to  direct  and 
supervise  the  work  of  the  convicts. 

Penal  institutions.  In  New  Jersey  Governor  Murphy  stated  in  his 
message  that  the  State  Prison  had  become  overcrowded,  over  300 
cells  being  each  occupied  by  more  than  one  prisoner.  Accordingly 
the  Legislature  passed  an  act  ['04  ch.98]  making  the  supervisor, 
keeper  and  board  of  inspectors  of  the  State  Prison  a  building  com- 
mission to  enlarge  and  improve  the  prison.  The  expenditiu"e  is 
limited  to  $335,000. 

In  New  York  Governor  Odell  says:  **For  humanitarian  reasons 
ample  provision  should  be  made  at  once  for  remodeling  the  present 
state  prisons.  That  source  of  disease,  the  damp,  foul  and  imhealthy 
cell  should  be  relegated  to  the  past." 

Prison  officers.  In  Iowa  a  law  was  passed  ['04  ch.139]  providing 
for  assistant  deputy  wardens  for  state  penitentiaries.  It  was  also 
provided  [la.  '04  ch.141]  that  the  penitentiary  guards  and  turnkeys 
shall  hereafter  receive  salaries  graded  according  to  service,  ranging 
from  $50  to  $65  a  month. 

^See  also  Governors  Messages  and  Index  of  Legislation.  235. 
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In  Kentucky  ['04  ch.io6]  the  pay  of  the  penitentiary  guards  in  mhrri 
increased  from  $60  to  $75  a  month.  Htxr 

In  Maryland  ['04  ch.469]  the  salary  of  the  warden  of  the  pari- 
tentiary  was  increased  from  $3000  to  $4000.  BiL-/  : 

In  New  York  ['04  ch.709]  the  position  of  keeper  in  thesevenl  Jei:' 
state  prisons  was  abolished.     Such  officers   are  hereafter  to  be 
called  guards.     Compensation  for  the  first  year  is  $660;  secood 
year,  $740;  third  year,  $820;  fourth  year,  and  thereafter,  $900.      Jr..:Ti 

In   Washington   a  constitutional  amendment  ['03  ch.i4]l  ^ 
adopted  by  the   people    authorizing   the    Legislature  to  appcto  Bcr- 
chaplains  to  state  penal  and  reformatory  institutions.  W^-- 

Institutions  for  women  and  girls.     New  Jersey  ['04  p.5io]c»-  ^tr^ 
tinned  the  commission  appointed  in  1903  to  examine  concenuns 
the  imprisonment  and  care  of  women  offenders,  with  instructions 
to  further  examine  the  subject  and  to  report  also  on  the  number  d 
women  committed  to  correctional  institutions  by  judges  or  pw- 
bation  officers,  and  on  the  character  and  hours  of  work  of  womfift 
in  penal  institutions. 

In  New  York  ['04  ch.i6s]  the  law  relating  to  the  management oi 
state  houses  of  refuge  and  reformatories  for  women  was  amended 
by  making  each  board  of  managers  a  board  of  parole  for  such  insti- 
tution;   and  providing  that  at  the  New  ^ork  State  Reformatory 
for  Women  at   Bedford,  the  magistrate  making  a  commitment, 
when  he  so  requests,  shall  be  a  member  of  the  board  of  parole  as  to 
such  female  committed  by  him.    The  law  relating  to  commitments 
to  state  houses  of  refuge  for  women  was  amended  ['04  ch.169]  by 
providing  that  such  commitments  may  be  made  by  any  court  or 
magistrate  (formerly  magistrate  only)  and  including  the  offense  of 
vagrancy   among   those   for   which   commitments  may   be   made. 
This  act  also  authorizes  the  State  Board  of  Charities,  at  the  request 
of  the  board  of  managers,  to  transfer  inmates  from  one  of  these 
institutions  to  another.    The  House  of  Refuge  for  Women  at  Hud- 
son was  reorganized  and  its  name  changed  to  the  New  York  State 
Training  School  for  Girls  ['04  ch.388,  453].     Girls  of  from  12  to  16 
years  of  age  may  hereafter  be  committed  to  this  institution.    They 
were  formed v  sentenced  either  to  the  State  Industrial  School  at 
Rochester  or  to  the  House  of  Refuge  on  Randall's  island.     Sen- 
tences are  to  be  indeterminate;    those  under  15  years  when  com- 
mitted may  be  retained  till  they  attain  the  age  of  18;  those  15 
years  of  age  when  committed  may  not  be  detained  longer  than 
three  years.     Females  between  the  ages  of  15  and  30,  convicted  of 
offenses  shall  not  hereafter  be  sent  to  Hudson,  but  either  to  the 
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Western  House  of  Refuge  at  Albion  or  the  New  York  State  Reforma- 
tory for  Women  at  Bedford. 

In  Ohio  [*04  P.2S9]  the  law  relating  to  the  Girls  Industrial  Home 
at  Rathbone  was  amended  so  as  to  authorize  the  detention  of  girls 
committed  thereto  till  21  years  of  age  (formerly  18). 

Reform  schools,  Louisana  ['04  ch.173]  established  a  state 
reform  school  to  which  all  male  prisoners,  18  years  of  age  and  less, 
not  convicted  of  murder,  manslaughter  or  rape,  shall  be  sentenced. 
The  institution  is  to  be  tmder  the  control  of  three  commissioners 
appointed  by  the  governor;  white  and  colored  inmates  are  to  be 
separated  as  far  as  practicable;  the  board  has  power  to  parole 
and  make  rules  for  commutation  of  sentences,  and  may  transfer 
incorrigibles  over  the  age  of  15  to  the  State  Penitentiary. 

In  New  York  the  laws  relating  to  commitments  to  juvenile  in- 
stitutions were  amended  so  as  to  require  the  commitment  of  boys 
only  to  the  schools  at  Rochester  and  Randall's  island  and  of  girls 
of  the  same  age  to  the  State  Training  School  at  Hudson.  An  act 
was  also  passed  ['04  ch.718]  authorizing  the  selection  of  a  site  for 
the  New  York  State  Training  School  for  Boys.  The  site  is  to  con- 
sist of  1000  acres,  within  50  miles  of  New  York  city.  This  school, 
when  established,  is  t«  take  the  place  of  the  House  of  Refuge  for 

Boys  on  Randall's  island. 

In  Ohio  [*o4  p. 23]  the  trustees  of  the  Boys  Industrial  School  were 

authorized  to  parole  inmates  of  the  institution. 

In  Virginia  ['04  ch.22]  the  act  relating  to  the  West  Virginia 
Reform  School  was  variously  amended;  among  other  changes  the 
Board  of  Directors  is  reduced  from  six  to  five,  the  term  of  one 
director  to  expire  each  year  and  any  minor  (formerly  male  minors 
tmder  16)  may  be  committed  to  the  school. 

Reformatories.  Massachusetts  ['04  ch.243]  authorized  the  prison 
commissioners  to  make  regulations  for  the  discipline  of  prisoners 
in  the  temporary  industrial  camp.  The  commissioners  may  also 
grant  paroles  and  may  aid  discharged  prisoners. 

In  Ohio  [*04  p. 8 2]  the  superintendent  of  the  State  Reformatory 
was  authorized  to  expend  50%  of  the  earnings  of  the  inmates  in 
equipping  and  maintaining  industrial  training  schools  in  the  insti- 
tution. 

County  and  township  jails  and  workhouses.  Massachusetts 
['04  ch.2ii]  repealed  certain  acts  relative  to  recovery  of  sums  ex- 
pended for  support  of  county  convicts. 

In  New  York  ['04  ch.83]  the  book  containing  records  of  commit- 
ments to  county  jail  is  hereafter  to  be  a  public  record,  to  be  fur- 
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nished  by  the  county  and  to  remain  in  the  office  of  the  sheriff.  Town 
boards  were  authorized  to  lease  a  house  of  detention  or  lockup  for 
a  term  not  exceeding  five  years  ['04  ch.68]. 

In  Ohio  [*o4  p. 86]  the  law  relating  to  appointment  of  matrons  for 
jails  was  amended  so  as  to  provide  that  sheriffs  may  (formerly  shall) 
appoint  not  exceeding  three  jail  matrons  in  any  (formerly  Cuyahoga) 
county;  appointment  to  be  approved  by  probate  judge.  The  law 
providing  for  the  joint  erection  of  a  workhouse  by  the  coimty  and 
city  or  village  authorities  was  amended  ['04  p. 448]  so  as  to  authorize 
the  acquirement  as  well  as  the  erection  and  management  of  such  a 
workhouse  on  such  terms  as  such  county  and  city  or  village  may 
agree;  and  providing  that  such  workhouse  shall  be  managed  and 
controlled  by  a  joint  board  composed  of  the  cotmty  commissioners 
and  the  board  of  public  service  of  the  city,  or  the  board  of  trustees 
of  public  affairs  of  the  village.  The  law  relating  to  the  management 
of  workhouses  was  amended  ['04  p. 488]  so  as  to  authorize  the  board 
of  managers  to  regulate  not  only  the  discharge  but  also  the  parole 
and  recommitment  of  any  inmate. 

Convicts.  In  Iowa  ['04  ch.134]  a  law  was  enacted  making  it  an 
offense,  punishable  by  not  exceeding  five  years  imprisonment,  to 
bring  into  any  state  reformatory  or  penal  -institution  certain  nar- 
cotic drugs  or  intoxicating  liquor,  or  any  weapon  or  other  article  to 
aid  escape  of  prisoners. 

In  Ohio  also  it  was  made  a  misdemeanor  to  convey  liquors  or 
certain  narcotic  drugs  to  persons  in  penal  institutions  ['04  p.  120]. 

Convict  labor.  In  Alabama  ['03  p. 86]  the  Board  of  Convict 
Inspectors  were  authorized  with  the  approval  of  the  Governor 
to  employ  male  convicts  in  the  mining  of  coal  on  state  lands,  and 
to  hire  convicts  to  coal  operators.  The  board  was  also  authorized, 
witli  the  approval  of  the  governor,  to  sell  agricultural  lands  now 
used  l)y  the  state  in  working  convicts,  and  purchase  other  lands 
for  same  purpose  ['03  p. 3 93]. 

In  Florida  Governor  Jennings  recommended  that  instead  of 
distributing  all  the  money  arising  from  the  hire  of  state  prisoners 
to  the  counties,  one  half  should  be  retained  by  the  state  to  be 
applied  on  the  cost  of  criminal  prosecutions. 

In  Georgia  ['04  p. 763]  the  prison  commission  was  authorized  to 
contract  by  competitive  bids  or  i)rivate  contracts' for  labor  of  male 
convicts  unemployed  at  the  State  Farm,  and  pay  funds  into  the 
state  trcasurv. 

In  Louisiana  ['04  ch.igi]  police  juries  of  parishes  were  authorized 
to  work  the  parish  jail  prisoners  on  any  public  work  within  the 
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parish,  or  to  hire  out  such  convicts  to  lessees  under  certain  re- 
strictions and  regulations.  The  police  juries  are  to  fix  the  compen- 
sation and  establish  regulations  for  the  employment,  safe-keeping, 
housing  and  discipline  of  convicts  while  so  working.  Prisoners 
awaiting  trial  may  work  for  their  own  benefit. 

In  Virginia  ['04  ch.232]  it  was  made  lawful  to  employ  not  exceed- 
ing 50  convicts  in  doing  the  grading  and  other  rough  work  con- 
nected with  the  proposed  enlargement  of  the  State  Capitoh 

Criminal  insane.  In  Georgia  Governor  Terrell  recommended  a 
complete  separation  of  the  innocent  insane  from  the  criminal  in- 
sane, and  that  the  Prison  Commission  be  authorized  to  erect  on  the 
prison  farm  a  hospital  for  the  criminal  insane.  The  Legislature 
enacted  ['04  p.  107]  that  if  a  convict  sentenced  to  a  penitentiary 
becomes  insane,  he  shall  be  removed  to  the  prison  farm,  and  the 
Prison  Commission  shall  make  provision  for  his  care,  maintenance 
and  medical  treatment.  Insane  conyicts  now  in  the  State  Sani- 
tarium are  also  to  be  removed  to  the  State  Farm. 

In  Massachusetts  ['04  ch.257]  an  act  was  passed  providing  that  if 
a  person  imder  indictment  is  at  time  of  trial  or  any  time  prior 
thereto  found  to  be  insane,  or  to  be  in  such  mental  condition  that 
his  committal  to  an  insane  hospital  is  necessary  for  his  proper  care 
or  observation,  the  court  may  commit  him  to  a  state  insane  hospital. 

In  New  York  ['04  ch.525]  the  insanity  law  relating  to  Matteawan 
State  Hospital  was  amended  so  as  to  allow  persons  to  be  trans- 
ferred thereto  by  the  State  Commission  in  Lunacy,  and  for  the 
commitment  thereto  of  persons  declared  insane  while  imdergoing 
sentence  of  one  year  or  less  for  a  misdemeanor,  and  of  all  female 
convicts  becoming  insane  while  undergoing  sentence.  The  amend- 
ment also  provides  that  whenever  the  physician  of  the  State  Prison 
for  Women,  any  coimty  penitentiary,  workhouse,  reformatory  for 
women,  or  any  other  penal  institution  (formerly  state  institution) 
shall  report  in  writing  that  any  convict  confined  therein  is  insane, 
such  convict  shall  be  examined  by  two  qualified  examiners  in 
limacy-,  and  if  reported  insane  may  be  transferred  to  the  Matteawan 
State  Hospital  by  order  of  a  judge  of  a  Court  of  Record.  The  Com- 
mission in  Lunacy  may  transfer  to  said  hospital  any  criminal  in- 
mate of  other  hospitals.  After  Oct.  i,  1904,  all  inmates  of  Mattea- 
wan State  Hospital  shall  be  maintained  at  the  expense  of  the  state. 

System  of  sentencing  and  reform.  Governor  Cummings  of  Iowa 
states  that  he  does  not  believe  that  a  board  of  pardons  is  necessary ; 
that  under  the  Constitution  the  governor  is  required  to  take  the 
responsibility;    that  preliminary  investigation  can  be  carried  for- 
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ward  in  the  governor's  office;  that  no  rule  can  be  formulated  to 
govern  the  discretion  which  he  must  exercise.  He  also  recom- 
mends that  the  governor  be  authorized  to  employ  additional  agents 
to  assist  in  securing  work  for  discharged  prisoners,  and  watch  over 
them  till  they  are  again  fairly  established  among  their  fellow-men. 
He  also  recommends  that  parole  system  be  preserved  and  per- 
fected; and  in  order  that  parole  shall  be  consistent  with  the 
execution  of  the  sentence,  he  recommends  the  adoption  of  some 
phase  of  the  plan  of  indeterminate  sentence.  The  Legislature 
adopted  a  resolution  ['04  p.  2 11]  providing  for  the  appointment  of 
a  committee  to  investigate  the  workings  of  the  indeterminate  sen- 
tence and  Elmira  Reformatory  systems  and  report  to  the  Legisla- 
ture of  1906.     $500  appropriated  for  expenses. 

Governor  Garv'^in  of  Rhode  Island  recommends  the  passage  of  an 
act  providing  for  indeterminate  sentence  and  parole,  to  be  made 
retroactive  if  possible. 

In  1903  Kansas  passed  an  act  providing  for  indeterminate  sen- 
tences. This  act  has  been  declared  to  be  unconstitutional  to  the 
extent  that  it  applies  to  persons  convicted  before  its  passage 
[State  V.  Tyree,  77,  P.  290]. 

Probation,  In  New  Jersey  ['04  ch.132]  an  act  was  passed  author- 
izing probation  officers  and  their  assistants  to  arrest  on  sight  per- 
sons violating  terms  of  probation.  The  certificate  of  the  officer 
that  the  person  has  violated  his  probation  is  made  a  sufficient  war- 
rant for  his  detention.  The  court  shall  then  inquire  into  the  con- 
duct of  the  probationer,  and  if  satisfied  that  he  has  violated  the 
conditions  of  probation,  may  sentence  him  or  may  recommit  him 
to  the  care  of  a  probation  officer.  Proceedings  are  barred  three 
years  after  original  conviction. 

Habitual  criminals.  In  Massachusetts  ['04  ch.303]  the  law  relat- 
ing to  habitual  criminals  was  amended  by  providing  that  a  defend- 
ant on  third  conviction  shall  be  sentenced  the  maximum  term 
(formerly  25  years)  for  crime  of  which  convicted. 

Identification.  In  Massachusetts  ['04  ch.241]  it  was  enacted 
that  convicted  felons  must,  and  tramps  and  vagrants  tmder  sen- 
tence may,  be  measured  by  state  or  county  officer  according  to 
Bertillon  system.  The  former  act  applied  only  to  felons  serving 
a  sentence  of  not  less  than  three  years. 


New  York  State  Education  Department 

Ifew  York  State  Library 

lYIEW    OF   LEGISLATION    I904  LEGISLATION    BULLETIN    256 


Property        Ernst  Freund 
Liens  and  Mortgages        Louis  Boisot 
Contracts  and  Torts        John  B.  Sanborn 
The  Family  Amasa  M.  Eaton 


PROPERTY* 

ST  FREUND,  J.  U.  D.  PROFESSOR  OF  LAW,  UNIVERSITY  OF  CHICAGO 

]i  .  ,s  The  year  1904  produced  38  statutes  of  the  class  here  to  be  con- 
^^Mdered,  enacted  in  11  different  states,  and  distributed  as  follows: 
^"rirginia  9 ;  Massachusetts  6 ;  New  Jersey  and  Ohio  5  each ;  New 
''TVbrk  3;  Georgia,  Kentucky,  Maryland  and  Ohio  2  each;  Alabama 
>mkA  Iowa  i  each. 

19  acts  relate  to  the  general  subject  of  conveyancing  (form 
ZMOid  acknowledgment  of  deeds,  certificates,  recording  officers, 
^?'fiegistration  of  titles),  7  to  the  subject  of  eminent  domain,  5  to 
s*l:llcighbors'  rights  (fences,  lateral  support),  3  to  partition  proceed- 
1^  ingSy  2  to  settled  and  future  interests,  i  to  fixtures,  and  i  to  literary 
^^^and  artistic  property. 

;^  Most  of  the  statutes  relate  to  points  of  detail  amending  existing 
legislation,  and  without  more  than  local  interest;  the  following  are 
deserving  of  notice: 

Conveyancing.  No  noticeable  progress  has  been  made  in  the 
legislation  introducing  the  Torrens  system  of  registration  of  land 
titles;  the  Georgia  commission  appointed  in  1903  ['03  p. 689]  is 
continued  with  instructions  to  report  to  the  next  session  of  the 
General  Assembly  ['04  p.758];  Louisiana  provides  for  the  appoint- 
ment of  a  commission  to  investigate  the  system  and  report  within 
22  months  ['04  ch.88].  Massachusetts  changes  the  name  of  the 
Land  Registration  Court  to  that  of  the  Land  Court,  and  enlarges 
its  jurisdiction  by  assigning  to  it  a  number  of  special  proceedings 
concerning  title  to  real  estate  ['04  ch.448]. 

also  Governors  Messages  and  Index  of  Legislation,  377. 
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New  Jersey  facilitates  the  proof  of  titles  by  providing  that  a 
recital  in  the  attestation  clause  and  in  the  acknowledgment  of  a 
deed  that  the  same  has  been  sealed  by  the  makers  shall  be  con- 
clusive evidence  that  the  same  was  only  sealed,  the  act  to  apply 
to  deeds  theretofore  as  well  as  thereafter  made  ['04  ch.89]. 

Kentucky  has  two  interesting  enactments:  one  providing  that 
no  deed  shall  be  recorded  unless  it  shall  plainly  specify  and  refer 
to  the  next  immediate  source  from  which  the  grantor  derived  title 
['04  ch.67];  the  other,  making  it  unlawful  for  any  cotmty  clerk  to 
officially  certify  to  any  abstract  of  title,  where  the  lands  are  in  the 
actual  possession  of  another  than  the  one  shown  by  the  abstract 
to  be  the  owner,  or  where  there  are  conflicting  patents  of  the  com- 
monwealth ['04  ch.92]. 

New  York  ['04  ch.702]  permits  owners  of  rural  residences  on 
large  estates  (over  100  acres)  to  register  the  same  tmder  a  designa- 
tion and  device  approved  by  the  secretary'  of  state,  in  the  office  of 
the  latter.  If  it  was  intended  to  secure  the  name  of  country  estates 
against  duplication,  the  means  adopted  certainly  seems  quite  futile; 
but  the  purpose  of  the  statute  can  only  be  guessed  at,  and  inquiries 
in  various  quarters  have  failed  to  elicit  any  information  as  to  the 
object  of  the  introducer  of  the  bill. 

Louisiana  ['04  ch.30,  187]  permits  the  owner  of  an  industrial 
establishment  to  file  on  record  a  declaration,  whereby  the  machinery 
and  appliances  of  the  establishment,  for  the  purpose  of  sale  or  mort- 
gage, become  fixtures  or,  in  the  language  of  the  civil  law,  "immov- 
able by  destination."  The  machinery  and  all  its  renewals  and 
additions  become  part  and  parcel  of  the  real  estate  [see  C.C, 
art.  468]. 

Settled  interests.  Maryland  ['04  ch.563]  permits,  where  the  title 
to  land  is  divided  into  particular  estates  and  remainders  or  exe- 
cutory interests,  any  of  the  parties  in  interest  to  institute  proceed- 
ings for  a  decree  under  which  the  property  may  be  mortgaged,  the 
proceeds  to  inure  to  the  benefit  of  the  same  parties  who  are  entitled 
to  the  land  itself,  the  decree  to  bind  contingent  interests  of  parties 
not  in  being.  The  act  will  allow  the  raising  of  money  for  perma- 
nent improvements  or  to  pay  off  existing  incumbrances,  and  such 
is  probably  its  object.  Similar  provisions  exist  in.  other  states 
[N.  Y.  real  property  law  §85;   Mass.  R.  L.  ch.127  §28,  29]. 

New  Jersey  ['04  ch.182]  authorizes  a  remainderman  to  apply  for 
the  appointment  of  a  receiver  where  the  life  tenant  fails  to  take 
and  keep  possession  of  the  property  and  maintain  the  same  free 
from  waste,  or  to  pay  taxes  and  municipal  liens  chargeable  on  it. 
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Intangible  property.  Massachusetts  ['04  ch.184]  makes  the  tin- 
authorized  public  performance  of  an  tmpublished  and  tmdedicated 
dramatic  or  musical  composition  a  misdemeanor.  An  act  of  Con- 
gress of  Jan.  6,  1897,  amending  R.  S.  §4966,  provides  a  penalty 
for  the  tmauthorized  public  performance  of  a  dramatic  or  musical 
composition  for  which  a  copyright  has  been  obtained.  A  com- 
position once  published  is  not  protected  except  by  complying  with 
the  provisions  of  the  federal  law ;  but  before  publication  the  owner 
has  a  common  law  right  that.no  one  else  shall  publish  his  work, 
and  this  right  rests  for  protection  on  the  state  law.  Legislation 
for  the  protection  of  this  right  was  first  enacted  in  New  York  in 
1899;  Louisiana  followed  in  1:900;  Pennsylvania  and  Oregon  in 
1 901;  New  Jersey  in  1902.  The  act  of  Massachusetts  shows  three 
changes  from  the  act  of  1899  o^  New  York:  New  York  protects 
only  against  performances  for  profit,  and  only  musical  composi- 
tions known  as  operas;  New  York  on  the  other  hand  extends  the 
protection  to  copyrighted  compositions,  which  in  view  of  the 
federal  law  seems  not  only  superfluous,  but  illegal,  since  federal 
rights  can  not  be  enforced  by  state  penalties.  The  changes  em- 
bodied in  the  Massachusetts  act  therefore  seem  to  be  distinct 
improvements. 

Eminent  domain.  There  are  seven  acts  relating  to  eminent 
domain,  most  of  them  affecting  minor  points.  Virginia  ['04  ch.6o8] 
codifies  the  law  of  condemnation  by  corporations.  In  the  Review 
for  1903  attention  was  called  to  the  appointment  of  a  committee 
in  Massachusetts  to  inquire  into  the  practicability  of  legislation 
authorizing  the  condemnation  of  land  for  public  uses,  so  as  to  take 
a  whole  lot,  the  greater  portion  of  which  only  is  needed,  where,  the 
remnant  is  unsuitable  for  improvement,  while  a  remnant  can  be 
added  to  other  remnants  or  to  other  lots  for  that  purpose.  The 
committee  made  a  full  and  interesting  report,  and  a  statute  has 
been  enacted  ['04  ch.443]  allowing  the  commonwealth  or  a  city 
(in  1905  a  bill  was  introduced  to  add  towns)  to  acquire  by  con- 
demnation, purchase  or  gift  the  whole  of  any  estate,  part  of  which 
is  actually  required  for  a  public  work,  "if  the  remnant  left  after 
taking  such  part  would  from  its  size  or  shape  be  unsuited  for  the 
erection  of  suitable  and  appropriate  buildings,  and  if  public  con- 
venience and  necessity  require  such  taking."  The  regular  method 
of  disposing  of  such  remnant  is  to  be  by  offering  it  for  sale  to  the 
owner  of  adjoining  property.  The  committee's  draft  act  contained 
a  provision  that  if  such  offer  was  not  accepted,  the  commonwealth 
or  city  should  have  the  power  to  condemn  such  adjoining  property 
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and  then  sell  it  together  with  the  remnant ;  this  provision  does  not 
appear  in  the  act,  though  referred  to  in  one  of  its  sections.  The 
committee  with  some  hesitation  expresses  the  opinion  that  the 
plan  recommended  by  it,  and  since  adopted  by  the  Legislature, 
may  be  sustained  as  constitutional;  tmder  a  liberal  view  of  public 
power  the  difficulty  should  not  be  insuperable.  The  English  law 
(imrestricted  by  constitutional  limitations)  has  sanctioned  such  an 
exercise  of  the  power  of  eminent  domain  [Galloway  v.  Mayor  of 
Commonwealth  of  London,  L.  R.  i  H.  L.  36]. 

LIENS  AND  MORTGAGES' 

BY    LOUIS    BOISOT    LL.B.    Ill    MONROE    ST.   CHICAGO 

Mechanics  liens.  The  year's  legislation  on  the  subject  of 
mechanics  liens  has  been  so  small  in  volume  and  so  imimportant 
in  character  as  to  be  almost  negligible.  What  there  is  of  it  indi- 
cates a  continuance  of  the  legislative  policy,  so  general  in  late 
years,  to  court  popularity  by  giving  tmdue  advantage  to  the  lien 
claimant.  When  this  tendency  goes  too  far  it  is  sometimes  rebuked 
by  the  courts.  Thus  the  Supreme  Court  of  Kansas  [Atkinson  v. 
Woodmansee,  74  Kan.  640]  has  decided  that  the  Kansas  statute 
[G.  S.  '01  §5125]  which  allowed  the  successful  plaintiff  in  an  action 
to  foreclose  a  mechanics  lien  to  recover  attorney  fees  from  the 
defeated  party  while  not  granting  the  same  right  to  the  defendant 
is  unconstitutional,  as  denying  the  equal  protection  of  the  law  to 
all  litigants.  This  decision  is  in  accord  with  the  decisions  of  other 
states  in  regard  to  similar  provisions  of  such  statutes. 

As  illustrations  of  this  legislative  tendency  to  favor  the  lien 
claimant  we  may  mention  the  Mississippi  act  ['04  ch.152]  which 
extends  the  time  for  enforcing  liens  from  6  to  12  months,  and  the 
Massachusetts  statute  ['04  ch.349]  requiring  officers  who  contract 
for  the  erection  of  public  buildings  to  obtain  from  the  contractors 
security  for  the  payment  of  laborers  and  materialmen.  Still  more 
striking  instances  of  this  kind  of  legislation  is  the  Ohio  act  ['04 
p. 499]  which  extends  the  right  of  lien  on  furnaces  to  persons  fur- 
nishing fuel  to  be  consumed  therein,  and  the  Virginia  statute 
[*03  ch.395]  extending  the  right  of  lien  on  the  property  of  railway, 
canal  and  other  transportation  companies  to  the  traveling  repre- 
sentatives of  such  companies.  These  last  two  enactments  cer- 
tainly depart  a  long  way  from  the  original  idea  of  the  mechanics 
lien  law  which  was  to  give  a  person  a  lien  on  the  improvements 

*See  also  Index  of  Legislation,  404. 
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into  the  construction  of  which  his  labor  and  material  had  entered. 
If  legislation  is  to  proceed  much  further  along  these  lines  it  is  easy 
to  foresee  a  reaction  in  which  all  mechanics  lien  laws  will  be  wiped 
off  the  statute  books. 

Mortgages.  No  important  legislation  in  regard  to  mortgages 
has  been  enacted  during  the  year.  The  Legislature  of  Georgia  has 
passed  a  law  ['04  p. 7 9]  regulating  the  business  of  lending  money 
on  household  furniture,  including  kitchen  articles,  sewing  machines 
and  musical  instruments,  by  requiring  any  one  engaging  in  that 
business  to  take  out  a  license,  give  a  bond,  keep  books  containing 
descriptions  of  all  loans  made,  and  give  the  borrower  a  copy  of  the 
entry  in  regard  to  his  loan.  It- would  seem  that  these  provisions 
ought  to  prevent  some  of  the  oppression  caused  by  the  greed  of 
"chattel  mortgage  sharks,"  unless  they  find  some  way  to  evade 
the  penalties  attached  to  its  violation.  Another  Georgia  statute 
['04  p. 99]  gives  the  superior  courts  jurisdiction  to  appoint  a  new 
trustee  tmder  a  deed  of  trust  securing  an  issue  of  bonds  whenever 
the  former  trustee  fails  to  serve  or  becomes  incapable  of  acting  and 
provides  a  mode  of  procedure  in  such  cases.  Other  legislation  on 
this  subject  is  unimportant. 

Governor  Odell  of  New  York  in  his  message  to  the  Legislature 
makes  some  sensible  suggestions  on  the  subject  of  taxation  of  mort- 
gages. Without  attempting  to  decide  the  vexed  question  whether 
mortgages  should  be  taxed  at  all,  he  argues  forcibly  in  favor  of 
legislation  which  should  insure  that  all  mortgages  would  be  treated 
alike  in  the  matter  of  taxation,  a  point  on  which  all  fair-minded 
men  would  probably  agree  with  him,  but  which  nevertheless  is 
frequently  overlooked  by  the  lawmakers. 

CONTRACTS  AND  TORTS» 

JOHN    B.    SANBORN    PH.D.   ATTORNEY    AT    LAW,    MADISON    WIS. 

The  subjects  of  contracts  and  torts  are  of  great  importance  to 
the  lawyer,  but  do  not  ordinarily  cause  any  considerable  legislation. 
Modification  of  the  common  law  is  slow  and  cautious  and  it  is  only 
in  a  few  special  directions  that  our  Legislatures  have  taken  up  the 
amendment  or  codification  of  the  law  relating  to  these  subjects. 
During  1904  the  most  noteworthy  enactments  along  these  lines 
were  the  adoption  of  the  negotiable  instruments  law  in  Kentucky 
and  Louisiana,  and  legislation  in  various  states  in  regard  to  the 
sales  of  merchandise  in  bulk,  together  with  decisions  in  two  states 
declaring  such  laws  im constitutional. 

^See  also  Index  of  Legislation,  452. 
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Negotiable  instruments.  The  negotiable  instruments  law  recom- 
mended in  1896  by  the  commissioners  on  tmiformity  of  laws  was 
adopted  in  substantially  the  form  recommended  by  such  com- 
missioners by  Kentucky  ['04  ch.102]  and  Louisiana  ['04  ch.64]. 
This  makes  25  jurisdictions  in  which  the  recommendation  of  the 
commissioners  has  become  law.*  The  Louisiana  negotiable  instru- 
ments law  follows  the  recommended  act  in  practically  every  par- 
ticular. The  Kentucky  law  has  some  changes,  the  most  important 
of  which  are  those  in  §95  and  §96  which  restrict  a  notice  of  dis- 
honor to  a  written  notice  and  the  one  which  strikes  out  the  pro- 
vision in  the  original  act  for  the  adoption  of  the  law  merchant  in 
cases  not  provided  for.  Curiously  enough  a  number  of  clerical 
errors  which  crept  into  the  act  in  its  first  enactment  in  New  York 
in  1897  have  been  perpetuated  in  the  Kentucky  act,  though  most 
of  these  errors  were  corrected  by  the  supplemental  New  York  act 
of  1898.  The  Louisiana  act  follows  the  recommendation  of  the 
commissioners  almost  verbatim.  It  is  interesting  to  note  that 
neither  of  these  acts  have  adopted  the  suggestions  made  in  the 
rather  heated  criticism  which  the  original  enactment  of  the  nego- 
tiable instruments  law  called  forth. 

Kentucky  also  defines  due  diligence  in  the  collection  of  checks 
as  that  according  to  commercial  usage  ['04  ch.26],  and  New  York 
requires  notification  to  the  bank  within  one  year  after  return  of 
voucher  in  order  to  fix  the  liability  for  payment  of  a  forged  check 
['04  ch.287].  Virginia  repeals  a  number  of  sections  which  relate 
to  negotiable  instruments  ['03  ch.569  ex.  sess.]  but  these  in  no  way 
affect  the  negotiable  instruments  law  previously  adopted  in  that 
state,  as  the  repealed  sections  relate  to  subjects  which  were  sub- 
stantially covered  by  the  negotiable  instruments  law  but  which 
were  not  specifically  repealed  by  it.  A  long  enactment  in  Virginia 
relating  to  public  holidays  ['04  ch.137]  has  an  indirect  bearing  on 
contracts  as  it  touches  the  presentation  of  negotiable  instruments 
and  provides  that  they  shall  be  presented  on  the  next  business  day, 
but  in  this  respect  the  law  makes  no  substantial  change  from  that 
which  had  existed  before  in  that  state. 

Sales  of  merchandise.  A  favorite  subject  of  legislation  in  recent 
years  has  been  a  restriction  of  sales  of  merchandise  in  entire  stocks 
or  otherwise  than  in  the  usual  course  of  business.     It  is  stated 


*Ne\v  York,  Connecticut,  Florida,  Colorado,  Massachusetts,  Rhode  Island, 
Pennsylvania,  Maryland,  Virginia,  North  Carolina,  Iowa,  Wisconsin,  North 
Dakota,  Utah,  Oregon,  Washington,  Arizona,  Idaho,  Montana,  Tennessee, 
New  Jersey,  Ohio,  Kentucky,  Louisiana  and  the  District  of  Columbia. 
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by  the  Supreme  Court  of  Ohio  [Miller  v.  Crawford,  71  N.E.  631] 
that  within  six  years  the  legislatures  of  20  states  have  passed  acts 
on  this  subject.  The  usual  provision  in  these  acts  is  for  a  n6tifica- 
tion  in  some  form  to  the  creditors  of  the  vendor  and  various  penal- 
ties for  failure  to  comply  with  such  terms,  some  making  the  sale 
prestmiptively  void,  others  conclusively  so  as  against  creditors, 
and  others  inflicting  fines.  In  two  cases  during  the  last  year  these 
acts  have  been  declared  tmconstitutional.  The  Utah  act  ['01  ch.67] 
was  reviewed  in  Block  v.  Schwartz,  76  P.  22,  and  it  was  there  held 
that  the  law  was  unconstitutional  as  a  deprivation  of  liberty  of 
contract  and  of  property  without  due  process  of  law,  in  that  it 
made  a  sale  without  the  compliance  of  certain  conditions  fraudu- 
lent, irrespective  of  the  financial  condition  of  the  vendor  and  im- 
posed such  onerous  conditions  on  the  sale  that  the  disposal  of  prop- 
erty was  rendered  extremely  difficult.  It  also  held  that  the  act 
was  tmconstitutional  as  class  legislation  as  it  only  reached  the 
debtor  class  in  the  mercantile  business,  thus  excepting  all  persons 
engaged  in  that  business  who  had  no  creditors  and  also  farmers, 
miners,  manufacturers  etc.,  whether  debtors  or  not.  The  act  was 
also  criticized  as  failing  to  exempt  sales  made  by  judicial  officers. 
The  question  of  the  police  power  of  the  state  was  taken  up  and  it 
was  held  that  this  act  can  not  be  brought  within  that  rather  inde- 
finite province.  The  Supreme  Court  of  Ohio  also  held  the  Ohio  act 
on  this  subject  ['02  p. 96]  unconstitutional  as  infringing  the  right 
prescribed  by  the  Constitution  for  the  holding  of  private  property, 
and  also  as  class  legislation  [Miller  v.  Crawford,  71  N.E.  631]. 

Among  the  new  legislation  on  this  subject  the  act  of  Kentucky 
['04  ch.22]  requires  a  notice  to  all  creditors  by  the  purchaser,  from 
a  list  to  be  furnished  by  the  vendor.  It  fixes  a  penalty  for  the 
failure  to  furnish  such  list  and  makes  the  purchaser  hold  in  trust 
for  the  creditors  in  case  of  failure  to  give  notice.  Judicial  sales  are 
exempted.  The  bill  became  a  law  without  the  approval  of  the 
governor.  New  York  has  made  some  amendments  to  its  law 
['04  ch.569,  amending  '02  ch.528]  so  that  the  sale  is  only  presump- 
tively void  as  against  the  creditors  and  judicial  sales  are  excluded. 
A  penalty  for  failure  to  furnish  a  correct  list  of  creditors  has,  how- 
ever, been  added.  In  Virginia  ['04  ch.554  ex.  sess.]  an  amend- 
ment to  a  previous  act  on  this  subject  ['03  ch.304  ex.  sess.]  makes 
the  sale  only  prima  facie  fraudulent  and  applies  by  its  terms  only  to 
merchants.  It  surrounds  the  sale,  however,  with  numerous  restric- 
tions, and  though  it  does  not  go  as  far  as  the  Utah  and  Ohio  acts, 
it  would  probably  be  objectionable  in  those  states,  as  would  the 
laws  of  Kentucky  and  New  York  above  referred  to. 


e8  N.  Y.  STATE  LIBRARY      REVIEW  OF    LEGISLATION  I904 

Interest.  The  only  Tcference  to  contracts  in  the  governors  mes- 
sages of  1904  was  that  by  Governor  Vardaman  of  Mississippi, 
recommending  a  reduction  of  the  rate  of  interest  to  8%.  South 
Carolina  ['04  ch.287]  attempts  to  prevent  usury  on  small  loans  by 
prohibiting  a  charge  by  the  lender  for  the  drawing  of  papers  con- 
nected with  the  loan.  In  New  York  [04  ch.66i]  some  amend- 
ments are  made  to  a  previous  act  relating  to  the  taking  of  security 
on  loans  greater  than  6%. 

Partnership.  Ohio  has  a  provision  ['04  p.284]  whereby  the  sur- 
viving partner  or  partners  may  cause  a  notice  to  be  published  for 
presentation  of  claims  against  the  partnership,  and  limiting  the 
time  for  such  presentation  to  one  year  and  discharging  the  sur- 
viving partner  or  partners  and  the  sureties  on  the  bond  on  the 
payment  of  claims  presented  within  that  time.  This  is  supple- 
mental to  §3169  of  the  Ohio  statutes  giving  the  surviving  partner 
the  right  to  purchase  the  interest  of  the  deceased  partner  on  giving 
a  bond  for  the  payment  of  partnership  debts. 

Suretyship.  The  recent  development  of  surety  companies  and 
the  very  common  practice  of  giving  bonds  guaranteed  by  such 
companies  is  recognized  and  emphasized  in  an  act  of  Ohio  ['04  p.  18 2] 
which,  with  the  exception  of  bonds  given  by  the  superintendent 
of  insurance,  notaries  public  and  those  tmder  $2000  given  by  exe- 
cutors, trustees  etc.,  restricts  to  bonds  by  surety  companies  author- 
ized to  do  business  in  the  state,  restraining,  however,  the  amoimt 
of  any  one  bond  of  any  company  to  20%  of  its  paid-up  capital. 
If  the  person  required  to  give  such  a  bond  is  unable  to  procure  any 
from  a  surety  company  he  may,  on  the  approval  of  the  person 
under  whom  the  bond  was  to  be  given,  give  a  bond  with  sureties 
as  heretofore. 

Miscellaneous  contracts.  In  Rhode  Island  ['04  ch.1151]  it  is 
provided  that  a  demand  for  receipt  for  money  tendered  shall  not 
prevent  the  offer  from  being  a  legal  tender. 

Personal  injuries.  In  the  subject  of  torts  the  usual  field  for 
legislation  is  that  of  personal  injuries.  The  only  provisions,  how- 
ever, which  are  of  importance  under  this  subject  are,  an  act  of 
Mississippi  ['04  ch.87]  providing  that  illegitimate  children  shall 
have  right  of  action  for  death  of  the  mother,  and  mothers  of  such 
children  right  of  action  for  death  of  the  child;  and  an  act  of  Vii^ 
ginia  ['04  ch.64]  providing  that  if  an  action  is  brought  within  the 
period  of  limitations  for  death  by  wrongful  act,  the  time  when  such 
action  is  pending  shall  not  be  counted  as  part  of  such  period,  and 
if  the  action  is  dismissed  without  a  trial  on  the  merits*  a  new  action 
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may  be  brought  within  the  remainder  of  the  statutory  period. 
This  act  also  adds  parents,  brothers  and  sisters  of  deceased  to 
those  among  whom  the  damages  may  be  distributed,  and  also  pro- 
vides that  where  deceased  shall  leave  a  widowed  mother  and  a 
widow  with  no  children  the  amotmt  shall  be  divided  between  them. 
Libel.  The  Supreme  Court  of  Kansas  has  declared  unconstitu- 
tional the  act  exempting  newspaper  publishers  from  everything 
but  actual  damages  in  case  of  publication  in  good  faith  and  retrac- 
tion ['01  ch.249].  The  court  holds  that  the  deprivation  of  the 
right  to  general  damages  can  not  be  taken  away  without  due  pro- 
cess of  law  and  the  publication  of  the  retraction  is  not  such  process 
[Hanson  v.  Krehbiel,  75  P.  1041]. 

THE  FAMILY' 

AMASA  M.  EATON,  PRESIDENT  OF  THE  CONFERENCE  OF  COMMISSIONERS 

ON    UNIFORMITY   OF    LEGISLATION 

Marriage 

Parties.  Age.  La.  '04  ch.  12  9,  amending  C.  C.  art.  113  relating 
to  impeachment  of  marriages  contracted  within  degrees  of  con- 
sanguinity prohibited,  validates  such  marriages  heretofore  con- 
tracted, celebrated  in  other  states  or  cotmtries  where  not  pro- 
hibited; but  marriages  hereafter  contracted  out  of  the  state  within 
prohibitions  established  are  not  valid  in  Louisiana  if  parties  rettu'n 
.to  reside  permanently  therein. 

N.  J.  '04  ch.i37  prohibits  marriage  of  any  person  who  has  been 
confined  in  any  public  asylum  or  institution  as  an  epileptic,  insane 
or  feeble-minded  patient,  without  a  certificate  of  complete  recovery 
and  that  there  is  no  probability  of  transmission  of  such  defects  to 
his  issue  from  two  regtilarly  licensed  physicians;  and  makes  it  a 
misdemeanor  for  any  one  of  sound  mind  so  to  marry,  or  to  abet 
such  a  marriage. 

Ohio  '04  p.83  prohibits  the  granting  of  a  marriage  license  where 
either  party  is  an  habitual  dnmkard,  epileptic,  imbecile  or  insane, 
or  where  the  applicant  at  the  time  of  making  application  is  tmder 
the  influence  of  any  intoxicating  liquor  or  narcotic  drug. 

Va.  '03  ch.427  (ex.  sess.)  makes  new  provisions  as  to  issuing 
marriage  license  and  prohibits  also  marriage  of  a  woman  with  the 
husband  of  her  brother's  or  sister's  daughter. 

'  See  also  Index  of  Legislation,  474. 
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Divorce 

n  Alimony.  Division  of  property.  N.  Y.  '04  ch.318  amends 
C.  C.  P.  §1772  relating  to  enforcement  of  a  judgment  for  divorce 
or  separation  rendered  in  another  state,  on  the  ground  of  adultery, 
on  which  an  action  has  been  brought  in  New  York  and  judgment 
rendered  therein,  requiring  husband  to  provide  for  wife's  support 
and  the  education  and  maintenance  of  the  children ;  other  security 
failing,  his  property  may  be  sequestered,  and  placed  in  the  hands 
of  a  receiver.  N.  Y. '04  ch.399  amending  C.  C.  P.  §1771  relative 
to  the  support  of  the  plaintiff  wife  after  final  judgment  in  an  action 
for  divorce,  gives  power  to  the  court  to  annul  such  final  judgment 
on  proof  of  remarriage  of  plaintiff. 

Soliciting  divorce  business.  Va.  '03  ch.374  (ex.  sess.)  makes  it  a 
misdemeanor  with  pecuniary  penalty  and  disbarment  to  solicit 
d  vorce  business. 

Trials.  Procedure.  Ala.  '04  ch.489  limits  right  of  appeal  in 
divorce  cases  to  60  days  from  date  of  decree  and  forbids  either 
party  to  marry  within  such  period  or  diuing  the  pendency  of  the 
appeal. 

Va.  '03  ch.406  (ex.  sess.)  amending  C.  §3207,  3268,  reqtiires  pub- 
lication of  notice  on  person  not  residing  in  the  state  to  be  in  a  news- 
paper published  in  the  city  or  county  where  the  proceedings  are 
held. 

Family  property 

Dower.  Curtesy.  la. 'o4ch.i2i  amending  €.§3376,  provides 
that  the  court  may  elect  for  the  surviving  insane  spouse  whether 
to  accept  a  distributive  share  of  an  estate,  under  a  will. 

Md.  *04  ch.151  amending  C.  art.  45,  §7,  provides  that  the  statute 
and  common  law  of  the  state  as  to  wife's  dower  is  to  be  applicable 
to  and  known  as  the  husband's  dower  unless  such  construction 
would  be  unreasonable. 

Va.  '03  ch.460  (ex.  sess.)  empowers  the  coxut,  on  bill  filed,  to 
decree  a  sale  of  the  real  estate  of  a  tenant  by  the  curtesy  or  in 
dower,  and  to  invest  the  proceeds  for  the  benefit  of  the  parties 
interested. 

Property  rights  of  married  women.  N.  J.  '04  ch.21  authorizes 
any  married  woman  having  power  to  sell  real  estate  as  executrix, 
administratrix,  trustee  or  guardian  to  make  conveyance  thereof 
without  joining  her  husband  therein,  in  the  same  manner  as  if  she 
were  feme  sole.  N.J.  '04  ch.192  authorizes  any  married  woman 
to  convey,  assign,  release,  discharge  or  receipt  for  her  personal 
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property  without  the  concurrence  of  her  husband,  with  provision 
for  recording,  after  acknowledgment,  in  the  same  manner  deeds 
of  real  estate  are  acknowledged. 

Rights  when  wife  or  husband  is  insane.  la.  '04  ch.495  amend- 
ing C.  §3167,  3169,  provides  that  on  the  insanity  of  either  spouse 
the  other  may  petition  for  leave  to  convey  or  mortgage  the  insane 
party's  interest  in  real  estate,  and  on  hearing  such  petition,  the 
court  may  enter  a  decree  authorizing  such  deed  or  mortgage. 

Support  of  family.  Md. '04  ch.44  amending  C.  art.  27  §47 A 
relating  to  desertion  of  wife  or  child,  makes  such  desertion  a  mis- 
demeanor punishable  by  fine,  imprisonment  or  both,  and  authorizes 
the  court  to  suspend  the  sentence  and  to  place  the  defendant  on 
probation  for  one  year  on  his  entering  into  a  recognizance  to  make 
certain  weekly  payments  to  the  wife,  the  recognizance  to  be  void  if 
forfeited. 

N.  J.  *04  ch.i66  amending  '80  ch.95,  '01  ch.125,  makes  neglect  of 
minors  by  any  person  having  control  of  them  a  misdemeanor  pun- 
ishable by  fine,  and  authorizes  the  court  to  suspend  the  judgment 
on  defendant's  entering  into  a  bond  to  make  certain  stipulated 
weekly  payments  to  a  humane  society  for  such  minor's  care  during 
minority  or  for  such  shorter  term  as  the  said  justice  or  magistrate 
may  direct.  N.  J.  '04  ch.202  amending  '03  ch.216,  makes  it  a  mis- 
demeanor to  desert  wife  or  minor  child  (formerly,  and  to  leave  the 
state)  punishable  by  fine  or  with  or  without  hard  labor,  not  to 
exceed  one  year. 

Va.  '04  ch.  11 1  makes  it  a  misdemeanor  punishable  by  imprison- 
ment not  exceeding  one  year  to  desert  wife  or  minor  children  with- 
out just  cause,  or  wilfully  to  neglect  to  provide  for  them;  but  the 
court  may  order  defendant  to  make  weekly  payments  for  not  more 
than  one  year  for  their  provision  or  may  release  him  on  probation 
with  or  without  sureties.  In  case  of  subsequent  failure  to  provide, 
the  defendant  may  be  tried  or  sentenced,  and  the  forfeiture  tmder 
the  recognizance  may  be  applied  for  such  provision.  Exclusive 
original  jurisdiction  is  given  to  the  Corporation  or  Hustings  Court 
ii  cities  and  to  the  Circuit  Court  in  counties. 

Children:  adoption,  custody,  legitimation.  Mass.  '04  ch.163 
amends  R.  L.  ch.145  §4  relative  to  the  custody  of  minor  children  by 
requiring  the  consent  in  writing  of  the  parent  or  parents  to  an 
order  that  a  guardian  shall  have  the  custody  of  a  child.  Mass.  '04 
ch.  302  amending  R.  L.  ch.151  §2  relative  to  the  adoption  of  children 
adds  that  illegitimacy  shall  not  be  expressly  averred  on  the  record. 
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Va. '03  ch.430  (ex.  sess.)  amends  C.  §  2552  by  providing  that  the 
child  of  parents,  one  or  both  of  whom  were  slaves  during  cohabita- 
tion, recognized  by  the  father  as  his  child  and  whose  mother  he 
recognized  as  his  wife,  shall  inherit  from  the  father  as  though  bom 
in  lawful  wedlock. 

Change  of  name.  Ala.  '03  ch.43S  makes  it  a  misdemeanor  pun- 
ishable  by  fine  not  to  exceed  $500  for  any  person,  except  as  pro- 
vided by  law,  to  change  name  with  intent  to  defraud,  to  avoid 
payment  of  debt  or  to  conceal  identity. 

la.  *o4  ch.127  revises  the  laws  regulating  change  of  name.  It 
provides  for  a  statement  imder  oath  that  the  affiant  has  been  a  resi- 
dent of  Iowa  for  not  less  than  one  year.  The  statement  shall  also 
give  residence  and  changes  thereof  for  last  five  years ;  place  and 
date  of  birth  and  of  immigration,  if  an  immigrant ;  name  of  parent; 
hight;  color  of  eyes  and  hair;  cause  for  change  of  name;  and  a 
concise  description  of  all  his  real  estate.  A  confirmatory  affidavit 
by  a  freeholder  of  the  same  county  is  also  reqidred.  The  statement 
shall  be  recorded,  and  the  affiant's  real  estate  shall  be  reindexed. 

Md.  '04  ch.25  amends  C.  art.  16  §95  relating  to  procedure  for 
change  of  name.  A  petition  must  be  filed  stating  the  change  desired 
and  reasons  therefor,  on  hearing  of  which  the  court  may  decree 
such  change.  Such  a  petition  may  be  filed  on  behalf  of  any  infant 
residing  in  the  state  by  the  father  or  mother,  or  if  dead,  by  the 
guardian. 
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GENERAL  CORPORATION   LEGISLATION 

EDWARD   DANA   DURAND   PH.D.,   OF   THE    UNITED   STATES 

BUREAU   OF   CORPORATIONS. 

The  legislation  of  1904  contains  little  that  is  of  wide-reaching  im- 
portance regarding  the  organization  and  conduct  of  corporations 
generally,  or  of  "business  corporations**  in  particular. 

The  Legislature  of  Virginia  had  already  in  1903  passed  a  very 
complete  and  carefully  framed  statute  ['03  ch.270]  concerning  stock 
corporations,  with  special  provisions  as  to  banks,  insurance  com- 
panies and  a  few  other  classes.  It  had  created  a  "corporation 
commission**  for  enforcing  this  law,  and  had  likewise  given  the  com- 
mission extensive  power  over  railroads  and  other  public  service 
corporations*.  During  1904  the  state  adopted  an  elaborate  law 
[*o4  ch.609]  regulating  public-service  corporations,  specially  in  their 
external  relations,  the  matter  of  their  internal  organization  and 
administration  being  covered  by  the  statute  of  1903.  The  act  ap- 
plies to  railroads,  street  railways,  canals,  steamboats,  express,  tele- 
graph and  telephone  service,  heat,  power,  light,  gas  and  water 
supply,  cold  storage,  and  concerns  operating  bridges  or  conduits. 
A  further  statute  regulates  the  exercise  of  the  right  of  eminent 
domain  by  such  corporations  ['04  ch.  608].  All  of  the  provisions  of 
these  two  laws  fall  properly  under  other  sections  of  this  Review. 
It  is  sufficient  to  point  out  here  that  Virginia  is  undertaking  her 
corporation  legislation  with  unusual  seriousness  and  progress!  veness, 
and  that  her  new  laws  are  among  the  best  to  be  found  in  this  coun- 
try in  their  combination  of  extensive  corporate  powers  and  au- 
tonomy as  to  internal  details  on  the  one  hand,  with  extensive 
legislative  and  administrative  regulation  by  the  state  for  the  pro- 
tection of  investors  and  the  public  on  the  other  hand. 

Another  extensive  enactment  is  the  new  general  incorporation 
law  of  Alabama  [*o3  ch.395].  This  state  had  formerly  a  dozen  or 
more  titles  in  its  code  concerning  as  many  classes  of  corporations. 
Most  of  these  titles  contained  extensive  provisions  as  to  the  method 
of  incorporation  and  government.  This  arrangement,  which  per- 
sists in  many  states,  caused  much  needless  repetition,  but  on   the 

See  Review  of  Legislation,  1903,  fi-fS. 
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other  hand  left  many  needless  differences  among  the  laws.  The 
present  statute  includes  all  classes  of  stock  corporations,  the  more 
general  provisions  applying  to  all  alike,  while  special  prox'isions  co\*eT 
the  peculiar  conditions  of  particular  kinds  of  corporations,  such  as 
banks,  insurance  companies,  railroads  etc. 

In  a  general  way  the  Alabama  act  follows  the  lines  of  the  previous 
legislation  of  this  state.  In  some  measure,  however,  it  increases  the 
scope  of  corporate  activities,  and  grants  the  corporations  greater 
autonomy  in  their  organization  and  administration.  Almost  noth- 
ing has  been  added  in  the  way  of  restrictions  for  the  protection  of 
investors  or  other  persons  affected  by  the  action  of  corporations. 
Among  the  new  provisions  are  the  following:  meetings  of  directors 
may  be  held  outside  the  state,  and  so  may  stockholders'  meetings 
provided  all  the  stockholders  living  in  Alabama  consent.  But  the 
corporation  must  have  a  **  principal  office"  and  agent  in  the  state, 
with  whom  must  be  filed  copies  of  the  records  of  all  meetings  of 
directors  or  stockholders.  Corporations  may  hold  the  securities  of 
other  corporations  wherever  they  may  be  organized,  except  that  no 
telegraph  or  telephone  company  shall  acquire  a  controlling  interest 
in  the  stocks  of  another  such  company.  The  new  law  authorizes 
consolidation  of  two  or  more  corporations  regardless  of  the  charac- 
ter of  their  business,  but  banks  and  insurance  companies  shall  not 
consolidate  except  with  companies  doing  the  same  class  of  business, 
and  parallel  railroads  may  not  consolidate.  The  procedure  pro- 
vided for  consolidation,  as  well  as  that  for  voluntary-  dissolution, 
presents  no  unusual  or  interesting  features. 

By  the  former  law  of  Alabama  the  amendment  of  articles  of  in- 
corporation required  a  vote  of  three  fourths  of  the  entire  number  of 
stockholders  and  of  two  thirds  of  the  shares.  This  unusually  large 
proportion  now  gives  place  to  the  opposite  extreme,  a  bare  majority 
of  the  number  of  shares  being  sufficient  to  adopt  an  amendment. 
Formerly  proxy-voting  could  be  provided  for  by  the  charter  or  by- 
laws of  a  corporation ;  by  the  new  law  it  is  the  pri\^lege  of  all  share- 
holders without  such  special  provision. 

The  new  statute  of  Alabama  follows  the  old  with  respect  to  the 
method  of  paying  for  stock.  Another  important  provision  taken 
from  the  former  law  gives  stockholders  the  right  to  examine  the 
books,  records  and  papers  of  the  corporation,  a  privilege  not  ac- 
corded by  the  laws  of  some  of  our  leading  states. 

The  general  corporation  law  of  Arizona,  which  has  heretofore 
been  very  much  lacking  in  details,  as  compared  with  the  laws  of  the 
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eastern  states,  has  been  made  slightly  more  precise  by  an  amend- 
ment of  recent  date  ['03  ch.88].  In  addition  to  the  very  limited 
contents  formerly  prescribed  for  articles  of  incorporation,  they  must 
now  set  forth  the  amount  of  stock  and  the  time  and  conditions  of 
payment  for  it ;  the  designation  of  the  officers  and  the  time  of  their 
election;  the  limit  of  authorized  indebtedness  or  liability;  and 
whether  the  property  of  shareholders  is  to  be  exempt  from  corporate 
debts.  This  last  provision  is  somewhat  unusual,  the  customary 
practice  being  to  declare  by  statute  that  stockholders  are  not  liable 
except  for  tmpaid  subscriptions. 

The  corporation  laws  of  Kentucky,  which  had  already  authorized 
the  classification  of  shares,  were  amended  in  1904  ['04  ch.105]  by 
establishing  the  procedure  to  be  followed  by  a  corporation  having 
only  common  stock  in  order  to  convert  part  of  it  into  preferred 
stock.  The  consent  of  two  thirds  of  the  shares  is  required.  There  is 
no  restriction  as  to  the  proportion  of  the  different  classes  of  stock. 

One  of  the  most  important  corporation  measures  of  1 904  was  that 
passed  by  New  Jersey  ['04  ch.  143]  regarding  the  liability  of  directors 
for  the  payment  of  unearned  dividends  and  the  consequent  im- 
pairment of  capital.  Formerly  in  this  state  the  directors  responsible 
for  the  declaration  of  such  dividends  were  liable  to  stockholders,  as 
well  as  to  creditors,  to  the  full  amount  of  the  dividends  paid  other- 
wise than  from  surplus  or  net  earnings.  The  amendment  makes 
the  directors  liable  to  stockholders  only  to  the  '*full  amount  of  any 
loss  sustained  by  such  stockholders"  by  reason  of  such  dividends; 
and  in  case  of  insolvency  the  liability  to  creditors  is  limited  to  the 
amount  of  loss  sustained  by  the  corporation.  Though  the  amended 
provision  is  more  stringent  than  those  found  in  many  states  where 
stockholders  have  no  recourse  against  such  abuses,  the  change  is 
likely  largely  to  destroy  the  effectiveness  of  the  provision  because  of 
the  difficulty  of  proving  the  exact  amount  of  loss  sustained  by  the 
stockholders  or  the  corporation  on  account  of  the  payment  of 
unearned  dividends.  The  simplicity  of  the  former  rule  made  it 
effective.  Having  recently  been  upheld  by  the  courts  of  New 
York  and  New  Jersey  in  important  suits  against  the  American 
Malting  Co.,  the  former  statute  bade  fair  to  check  in  some  measure 
the  too  common  practice  of  paying  dividends  out  of  capital  in 
order  to  inveigle  investors  into  buying  shares  at  inflated  values 
from  directors  and  promoters  of  corporations. 

In  New  York  an  amendment  to  the  general  corporation  law 
[*o4  ch.737]  permits  the  members  of  a  corporation  through  by-laws 
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to  fix  a  quorum  of  the  board  of  directors  at  less  than  a  majority — 
the  previous  limit — ^but  not  less  than  one  third  of  their  number. 

A  Louisiana  amendment  ['04  ch.18,  virtually  amending  1890 
ch.36]  permits  corporations  organized  under  general  law  to  carry 
on  different  branches  of  business,  whether  related  or  not,  but  this 
does  not  apply  to  banking,  insurance  or  business  involving  the 
exercise  of  eminent  domain. 

In  South  Carolina  the  law  formerly  gave  to  foreign  corporations 
the  same  privileges  as  were  granted  to  citizens  of  other  states  or 
foreign  countries.  This  has  been  amended  ['04  ch.247]  so  that  such 
corporations  have  the  same  powers  as  domestic  corporations  of  the 
same  class. 

Other  legislation  of  1904  with  regard  to  general  corporations  was 
unimportant  in  character,  and  the  same  is  true  of  the  legislation 
regarding  corporations  not  for  profit. 
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Courts 

Tenure  and  term.  During  the  period  tinder  review  the  only 
measure  of  importance  affecting  the  tenure  of  judges  was  the 
amendment  proposed  to  the  Constitution  of  Lotiisiana  ['04  ch.137] 
which  was  adopted  in  November  last.  Under  the  provisions  of 
this  amendment  the  justices  of  the  Supreme  Court  are  to  be  elected 
instead  of  being  appointed  by  the  governor  with  the  consent  of 
the  Senate.  A  vacancy  in  the  office  of  a  Supreme  Court  justice 
is  to  be  filled  by  the  selection  by  the  court  of  a  judge  of  one  of  the 
Courts  of  Appeal  who  holds  till  the  next  congressional  election 
when  the  vacancy  is  filled  by  election.  Further  evidences  of  the 
tendency,  which  has  appeared  in  Louisiana  since  the  adoption  of 
the  Constitution  of  1898,  to  substitute  elective  tenure  for  appoint- 
ment by  the  governor,  are  to  be  seen  in  four  other  constitutional 
amendments  ['04  ch.  138-41]  proposed  at  the  same  session  and 
adopted  in  November  1904,  which  provide  that  vacancies  in  the 
offices  of  sheriff,  clerk  of  the  District  Court,  district  attorney,  and 
judge  of  the  District  Court  respectively  shall  be  filled  by  special 
election  if  the  imexpired  portion  of  the  term  exceeds  one  year. 
Formerly  the  vacancies  had  been  filled  for  the  remainder  of  the 
term  by  appointment  by  the  governor. 

During  1904,  the  only  legislation  of  importance  affecting  the 
term  of  judges  was  the  adoption  in  Colorado  of  the  constitutional 
amendment,  proposed  in  1903,  which  increases  the  term  of  judges 
of  the  Supreme  Court  from  9  to  10  years  ['03  ch.73]. 

Compensation.  During  1904  a  few  examples  appeared  of  the 
tendency  to  increase  judicial  salaries  which  was  noticed  in  the  last 
Review.  Georgia  ['04  p. 7  2]  increased  the  salaries  of  judges  of  the 
Supreme  Court  from  $3000  to  $4000  and  of  judges  of  the  Superior 
Court  from  $2000  to  $3000  but,  in  accordance  with  the  provisions 

^  See  also  Governors  Messages  and  Index  of  Legislation,  590. 
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of  the  Constitution  [art.  6  §  13  ^  2]  the  increases  will  not  apply 
to  the  judges  now  in  office  till  the  expiration  of  their  present 
commissions.  By  the  same  act  each  of  such  judges  is  forbidden, 
under  penalty  of  impeachment,  to  receive  for  himself  or  any  mem- 
ber of  his  family  any  pass  or  other  favor,  not  enjoyed  by  the  gen- 
eral public,  from  any  railroad,  express,  telegraph  or  telephone 
company  or  similar  quasi  public  corporation.  In  Mississippi, 
Governor  Vardaman  recommended  [Governors  Messages,  60 id] 
the  increase  of  judicial  salaries  so  '*that  the  best  legal  talent  of 
the  state  may  be  transferred  from  the  bar  to  the  bench,  without 
personal  pecuniary  sacrifice,"  but  no  legislative  action  restdted. 
In  Ohio,  the  salaries  of  the  judges  of  the  Supreme  Court  and  Supreme 
Court  Commission,  which  were  increased  in  1900  from  $4000  to 
$5000  and  in  1902  to  $6000  were  again  raised  in  1904  ['04  P.S56] 
to  $6500.  By  the  same  act  the  salaries  of  the  judges  of  the  Common 
Pleas  and  Superior  Courts,  payable  out  of  the  state  treasury,  were 
increased  from  $2600  to  $3000  and  provision  was  made  for  an 
additional  salary  for  each  of  such  judges,  varying  according  to  the 
population  of  the  coimty  in  which  he  resides,  but  not  to  be  less  than 
$1000  nor  more  than  $3000,  payable  out  of  the  treastuy  of  the 
county  or  counties  forming  the  judicial  district  in  which  he  has 
jurisdiction.  Another  act  passed  at  the  same  session  ['04  p. 530] 
increased  the  salaries  of  judges  of  the  Circuit  Court,  payable  out 
of  the  state  treasury,  from  $4000  to  $6000  but  provided  that  such 
judges  should  no  longer  receive  any  additional  compensation  out 
of  any  county  treasury.  As  against  the  general  tendency  it  is  to 
be  noted  that  in  Wyoming,  the  constitutional  amendment,  pro- 
posed in  1903  ['03  p.  1 5 2],  which  provided  increases  in  the  salaries 
of  judges  of  the  District  and  Supreme  Courts,  was  rejected  by  the 
people  in  November  1904. 

The  increase  in  the  compensation  of  judges  is  designed  to  attract 
a  high  grade  of  legal  ability  to  the  bench.  In  some  states  provision 
for  judicial  pensions  contribute  to  the  same  result.  In  Maryland, 
this  principle  was  adopted  in  an  act  ['04  ch.236]  which  provides  an 
annual  payment  of  $2400  for  judges  of  the  Court  of  Appeals, 
Circuit  Courts  and  the  Supreme  Bench  of  Baltimore  city^  who  shall 
attain  the  age  of  70  years  while  in  office  after  having  served  the  10 
preceding  consecutive  years.  Judges  who  have  served  1 5  consecutive 
years  are  entitled  to  the  pension  when  they  reach  the  age  of  70 
years  though  no  longer  in  office  at  that  time.  The  benefits  of  the 
pension  apply  to  former  judges  no  longer  in  office  who  have  attained 
the  age  of  70  years,  irrespective  of  length  of  service. 
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Supreme  court.  During  the  period  under  review  the  necessity 
for  relieving  the  overcrowded  dockets  of  the  Supreme  Courts  in 
several  states  led  to  provisions  for  increases  in  the  number  of  judges 
and  for  the  division  of  the  court  into  sections  for  facilitating  the 
determination  of  cases.  In  Alabama  ['03  p. 493]  the  number  of 
associate  justices  of  the  Supreme  Court  was  increased  from  four  to 
six  and  provision  was  made  for  sections  of  the  court  each  consisting 
of  four  judges  to  be  constituted  from  time  to  time  by  the  chief 
justice  who,  so  far  as  practicable  must  be  a  member  of  all  sections. 
A  section  can  not  modify  a  former  adjudication  of  the  court  without 
consultation  with  the  court  as  a  whole  and  whenever  a  judge  dissents 
from  a  decision  of  a  section  the  case  must  be  determined  by  the 
court  en  banc.  In  Colorado,  an  amendment  to  the  Constitution, 
proposed  in  1903  ['03  ch.73]  and  adopted  in  November  1904, 
increases  the  number  of  judges  of  the  Supreme  Court  from  three  to 
six  and  authorizes  the  court  to  sit  in  divisions.  The  same  amend- 
ment abolishes  the  existing  Court  of  Appeals.  During  1904  the 
New  York  Legislature  proposed  a  number  of  constitutional  amend- 
ments which  are  designed  to  relieve  the  overcrowded  calendars  of 
the  Supreme  Court  [see  below,  "  Other  intermediate  courts"]. 
One  of  these  ['04  p.  1936]  contains  provisions  affecting  the  Court  of 
Appeals  which,  in  New  York,  is  the  highest  court.  It  proposes  to 
authorize  the  Legislature  to  increase  the  number  of  judges  of  the 
Court  of  Appeals  not  to  exceed  a  total  of  1 1 ,  provided  two  thirds  of 
the  members  of  each  branch  of  the  Legislature  agree  to  such  increase. 
If  the  amendment  is  adopted  the  Legislature  will  also  have  the  power 
to  provide  for  two  divisions  of  the  court  and  to  fix  the  quorum  and 
the  number  whose  concurrence  shall  be  necessary  to  a  decision. 
On  the  other  hand  it  is  to  be  noted  that  an  amendment  proposed 
in  1903  in  Arkansas  ['03  p. 48 2]  increasing  the  number  of  associate 
justices  of  the  Supreme  Court  from  four  to  five  was  rejected  by  the 
people  in  1904. 

Intermediate  appellate  courts.  After  a  contest  extending  over 
six  years  California  has  adopted  the  plan  of  intermediate  courts  of 
appeal.  The  constitutional  amendment  proposed  in  1903  ['03 
p.  7 3  7]  which  was  adopted  in  November  1904,  divides  the  state  into 
three  judicial  districts,  each  presided  over  by  a  District  Court  of 
Appeals  consisting  of  three  judges  elected  for  terms  of  12  years. 
The  jurisdiction  of  these  courts  and  the  resulting  modification  of  the 
jurisdiction  of  the  Supreme  Court  were  described  in  the  Review  for 
1903.  The  existing  Supreme  Court  Commission  is  abolished  by  this 
amendment.     In    Louisiana   there   are   five   intermediate   Circuit 
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Courts  of  Appeal  in  addition  to  one  whose  jurisdiction  is  limited  to 
the  city  of  New  Orleans.  Article  99  of  the  Constitution  adopted 
in  1898  provides  that  after  July  i,  1904,  each  of  these  five  courts 
shall  be  composed  of  two  District  Court  judges  to  be  designated  by 
the  Supreme  Court.  Governor  Blanchard  stated  [Governors 
Messages,  60  ib]  that  the  bench  and  bar,  with  practical  imanimityy 
concur  in  the  view  that  the  courts  as  thus  constituted  will  not  meet 
the  requirements  of  the  situation  and  that  the  demand  is  strong 
and  urgent  for  a  more  satisfactory  intermediate  appellate  court 
between  the  District  Court  and  the  Supreme  Court.  Later,  he  sent  a 
special  message  [ibid,  60  ic]  urging  the  adoption  of  certain  constitu- 
tional amendments  which  were  intended  to  remedy  the  situation. 
The  Legislature  ['04  ch.2]  made  provision  for  securing  statistics 
relative  to  the  number  of  cases  filed,  dismissed,  decided  and  still 
pending  in  the  Circuit  Courts  of  Appeal.  This  information  must 
have  been  convincing  as  the  Legislature  by  the  necessary  two  thirds 
vote  submitted  an  amendment  ['04  ch.132]  to  the  Constitution 
which  proposed  to  reduce  the  number  of  Courts  of  Appeal  to  three. 
A  few  parishes  were  to  be  included  in  the  jurisdiction  of  the  Circuit 
Court  of  Appeal  for  New  Orleans.  The  remaining  parishes  were 
to  be  divided  into  two  circuits  and  each  circuit  into  three  districts. 
Each  district  was  to  elect  one  judge  of  the  Circuit  Court  ©f  Appeal. 
This  amendment,  however,  was  rejected  by  the  people  in  November 
1904.  In  Colorado,  as  noted  above,  the  adoption  in  November 
1904,  of  the  constitutional  amendment,  proposed  in  1903  ['03  ch.73] 
abolished  the  Court  of  Appeals  of  that  state. 

Supreme  court  commission.  No  new  supreme  court  commis- 
sion was  created  during  the  period  under  review  and,  as  a  result  of 
the  adoption  of  the  constitutional  amendment  in  California  ['03 
p. 737]  creating  three  Courts  of  Appeals,  the  Supreme  Court  Com- 
mission of  that  state  has  been  abolished.  In  New  York,  however, 
there  appears  a  tendency  to  apply  the  principle  to  trial  courts. 
Under  a  constitutional  amendment  ['04  p.  1933]  which  was  referred 
to  the  next  Legislature,  the  Court  of  Appeals  may  authorize  the 
appointment  of  a  number  of  trial  commissioners  for  any  county  with 
a  population  of  over  500,000,  in  which,  on  account  of  the  acciunula- 
tion  of  business,  unpref erred  causes  on  the  trial  calendar  can  not  be 
reached  for  trial  in  due  course  within  one  year.  The  necessity  for 
such  action  must  be  certified  by  the  appellate  division  of  the  Su- 
preme Court  of  the  department  in  which  such  county  is  embraced 
and,  after  authorization  by  the  Court  of  Appeals,  such  appellate 
division  appoints  the  number  of  trial  commissioners  for  such  term, 
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not  exceeding  six  years,  as  has  been  authorized.  The  trial  com- 
missioners are  given  the  powers  of  a  justice  of  the  Supreme  Court 
so  far  as  applies  to  the  trial  term  calendar  and  settlement  of  cases  on 
appeal  but  their  jurisdiction  is  limited  to  the  cotmty  for  which  they 
are  appointed.  However,  another  amendment,  proposed  at  the 
same  session  ['04  p.  1938]  will,  if  adopted,  authorize  the  appellate 
division  of  the  department  to  designate  one  or  more  of  such  com- 
missioners to  hold  trial  terms  of  the  Supreme  Court  within  said 
department.  ^ 

Other  intermediate  courts.  The  above  provision  respecting  Su- 
preme Court  commissioners  in  New  York  represents  an  effort  to 
relieve  the  situation  growing  out  of  the  overcrowded  condition  of 
the  calendars  in  the  ist  and  2d  judicial  districts  of  the  Supreme 
Court  to  which  attention  was  called  in  the  last  Review.  The  com- 
mission, authorized  by  the  Legislature  in  1902  [ch.485]  to  examine 
into  the  law's  delays  in  these  districts,  made  its  report  in  1904 
[Governors  Messages,  60 le].  In  addition  to  the  above  proposed 
amendments  respecting  trial  commissioners,  two  other  constitutional 
amendments  respecting  the  Supreme  Court  were  referred  to  the 
next  Legislature.  One  ['04  p.1931]  authorizes  a  justice  of  the 
appellate  division,  when  not  actually  engaged  in  acting  as 
such,  to  exercise  any  of  the  powers  of  a  justice  of  the  Supreme 
Cotirt  in  any  cotmty  or  judicial  district  not  embraced  in  the 
judicial  department  to  which  he  may  be  designated.  The  other 
amendment,  in  addition  to  provision  for  increases  in  the  num- 
ber of  justices  of  the  Court  of  Appeals  [sei  above,  '*  Supreme 
court'*],  authorizes  the  Legislature,  by  a  two  thirds  vote  of 
the  members  elected  to  each  house,  to  increase  the  number 
of  justices  of  the  Supreme  Court.  In  this  connection  it  should  be 
noted  that  a  constitutional  amendment,  proposed  in  1902,  repassed 
in  the  following  year  ['03  p.  1452]  and  which  will  be  submitted  to 
the  vote  of  the  people  in  November  of  this  year,  authorizes  the 
Legislature  to  increase  the  number  of  justices  in  any  Supreme 
Court  judicial  district  not  to  exceed  one  for  each  60,000  or  fraction 
over  35,000  of  the  population  thereof  except  that  in  the  ist  and  2d 
judicial  districts  the  number  shall  not  be  more  than  one  for  each 
80,000  or  fraction  over  40,000  of  the  population  thereof.  In  addition 
to  the  proposed  constitutional  amendments,  two  acts  were  passed 
to  facilitate  the  disposition  of  business  at  the  trial  term  of  the  Su- 
preme Court.  Under  the  provisions  of  one  act  ['04  ch.474]  the 
appellate  divisions  of  the  Supreme  Court  may  provide  rules  for 
making  up  the  calendar  in  each  county  of  their  respective  depart- 
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ments  and  for  the  classification  for  purposes  of  trial,  of  actions 
placed  on  such  calendar.  The  other  act  ['04  ch.500]  provides  that 
in  counties  in  which  there  are  two  or  more  parts  of  the  Supreme 
Court  at  trial  term,  one  or  more  parts  shall  be  reserved  for  the  trial 
of  actions  on  sales  of  personal  property,  including  agreements 
incident  to  such  sales,  on  policies  of  insurance  and  on  negotiable 
paper. 

In  a  number  of  other  states  legislation  was  enacted  to  facilitate 
the  disposition  of  business  by  intermediate  courts,  generally  by 
increasing  the  number  of  judges  and  rearranging  judicial  districts. 
In  Alabama  ['04  p. 566]  the  nimiber  of  judicial   circuits  was  in- 
creased from  13  to  17  and  a  redistribution  of  the  counties  into 
circuits  was  made.    Kentucky  ['04  ch.14]  redistricted  its  Appellate 
Court  districts.     In  Louisiana  an  amendment  to  the  Constitution 
was  proposed  ['04  ch.29]  providing  for  two  district  judges  instead  of 
one  in  the  first  judicial  district  but  this  amendment  met  the  fate  of 
the  one  proposed  at  the  same  session,. relating  to  Circuit  Courts  of 
Appeal,  being  rejected  by  the  people  in  November   1904.     Missis- 
sippi ['04  ch.82]  increased  its  Chancery  Court  districts  from  seven 
to  eight  and  rearranged  the  cotmties  accordingly.     In  New  Jersey 
an  act  ['04  ch.29]  was  passed  increasing  from  three  to  four, the  num- 
ber of  special  judges  appointed  to  hold  the  Circuit  Court  in  the  re- 
spective counties  in  the  absence  of  a  justice  of  the  Supreme  Court. 
Moreover,  an  important  means  of  facilitating  the  business  of  the 
former  courts  is  provided  in  an  act  ['04  ch.250]  which  vests  in  the 
Supreme  Court  the  power  of  determining  the  county  or  counties 
which  shall  compose  the  several  judicial  circuits  and  of  changing 
such  composition  from  time  to  time,  instead  of  having  such  deter- 
mination made  by  legislative  act.     Governor  Heyward  of  South 
Carolina  called  attention  [Governors  Messages,  6oig]  to  the  con- 
gested condition  of  the  calendars  of  the  Circuit  Courts  and  criticized 
the  provision,  adopted  in   1900  [ch.i86]  for  special  courts,  on  the 
ground  that  it  is  unwise  so  make  a  temporary  judge  out  of  a  prac- 
tising attorney.     lie  recommended  the  abolition  of  the  act  for 
special  courts  and  the  creation  of  at  least  two  additional  circuits 
but  the  Legislature  failed  to  respond  with  the  requisite  legislation. 
In  Virginia,  the  Legislature  at  a  special  session,  reorganized  the 
Circuit  Courts  in  accordance  with  the  Constitution  of  1902  and 
passed  a  series  of  acts  to  bring  the  statutes  in  conformity  with  such 
reorganization  [Index  of  Legislation,  60 le].     One  act  ['03  ch.495 
(ex.  sess.)]  reenacts  §94  of  the   Constitution  which  increases  the 
number  of  judicial  circuits  from  17  to  24.     Two  other  acts  ['03 
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ch.4oi,5is  (ex.  sess.)]  vest  in  the  Circuit  Court  the  jurisdiction 
formerly  possessed  by  the  County  Court.  In  Florida,  the  constitu- 
tional amendment  proposed  in  1903  ['03  p. 63 7]  requiring  a  judge  of 
the  County  Court  to  be  an  attorney  at  law  was  rejected  in  Novem- 
ber 1904. 

Municiipal  and  police  courts.  In  South  Carolina,  the  right  to 
establish  municipal  courts,  which  was  restricted  to  cities  possessing 
a  population  of  over  20,000,  was  granted  to  cities  between  4000  and 
20,000  population  ['04  ch.214].  In  Virginia,  under  the  provisions  of 
§98  and  99  of  the  Constitution  of  1902,  the  cities  of  the  state  were 
divided  ['03  ch.433  (ex.  sess.)]'  into  two  classes,  the  first  class  pos- 
sessing a  Corporation  Court,  the  second  class  possessing  only  such 
mtmicipal  courts  as  were  in  existence  at  the  time  the  Constitution 
went  into  effect,  which  courts  may  be  abolished  by  a  vote  of  a 
majority  of  the  qualified  electors  of  such  cities.  Another  act 
['03  ch.  542  (ex.  sess.)]  provides  that  the  Corporation  Court  shall 
appoint  one  police  justice  for  each  city  of  the  first  class  whose 
charter  makes  no  provision  for  a  police  justice. 

Justices  of  the  peace.  In  Virginia,  an  act  ['03  ch.577  (ex.  sess.)] 
was  passed  authorizing  every  city  whose  charter  makes  no  provision 
for  a  justice  of  the  peace,  to  elect  one  justice  for  a  term  of  four  years. 
Another  act  ['03  ch.385  (ex.  sess.)]  makes  the  state  liable  for  one 
half  of  the  impaid  fees  in  Justices  Courts. 

Public  prosecutor.  An  Alabama  act  ['03  p. 283]  provides  that  a 
justice  of  the  peace  who  is  also  coimty  solicitor  may  not  issue  a 
warrant  of  arrest  returnable  to  any  court  in  which  it  is  his  duty  to 
prosecute.  Governor  Jennings  of  Florida  called  attention  [Gov- 
ernors Messages,  687a]  to  the  necessity  for  more  prosecuting 
officers  and  recommended  a  constitutional  amendment  creating  a 
state's  attorneyship  in  each  senatorial  district  instead  of  each 
judicial  district  as  at  present.  The  Legislature  failed  to  carry  out 
this  recommendation.  A  similar  result  attended  the  recommenda- 
tion of  Governor  Montague  of  Virginia  [ibid.  60 ih]  that  each  com- 
monwealth attorney  be  required  to  make  periodical  reports  to  the 
attorney  general  giving  the  style  of  every  cause,  civil  or  criminal, 
wherein  the  commonwealth  is  a  party,  together  with  the  disposition 
of  the  case,  in  order  that  the  people  may  **be  enabled  to  know  with 
what  expedition  the  laws  are  enforced,  and  in  what  proportion 

crimes  exist." 

Practice  of  law 

Admission  to  bar.  During  the  period  under  review  there  was  no 
important  legislation  affecting  admission  to  the  bar.    A  Virginia  act 
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['03  ch.447  (ex.  sess.)]  permits  persons  over  19  years  of  age,  who 
have  studied  law  two  years,  to  take  the  bar  examination  but  no 
certificate  to  practise  can  be  issued  to  such  persons  till  they  have 
attained  the  age  of  21  years. 

Attorney's  lien  for  fees.  Another  Virginia  act  ['04  ch.147]  pro- 
vides that  where  a  person,  having  a  right  of  action  sounding  in  tort 
or  for  unliquidated  damages  on  contract,  agrees  with  an  attorney  to 
prosecute  the  same,  the  latter  shall  have  a  lien  on  the  cause  of 
action  for  his  fees  which  shall  be  binding  on  the  opposite  party 
after  written  notice  thereof. 

Practice.  Limitations.  In  Kentucky,  an  act  ['04  ch.20]  prohibits 
clerical  assistants  in  the  Court  of  Appeals  from  practising  law  in 
such  court.  A  Louisiana  act  ['04  ch.135]  includes  employees  of  the 
clerk  or  deputy  clerk  of  the  court,  sheriff  or  deputy  sheriff  among 
those  who  are  forbidden  to  appear  or  plead  in  any  court  of  the 
state.  In  Mississippi  ['04  ch.138]  the  law  partner  of  a  justice  of  the 
peace  is  forbidden  to  appear  as  attorney  in  any  case  coming  before 
such  justice,  and  another  act  ['04  ch.146]  makes  it  unlawftd  for  the 
partner  of  a  district  attorney  to  defend  any  person  in  any  court 
when  it  is  the  duty  of  such  district  attorney  to  prosecute  such  per- 
son. 
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To  make  comparison  simpler  we  shall  follow  in  general  the  order 
of  the  review  of  taxation  in  1903,  considering  the  general  property 
tax,  the  separation  of  state  and  local  taxes,  changes  in  assessment, 
and  exemptions;  then  under  special  forms  of  taxation  other  than 
the  general  property  tax,  first  the  few  special  forms  of  taxation  of 
individuals,  and  second,  special  forms  of  taxation  of  corporations. 

General  property  tax 

Criticism  and  improvement.  Four  of  the  governors  (New  Jersey 
Oregon,  West  Virginia,  Wisconsin)  made  taxation  the  subject  of 
special  messages  to  the  Legislature.  The  governor  of  Oregon 
merely  urged  the  need  of  revision  in  view  of  the  "confusion  worse 
confounded."  The  governor  of  Rhode  Island  recommended  that 
as  a  basis  for  apportioning  the  state  tax  be  taken  the  actual  expendi- 
tures of  the  several  towns  and  cities.  The  governor  of  Mississippi 
has  nothing  better  to  suggest  in  the  way  of  improvement  than  the 
enactment  of  rigid  laws  enforcing  full  and  complete  assessment. 
The  year  ended,  however,  without  any  changes  in  the  general 
property  tax  laws  of  the  states  other  than  the  comparatively  minor 
ones  to  be  mentioned  later  under  the  heads  of  exemptions  and  cor- 
porations. 

Separation  of  state  and  local  taxation.  The  governor  of  West 
Virginia  sent  a  special  message  to  the  extra  session  called  to  con- 
sider the  subject,  but  no  legislative  action  appears  to  have  been 
taken.  The  governor  of  New  Jersey  expressed  his  doubts  of  the 
advantages  of  having  no  state  tax,  believing  that  the  blessings 
and  benefits  of  government  would  be  more  highly  appreciated  if 
every  citizen  were  required  to  pay  at  least  a  poll  tax.  The  prin- 
ciple of  separation  suffered  in  Iowa  under  a  strong  adverse  decision 

*  See  also  Governors  Messages  and  Index  of  Legislation,  800. 
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of  the  Supreme  Court  [Layman  v.  Iowa  Telephone  Co.,  Ap.  1904] 
which  strongly  reaffirms  the  proposition  that  iinder  the  Constitu- 
tion of  Iowa  there  can  be  no  separation  of  the  sources  of  state  and 
local  taxation,  and  that  telephone  companies,  as  in  this  case,  may 
not  be  exempted  from  local  taxation  on  personalty  while  taxed 
for  state  purposes.     To  the  same  effect  the   Supreme  Court  of 
Nebraska  decided  that  it  is  unconstitutional  in  that  state  to  exempt 
personal  property  of  foreign  insurance  companies  [State  v.  Insur- 
ance Co.  of  North  America,  100  N.  W.  405].     This  decision,  while 
affecting  immediately  a  very  small  amount  of  property,  showed 
the  difficulty,  and  indeed  impossibility,  of  revising  the  old  general 
property  tax  in  some  states  under  their  present  constitutions. 

Central  assessment.  West  Virginia  provided  ['04  ch.  15]  for  the 
reassessment  of  all  real  estate  by  one  commissioner  in  each  county. 
The  plan  of  central  assessment  of  some  kinds  of  property  by  a 
state  board  made  some  progress.  The  governor  of  Florida  recom- 
mended the  creation  of  a  state  board  of  equalization,  and  the  gov- 
ernor of  Georgia  called  attention  to  the  need  of  better  equalization 
both  in  the  counties  and  in  the  state.  West  Virginia  created  the 
office  of  state  tax  commissioner  ['04  ch.4]  for  the  term  of  six  years, 
salary  $4000,  with  $1000  for  expenses,  no  one  to  be  eligible  for 
reappointment.  New  Jersey  ['04  ch.180]  gave  to  the  state  board 
power  to  correct  assessments  on  application  of  property  owners. 
Kentucky  empowered  the  state  railroad  commissioners  ['04  ch.  41] 
to  assess  railroad  bridges  spanning  the  state  boundary  line.  Ohio 
['04  p. 572]  provided  for  the  assessment  of  interurban  electric  rail- 
roads by  a  board  consisting  of  the  auditors  in  the  group  of  counties 
in  which  the  road  lies,  the  apportionment  of  the  total  value  among 
the  counties  to  be  by  mileage ;  and  also  provided  a  state  board  of 
equalization  for  electric  railroads.  A  setback  was  given  to  the 
method  of  central  assessment  in  Utah  by  a  decision  of  the  Supreme 
Court  [State  v.  Eldridgc  County  Assessor,  Ap.  1904]  which 
interpreted  the  constitutional  provision  on  local  self-government 
as  forbidding  the  central  state  assessment  of  public  franchises 
situated  wholly  within  one  county,  thus  limiting  the  possible  devel- 
opments of  franchise  taxation  in  that  direction. 

Exemptions.  New  York  ['04  ch.  438]  extended  to  all  the  towns 
the  requirement  to  report  exempt  property  to  the  State  Board  of 
Taxation,  so  that  it  soon  will  have  a  complete  list  of  the  exempted 
property  in  the  state.  The  exemptions  from  the  general  property 
tax  as  before  fall  under  the  five  general  classes  of  property  or  citi- 
zens as  follows: 
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1  Exemption  of  public  property.  Ohio  ['04  p.115]  exempted 
public  monimients  and  the  land  on  which  they  stand. 

2  Exemption  of  special  industries  or  persons  for  the  encour- 
agement of  certain  businesses  or  acts.  The  governor  of  Louisiana 
recommended*  continuing  for  a  period  the  exemption  of  newly 
built  railroads  for  the  term  of  10  years.  Maryland  [*o4  ch.212] 
exempted  from  the  franchise  tax  savings  banks  with  a  capital  of 
$20,000.  Virginia  ['04  ch.148]  exempted  from  the  franchise  tax 
telephone  companies  with  less  than  $5000  capital.  California, 
at  the  November  election,  rejected  the  proposed  constitutional 
amendment  exempting  ships  and  shipping. 

3  Exemption  of  fraternal,  charitable,  educational  and  religious 
interests.  The  governor  of  Georgia  recommended  the  exemption 
of  college  endowments.  California,  at  the  November  election, 
adopted  the  constitutional  provision  exempting  the  California 
Academy  of  Sciences  from  taxation.  South  Carolina  ['04  ch.252] 
exempted  confederate  veterans  from  business  licenses.  Virginia 
['04  ch.ioo]  exempted  some  persons  conducting  business  at  relig- 
ious gatherings. 

4  Exemption  of  tangible  personal  property  to  a  limited  amount. 
California  in  November  adopted  the  constitutional  amendment 
exempting  personal  property  of  householders  to  the  amount  of 
$100.  Oregon  ['03  p. 28]  exempted  the  personal  property  of  house- 
holders to  the  amount  of  $300. 

5  Exemption  of  credits  and  loans  and  other  intangible  person- 
alty. Ohio  [*04  p. 65 2]  submitted  a  constitutional  amendment 
exempting  state,  local  government  and  school  bonds  from  taxa- 
tion. Mississippi  ['04  ch.94]  exempted  all  bonds  of  levee  districts 
of  the  state  from  all  taxation  within  the  state.  New  Jersey  ['04 
ch.112]  amended  the  mortgage  tax  law  (which  had  permitted  the 
mortgagor  to  credit  on  interest  payments  for  the  amount  of  tax 
paid  proportionate  to  the  mortgage)  by  allowing  the  parties  to 
agree  that  no  deduction  shall  be  made  by  reason  of  the  mortgage. 
The  governor  of  New  York,  in  his  message,  discussed  the  inequali- 
ties in  the  administration  of  the  existing  mortgage  taxation,  but 
the  Legislature  took  no  action  during  the  period  under  review. 

Special  forms  of  taxation 

Special  taxation  of  individuals.  When  the  general  property  tax 
for  state  or  local  purposes  is  departed  from ,  it  is  by  imposing  some 
special  forms  of  taxation  either  on  individuals  or  on  corporations. 
Of  the  first  kind,  there  are  only  to  be  noted  a  few  business  taxes 
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imposed  by  four  of  the  Southern  States.  Alabama  ['03  p.  184] 
generally  amended  her  revenue  laws,  the  principal  changes  being 
in  the  details  of  some  of  the  privilege  or  license  taxes.  Most  im- 
portant is  the  change  of  the  license  tax  on  express  companies  from 
the  former  basis  of  mileage  to  a  uniform  privilege  tax  of  $4000, 
with  the  permission  of  municipal  licenses  graded  by  population. 
Kentucky  ['04  ch.54]  removed  the  license  tax  from  dealers  in 
mineral  waters  and  ['04  ch.129]  on  manufacturers  of  tobacco. 
Maryland  ['04  ch.485]  imposed  on  gipsies  a  license  of  $50  for  each 
coimty,  and  Virginia  ['04  ch.69]  a  license  of  $500  for  each  county. 
A  decision  of  the  federal  court  [191  U.  S.  441,  1903]  declared  tmcon- 
stitutional,  as  an  interference  with  interstate  commerce,  the  tax 
in  North  Carolina  on  the  sale  of  sewing  machines  sent  C.  O.  D.  into 
the  state. 

Corporation  taxes.  The  governor  of  Virginia  speaks  of  the 
good  results  of  the  new  corporation  taxes  in  that  state  and  the 
adequate  revenues  they  have  yielded.  The  governor  of  Florida 
urged  a  constitutional  amendment  authorizing  a  license  tax  on 
all  corporate  franchises.  The  governor  of  New  Jersey  notes  the 
falling  off  of  fees,  resulting  evidently  from  the  more  liberal  laws 
of  incorporation  of  neighboring  states,  notably  New  York. 

Maryland  ['04  ch.  212]  removed  the  franchise  tax  of  J  %  on 
deposits  from  savings  banks  with  a  capital  over  $20,000  and  re- 
ceiving only  time  deposits.  Kentucky  ['04  ch.  66]  provided  for 
the  assessment  of  the  shares  of  national  banks  under  the  general 
property  tax,  in  harmony  with  the  federal  statutes  on  this  subject. 

Only  two  measures  affecting  insurance  companies  appear  to  be 
of  importance.  South  Carolina  ['o4ch.274]  imposed  a  tax  of  i\% 
on  the  receipts  of  insurance  companies,  apparently  in  place  of  the 
general  property  tax  on  the  gross  receipts  of  foreign  companies 
and  on  the  total  taxable  property  of  domestic  companies.  New 
York  ['04  ch.708]  reduced  from  2%  to  1%  the  tax  on  premituns  to 
be  paid  by  life  insurance  companies  organized  outside  of  the  United 
States  on  which  a  tax  had  not  been  paid  in  any  other  state.  The 
decision  referred  to  under  separation  of  state  and  local  taxation, 
shows  the  constitutional  difficulty  of  substituting  in  Nebraska 
and  some  other  states,  a  special  corporation  tax  for  the  general 
property  tax  in  the  case  of  insurance  companies. 

The  taxation  of  public  service  corporations  shows  a  very  few 
changes.  The  governor  of  Florida  urged  the  need  of  taxing  the 
franchises  of  such  corporations,  but  no  legislation  appears  to  have 
resulted.     MirinCsota   voted  in   November  to   increase  the  gross 
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earnings  tax  on  railroads  from  3%  to  4%.  Alabama  ['04  p.  184], 
as  noted  under  business  taxes,  changed  the  privilege  tax  on  express 
companies,  which  by  the  law  of  1893  was  graded  according  to 
mileage,  no  local  tax  except  on  tangible  property  being  allowed, 
to  a  state  tax  of  $4000,  with  the  permission  to  localities  to  charge 
a  privilege  tax  graded  by  population.  The  federal  court  [191  U. 
S.  171  (1903)]  declared  imconstitutional  as  a  regulation  of  inter- 
state commerce  the  law  of  Tennessee  which  imposed  a  car  tax 
on  sleeping  cars. 

To  sum  up,  it  may  be  said  that  the  amount  of  important  legisla- 
tion on  this  subject  was  less  in  1904  than  in  either  of  the  two  years 
preceding.  In  the  summary  of  legislation  on  taxation  appear 
only  about  one  half  as  many  items  as  in  1 903 ,  about  a  dozen  of  the 
some  130  subjects  mentioned  being  judicial  decisions  and  about 
120  being  legislative  enactments.  Nearly  all  of  these  are  of  a 
minor  nature,  affecting  the  duties  of  officers  and  the  forms  and 
modes  of  procedure  rather  than  the  principle  of  taxation. 

The  laws  on  general  property  taxes  for  state  and  local  purposes 
remained  almost  unchanged.  No  steps  were  taken  in  the  direc- 
tion of  the  separation  of  the  sources  of  state  and  local  taxation 
which  precept  and  practice  have  so  strongly  favored  of  late;  two 
court  decisions  in  western  states  move  in  the  other  direction.  The 
compensation  of  local  assessors  and  the  modes  of  local  assessment 
were  not  materially  changed,  but  the  plan  of  central  state  assess- 
ment made  some  advance.  Exemptions  were  about  as  usual 
both  in  kind  and  in  number,  relative  to  the  number  of  Legisla- 
tures in  session,  the  most  important  items  probably  referring  to 
intangible  personalty.  The  changes  in  business  taxes  were  of 
slight  note  and  the  innovations  in  corporate  taxation  were  the 
least  significant  in  many  years;  only  a  few  measures  were  passed 
and  not  one  appears  to  be  of  even  second-rate  importance. 

Altogether  the  year  1904  was  remarkably  quiescent  in  matters 
of  taxation.  As  compared  with  the  year  previous  this  is  partly 
explained  by  the  fact  that  only  about  one  third  of  the  number  of 
Legislatures  meet  in  the  even  year;  but  even  as  compared  with 
1902  the  difference  is  striking.  After  a  period  of  considerable 
activity  in  revision,  the  states  apparently  are  stopping  to  observe 
the  results  and  awaiting  further  light  on  the  question.  It  is  further 
noteworthy  that  not  a  single  special  state  tax  commission  reported 
in  the  course  of  the  past  year. 
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The  most  important  piece  of  inheritance  tax  legislation  during 
1904  was  the  passage  of  the  Ohio  statute  ['04  p. 398]  imposing  a 
tax  of  2*'[  on  direct  inheritances,  in  so  far  as  they  exceed  $3000. 
This  takes  the  place  of  the  ill-fated  progressive  direct  inheritance 
tax  of  1894,  which  was  declared  unconstitutional  by  the  slate 
Supreme  Court  the  year  after  its  adoption;*  and  in  order  to  avoid 
the  broadly  construed  provisions  of  the  Ohio  Constitution  relati\'e 
to  taxes  on  property,  the  new  law  is  prudently  designated  **an 
act  to  impose  a  tax  upon  the  right  to  succeed  to,  or  inherit,  prop- 
erty." The  tax  applies  to  the  decedent's  parents,  husband  or 
wife,  brothers  and  sisters,  nieces  and  nephews,  lineal  descendants, 
adopted  children  and  their  descendants,  sons-in-law  and  daugh- 
ters-in-law; more  distant  relatives  being  subject  to  the  collateral 
inheritance  tax  of  $^/c. 

There  is  a  discount  of  i  %  for  each  full  month  payment  is  made 
prior  to  the  expiration  of  a  year  from  the  decedent's  death— an 
exceptionally  strong  inducement  to  pay  promptly.  If  the  tax 
is  not  paid  into  the  state  treasury  within  one  year  after  the  dece- 
dent's death,  interest  is  thereafter  charged  at  the  rate  of  6^; 
and  after  18  months  it  is  the  duty  of  the  prosecuting  attorney  of 
the  county,  (jn  the  direction  of  the  attorney  general  and  informa- 
tion of  the  auditor  of  state,  to  institute  the  necessary-  proceedings 
for  collection. 

Within  10  days  after  the  filing  of  the  inventory-,  the  probate 
judjT^e  is  re(|uired  to  forward  a  copy  to  the  auditor  of  state,  with 
the  a[)pniisal  of  the  estate.  Executors,  administrators  etc.  are 
required  tr)  inform  the  probate  judge  regarding  real  estate  subject 
to  the  tax.  The  actual  market  value  of  the  property  is  to  be  de- 
termined by  the  Court  of  Probate,  which,  on  the  application  of  the 
state  or  any  interested  party,  will  appoint  three  appraisers  and 
fix  their  fees.  The  value  of  annuities  and  life  estates  is  to  be  de- 
termined by  the  actuaries'  combined  experience  table,  at  5%  com- 
pound interest.  The  fees  of  probate  judges  and  of  appraisers  are 
to  be  ])'ci\(\  by  the  auditor  out  of  the  taxes  received. 

The  West  Virginia  collateral  inheritance  tax  was  elaborated 
['04  ch.6]  l)y  distinguishing  three  classes  of  taxable  relatives.  In 
place  of  the  former  uniform  rate  of  2^%,  the  decedent's  brothers 
and  sisters  now  ])ay  3'"f  .  ^"^^^  grandparents  5%,  and  more  distant 

.'Sec  also  Governors  Messages  and  Index  of  Legislation.  836. 
*See  Journal  of  Politic  al  I^eonomy,  6:438  (Sep.  1898). 
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relatives  and  strangers  7i%.  Bequests  for  public  purposes  are 
exempt;  but  the  former  exemption  of  estates  of  less  than  $1000 
is  omitted  from  the  new  law.  The  administrative  provisions 
are  also  much  changed  and  elaborated.  The  tax  is  made  payable 
to  the  state  treasury  on  the  assessment  of  the  state  tax  commis- 
sioner, to  whom  quarterly  reports  are  made  by  the  clerks  of  the 
county  courts.  Double  taxation  by  conflicting  jurisdictions  is 
avoided  by  reciprocal  provisions. 

The  Louisiana  Constitution  of  1898  authorized  the  Legislature 
to  levy,  for  the  support  of  the  public  schools,  a  tax  on  inheritances, 
legacies  and  donations,  not  to  be  enforced  when  the  property 
donated  or  inherited  has  borne  its  just  proportion  of  taxes  prior 
to  the  time  of  such  donation  or  inheritance.  The  rates  were  limited 
to  3%  for  ascendants  and  descendants,  and  10%  for  collaterals, 
with  exemptions  in  favor  of  amounts  less  than  $10,000  going  to 
ascendants  or  descendants,  and  bequests  to  educational,  religious 
and  charitable  institutions.  The  Legislature  has  now  ['04  ch.45] 
faithfully  carried  into  effect  these  provisions  of  the  Constitution 
by  imposing  such  a  **  special  inheritance  tax"  at  the  maximum 
rates.  It  is  made  the  duty  of  probate  judges  to  require  satisfac- 
tory proof  that  an  estate  is  not  liable  to  the  tax  before  placing 
the  heirs  in  possession.  In  cases  where  the  tax  appears  to  be  due, 
it  must  be  paid  to  the  tax  collector  of  the  parish,  and  the  receipt 
presented  to  the  judge.  It  is  made  the  duty  of  parish  school  super- 
intendents (and  of  the  president  of  the  school  board  in  New  Orleans) 
to  see  that  the  act  is  carried  out,  and  thev  mav  call  on  district 
attorneys  to  take  legal  proceedings  to  enforce  it.  The  resultant 
funds  are  not  to  be  budgeted  against  till  the  end  of  the  year,  "this 
being  an  uncertain  and  contingent  source  of  revenue." 

The   Iowa  collateral  inheritance  tax   was  amended  ['04  ch.51] 

.by  the  introduction  of  discriminating  rate.s  against   nonresident 

aliens,  who  are  now  taxed  20%  (four  times  the  usual  rate),  except 

that  if  they  are  brothers  or  sisters  of  the  decedent  the  rate  is  10%. 

In  Maryland  the  lien  of  the  collateral  inheritance  tax  wa.s  limited 
to  four  years  ['04  ch.222].  Governor  Bates  of  Massachusetts 
recommended  the  extension  of  the  inheritance  tax  to  direct  heirs, 
but  the  only  change  adopted  by  the  Legislature  was  one  relating 
to  the  settlement  of  taxes  on  the  interest  of  unascertained  persons 
taking  property  under  power  of  appointment  ['04  ch.421].  The 
treasurer  of  Porto  Rico  introduced  a  bill  increasing  and  extending 
the  Hollander  inheritance  tax,  but  this  feature  of  his  comprehen- 
sive reform  was  not  adopted. 
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LIQUOR  LEGISLATION^ 

MUSSEL   HEADLEY,    NEW    YORK    STATE    DEPARTMENT    OP    EXCISE 

During  the  past  year,  legislation  affecting  the  excise  question  has 
an  enacted  in  12  commonwealths.  Many  of  these  laws  were  of 
nor  importance,  being  in  most  instances  amendments  of  a  cor- 
ctional  or  explanatory  nature. 

In  Alabama  there  were  but  two  enactments:  one  prohibits  the 
le  of  liquor  on  Simday,  provides  penalties  for  a  breach  of  the  law, 
id  declares  that  any  judge  of  probate  who  issues  a  license  within 

0  years,  to  one  convicted  of  Simday  selling,  shall  be  guilty  of  a 
;sdemeanor;'  the  other  prohibits  the  sale  of  liquors  in  towns  where 
lispensary  is  in  operation.' 

There  were  also  but  two  pieces  of  excise  legislation  in  Georgia: 
e  authorizes  the  proper  authorities  of  each  city,  town  and  county 
g^ant  licenses  to  the  manufacturers  of  domestic  wines,  to  sell  the 
ne  in  quantities  not  less  than  one  quart,  and  not  to  be  drunk  on 

1  premises  where  sold,  and  makes  such  sale  without  a  license,  a 
sdemeanor;"  the  other  amends  C.  §  1541  in  regard  to  the  peti- 
n,  and  proceedings  thereon,  in  elections  for  or  against  the  sale 
liquor.* 

[n  Iowa  a  "bootlegger*'  is  legally  defined,  and  penalties  provided 
such  a  person.''  C.  §  2406  is  amended  in  respect  to  actions  for  the 
)pression  of  illegal  sales  of  intoxicating  liquors,"  and  §2437-38 
^ting  to  the  mulct  tax  and  the  payment  of  the  same.'  An  act 
s  also  passed  providing  for  the  establishment,  operation  and 
nagement  of  a  state  hospital  for  inebriates." 

5f  the  two  excise  acts  passed  by  the  Kentucky  Legislature,  one 
ends  '02  ch.128  art.  10  §25,  by  reducing  the  sum  paid  for  a 
:el  license,  from  $235  to  $160;*  the  other  prohibits  under  penal- 
5  the  wholesaling  of  intoxicating  liquors  in  local  option  districts 
:ept  by  manufacturers." 

'n  Massachusetts  R.  L.  ch.ioo  §  86  was  amended  by  abolishing 
s  for  a  complainant  against  police  officers  failing  to  enforce  the 
ise  laws.***' 

]n  New  Jersey  an  act  was  passed  supplementing  '03  ch.189,  pro- 
ing  that  excise  boards  in  cities  of  the  first  class  may  appoint  two 
jnse  inspectors  and  prescribe  their  duties.'* 


also  Governors  tA^sages  and^Index  of  Legislation,  900. 
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The  only  le^slation  on  this  subject  in  Mississippi,  is  an  act 
amendatory  of  Ann.  C.  *q2  §i6io.  which  prohibits  local  optioti 
elections  within  two  months  of  anv  g^eneral  or  local  election,  includ- 
ing a  primary  election,  requires  the  petition  therefor  to  remain  oq 
file  30  days  before  being  considered,  provides  for  withdrawing  the 
same,  and  fixes  the  time  within  which  another  mav  be  presented." 

In  New  York  two  amendments  to  the  liquor  tax  law  were  passed: 
one  relates  to  special  agents  and  their  salaries  :'*  the  other  pro\-ides 
that  the  liquor  traffic  may  be  carried  on  within  200  feet  of  a  church- 
on  obtaining  the  consent  of  the  church  corporation.'* 

In  Ohio,  an  act  was  passed  providing  for  the  disposal  of  the  sur- 
plus liquor  tax  not  used  for  the  support  of  a  city  infirmarv,"  and 
also  an  act  providing  for  local  option  elections  in  residence  districts 
of  municipalities.  Manufacturers  however,  may  notwithstanding 
such  vote  sell  their  products  both  to  retail  and  wholesale  dealer? 
who  reside  without  the  prohibited  district.  Two  years  must  inter- 
vene between  local  option  elections,  and  the  validitv  of  anv  such 
election  may  be  contested,  if  proceedings  are  instituted  within  10 
days.'' 

In  Oregon  a  law  was  proposed  by  initiative  petition  and  adopted 
June  6,  1904  providing  for  Icx^al  option  throughout  the  state.  By 
the  provisions  of  this  law  the  people  of  each  county  or  district  thereof, 
may  on  a  petition  signed  by  10%  of  the  registered  voters  of  the  ter- 
ritory afTected,  vote  as  to  all  trai^c  in  liquor  therein,  except  the  sale 
of  alcohol  for  scientific  or  manufacturing  purposes,  or  wines  for 
sacramental  purposes,  or  liquors  sold  only  on  physicians'  ]>rescrip- 
tion.  Tliesc  elections  may  take  place  every  two  years:  but  wlun 
proliihition  lias  l:)cen  carried  for  an  entire  county,  no  election  can 
thereafter  bo  held  in  any  subdivision  or  precinct  thcrcr.jf,  till  after 
f)rohil)iti()n  has  been  defeated  at  a  subsequent  election  for  the  same 
purpose,  held  for  the  entire  county.  Heavy  penalties  are  p)n:>videi: 
for  sales  in  ])rohibition  localities,  provision  made  for  the  prosecution 
of  ofTenders,  and  the  rules  of  evidence  of  a  violation  of  law  pre- 
scribed. 

The  only  excise  legislation  enacted  in  South  Carolina,  consisted 
of  an  amendment  to  'g6  eh.6i,  relating  to  county  dispensaries.  The 
noticeable  features  of  this  amendment  are  as  follows:  givini;  the 
county  board  of  control  certain  discretion  as  to  locating  dispensaries. 
prohibiting  the  establishment  of  dispensaries  where  the  sale  of  alco- 
holic li(}uor  was  forbidden  ])rior  to  July  i,  1893  unless  already 
established  therein;  iixing  a  tax  on  counties  voting  to  remove  or 
close  (lisj)cnsarics  ancl  ])roviding  for  the  dispo.sal  of  excise  fun<1s." 
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Virginia  seems  to  have  been  quite  prolific  in  excise  legislation 
during  the  past  year,  producing  no  less  than  six  laws  on  that  subject. 
Besides  these,  four  others  enacted  at  a  prior  session  of  the  Legisla- 
ture, and  not  included  in  the  last  Review,  are  also  to  be  considered 
at  this  time.  The  first  of  the  last  mentioned  merely  makes  some 
changes  in  C.  §  581,  585,  as  to  local  option  elections  in  towns.'" 
The  second  provides  that  where  15  or  more  qualified  voters  of  a 
county,  corporation  or  district,  make  complaint  that  a  local  option 
election  was  invalid  or  the  return  thereof  false,  the  contest  shall  be 
determined  by  the  Circuit  Court,  or  Corporation  or  Hustings  Court 
of  the  city  or  town  where  the  election  was  held.*' 

By  another  act,  a  person  who  has  been  licensed  by  the  County  or 
Circuit  Court  but  has  been  refused  a  license  by  the  town  council, 
may  recover  from  the  auditor  of  public  accounts,  the  amount  paid 
by  him  for  such  license.'*  The  last  of  these  enactments  relates  to 
the  sale  of  liquor  by  social  clubs.  The  act  provides  for  a  yearly  tax 
of  $2  on  each  member  of  a  club  trafficking  in  liquor,  which  payment 
shall  be  in  lieu  of  a  license.  Sales  to  outsiders  are  forbidden  and  the 
club  may  not  be  located  in  the  same  building  where  there  is  a  duly 
licensed  bar.  The  membership  list  must  be  filed  monthly  with  the 
clerk  of  the  county  or  corporation.  An  entrance  fee  of  not  less 
than  $10  and  dues  not  less  than  $1  a  month  must  be  charged  all 
members.  The  club  must  close  on  Sunday.  No  liquors  can  be 
sold  by  clubs  located  in  any  county,  city,  town  or  district  in 
which  local  option  or  dispensary  laws  prevail."'  This  law  was  still 
further  amended  at  the  1904  session.  A  license  is  provided  at  the 
rate  of  $2  for  each  person  who  has  been  a  member  of  the  club,  but 
not  exceeding  $350  in  all.  The  list  of  members  is  to  be  filed  annu- 
ally. Simday  selling,  games  of  chance  and  slot  machines  are  pro- 
hibited under  severe  penalties,  and  in  addition  the  charter  and 
license  of  the  corporation  is  forfeited.*'  The  remaining  acts  of  the 
1904  session  are  as  follows:  one  amends  C.  §585  in  reference  to 
holding  subsequent  Ipcal  option  elections."  Another  defines  the 
jurisdiction  of  the  County  Courts  in  enforcing  the  liquor  laws.""'  A 
third  permits  a  licensed  liquor  dealer  to  continue  to  traffic  in  in- 
toxicants for  90  days  after  the  establishment  of  a  dispensary  or  a  no 
license  vote  in  the  district  where  he  resides,  for  the  purpose  of  dis- 
posing of  his  stock;  this  act  also  makes  provision  for  refunding 
money  to  liquor  dealers  who  are  deprived  of  their  licenses  by  local 
option  elections,  or  the  establishment  of  dispensaries.'' 

Another  act  amends  '03  ch.  148  §  144  relating  to  liquor  licenses.  It 
prohibits  the  manufacture,  distilling  or  rectifying  of  any  liquors  other 
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than  wine,  or  selling  any  intoxicants,  without  a  license;  provides 
for  the  granting  of  licenses ;  requires  an  application  and  bond ; 
allows  an  appeal  to  the  Circuit  Court  from  refusal  or  granting  of  a 
license  by  the  County  Court;  defines  an  ordinary;  and  penalizes 
sales  without  a  license.  The  form  of  license  is  to  be  prescribed  by 
the  auditor  of  public  accoimts,  which  license  must  be  posted  in  a 
conspicuous  place  on  the  premises,  and  a  failure  to  do  so  subjects 
the  offender  to  a  fine  not  exceeding  $ioo.  Druggists  can  not  sell 
liquor  without  a  license,  and  sample  liquor  merchants  must  also  pay 
a  tax.  No  license  can  be  transferred  to  or  used  by  any  other  person 
than  the  licensee.  The  sale  of  w^ood  alcohol  as  a  beverage  is  forbid- 
den, as  is  also  Sunday  selling  or  sales  to  persons  tmder  the  age  of  21. 
A  violation  of  these  provisions  is  made  a  misdemeanor  and  revokes 
the  license.-"  The  last  of  the  excise  acts  amends  C.  §3804,  by  pro- 
hibiting the  opening  of  places  where  liquor  is  sold,  or  the  sale  of  the 
liquor  between  12  o'clock  Satiu-day  night  and  sunrise  Monday 
morning.  The  penalty  for  a  violation  of  the  act  includes  a  fine  of 
not  less  than  $100,  nor  more  than  $500,  and  in  addition  the 
revocation  of  the  license. "'" 


*Ala.  '03  p. 64 
'Ala.  '03  p.373 
^Ga.  '04  p. 98 
*Ga.  '04  p. 62 
*Ia.  '04  ch.84 
"la.  *o4  ch.82 
'la.  *o4  ch.83 
"la.  '04  ch.8o 
"Ky.  *o4  ch.87 
^«Ky.  '04  ch.76 
"Mass.   04  ch.i22 
"N.J.  'o4ch.i62 
'^Miss.  '04  ch.147 
'*N.  Y.   04  ch.348 


»»N.  Y.  *o4  ch.48S 

^•O.  *o4  p. 286 

"O.  '04  p.87 

"S.  C.  '04  ch.276 

^Va.  '03  ch.361  (ex.  sess.) 

"Va.  '03  ch.328  (ex.  sess.) 

"Va.  '03  ch.468  (ex.  sess.) 

•'Va.  '03  ch.517  (ex.  sess.) 

"Va.  '04  ch.ii6 

"Va.  '04  ch.3 

'•Va.  '04  ch.207 

«Va.  '04  ch.165 

"Va.  *o4  ch.579  (ex.  sess.) 

"Va.  '04  ch.249 
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There  was  very  little  important  legislation  in  1904  relating  to 
sanitary  affairs.  Few  changes  were  made  in  the  organization  of 
state  or  local  boards  of  health  though  the  authority  of  the  former 
was  extended  in  several  instances.  There  was  not  much  legislation 
in  regard  to  communicable  diseases,  except  tuberculosis,  which  still 
holds  a  leading  position  with  the  lawmakers.  It  is  noticeable  that  the 
mosqtiito  now  receives  some  legislative  attention  particularly  in 
New  Jersey.  There  was  less  legislation  than  for  several  years  con- 
cerning licenses  for  physicians,  pharmacists,  embalmers,  plumbers, 
etc.  One  or  two  important  acts  were  passed  relating  to  theater  pro- 
tection and  the  control  of  floods. 

General  supervision.  In  Kentucky  ['04  ch.34]  the  State  Board  of 
Health  is  to  consist  of  eight  instead  of  seven  members ;  one  homeo- 
path, one  eclectic,  one  osteopath  and  the  others  "regular."  The 
members  are  to  be  nominated  by  their  respective  societies  and  the 
secretary  of  the  board  is  to  be  a  member  of  it.  The  Alabama  health 
law  was  amended  in  many  particulars  ['04  ch.499].  There  is  now 
to  be  a  state  health  officer  appointed  by  the  State  Medical  Society 
which  is  the  State  Board  of  Health. 

State  boards  of  health  though  at  first  intended  as  merely  ad- 
visory bodies,  have  continued  to  take  on  administrative  duties. 
In  this  class  is  included  the  maintenance  of  bacteriological  labora- 
tories. Though  these  often  do  considerable  research  work,  thus 
carrying  out  the  purpose  for  which  state  boards  of  health  were 
primarily  established,  their  chief  function  is  to  assist  physicians 
and  health  officers  in  the  diagnosis  of  disease,  or  in  determining 
the  presence  of  infection,  thus  aiding  directly  in  the  control  of  the 
communicable  diseases.  Quite  a  number  of  the  state  boards  have 
established  laboratories,  some  with,  and  some  without  legislative 
sanction.  Among  the  former  are  Maine  ['03  ch.223],  New  Hamp- 
shire ['01  ch.23]  and  Vermont  ['01  ch.70].  Last  year  Iowa  ['04 
ch.ioi]  provided  for  bacteriological  work  of  this  kind.  The  bac- 
teriological laboratory  of  the  medical  department  of  the  State 

'See  also  Governors  Messages  and  Index  of  Legislation,  930. 
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University  was  utilized  as  a  nucleus,  and  $1000  was  appropriated 
for  additional  apparatus,  and  $5000  biennially  for  increased 
expenses.  The  laboratory  is  required  to  do  such  work  as  may  be 
required  by  the  State  Board  of  Health. 

The  production  of  vaccine  virus  and  antitoxins   is   a  function 
which  it  is  thought  by  many  ought  to  be  performed  by  the  state 
board  of  health.     But  whenever  this  is  urged  before  a  legislative 
body,  state  or  municipal,  the  private  manufacturers  of  these  pro- 
ducts may  be  expected  to  use  every  means  to  defeat  the  proposi- 
tion.    New  York  ^nd  Massachusetts  ['03  ch.480]  now  manufacture 
antitoxin,  but  last  year  New  Jersey  ['04  ch.232]  provided  that  the 
State  Board  of  Health  should  contract  with  some  manufacturer 
to  furnish  diphtheria  antitoxin  for  indigent  persons  at  a  cost  not 
to   exceed   $4000  per  annum.     The  governor  of  Maryland  urged 
sufficient  appropriation  for  furnishing  the  best  and  purest  vaccine 
virus  in  ample  amount. 

Very  little  reference  was  made  during  the  year  to  local  sanitary 
organization.     In  Kentucky  ['04  ch.35]  the  State  Board  of  Health 
is  now  required  to  appoint  three  "physicians/*  instead  of  three 
"citizens/'  to  serve  on  the  coimty  board  of  health.      In  Louisiana 
[*o4  ch.184]  a  municipal  council  may  not  elect  one  of  its  own  mem- 
bers to  membership  on  the  board  of  health,   and  three  membiers 
of  the  board  must  if  practicable  be  registered   physicians.    The 
term  of  office  is  made  four  years.     In  Ohio  ['04  p. 460]  cities  may 
require  the  "board  of  public  service"  to  act  as  the  board  of  health. 
In  Alabama  ['04  ch.499]  the. coimty  boards  of  health   (which  are 
the  county  medical  societies)  are  to  appoint  a  health  officer  for 
each  incorporated  city  or  town.     This  act  also  fixes  the  salaries  of 
the  county  health  officers,  graded  according  to  population. 

In  New  York  [^04  ch.484  §  20]  all  cities,  except  those  otherwise 
provided  for  by  special  acts,  are  required  to  have  a  health  ofhcer. 
He  must  be  a  physician  and  is  to  be  appointed  by  the  local  board 
of  health.  The  state  commissioner  of  health  had  by  a  previous 
act  ['01  ch.2Q]  been  directed  to  appoint  on  recommendation  of  the 
local  board  of  health,  a  health  officer  in  each  municipality  (except 
cities).  By  the  present  act  the  state  commissioner  of  health  is 
given  full  control  of  the  appointment  in  case  the  local  board  fails 
to  nominate,  or  nominates  an  unsatisfactory  person.  In  Virginia 
the  circuit  and  corporation  judges  had  been  required  to  appoint 
county  and  municipal  boards  of  health  on  recommendation  of  the 
county  or  local  medical  society.  The  judges  are  now  required  to 
appoint  a  board  of  health  in  all  counties  and  corporations  where 
there  is  no  medkaV  soc\^\>\  V 
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Vital  statistics.  Iowa  ['04  ch.ioo]  has  enacted  a  new  registra- 
tion law  with  many  excellent  provisions.  The  State  Board  of 
Health  is  the  central  bureau,  the  health  officers  are  the  local  regis- 
trars, and  the  appointment  of  subregistrars  is  provided  for.  For 
deaths  the  essential  requirement  is  made  that  no  body  shall  be 
buried  or  removed  from  the  state  without  a  permit  from  the  regis- 
trar. Births  miist  be  reported  by  the  physician  or  parent,  within 
10  days.  This  statute  and  also  an  amendment  to  the  New  York 
law  ['04  ch.392],  provides  that  when  a  child  is  not  named  at  the 
time  the  return  of  birth  is  made,  a  supplementary  return  giving 
the  name,  is  to  be  filed  as  soon  as  the  child  is  named.  In  the  Iowa 
law  this  must  be  done  by  the  physician;  in  the  New  York  law  by 
the  parent.  In  Iowa  it  is  provided  that  the  United  States  standard 
form  of  birth  and  death  return  shall  be  used.  Local  registrars 
are  to  record  births  and  deaths  and  send  the  originals  each  month 
to  the  state  board.  A  fee  of  25  cents  is  provided  for  the  registrars 
for  each  return  forwarded  to  the  central  office,  but  physicians  re- 
ceive no  fee  for  reporting  births.  In  West  Virginia  the  county 
clerks  are  made  local  registrars  instead  of  the  assessors. 

Licensing  of  physicians.  South  Carolina  ['04  ch.292]  and  Ken- 
tucky ['04  ch.34]  revised  their  laws  relating  to  the  practice  of  medi- 
cine, making  many  changes;  other  than  these  there  were  no  gen- 
eral laws  on  this  subject.  Osteopathy  received  attention  in  vari- 
ous states.  In  Kentucky  ['04  ch.34]  there  must  be  an  osteopath 
on  the  examining  board  (State  Board  of  Health),  and  osteopaths 
must  be  examined  and  licensed,  but  they  are  not  permitted  to 
administer  drugs  or  perform  surgical  operations  with  a  knife. 
Osteopaths  who  are  graduates  of  colleges  offering  four  terms  of 
five  months  each  and  who  were  practising  in  the  state  prior  to  Feb.  i , 
1904,  may  receive  a  license  without  examination.  In  South  Caro- 
lina [*04  ch.292  §  13]  osteopaths  are  exempted  from  the  provisions 
of  the  license  law.  In  North  Carolina  by  '03  ch.697  osteopaths 
were  required  to  pass  a  prescribed  examination,  and  were  licensed 
as  regular  practitioners.  This  has  been  declared  imconstitutional 
in  State  v.  Briggs,  46  S.  E.  401  (1903).  The  Kentucky  act  is  not 
to  apply  to  the  practice  of  Christian  science.  Interstate  reciprocity 
in  medical  licenses  was  provided  for  in  Georgia  ['04  ch.ioi],  Iowa 
['04  ch.102]  and  South  Carolina  ['04  ch.292].  Among  minor  acts 
relating  to  this  subject  was  one  in  Alabama  ['04  p. 73]  which  ex- 
empts those  who  do  not  propose  to  practise  major  surgery,  from 
an  examination  in  that  subject;  and  one  in  New  York  ['04  ch.211] 
which  exempts  unsalaried  members  of  a  hospital  staff  from  the 
provisions  of  the  medical  practice  law. 
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Licensing  of  dentists.  The  Kentucky  law  was  amended  ['04 
ch.32]  so  that  the  examining  board*  is  now  appointed  by  the  gov- 
ernor instead  of  elected  by  the  Kentucky  Dental  Assodatioa. 
Students  in  dental  colleges  in  the  state  are  exempt  from  the  pro- 
visions of  the  dental  practice  act.  The  Mississippi  law  was  amended 
['04  ch.145]  in  some  minor  particulars  and  the  following  subjects 
were  added  to  those  in  which  applicants  were  to  be  examined; 
"oral  surgery,  physiology,  metallurgy,  orthodontia,  and  cbeniistry. 
anatomy,  materia  medica,  pathology,  therapeutics,  histology  and 
bacteriology  as  they  pertain  to  dentistry,  together  with  a  practical 
examination  in  operative  and  mechanical   dentistry." 

Licensing  of  pharmacists.  In  Georgia  ['04  p. 5 9]  the  law  was  so 
amended  that  druggists  connected  with  schools  of  pharmacy  shall 
be  ineligible  for  membership  on  the  state  licensing  board  and  by 
another  act  [*o4  p. 61]  licensees  may  by  paying  $15,  receive  a  per- 
manent license  instead  of  one  requiring  annual  renewal.  In  New 
York  ['04  ch.554]  diplomas  are  to  be  recognized  only  from  those 
schools  requiring  an  entrance  examination  in  subjects  equivalent 
to  12  Regents  coimts.  The  act  also  provides  that  certificates 
from  boards  of  pharmacy  in  other  states  may  be  recognized,  if 
they  represent  an  equally  high  standard. 

Licensing  of  embalmers.  Previous  to  1904  the  licensing  0: 
embalmers  by  state  boards'  had  been  provided  for  in  all  the  states 
except  California,  Delaware,  Idaho,  Indian  Territor>%  Kentuck}*, 
Massachusetts,  Mississippi,  Nevada,  New  Jersey,  New  Mexico. 
Pennsylvania,  Rhode  Island,  Tennessee  and  Wyoming.  Ken- 
tucky ['04  ch.89]  now  has  a  state  embalming  board  which  examines 
applicants  and  issues  licenses.  The  act  is  substantially  the  same 
as  that  in  force  in  many  other  states.  Unimportant  moditica- 
tions  were  made  to  the  laws  in  several  other  states.  In  Massa- 
chusetts ['04  p.  2 7]  the  state  board  of  health  was  requested  to  report 
on  the  advisability  of  such  a  law,  and  reported  against  sucb 
an  enactment. 

Communicable  diseases.  Legislation  enacted  diiring  the  year, 
relating  directly  to  these  diseases,  has  been  comparatively  unim- 

'  States  in  which  the  licensing  board  is  the  state  board  of  health: 
Arkansas,  ('nlorado,  Florida,  Illinois.  Louisiana.  Michigan,  Montana, 
Minnesota,  Maine,  New  Hampshire,  North  Dakota.  Oklahoma,  Oregon. 
South  Carolina.  Utah.  Vennont,  Washington  and  Wisconsin. 

States  in  which  there  is  a  special  lx)ard  for  licensing  embalmers :  Alabama. 
Arizona,  Connecticut,  Georgia,  Indiana,  Iowa,  Kansas,  Maryland,  Missouri. 
Nebraska,  New  York,  North  Carolina,  Ohio,  South  Dakota.  Texas,  Virpnia, 
and  West  Virginia. 
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portant.  In  Virginia  ['04  ch.i86]  a  rather  unusual  law  was  passed 
making  it  obligatory  for  the  employers  of  "large  bodies  of  laborers 
.  .  .  constructing  works  of  public  improvement "  to  have  the 
laborers  inspected  at  such  intervals  as  the  county  board  of 
health  may  determine,  either  by  their  own  physician,  or  at  their 
own  expense  by  a  physician  appointed  by  the  board  of  health. 
The  examining  officer  may  order  the  employees  vaccinated  at  the 
expense  of  the  employer.  It  would  appear  to  be  difficult  to  deter- 
mine what  are  "large  bodies"  of  laborers  or  "works  of  public 
improvement."  In  Alabama  ['03  p. 499  §13,  14,  16]  the  health 
officers  are  to  investigate  outbreaks  of  contagious  disease  and  report 
to  the  county  commissioners  or  mimicipal  coimcils,  who  are  em- 
powered to  order,  enforce  and  pay  for  any  restrictive  measures 
necessary. 

The  mode  of  payment  for  the  care  of  cases  of  contagious  disease, 
particularly  smallpox,  is  a  perennial  source  of  difficulty,  and  minor 
amendments  relating  to  this  were  adopted  in  Iowa  [^04  ch.98,  99] 
and  Ohio  ['04  p. 539].  The  location  of  contagious  disease  hospitals 
is  another  subject  which  often  arouses  much  discussion.  In  Ken- 
tucky the  new  law  ['04  ch.35  §7]  gives  the  county  board  of  health 
power  "to  fix  and  determine  the  location  of  an  eruptive  hospital 
for  the  coimty,  sufficiently  remote  from  human  habitation  and 
public  highways  as  in  its  judgment  is  safe."  In  Virginia  ['03  ch.473 
(ex.  sess.)]  the  mode  of  establishing  contagious  disease  hospitals 
was  somewhat  modified,  and  it  was  forbidden  ['04  ch.179]  to  main- 
tain such  a  hospital  within  50  yards  of  any  street,  public  road, 
park  or  cemetery,  or  to  hereafter  establish  one  within  150  yards  of 
such  place.  In  Massachusetts  ['04  ch.395]  the  State  Board  of 
Charities  may  establish  a  hospital  for  the  care  of  persons  infected 
with  a  disease  dangerous  to  the  public  health,  who  are  liable  to 
become  a  charge  on  the  state,  or  may  otherwise  provide  for  them. 

Tuberculosis.  This  disease  has  for  some  time  been  uppermost  in 
the  minds  of  sanitary  officers  and  legislators.  The  investigation  of 
the  disease  and  the  establishment  of  state  sanatoriums  are  the 
most  noteworthy  results  of  legislation.  The  governors  of  Mary- 
land, New  Jersey,  Ohio  and  Rhode  Island  all  referred  approvingly 
to  this  movement.  New  Hampshire  ['03  ch.184],  Massachusetts, 
Rhode  Island  ['03  ch.1096],  New  York  [*oi  ch.691].  New  Jersey 
['02  ch.126],  Minnesota  ['03  ch.316]  and  Pennsylvania  ['03  ch.430] 
have  either  provided  for  the  construction  of  state  sanatoriums  or 
for  the  treatment  of  patients  at  existing  sanatoriums.  In  1904 
New  Jersey  [ch.129]  appropriated  $200,000  more  for  the  state 
— latorium,  Rhode  Island  [r.14]  $21,000  more  aivd  m  0\v\o  \^.^^^ 
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$3^,000  was  appropriated  for  the  construction  of  a  sanatoritan. 
Commission  for  investigating  the  subject  had  previously  been 
appointed  in  several  states,  and  in  1904  Georgia  [p. 760]  and  Iowa 
[ch.162]  were  added  to  the  list.  In  Maryland  [ch.476]  the  Tuber- 
culosis Commission  was  continued  till  January,  1906,  when  it  U 
to  report  a  detailed  plan  for  a  sanatorium. 

Mar\'land  appears  to  be  foremost  in  the  thoroughness  with  which 
it  is  investigating  the  tuberculosis  problem  and  providing  for  the 
restriction  of  the  disease.  It  is  now  required  by  statute  ['04  ch.4121 
that  physicians  and  heads  of  institutions  report  to  the  State  Board 
of  Health  all  cases  of  pulmonary  and  laryngeal  tuberculosis.  The 
state  board  is  to  keep  a  register  of  all  persons  afflicted  with  tuber- 
culosis, but  this  register  is  not  to  be  open  to  the  public.  Another 
act  [*04  ch.399]  makes  it  a  nuisance  for  any  person  whose  secre- 
tions contain  the  virus  of  disease  to  endanger  others  in  the  house, 
and  local  health  officers  have  control  over  such  cases.  The  diseases 
referred  to  are  specified  and  among  them  is  tuberculosis.  Physi- 
cians must  see  that  the  proper  regulations  are  carried  out 
The  state  board  is  to  provide  printed  rules  and  circulars 
of  information,  and  such  materials  as  are  needed  to  prevent 
the  spread  of  the  disease.  The  physician  is  to  report  the  facts 
of  the  case,  the  advice  given,  and  the  precautions  taken, 
and  if  the  report  is  satisfactory  is  to  receive  for  the  same  $1.50. 
When  a  consumptive  moves  or  dies,  the  apartments  must  be  dis- 
infected, and  must  not  be  again  let  till  this  is  done  ['04  ch.412  §34]]. 

Nuisances.  There  was  very  little  legislation  relating  to  nuisances 
during  the  year.  The  most  interesting  was  the  New  Jersey  law 
[*04  ch.  119]  which  specifies  "  water  in  which  mosquito  larvae  breed  " 
as  a  nuisance  which  local  boards  of  health  shall  abate. 

Pollution  of  water.  Xo  important  acts  were  passed  during  the 
year,  but  it  will  bo  of  interest  to  many  to  know  that  the  United 
States  Geological  Survey  has  issued  a  bulletin  [Water  Supply  and 
Irrigation  paper  no.  103]  containing  the  existing  statute  law  on  this 
subject. 

Fire  protection.  Lv>uisiana  ['04  ch.122]  created  the  state  office  of 
fire  marshal  to  be  tilled  by  the  i^ovemor.  The  marshal  is  to  super\'ise 
the  investij::ation  of  the  origin  of  fires,  or  may  make  such  investi- 
gation himself,  and  may  examine  witnesses  under  oath.  He  is 
also  to  regulate  the  handling  of  combustible  material.  The  ex- 
penses of  tlie  office  are  to  be  defrayed  by  a  tax  of  .2%  on  the  pre- 
mium receipts  of  fire  insurance  companies.  South  Carolina  ['04 
oh. 274]  revised  its  general  law  on  the  same  subject.  The  tax  in 
that  state  is  .1^  i  oi  t\ve  piettvivLTtv  xeeev^t^  of  insurance  companies. 


CHAPIN  PUBLIC  HEALTH  AND  SAFETY  J7 

In  Massachusetts  ['04  ch.433]  firfe  inspection  was  removed  from 
the  inspection  department  of  the  District  Police  to  the  detective 
department. 

Iowa  ['04  ch.136]  made  a  thorough  revision  of  the  law  relating 
to  fire  escapes.  Buildings  requiring  escapes  are  divided  into  six 
classes,  and  minute  directions  are  given  as  to  the  number  and 
location  of  fire  escapes,  their  construction,  accessibility  and  light- 
ing, which  vary  somewhat  in  the  different  classes  of  buildings. 
The  commissioner  of  labor  statistics,  chief  of  fire  department, 
mayor  and  coimty  supervisors,  are  to  enforce  the  law. 

Owing  to  the  terrible  disaster  in  Chicago  the  construction  and 
care  of  places  of  public  assembly  received  considerable  attention. 
Virginia  ['04  ch.23],  Massachusetts  ['04  ch.450]  and  Ohio  ['04  p. 264] 
passed  laws  on  this  subject.  That  of  Massachusetts  was  the  most 
complete.  This  act  provides  for  the  annual  licensing  of  "  theaters  " 
and  "public  halls,"  which  are  defined  for  the  purpose.  The  mayor 
in  Boston,  and  the  chief  of  police  in  other  places,  issue  the  licenses 
on  terms  and  conditions  which  they  shall  prescribe.  All  licensed 
places  must  be  inspected  monthly,  and  reports  sent  to  the  licensee. 
Notice  of  the  inspection  is  to  be  posted  in  the  theater  or  hall.  Ap- 
peal from  the  decision  of  the  licensing  officer  is  provided  for.  Passes 
to  inspectors  are  forbidden. 

The  Massachusetts  law  regulating  lodging  houses  in  Boston  is 
now  to  apply  to  all  cities  of  over  50,000  inhabitants  ['04  ch.242]. 

The  New  Jersey  law  relating  to  tenement  houses  was  subjected 
to  very  thorough  revision  ['04  ch.6i]  and  minor  amendments  were 
made  to  the  New  York  law  ['04  ch.346,  739]. 

Protection  from  floods.  Laws  relating  to  this  subject  were 
enacted  in  Iowa,  New  Jersey  and  New  York.  The  Iowa  law  ['04 
ch.33]  permits  cities  to  imdertake  works,  such  as  constructing 
levees  and  changing  water  courses  within  their  limits,  for  prevent- 
ing injury  from  floods.  The  act  provides  in  detail  for  plans,  hear- 
ings, contracts,  special  assessments  and  bond  issues.  The  New 
York  act  ['04  ch.193]  in  briefer  terms  authorizes  the  trustees  of 
villages  to  take  similar  action.  In  New  Jersey  ['04  ch.4  (ex.  sess.)] 
it  is  prpvided  that  the  Legislature  may  create  flood  districts  with 
commissioners  appointed  by  the  governor  with  the  consent  of  the 
Senate.  The  commissions  may  prepare  plans,  acquire  land  by 
purchase  or  condemnation,  pay  damages,  construct  works,  assess 
benefits,  borrow  money,  maintain  works  and  sell  water.  Appeal 
to  the  courts  is  provided  for. 

Care  of  explosives.     In  Massachusetts  ['04  ch.370]  the  fire  mar- 
shal (formerly  town  authorities)  is  to  regulate  the.  5tOTa^<^  q(  c,t^- 
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plosive  and  inflammable  substances,  and  buildings  are  not  to  be 
used  for  this  purpose  without  a  license.  In  Ohio  ['04  p. 302]  parties 
desiring  to  make  or  handle  high  explosives  must  make  application , 
presenting  statements  as  to  their  business,  and  plans  of  build- 
ings, which  latter  must  be  approved.  The  chief  inspector  of  fac- 
tories and  workshops  is  to  administer  the  law.  It  is  also  made 
a  misdemeanor  to  leave  unguarded  any  nitroglycerin  can  ['04 
p.288]. 

Boilers  and  engineers.  The  Ohio  law  was  amended  in  several 
details  ['04  p.  28]  making  the  examination  imiform  throughout 
the  state,  and  providing  for  an  appeal,  and  making  the  license  fee 
$2  instead  of  $1. 

Miscellaneous  provisions  for  safety.  In  Virginia  ['04  ch.560  (ex. 
sess.)]  it  is  made  a  misdemeanor  to  leave  samples  of  medicine. 
In  South  Carolina  ['04  ch.199]  it  is  unlawful  for  owners  or  tenants 
to  allow  abandoned  wells  to  remain  improtected. 
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Food  Legislation      W.  D.  Bigelow 
Communicable  Diseases  of  Animals      D.  E.  Salmon 


FOOD  LEGISLATION' 

W.    D.    BIGELOW,    BUREAU    OF    CHEMISTRY,    UNITED    STATES    DEPART- 
MENT   OF    AGRICULTURE 

Relatively  little  was  accomplished  in  the  way  of  food  legisla- 
tion by  the  last  meeting  of  the  Legislatures  of  the  various  states. 
No  general  food  laws  were  enacted  and  few  new  laws  of  even 
limited  scope.  The  amendments  to  the  existing  laws  were  not 
sufficiently  numerous  or  sufficiently  important  in  their  bearing  to 
call  for  an  extended  notice. 

In  meetings  of  those  interested  in  pure  food  legislation  from  a 
manufacturing  standpoint  and  of  those  engaged  in  the  administra- 
tion of  food  laws  the  necessity  of  uniformity  in  the  legislation  of 
the  various  states  has  been  emphasized  even  more  strongly  than 
during  previous  years.  A  federal  bill  which  it  was  hoped  might 
lead  to  such  uniformity  and  which  is  imiversally  regarded  as  a 
necessary  forenmner  of  it,  successfully  passed  the  House  of  Repre- 
sentatives, but  owing  to  insufficient  interest  in  the  matter  did  not 
come  to  a  vote  in  the  Senate.  It  is  believed  that  rapid  progress  in 
food  legislation  can  not  be  made  till  such  a  federal  law  is  enacted. 

In  general  the  food  laws  enacted  during  1904  resulted  in  a  dis- 
tinct, though  as  stated  before,  somewhat  limited  advance.  Prog- 
ress was  made  in  several  directions.  In  Kentucky  ['04  ch.63] 
progress  was  shown  by  a  more  liberal  appropriation,  thus  making 
it  possible  to  extend  the  work.  The  amount  given  the  station  was 
increased  one  half  and  the  annual  expenditures  permitted  were  in- 
creased from  $7500  to  $10,500.  In  Ohio  ['04  p. 64],  the  salary  of 
the  dairy  and  food  commissioner  was  increased  from  $2000  to 
$3500.  One  of  the  great  obstacles  in  the  way  of  the  proper  en- 
forcement of  the  food  laws  has  been  the  limited  compensation  of 
those  engaged  in  such  enforcement.  A  step  in  the  direction  of 
correcting  this  evil  can  therefore  result  only  in  good. 

The^same  state  [O.  'o4'p.3o]  also  provided  for  the  appointment  of 
an  additional  assistant  commissioner,  thus  further  broadening  the 
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work  of  the  commission.  A  slight  advance  was  also  made  in  Iowa 
['04  ch.88]  in  which  an  additional  assistant  commissioner  was 
appointed  and  the  salaries  of  the  deputy  commissioner  and  assist- 
ant commissioner  advanced  from  $1000  to  $1200.  In  New  Jer- 
sey [*04  ch.2ii]  the  municipal  boards  of  health  are  empowered  to 
designate  as  inspectors  of  food  and  drugs  one  or  more  of  their  local 
sanitary  inspectors. 

Considering  the  limited  amoimt  of  food  legislation  during  the 
year  just  passed  the  laws  enacted  for  the  purpose  of  improving 
sanitary  and  hygienic  conditions  are  of  some  importance.  For 
instance,  in  New  Jersey  ['04  ch.99]  a  law  has  been  enacted  similar 
to  those  enforced  in  a  number  of  other  states  forbidding  the  keep- 
ing of  milch  cows  in  imwholesome  places  and  requiring  their  proper 
feeding.  The  same  state  ['04  ch.204]  has  required  that  cans  used 
for  the  transportation  of  milk  shall  be  properly  cleansed. 

Serious  poisoning  cases  resulting  from  the  use  of  methyl  alcohol 
in  place  of  ethyl  alcohol  have  also  led  to  the  enactment  of  laws 
forbidding  this  practice  [Md.  '04  ch.378,  470].  It  is  probable  that 
the  majority  of  states  in  which  efficient  food  laws  are  now  in  force 
will  not  find  it  necessary  to  enact  legislation  rej^arding  methyl 
alcohol  in  foods  as  such  a  substitution  is  a  violation  of  practically 
all  the  food  laws  that  are  now  in  force. 

Some  of  the  changes  in  legislation  during  the  year,  as  is  usually 
the  case,  had  for  their  purpose  the  improvement  of  the  character 
of  the  goods  on  the  market.  This  is  true  of  the  enactment  in 
Ohio  ['04  p. 2 5 2]  which  requires  all  cheese  containing  less  than  30% 
of  fat  to  be  labeled  as  skimmed  cheese.  In  this  state  the  standard 
was  formerly  20%.  In  the  same  connection  may  be  mentioned 
the  amendment  to  the  maple  sugar  law  in  the  same  state  [O.  '04 
p. 46]  and  the  law  in  Maryland  ['04  ch.653]  making  the  require- 
ments for  standard  vinegar  similar  to  those  of  a  number  of  other 
states. 

In  several  cases  the  legislation  enacted  during  the  year  extended 
to  some  extent  the  provisions  of  the  law  to  articles  which  had  not 
before  been  included.  For  instance  in  New  York  the  law  pro- 
hibiting the  sale  of  adulterated  milk  ['04  ch.480]  was  so  amended 
as  to  include  the  adulteration  of  cream  and  the  New  York  law 
regulating  the  sale  of  certified  milk  ['04  ch.566]  was  amended  in 
such  a  manner  as  to  make  it  more  practicable  without  in  any  way 
changing  its  purpose. 

There  has  been  for  some  time  a  feeling  that  the  standards  for 
milk  enforced  in  several  states  requiring  a  different  amotuit  of  spU()s 
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for  different  seasons  of  the  year  had  been  based  on  incorrect 
jnfonnation.  Recent  studies  of  the  subject  have  led  to  the  belief 
fluit  the  same  milk  standards  might  be  enforced  for  the  entire  year, 
and  it  has  been  suggested  that  existing  laws  might  be  changed  in 
that  manner.  Legislation  of  this  nature  was  enacted  in  Ohio 
[*04  p.  119]  which  will  probably  be  followed  later  in  several  other 
states. 

COMMUNICABLE  DISEASES  OF  DOMESTIC  ANIMALS' 

D.  B.  SALMON  D.V.M.  CHIEF  OF  BUREAU  OF  ANIMAL  INDUSTRY,  UNITED 

STATES   DEPARTMENT  OF  AGRICULTURE 

Few  of  the  state  Legislatures  meet  during  the  even  numbered 
years,  and  in  1904  only  five  enacted  laws  bearing  on  contagious 
diseases  of  domestic  animals.  These  were  for  the  most  part  of 
minor  importance,  the  only  amendment  of  any  extent  being  to 
that  part  of  the  Rhode  Island  law  of  1892  which  deals  more  par- 
ticularly with  tuberculosis,  glanders  and  farcy. 

loufa.  An  act  approved  Ap.  12,  1904,  amends  the  law  previ- 
otisly  in  force  relating  to  the  appropriation  for  carrying  on  the  work 
of  the  state  veterinary  surgeon  in  eradicating  contagious  diseases 
of  domestic  animals.  The  amoimt  appropriated  for  this  purpose 
is  increased  from  $5000  to  $7500. 

Maryland.  An  act  approved  Ap.  7,  1904,  authorizes  the  com- 
mission appointed  in  1902  to  investigate  cerebro-spinal  menin- 
gitis of  horses,  to  continue  its  labors  till  January  1906.  The  unused 
ftinds  under  the  law  of  1902  are  to  be  available  for  use.  The  com- 
mission is  to  report  the  result  of  its  investigations  to  the  governor 
not  later  than  Jan.  i,  1906. 

New  York.  An  act  approved  Ap.  8,  1904,  amends  the  existing 
law  relative  to  the  state  appraisers  of  condemned  animals.  The 
new  law  authorizes  the  commissioner  of  agriculture  to  appoint 
one  appraiser,  in  lieu  of  three  as  formerly.  The  former  appraisers 
received  $5  per  diem  for  time  actually  employed,  with  expenses; 
the  new  appraiser  is  to  receive  $1500  per  annum,  and  necessary 
expenses.  Authority  is  also  given  to  the  commissioner  to  appoint 
such  additional  appraisers  from  time  to  time  (at  $5  per  diem  and 
expenses)  as  the  necessities  of  the  work  may  demand. 

Rhode  Island.  An  act  passed  Ap.  8,  1904,  amending  G.  L.  ch.99 
provides  that  animals  suspected  of  being  tuberculous  shall  be 
officially  examined  and  if  found  to  be  diseased  shall,  after  appraisal. 
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be  killed,  and  the  carcasses  properly  disposed  of.  The  state  is  to 
pay  one  half  of  the  appraised  value  if  the  animals  are  diseased, 
but  if  they  are  found  not  to  be  affected  with  tuberculosis  the  state 
shall  pay  the  full  value,  provided  the  animals  have  been  owned  in 
the  state  for  at  least  3  months.  Animals  suffering,  or  suspected 
to  be  suffering,  from  glanders,  farcy  or  any  other  contagious  dis- 
ease shall  likewise  be  killed  and  their  carcasses  disposed  of.  All 
appraisals  shall  be  made  by  the  veterinarian  and  one  cattle  com- 
missioner of  the  county  where  the  animal  is  located.  The  maxi- 
mum allowance  for  any  single  animal  shall  be:  for  a  native  animal, 
$50;  for  a  grade  animal,  $75;  for  a  registered  animal,  $100.  Right 
of  appeal  from  the  award  of  the  appraisers  is  given  within  five  days. 
The  Board  of  Appraisers  is  empowered  to  quarantine  any  animal 
supposed  to  be  suffering  from  any  contagious  disease,  one  third  of 
the  expense  of  which  is  to  be  paid  by  the  state.  The  inspectors 
of  the  Bureau  of  Animal  Industry,  in  cooperation  with  the  state 
authorities,  are  empowered  to  enter  premises  for  the  purposes  of 
inspection,  and  are  also  authorized  to  call  on  peace  officers  to  assist 
them  in  the  discharge  of  their  duties. 

Virginia.  The  original  law  of  1887,  amended  in  1890  and  1896, 
relating  to  the  disposal  of  hogs  and  fowls  that  have  died  of  con- 
tagious diseases  is  amended  so  as  to  include  all  animals  and  grown 
fowls.  The  new  law  which  was  approved  Mar.  15,  1904,  provides 
that  all  such  animals  and  fowls  which  have  died  from  any  con- 
tagious or  infectious  disease  shall  be  cremated  or  buried.  If  this 
is  not  done  by  the  owner  any  justice  may,  after  giving  notice  thereof, 
order  the  work  done  and  be  entitled  to  recover  from  the  owner  $5 
for  every  animal  and  $1  for  every  fowl  so  disposed  of. 
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Control  of  Waters      R.  P.  Teele 
Land  Drainage      C.  G.  Elliott 


CONTROL  OF  WATERS' 

R.     P.    TEELE,    EDITORIAL    ASSISTANT,      IRRIGATION      AND     DRAINAGE 
INVESTIGATIONS,  UNITED  STATES  DEPARTMENT  OP  AGRICULTURE 

Irrigation.     The  Legislature  of  Idaho,  in  common  with  those  of 
several  Western  States,  adopted  an  irrigation  code  in  1903  ['03 
p. 2  23].     The  passage  of  this  law  was  for  the  purpose  of  bringing 
order  into  irrigation  matters  in  Idaho  by  providing  for  the  defining 
of  all  existing  rights  and  for  the  future  acquirement  of  rights  under 
state  supervision.     It  was  the  intention  to  secure  in  this  way  a 
complete  record  of  all  rights  to  water  in  the  state.     Sections  34, 
35  and  36  of  this  law  were  declared  unconstitutional  in  Bear  Lake 
Cotmty  V.  Budge,   75  P.  614.     These  sections  provided  for  the  de- 
fining of  rights  to  water  from  streams  where  a  part  of  the  rights 
had  already  been  defined.     They  provided  that  the  water  com- 
missioner should  bring  suit  and  defined   the  procedure,   among 
other    provisions    being    one    that   notice    to   interested    parties 
should  be  given  by  publication.     In  the  case  above  cited,  the  court 
held  that  the  water,  commissioner  could  not  bring  such  an  action 
as  he  was  not  a  party  in  interest  and  that  notice  by  publication 
was  not  sufficient.     This  decision  defeats,  to  a  large  extent,  the 
purpose  of  the  act,  as  imder  the  decision  a  suit  for  defining  titles 
to  water  can  be  brought  only  by  a  party  in  interest,  and  so  long  as 
the  water  users  on  a  stream  are  content  to  let  their  rights  remain 
in  an  unsettled  state  the  public  authorities  can  do  nothing.     With- 
out a  complete  record  of  existing  rights  the  state  can  not  intelli- 
gently grant  rights  for  new  diversions. 

It  is  the  settled  doctrine  in  Oregon  that  the  common  law  of 
riparian  rights  is  in  force  in  that  state  but  the  Legislature  of  the 
state  has  recognized  that  the  enforcement  of  this  doctrine  in  the 
arid  part  of  the  state  will  greatly  limit  irrigation  development. 
It  has  therefore  passed  laws  making  riparian  rights  in  a  way  sub- 
ordinate to  rights  by  appropriation  under  which  water  may  be 
taken  from  the  streams  and  used  on  lands  not  riparian.  These 
laws  provide  for  the  condemnation  of  riparian  rights  by  appro- 
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priators.  At  an  extra  session  held  in  1903  the  law  providing  for 
condemnation  was  amended  so  as  to  limit  the  right  of  condemna- 
tion, preserving  to  the  riparian  owner  rights  to  water  for  household 
or  domestic  uses,  for  the  purpose  of  watering  his  stock,  and  for  the 
irrigation  of  growing  crops  on  his  land  provided  the  water  has  been 
actually  used  for  that  purpose  ['03  p. 25  (ex.  sess.)]. 

Power.  The  laws  of  Alabama  provide  for  the  erection  of  dams 
in  the  streams  of  the  state  and  prescribe  the  procedure  to  be  fol- 
lowed by  those  intending  to  erect  such  dams.  These  laws  were 
amended  in  1903  to  include  the  erection  of  dams  for  plants  to 
generate  electricity  by  water  power  ['03  p. 291].  The  Civil  Code 
of  1896,  ch.  42,  art.  2,  provides  for  the  condemnation  of  lands  and 
other  property  which  will  be  injured  by  the  erection  of  dams  in  the 
stream.  This  law  originally  applied  only  to  individuals  but  in 
1903  was  extended  to  apply  to  corporations.  The  courts  of  the 
state  have  uniformly  held  that  the  right  of  eminent  domain  can 
be  exercised  only  by  those  erecting  dams  for  public  use  and  that 
this  public  use  must  be  proved  in  each  instance. 

River  improvement.  New  York  and  New  Jersey  in  1 904  passed 
laws  providing  for  the  improvement  of  their  streams.  The  law 
of  New  Jersey  ['04  ch.4  (ex.  sess.)]  provides  that  the  Legislature 
may  create  flood  districts  and  define  their  boundaries.  When 
such  a  district  has  been  created  the  governor  appoints  commis- 
sioners to  make  the  necessary  plans  for  improvement,  and  when 
plans  have  been  adopted  a  justice  of  the  Supreme  Court,  on  appli- 
cation of  the  commissioners,  appoints  an  assessor  to  determine 
benefits  and  damages.  In  case  the  benefits  assessed  are  not  suf- 
ficient to  meet  the  cost  of  the  work,  the  commission  is  empowered 
to  issue  bonds  which  are  to  be  met  by  taxes  on  the  property  of  the 
district,  assessed  by  the  regular  taxing  officers  and  based  on  the 
rej^ailar  valuations  for  other  taxes.  Provision  is  made  for  a  hear- 
ing when  any  interested  party  may  suggest  any  changes  in  the 
plans  proposed.  The  law  makes  no  provision  for  any  coordination 
in  the  work  in  different  districts.  It  is  easily  possible  that  works 
which  arc  of  great  benefit  to  one  section  of  a  stream  or  to  a  tribu- 
tary may  dama^^e  another  section,  but  this  law  provides  no  means 
for  determining  whether  such  damage  will  result  or  for  uniting 
m  one  district  a  wdiole  stream  or  a  whole  tributary  in  such  a  way 
a'^^  to  do  the  work  most  economically.  There  is  some  analogy 
Mt^Twoen  this  condition  and  that  which  exists  on  streams  used  for 
i'Tigation  m  Colorado.  In  that  state  independent  administrative 
districts  were  created  on  the  same  stream  and  rights  in  each  dis- 


TEELE  CONTROL  OP  WATERS  I3 

trict  determined  without  any  reference  to  rights  in  other  districts. 
It  was  found  however,  that  in  fact  the  ditches  were  dependent  on 
each  other  and  it  was  necessary  to  place  an  entire  stream  within 
a  division  and  coordinate  the  rights  in  the  several  districts.  In 
the  same  way  it  will  probably  be  found  necessary  for  New  Jersey 
to  provide  some  means  for  a  systematic  development  and  to  create 
some  office  or  commission  with  authority  to  provide  for  the  har- 
monious improvement  of  an  entire  stream.  Further  the  law  makes 
no  provision  for  any  action  on  the  part  of  the  property  owners 
within  the  improved  district,  either  in  initiating  or  approving 
the  plans  for  the  work,  or  for  their  taking  action  on  issuing  bonds 
which  are  made  a  lien  on  their  property.  Under  this  law  the  Legis- 
lature may  determine  that  certain  districts  shall  be  improved, 
commissioners  may  be  appointed,  plans  made,  bonds  issued,  and 
taxes  levied  without  any  of  these  steps  being  submitted  for  the 
approval  of  the  parties  in  interest.  This  seems  to  be  a  weakness 
in  the  law  and  a  possible  source  of  great  injustice,  since  it  gives  to 
the  Legislature  the  power  to  force  onto  landowners  who  can  not 
undertake  the  expense  of  improvement  a  large  bonded  indebted- 
ness which  becomes  a  lien  on  their  land. 

The  law  of  New  York  ['04  ch.73ij]  which  provides  for  similar 
work  avoids  one  of  the  criticisms  just  made  on  the  law  of  New 
Jersey  in  that  it  provides  for  the  establishment  of  a  permanent 
commission  for  the  regulation  of  the  flow  of  the  water  courses  in 
the  state  to  be  known  as  the  River  Improvement  Commission. 
This  commission  on  application  of  any  county,  city,  town  or  vil- 
lage located  along  the  water  course,  or  any  person  possessing 
riparian  rights,  examines  the  location  of  the  proposed  improvt;- 
ments  and  makes  plans  and  a  preliminary  asvsessment  of  benefits. 
Hearings  are  held,  at  which  interested  parties  may  suggest  changes 
in  the  plans.  When  the  plans  for  any  improvement  have  fin  all  v 
been  approved  by  this  commission,  these  are  submitted  to  the 
Legislature  and  are  carried  out  only  when  approved  by  the  Legis- 
lature. When  plans  have  been  approved  in  this  way  the  commis- 
sion may  make  contracts  for  the  works  and  purchase  or  condemn 
the  necessary'-  lands,  structures  or  waters.  The  cost  of  the  works 
is  to  be  assessed  against  the  counties,  cities,  towns  or  villages 
and  the  individual  properties  as  they  are  benefited,  and  in  case 
any  of  this  cost  can  not  be  properly  charged  to  any  of  these  it  is 
charged  to  the  state  as  being  a  general  improvement.  The  com- 
mission determines  the  amount  which  must  be  assessed  and  the 
proportion  which  should  be  assessed  against  each  county    city 
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etc.  or  individual  property,  and  determines  also  whether  this  assess- 
ment shall  be  paid  in  one  payment  or  in  annual  payments  not  to 
exceed  20.  Assessments  against  individual  properties  are  liens 
only  on  the  property  benefited  and  not  on  any  other  property  be- 
longing to  the  owner.  The  commission  is  empowered  to  make 
and  issue  bonds  to  pay  for  the  work,  these  bonds  to  bear  interest 
not  exceeding  4%  per  annum.  The  bonds  are  to  be  sold  by  the 
comptroller  of  the  state  for  not  less  than  par  and  accrued  interest. 
Prior  to  the  issuing  of  the  bonds  the  commission  may  issue  cer- 
tificates of  indebtedness  to  cover  necessary  expenses.  The  general 
expenses  of  the  commission  are  to  be  divided  among  the  several 
proiects  imder  way.  The  committing  of  this  work  to  one  central 
commission  will  help  to  secure  a  harmonious  development  which 
the  New  Jersey  law  docs  not  provide  for,  but  like  the  New  Jersey 
law  the  New  York  law  makes  no  provision  for  any  action  on  the 
part  of  those  who  must  pay  for  the  works  beyond  a  making  of  appli- 
cation for  the  taking  up  of  the  work,  and  this  may  be  made  by  any 
one  individual  owning  riparian  property. 


LAND  DRAINAGE  AND  LEVEE& 

:.   G.   ELLIOTT,  ENGINEER  IN  CHARGE  OF  DRAINAGE  INVESTIGATIONS, 
UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 

Drainage  legislation  during  1904  with  the  exception  of  Iowa 
relates  principally  to  the  maintenance  of  ditches  and  the  preser- 
sration  of  existing  improvements.  It  was  learned  that  the  laws  for 
organizing  and  executing  such  improvements  did  not  provide  for 
repairs  and  maintenance  of  the  work  as  fully  as  later  developments 
demanded.  The  entire  Iowa  drainage  law  was  declared  unconsti- 
tutional by  the  Supreme  Court  and  a  new  one  was  enacted. 

Illinois.  An  important  decision  of  the  Supreme  Court  of  Illi- 
nois declares  section  37  of  the  act  for  drainage  for  agricultural, 
sanitary  and  mining  purposes  to  be  unconstitutional  on  the  ground 
that  it  deprives  owners  of  property  without  due  process  of  law 
[Juvinall  v.  Jamesburg  Drainage  Dist.,  68  N.  E.  440  (1903)].  This 
section  relates  to  the  payment  for  right  of  way  and  damages  neces- 
sary in  the  construction  of  drainage  works  and  has  been  in  opera- 
tion since  its  passage  in  1885.  The  decision  in  this  case  was  as 
follows : 

(i)  When  a  property  owner  whose  land  has  been  condemned 
for  a  drainage  ditch  does  not  specifically  object  to  confirmation 
of  the  commissioners'  report  of  damages  and  benefits  on  the  ground 
that  the  assessment  was  made  by  the  commissioners  and  not  by 
jury,  he  waives  his  right  to  have  the  damages  ascertained  by  a 
jury. 

(2)  In  making  out  an  assessment  roll  in  proceedings  for  the  con- 
struction of  a  drainage  ditch,  it  is  an  error  not  to  consider  damages 
as  well  as  benefits  where  it  appears  that  land  will  be  taken  for  a 
ditch. 

In  the  review  of  the  proceedings  it  is  held  that  damages  can  not 
be  offset  by  benefits  but  both  must  appear  as  specific  amounts  and 
that  damages  for  property  taken  for  a  drainage  ditch  must  be 
determined  by  a  jury  unless  landowners  by  their  failure  to  apply 
for  such  jury  at  the  proper  time  waive  such  right.  It  is  consequently 
held  that  this  decision  will  not  affect  the  validity  of  proceedings 
of  districts  previously  established. 

Iowa.  Section  1946  of  the  Code  of  Iowa  relating  to  the  assess- 
ment of  lands  for  the  cost  of  construction  of  drainage  ditches  was 
declared  unconstitutional  by  the  Supreme  Court  of  that  state  in 
the  case  of  Beebe  v.  Magoun  on  the  grotmd  that  the  law  did  not 
provide  for  notice  to  be  served  on  all  landowners  assessed  for  the 
cost  of  the  ditch  and  hence  violated  the  constitutional  inhibition 
against   taking  property   without   due   process  of  law.     Chapter 


^See  also  Index  of  Legislation,  1191. 
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67  of  1904  amends  this  section  by  providing  that  a  reassessment 
and  relevying  may  be  made  for  the  cost  of  ditches  already  begun 
and  that  the  amendment  shall  be  construed  to  apply  to  proceedings 
pending  before  boards  of  supervisors.     This  amendment  became  a 
law  Ap.  29,  1904.     On  May  5,  1904,  the  Supreme  Court  inthecase 
of  Smiths.  Peterson,  involving  questions  arising  under  the  same 
section,  ruled  that  the  unconstitutionality  of  §1946  invalidated  the 
entire  scheme  for  the  establishment  of  drainage  ditches  embodied 
in  §1939-51.     Chapter   67    then   appeared  as    an    amendment  to 
an  unconstitutional  statute  and  hence  failed  to  affect  the  situation 
it  was  intended  to  relieve. 

A  new  law  ['04  ch.68]  provides  for  leveeing,  ditching  and  draining 
the  land  of  the  state  and  for  the  assessment  and  collection  of  costs 
for  the  same.  The  board  of  supervisors  of  any  county  has  authority 
to  establish  drainage  districts  whenever  the  siame  will  be  conducive 
to  the  public  health,  convenience  or  welfare.  It  is  asserted  that 
the  drainage  of  surface  waters  from  agricultural  lands  shall  be 
considered  a  public  benefit  and  conducive  to  public  health,  utilit}'. 
convenience  and  welfare. 

In  order  to  bring  the  matter  tmder  the  jurisdiction  of  the  super- 
visors, a  petition  must  be  presented  to  the  board  signed  by  one  or 
more  landowners  who  desire  combined  drainage  and  whose  lands 
will  be  affected  by  the  proposed  improvement,  accompanied  by 
a  bond  to  be  approved  by  the  auditor,  conditioned  to  pay  all  costs 
in  case  the  supervisors  do  not  grant  the  petition.  The  board  shall 
appoint  a  competent  engineer  to  examine  the  land,  surv'ey  the  route 
of  the  proposed  ditch,  plat  the  land,  and  report  the  manner  in 
which  the  several  properties  will  be  affected  by  the  improvement, 
together  with  the  names  of  the  owners  of  the  same,  and  shall  make 
an  estimate  of  the  cost  of  the  drainage  petitioned  for.  If  the 
engineer  recommends  the  establishment  of  the  district,  the  auditor 
shall  notify  the  owner  of  each  tract  of  land  within  the  proposed 
distric't  of  the  time  set  by  the  supervisors  for  a  hearing,  and  that  all 
claims  for  damages  must  be  filed  in  writing  five  days  previous  to 
that  time. 

If  claims  for  damages  are  filed,  the  board  shall  appoint  three 
ajjpraisers  to  determine  the  amount  due  each  claimant,  their  re- 
port to  be  filed  with  the  board.  If  in  the  opinion  of  the  board  the 
amount  of  damages  awarded  and  the  cost  of  construction  will  not 
be  a  greater  l^urden  than  the  land  benefited  should  bear,  they  shall 
establish  the  ditch.  Any  party  aggrieved  by  the  award  of  the  su- 
pervisors may  appeal  to  the  District  Court.     The  damages  finally 


ELLIOTT  LAND  DRAINAGE  AND  LEVEES  I'J 

awarded  to  the  claimants  shall  be  paid  by  the  parties  benefited 
or  secured  to  be  paid  on  such  terms  as  the  county  auditor  may 
deem  proper. 

Such  damages  having  been  either  paid  or  secured  to  be  paid, 
the  board  shall  appoint  an  engineer  who  shall  have  charge  of  the 
construction  and  who,  before  entering  on  his  duties,  shall  give  a 
bond  to  the  county  in  such  sum  as  the  board  may  determine,  con- 
ditioned on  the  faithful  discharge  of  his  duties.  The  board  shall 
advertise  for  bids  and  let  contracts,  the  successful  bidder  being 
reqtiired  to  execute  a  bond  with  approved  sureties  equal  to  25% 
of  the  estimated  cost  of  the  work  covered  by  his  contract. 

When  the  ditch  or  improvement  shall  have  been  established 
the  board  shall  appoint  three  commissioners,  one  of  whom  shall 
be  an  engineer,  who  shall  inspect  all  the  land  benefited  and  classify 
the  same  in  tracts  of  40  acres  or  less  and  apportion  the  costs,  dam- 
ages, and  other  expenses  to  the  several  tracts  in  proportion  as  they 
may  be  benefited.  In  making  this  estimate  the  lands  receiving  the 
greatest  benefit  shall  be  marked  on  the  scale  of  100  and  those  re- 
ceiving less  benefit  shall  be  marked  with  such  percentage  of  100  as 
the  benefit  received  bears  in  proportion  thereto.  The  commission- 
ers shall  report  to  the  board  such  classification  and  also  the  amounts 
which  in  their  judgment  should  be  assessed  against  property  other 
than  farm  land,  whereupon  the  auditor  shall  notify  each  property 
owner  of  the  amoimt  of  his  assessment  and  of  the  day  set  by  the 
board  for  hearing  objections  to  the  same.  On  the  day  appointed 
the  board  shall  hear  any  objections  of  owners  to  their  assessments 
as  reported  by  the  commissioners  and  may  change  the  same  if  in 
the  opinion  of  the  board  such  assessment  is  not  just  or  equitable. 
Appeal  from  the  assessment  established  by  the  board  may  be  taken 
to  the  District  Court  by  any  party  aggrieved,  as  in  the  case  of  the 
assessment   of   damages. 

During  the  construction  of  the  work  the  engineer  in  charge  shall 
furnish  to  the  contractor  monthlv  estimates  of  the  amoimt  of  work 
done,  on  presentation  of  which  the  auditor  shall  draw  a  warrant 
in  favor  of  the  contractor  for  80%  of  the  value  of  such  work. 

It  is  also  provided  that  after  the  contract  has  been  let  the  board 
may  on  the  recommendation  of  the  engineer  change  the  dimensions 
of  the  improvement,  but  in  such  event  notice  shall  be  given  and 
like  proceedings  had  as  are  provided  for  the  first  establishment  of 
the  district. 

The  auditor  shall  enter  all  proceedings  in  a  book  known  as  the 
Drainage  Record,  and  shall  receive  such  compensation  for  his  ser- 
vices as  the  board  may  see  fit  to  allow. 
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A  Special  tax  for  raising  the  amoiint  of  the  assessment  shall  be 
levied  on  the  property  of  owners  benefited  and  collected  as  other 
taxes,  but  all  money  so  collected  shall  be  kept  in  a  separate  ftmd 
and  shall  be  paid  out  only  by  order  of  the  supervisors  for  the  pur- 
poses connected  with  the  improvement.  This  tax  shall  be  a  lien 
on  all  premises  on  which  the  same  is  assessed  to  the  same  extent 
as  taxes  levied  for  cotmty  and  state  purposes. 

Provision  is  made  for  establishing  a  new  improvement  in  a  ter- 
ritory where  work  has  been  abandoned  and  for  making  a  relevy 
for  the  expense  of  the  same.  After  any  ditch  improvement  has 
been  completed  it  shall  be  continued  under  the  control  of  the  board 
of  supervisors,  who  shall  repair  the  same  when  necessary  or  may 
enlarge,  deepen  or  otherwise  improve  it. 

Subdistricts  may  be  formed  within  the  limits  of  the  main  district 
by  landowners  for  the  more  complete  drainage  of  their  farms  in  a 
manner  similar  to  the  organization  of  the  main  district. 

Provision  is  made  for  the  establishment  of  a  drain  or  improve- 
ment of  a  natural  stream  across  railroad  rights  of  way  by  mutual 
agreement  between  the  engineer  of  the  district  and  the  railroad 
company  as  to  manner  and  method  of  crossing  the  right  of  way. 
If  the  parties  fail  to  agree  the  State  Railway  Commissioners  shall 
decide  the  matter  and  their  decision  shall  be  final  and  binding  on 
the  parties.  On  due  notice  the  railroad  company  shall  construct 
a  ditch  across  its  right  of  way  in  accordance  with  plans  furnished 
by  the  engineer  of  the  district.  In  case  the  company  fails  to  do 
this  within  the  time  specified  in  the  notice,  the  district  may  con- 
struct the  ditch  and  collect  the  cost  of  the  same  from  the  railroad 
com])any.  The  section  regarding  construction  across  public  high- 
ways requires  the  expenses  to  be  paid  out  of  the  township  or  road 
fund. 

All  special  assessments  for  benefits  are  payable  to  the  county 
treasurers  and  may  be  made  in  instalments,  the  deferred  payments 
bearing  interest  not  exceeding  6%  per  annum.  Authority  is  also 
given  the  l:)oard  to  issue  improvement  certificates  payable  to  the 
bearer  or  to  the  contractor  in  payment  for  work.  Drainage  bonds 
of  the  county  may  be  issued  b\^  the  supervisors  for  the  benefit  of 
the  district,  but  they  shall  not  run  longer  than  15  years. 

The  owners  of  land  requiring  combined  drainage  may  arrange  a 
plan  by  mutual  agreement  in  writing  duly  signed  and  file  the  same 
with  the  county  auditor.  The  board  of  supervisors  shall  then  have 
jurisdiction  and  shall  construct  the  improvement  in  accordance 
with  the  mutual  aii^rcenient  and  thereafter  retain  control  as  in  other 
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When  a  district  lies  in  two  or  more  counties,  provision  is  made 
for  joint  jtirisdiction  of  the  affairs  connected  with  carrying  out 
the  improvement. 

The  board  of  supervisors  has  the  right  and  power  to  establish 
levees  for  drainage  districts  which  include  the  whole  or  a  part  of 
incorporated  towns  or  cities  and  owners  of  property  therein  may 
be  assessed  for  benefits. 

When  no  practicable  and  efficient  outlet  for  a  drainage  ditch 
can  be  obtained  within  the  limits  of  the  state,  the  board  of  super- 
visors shall  have  power  to  purchase  a  right  of  way  for  such  outlet 
intan  adjoining  state  and  pay  for  the  same  out  of  the  district  funds. 

Where  it  becomes  necessary  to  cross  the  land  of  private  owners 
to  obtain  an  outlet  for  the  drainage  of  public  highways,  the  cost  of 
such  drains  or  outlets  may  be  paid  out  of  the  road  ftmds  of  the 
townships  interested  or  from  the  coimty  road  fund  or  partly  from 
each,  as  the  board  of  supervisors  may  direct. 

In  the  operation  of  this  law  the  cotmty  board  of  supervisors  has 
complete  control  except  when  the  parties  whose  property  is  affected 
appeal  from  the  decisions  of  the  board  to  the  District  Court. 

The  board  of  supervisors  in  any  coimty  or  cotmties  may  provide 
for  the  establishment  and  maintenance  of  pumping  stations  in  a 
drainage  district  where  they  are  necessary  to  secure  proper  outlets 
but  the  petition  for  the  same  shall  be  signed  by  50%  of  the  land- 
owners of  the  district  ['04  ch.69]. 

An  additional  act  ['04  ch.70]  gives  the  owners  of  land  the  right 
to  drain  the  same  in  the  general  course  of  natural  drainage  by  con- 
structing open  or  covered  drains  and  discharging  the  same  into  any 
natural  water  course  or  into  any  natural  depression  whereby  the 
water  will  be  carried  into  any  natural  course.  When  such  drainage 
is  wholly  on  the  owner's  land  he  shall  not  be  liable  for  any  damages 
therefor  to  any  person. 

A  joint  resolution  approved  Ap.  9,  1904,  proposes  an  amend- 
ment to  the  Iowa  Constitution  which  will  give  the  General  Assem- 
bly power  to  pass  laws  permitting  owners  to  construct  ditches, 
drains  and  levees  for  agricultural,  sanitary  or  mining  purposes 
across'the  lands  of  others  and  to  provide  for  the  organization  of 
districts,  the  cost  of  all  work  to  be  paid  by  special  assessments  on 
the  "property  benefited. 

Louisiana,  This  state  ['04  ch.6i]  gives  control  of  drainage  chan- 
nels in  levee  and  drainage  districts  and  for  a  space  of  100  feet  on 
each  side  thereof  to  the  boards  of  commissioners  of  such  districts. 
The  boards  are  given  power  to  adopt  and  enforce  rules  and  regula- 
tions^forjpreserving  the  efficiency  of  such  channels. 
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Maryland.  An  amendment  to  the  Code  permits  the  use  of 
approved  devices  across  ditches  for  preventing  the  passage  of  live 
stock  through  them,  and  makes  $2  the  minimum  and  $20  the 
maximum  fine  for  placing  any  obstruction  in  a  ditch  ['04  ch.391]. 
Slight  changes  are  also  made  in  the  manner  of  collecting  tnoney 
for  making,  cleaning  out  and  repairing  ditches. 

Mississippi.  Legislation  in  Mississippi  relates  entirely  to  levees. 
Chapter  90  makes  it  imlawf ul  for  any  person  to  make  use  of,  for  any 
purpose,  any  levee  or  land  condemned  for  levee  purposes  without 
the  written  consent  of  the  Board  of  Mississippi  Levee  Conmiis- 
sioners. 

Chapter  91  authorizes  the  Board  of  Mississippi  Levee  Com- 
missioners to  issue  $1,000,000  in  bonds  payable  in  40  years  bearing 
5%  interest,  the  money  obtained  therefrom  to  be  used  exclusively 
for  the  construction  of  levees ;  and  provides  the  manner  of  levying 
a  tax  for  the  payment  of  the  bonds. 

Chapter  92  regulates  the  right  of  eminent  domain  by  the  Board 
of  Mississippi  Levee  Commissioners  for  Bolivar,  Washington  and 
Lssaquena  cotmties.  It  specifies  that  the  circuit  judge  of  the  dis- 
trict shall  appoint  three  resident  freeholders  of  each  coimty  to  be 
"commissioners  to  assess  damages**  and  provides  for  the  succes- 
sion and  perpetuation  of  the  board.  The  commissioners  so  ap- 
pointed shall  make  all  awards  for  rights  of  way,  use  of  property, 
or  damages  caused  any  owner  by  reason  of  the  construction  of  the 
levee,  and  shall  certify  and  deliver  the  same  to  the  treasurer  of  the 
board  of  Mississippi  Levee  Commissioners.  Any  person  aggrieved 
by  the  award  of  the  commissioners  may  appeal  to  the  Chancery 
Court  and  either  party  may  appeal  from  the  Chancery  Court  to 
the  Supreme  Court. 

Chapter  95  authorizes  the  Levee  Commissioners  of  the  Yazoo 
Mississippi  delta  to  issue  $500,000  in  bonds  bearing  not  less  than 
4^%  interest  payable  semiannually,  for  the  construction  of.  levees, 
and  specifies  the  denomination  and  manner  in  which  the  bonds 
shall  be  issued. 

New  Jersey.  Section  16  of  an  act  to  enable  owners  of  tide 
swamps  and  marshes  to  improve  the  same  and  the  owners  of  mead- 
ows already  banked  in  and  held  by  different  persons  to  keep  the 
same  in  good  repair,  passed  Nov.  29,  1788,  is  amended  ['04  ch.9] 
by  adding  the  proviso  that  at  any  time  after  the  expiration  of  10 
years  from  the  recording  of  a  certificate  previously  signed  by  the 
owners  of  such  land  providing  for  keeping  the  drains  and  embank- 
ments in  order,  any  owner  desirous  of  being  r«*lieved  from  such 
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'fetder  for  the  purpose  of  filling  up  ditches,  relaying  water  courses, 
^^^^aiSr  otherwise  changing  the  plan  of  improvement  already  in  opera- 
^^Sticm,  may  after  giving  two  weeks  notice  to  the  remaining  owners, 
-Vclipply  to  the  Court  of  Common  Pleas  for  relief,  and  the  court  is 
--  'directed  to  appoint  three  judicious  and  disinterested  men  as  com- 
-   missioners  who,  after  hearing  the  parties  in  interest,  are  empowered 
ii  and  directed  to  make  a  new  order  of  maintenance  or  division  of 
I   banks  or  other  works  established  under  this  section  and  to  deter- 
:    mine  such  alterations  or  reconstruction  as  may  be  most  beneficial 
to  the  landowners.     The  commissioners  shall  make  a  certificate 
of  their  proceedings  and  findings  which  shall  be  recorded  in  the  Road 
Book  by  the  clerk  of  the  court,  after  which  the  owners  may  fill 
txp  or  otherwise  improve  their  lands  in  accordance  with  the  new 
order,  and  such  report  shall  be  at  all  times  considered  as  plenary 
evidence  of  the  right  of  such  owners  to  change  or  otherwise  con- 
struct their  improvements. 

Sections  1-2  of  the  drainage  law  of  1903  are  so  amended  ['04 
ch.113]  that  any  town  or  township  in  the  state  in  which  meadows, 
swamps  or  other  lands  improved  or  otherwise  are  so  situated  that 
they  can  not  be  sufficiently  drained  without  clearing,  cutting  out, 
or  deepening  the  beds  of  creeks,  etc.  may  on  petition  for  such  im- 
provements take,  and  appropriate  the  lands  and  real  estate  neces- 
sary therefor  on  making  compensation  to  the  owners  thereof  in 
the  same  manner  as  in  cases  where  land  is  taken  for  the  construc- 
tion of  sewer,  drain  or  culvert  in  such  municipality. 

New  York.  The  drainage  law  [R.  S.  pt  3  ch.8  t.i6  §8]  is  amended 
by  adding  that  in  case  the  lands  to  be  drained  are  located  in  more 
than  one  town  the  total  amount  to  be  raised  shall  be  apportioned 
among  the  several  towns  within  which  the  lands  to  be  drained  are 
located  and  on  notice  served  as  specified  the  supervisor  of  each 
town  shall  thereupon  immediately  issue  bonds  in  the  total  amount 
apportioned  to  his  town  ['04  ch.75]. 

The  drainage  law  is  further  amended  ['04  ch.433]  by  adding  §  37 
which  specifies  the  manner  in  which  ditches  regularly  constructed 
shall  be  kept  open.  If  an  owner  through  whose  land  the  ditch 
passes  fails  to  keep  it  in  repair,  any  person  whose  land  is  damaged 
by  such  failure  shall  apply  to  the  fence  viewers  of  the  town  in  which 
the  ditch  complained  of  is  situated,  to  open  it.  It  is  provided 
that  the  board  of  fence  viewers  shall  assess  the  cost  of  cleaning  the 
ditch  and  other  expenses  which  shall  be  a  charge  and  lien  against 
the  premises  through  which  the  ditch  runs. 
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le  year  is  one  of  little  importance  in  the  domain  of  legislation 
rting  railways,  canals,  telegraphs,  telephones,  bridges  and 
es.  The  following  paragraphs  will  show  a  few  new  departures 
rding  incidental  rather  than  fimdamental  matters,  among 
ih  the  Virginia  laws  relating  to  excursions  and  to  the  meaning 
le  words  "railway"  and  "railroad"  may  be  mentioned.  Sev- 
laws  of  importance  to  railways  in  the  states  concerned  were 
^d,  but  the  laws  themselves  are  essentially  like  many  others 
ih  are  in  force  elsewhere. 

early  every  railway  question,  sooner  or  later,  resolves  itself 
a  question  of  rates.  It  is,  therefore,  not  inappropriate  to  call 
ation  at  the  outset  to  legislation  affecting  rates.  The  most 
reaching  law  on  this  subject  appears  to  have  been  enacted  by 
Lsiana  ['04  ch.24].  This  law  adds  to  and  enlarges  the  powers 
ie  State  Railway  Commission  so  as  to  give  it  control  over  joint 
ugh  rates  of  railway,  express,  telegraph  and  telephone  com- 
es, both  with  respect  to  the  absolute  level  and  the  division  of 
rate.  The  Railway  Commission  may  require  railway  and 
r  companies  specified  to  establish  reasonable  joint  through 
5,  also  with  navigation  companies;  and,  in  case  of  their  failure 
a  so,  the  commission  may  establish  rates,  which  shall  take  effect 
in  30  days  of  their  official  publication. 

labama  ['03  p.95]  changed  from  an  appointive  to  an  elective 
mission  and  at.  the  same  time  made  slight  changes  in  the  legal 
ifications  of  commissioners.  The  commissioners  must  be  com- 
nt  persons  and  qualified  electors  of  the  state  not  interested 
icially  in  any  railway  in  the  state.  What  constitutes  a  "com- 
nt"  person,  the  law  does  not  define  except  as  indicated  in  the 
acial  restrictions  and  the  provision  that  no  two  commissioners 
I  be  elected  or  appointed,  in  case  of  a  vacancy,  from  the  same 
p:«ssional  district.  Formerly,  the  governor  with  the  consent  of 
Senate,  appointed  the  commissioners.  The  Alabama  law  was 
amended  so  as  to  authorize  the  commission  to  investigate  not 
"tariff  of  rates"  but  also  "any  particular  rate"  and  to  pre- 
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scribe,  after  due  hearing,  a  reasonable  rate  or  rates.  Formerly 
the  commission  could  only  "recommend";  now  it  can  "fix"  rates, 
including  joint  local  rates.  The  complaining  person  or  persons 
must  give  security  for  costs  but  the  commission  may  adjudge  the 
costs  of  proceedings  against  either  plaintiff  or  defendant,  as  the 
equities  of  the  case  may  require.  So  far  so  good;  but  this  last 
amendment  was  again  amended  ['03  p. 3 54]  so  as  to  adjudge  the 
costs  of  the  proceedings  against  the  imsuccessful  party!  Less 
objectionable  than  the  latter,  though  by  no  means  defensible,  is 
the  Massachusetts  law  ['04  ch.429]  which  assesses  the  salaries  and 
other  expenses  of  the  Railway  Commission  against  steam  and 
electric  railways  in  proportion  to  their  respective  gross  earnings. 
The  basis  of  apportionment  is  probably  the  best  that  can  be 
selected  but  the  principle  of  taxing  particular  industries  for  the 
entire  expense  of  performing  supervisory  functions  in  the  interests 
of  the  public  is  one  of  doubtful  expediency  and  questionable  ethics. 
Passes  and  free  transportation  received  consideration  in  a  few 
states.  An  Iowa  law  ['04  ch.76]  requires  railway  companies  to 
issue  to  the  shipper  of  one  or  more  carloads  of  animals  a  free  ticket 
from  the  point  of  shipment  to  the  point  of  destination,  the  return 
trip  to  be  undertaken  within  48  hours  from  the  time  of  the  delivery 
of  the  shipment  at  the  place  of  destination.  A  second  pass  shall 
be  issued  when  a  single  shipment  aggregates  six  or  more  cars. 
The  Missouri  law  noted  in  last  year's  review,  compelling  the 
giving  of  free  tickets  to  designated  persons  was  incorporated  in 
a  constitutional  amendment  which  was  rejected  at  the  general 
election  in  November  1904.  On  pain  of  impeachment,  Georgia 
[*o4  p. 7 2]  prohibits  judges  of  the  Supreme  or  Superior  Courts, 
from  receiving  free  transportation  or  other  favors  from  railway 
or  other  quasi  public  corporations.  This  state  ['04  p.  102]  also 
prohibits  the  sale  of  *  'nontransferable  signature  tickets"  issued  by  rail- 
way and  steamship  companies;  and  requires  the  companies  to  redeem 
unused  tickets  or  unused  portions  of  tickets,  paying  for  the  former 
the  actual  price  and  for  the  latter  the  difference  between  the  local 
rate  forthe  distance  actually  traveled  and  the  price  paid  forthe  whole 
ticket,  without  cost  of  exchange  or  other  expense  to  the  purchaser. 
Essentially  the  same  provisions  are  embodied  in  a  New  Jersey 
law  ['04  ch.177]  with  the  additional  proviso  that  ticket  agents 
shall  be  subject  to  fine  if  they  collect  more  than  the  legal  fare  or 
rate.  This  law  also  regulates  the  sale  of  unclaimed  tiaggage  and 
provides  for  the  appointment  of  employees  as  railway,  canal  or 
steamboat  police  on  the^application  of  the  respective  companies. 
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Similar  police  powers  are  extended  to  conductors  of  street  'and 
interurban  railways  by  two  amendments  of  Ohio  laws  ['04  p. 84, 
392];  and  by  a  Virginia  amendment  ['04  ch.169]  which  gives  duly 
appointed  railway  employees  all  the  powers  of  any  constable  or 
police  officer  in  all  cases  in  which  the  rights  of  such  railway  com- 
pany are  involved.  Mileage  tickets,  "good  for  the  purchaser 
and  the  actual  members  of  his  or  her  family  living  with  the  pur- 
chaser at  the  time  of  purchase"  were  authorized  by  a  South  Caro- 
lina law  [*o4  ch.250],  but  no  definition  of  membership  in  a  family 
was  attempted  though  the  names  of  persons  entitled  to  use  the 
ticket  may  be  entered  on  it. 

The  Legislature  of  Ohio  enacted  one  original  act  ['04  p. 546] 
and  three  amendments  ['04  p.  53  7,  301,  548]  relating  to 
crossings.  One  law  is  extended  so  as  to  provide  for  crossings  of 
steam  railways  with  street  and  interurban  railways  at  grades  not 
exceeding  the  established  grades  on  the  divisions  affected.  An- 
other makes  the  construction  of  overhead  crossings  or  subways 
dependent  on  the  action  of  the  municipalities  concerned.  The 
third  amendment  supplements  an  existing  law  by  giving  the  Court 
of  Common  Pleas  jurisdiction  to  ascertain  and  define  the  manner 
in  which  one  steam  railroad  shall  cross  another  within  corporate 
limits,  subject  to  the  limitations  of  the  grade  existing  on  the  divis- 
ion on  which  the  improvement  is  to  be  made.  The  new  law  of 
Ohio  prohibits  grade  crossings  between  steam  railways  and  high- 
ways unless  authorized  by  the  Court  of  Common  Pleas  on  grounds 
specified  in  the  petition  of  a  railway  company  or  municipality 
requesting  a  grade  crossing.  All  other  crossings  shall  be  either 
above  or  below  grade.  Maryland  ['04  ch.620]  added  a  new  section 
to  her  general  railway  laws  which  provides  that  railway  com- 
panies may  establish,  at  their  own  cost,  crossings  over  public  high- 
ways, either  over  grade  or  under  grade.  Companies  are  empowered 
to  exercise  the  powers  of  condemnation  for  the  purpose  of  ac- 
quiring such  additional  property  and  rights  as  may  be  necessary 
for  the  construction  of  the  crossings.  The  law  also  specifies,  in 
a  general  way,  the  manner  in  which  the  crossings  shall  be  con- 
structed. Mimicipalities  in  New  Jersey  are  authorized  ['04  ch.209] 
to  issue  bonds,  when  necessary,  in  order  to  meet  their  share  of  the 
expense  in  changing  the  grades  of  railways  within  their  limits. 

The  ancient  topic  of  consolidation  was  remembered  in  Ohio 
['04  p. 570]  where  an  amendment  was  passed  authorizing  electric 
and  steam  railways  to  consolidate,  subject  to  the  provisions  of 
the  general  railway  law  governing  consolidations;  "but  the  pro- 
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visions  herein  as  to  companies  owning  competing  lines  of  road, 
shall  not  apply  to  companies  whose  lines  of  road  are  nearly  or 
wholly  situate  in  any  mtmicipal  corporation  of  this  state."  New 
York  added  an  unimportant  amendment  relating  to  the  location 
of  the  principal  office  of  a  consolidated  company  ['04  ch.238]. 

Separate  accommodations  for  white  and  colored  persons  gave 
rise  to  two  acts  in  Maryland  ['04  ch.109,  100]  and  one  each  in 
South  Carolina  ['04  ch.249]  and  Mississippi  ['04  ch.99].  The 
Maryland  acts  relate  to  railways  and  steamships,  respectively, 
and  provide  for  the  usual  regulations  governing  the  color  line  in 
transportation,  excepting  from  the  operation  of  the  act  nurses, 
attendants  and  other  persons  specified  in  the  law;  and  prescribing 
a  penalty  for  railway  officials  who  may  be  fotmd  derelict  in  the 
execution  of  the  law.  The  South  Carolina  act  is  an  amendment 
which  extends  the  provisions  of  the  law  to  steam  ferries  and  which 
construes  the  furnishing  of  separate  "cabins"  as  compliance  with 
the  law.    The  Mississippi  law  applies  also  to  street  railways. 

South  Carolina  further  ['04  ch.196]  compels  railway  companies 
to  carry  not  exceeding  200  poimds  of  baggage  free  of  chai^  and 
declares  ['04  ch.230]  bicycles  and  baby  carriages  baggage.  This 
furthermore  prescribes  ['04  ch.379]  periods  of  time  within  which 
freight  shall  be  transported. 

Virginia  ['04  ch.153]  introduces  a  new  element  into  her  railway 
legislation  by  authorizing  the  proper  authorities  to  prohibit  either 
absolutely  or  conditionally  excursions  on  steam  or  electric  rail- 
ways, or  on  steamboats  to  certain  places,  subject  to  a  fine  of  not 
less  than  $100  nor  more  than  $500  for  each  offense.  In  Vii^ginia 
also  any  railway  company  operating  sleeping,  dining,  palace,  par- 
lor or  chair  cars  in  Virginia  may  exclude  any  and  all  persons,  who 
in  the  discretion  of  its  officers  it  deems  fit  to  exclude  from  such 
cars  ['04  ch.85].  Again,  Virginia  declares  ['04  ch.48]  the  words 
"railway"  and  "railroad"  to  be  synonymous  in  all  legal  proceed- 
ings and  in  the  constructions  of  the  courts  of  the  commonwealth. 

The  Alabama  law  providing  for  the  ezamioation  of  railway  em- 
ployees was  amended  ['03  p.  162]  so  as  to  include  among  the  specific 
qualifications  the  ability  and  capacity  to  see  and  distinguish  ob- 
jects and  colors  and  to  hear  sounds  to  a  satisfactory  degree.  A 
constitutional  amendment  of  vague  phraseology  ['04  ch.i6]  was 
passed  by  the  Legislature  of  Louisiana  and  adopted  by  the  people 
at  the  November  election,  extending  the  time  limit  for  the  ex- 
emption from  taxation  of  railways  newly  constructed  to  those 
completed  on  or  before  Jan.  i,  1909.  The  date,  on  or  before 
which  the  New  York  Railway  Commission  shall  provide  railway 
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companies  with  report  blanks,  has  been  changed  from  Sep.  15  to 
'June  30,  thus  bringing  this  date  in  harmony  with  what  has  be- 
ahnost  universally  the  fiscal  railway  year  in  the   United 

[N.  Y.  'o4ch.i58].  The  Ohio  law  relating  to  automatic 
oou^ers  and  air  brakes  has  been  amended  ['04  p.615]  so  as  to 
SMtrict  the  application  of  the  law  to  standard  gage  cars,  till  Mar. 
Xr  1910,  after  which  it  shall  apply  to  all  cars  used  in  the  operation 
of  steam  railways  in  the  state. 

'-  In  regard  to  electric  railwaySi  Alabama  amended  a  law  ['03  p. 384] 
00  as  to  make  its  provisions  conform  to  some  of  the  worst  practices 
•C  our  early  steam  railway  era.  The  incorporators  of  an  electric 
iMkilway  company  shall  give  a  ''general*'  description  of  the  route, 
Itaduding  termini,  "which  description  may  be  amended  from  time 
to  time  as  such  line  or  lines  are  changed  or  extended."  Another 
jyabama  law  ['03  p.  67]  authorizes  foreign  electric  or  suburban 
iMdlway  companies  which  may  extend  their  lines  into  the  state  to 
mn  their  wires  along  their  right  of  way  and  to  sell  electric  current 
■o  oonstuners  in  the  same  manner  as  they  are  doing  in  the  adjacent 
Mate.  This  law  is  supplementary  to  one  ['03  p. 66]  which  admits 
ioneign  companies  to  the  state  on  filing  their  charter  and  meeting 
Abe  same  requirements  regarding  taxation  which  govern  domestic 
fXnporations.  The  increase  of  the  capital  stock  of  street  railway 
eompanies  is  also  provided  for  ['03  p.  144].  Massachusetts  enacted 
an  important  amendment  ['04  ch.441]  by  which  the  freight  business, 
0r  business  as  common  carriers,  of  electric  railways  was  made 
acmtingent  on  the  approval  of  the  State  Railway  Commission. 
(Another  amendment  [Mass.  '04  ch.357]  extends  existing  require- 
imeiits  regarding  waiting  rooms  of  railway  companies  to  street 
lailways;  and  also  makes  a  similar  extension  of  the  provisions 
relating  to  complaints.  The  illegal  sale  of  street  railway  transfers 
is  made  punishable  by  a  fine  not  exceeding  $50  or  by  imprison- 
ment for  a  term  not  exceeding  30  days  [Mass.  '04  ch.267].  New 
Jersey  took  a  step  toward  uniformity  by  making  it  possible  ['04  ch.  243] 
ior  street  railway  companies  or  companies  owning  railways  oper- 
ated as  street  railways  to  reincorporate  under  the  general  law 
regarding  ''traction  companies."  The  same  state  authorizes 
the  construction  and  operation  of  street  railways  by  turnpike 
companies  on  turnpikes  and  other  highways  [N.  J.  '04  ch.173]. 
Louisiana  ['04  ch.89]  has  granted  municipalities  of  more  than 
inhabitants  the  **  power  to  construct,  own  and  operate  street 
ays  within  and  without  their  corporate  limits."  Ohio  ['04 
passed  an  expropriation  law  in  favor  of  street  railway  com- 

oontaining  the  usual  provisions. 
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New  York  enacted  three  relatively  tinimportant  laws  relating 
to  canals.  One  ['04  ch.14]  raises  the  amount  of  money  which  may 
be  advanced  to  a  division  engineer  from  5  to  20  thousand  dollars. 
Another  ['04  ch.335]  creates  a  board  of  three  special  examiners 
and  appraisers,  whose  duty  it  shall  be,  imder  the  direction  of  the 
Canal  Board,  to  acquire  desirable  and  necessary  lands  for  canal 
purposes.  The  third  law  ['04  ch.200]  continues  the  Board  of  Con- 
sulting Engineers,  appointed  imder  the  act  providing  for  the 
improvement  of  the  Erie  and  other  canals,  in  of&ce  till  the  con- 
struction authorized  by  the  act  shall  have  been  completed.  An 
amendment  to  an  Ohio  law  ['04  p.103],  makes  the  members  of 
the  Board  of  Public  Works  ['04  p.  184]  superintendents  of  the 
canals  of  the  state.  They  shall  give  all  their  time  and  attention  to 
the  work  and  receive  a  salary  of  $1500.  The  Board  of  Public 
Works  is  also  authorized  to  appoint  superintendents  of  repairs. 
Another  law  [Ohio  '04  p.  53  4]  specifies  the  manner  in  which  the 
board  shall  dispose  of  receipts  from  land  sales.  Oregon  ['03  p.ii, 
ex.  sess.]  created  a  board  of  commissioners  of  canals  and  locks, 
with  authority  to  expend  not  to  exceed  $100,000  for  the  improve- 
ment of  specified  sections  of  the  Coltunbia  river;  and  to  convey 
the  right  of  way  and  improvements  to  the  United  States  free  of 
cost.  The  act  declares  that  an  emergency  exists  which  involves 
the  public  peace,  health  and  safety  of  the  commonwealth,  and  on 
account  of  which  the  act  is  excepted  from  the  operation  and  power 
of  the  referendiun,  going  into  effect  immediately. 

A  law  of  South  Carolina  ['04  ch.281]  places  telegraphs  and  tele- 
phones under  the  jurisdiction  of  the  State  Railway  Commission, 
with  power  to  regulate  rates,  establish  connections,  and,  in  general, 
control  the  service.  Telegraph  and  telephone  companies  are  re- 
quired to  contribute  their  share  toward  the  expenses  of  the  com- 
mission. Kentucky  ['04  ch.71]  passed  a  simple  act  relating  to 
the  right  of  way  of  telegraph  and  telephone  companies. 

Acts  relating  to  bridges  do  not  contain  any  noteworthy  feature. 
They  all  deal  with  matters  common  to  such  acts  and  reveal  no 
new  principles  or  rules  of  action.  The  same  may  be  said  regard- 
ing the  legislation  relating  to  ferries  and  viaducts.  An  Illinois 
law  was  declared  unconstitutional  in  so  far  as  it  penalizes  un- 
licensed ferries  carrying  railway  cars  between  states,  on  the  ground 
that  it  was  an  interference  with  interstate  conmieroe. 
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GEORGE     MYGATT     FISK      PH.D.      PROFESSOR      OF      COMMERCE,     UNI- 
VERSITY    OF     ILLINOIS 

The  different  states  have,  during  the  year  1904,  passed  various 
laws  relating  to  commerce  and  industry,  the  most  important  being 
those  regarding  weights  and  measures,  adulterations  and  imita- 
tions, branding,  inspection,  warehouses,  markets,  regulation  and 
licensing  of  trades  and  occupations,  encouragement  of  industries, 
miscellaneous  trade  regulations  and  navigation. 

Weights  and  measures.  Laws  relating  to  weights  and  measures 
have  received  less  attention  at  the  hands  of  legislators  than  in 
the  preceding  year.  Virginia  ['03  ch.454]  repealed  the  law  requir- 
ing the  register  of  the  land  office  to  serve  as  superintendent  of 
weights  and  measures  and  Alabama  ['03  p.395]  prescribed  the 
use  of  "standard  railroad  central  time"  in  legal  computation. 
Louisiana  ['04  ch.8o]  amended  a  law  passed  in  1888  relative  to 
gaging  boats  containing  coal  and  coke  when  the  gagers  were  **  called 
upon  for  that  purpose,"  the  new  law  making  such  gaging  com- 
pulsory. The  same  state  ['04  ch.85]  also  enacted  that  shrimps 
be  measured  by  the  basket  and  that  each  basket  contain  70  poimds. 
The  governor  of  Rhode  Island  in  his  message  of  Jan.  5,  called 
attention  to  the  fact  that  the  sealer  of  weights,  measures  and 
balances  had  recommended  that  an  equitable  scale  of  fees  for 
testing  scales  be  adopted  and  also  that  milk  jars  and  coal  baskets 
be  required  by  law  to  be  of  standard  capacity.  This  recommenda- 
tion was  not  incorporated  into  law. 

Adulterations  and  imitations.  Branding.  Inspection.  Fifteen 
laws  were  passed  during  1904  relating  to  adulterations  and  imita- 
tions, five  of  the  laws  being  original,  and  the  remaining  being 
amendments  or  revisions  of  existing  laws.  They  included  such 
subjects  as  commercial  feed  for  stock,  fertilizers,  lime,  cement, 
paris  green,  petroletmi  products  and  seeds.  Two  original  laws 
and  four  amendments  were  passed  in  regard  to  branding  and 

'See  also  Governors  Messages  and  Index  of  Legislation,  1422 
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inspection  most  of  them  having  to  do  with  union  labels,  bottles, 
cans  and  other  receptacles. 

Louisiana  ['04  ch.153]  and  Ohio  ['04  p.39S]  enacted  compre- 
hensive laws  regulating  the  sale  of  commercial  feeding  stuffs. 
The  two  laws  are  very  similar,  the  more  important  provisions  re- 
quiring manufacturers  to  forward  statement  of  ingredients  and 
sample  to  a  state  board,  who  is  compelled  to  issue  inspection 
certificates  and  tags  which  are  attached  to  the  product  and  con- 
tain a  statement  of  the  ingredients  of  the  same.  Two  other 
states,  Massachusetts  ['04  ch.332]  and  New  York  ['04  ch.ss8], 
amended  existing  laws  on  the  subject,  the  general  purpose  of  the 
amendments  being  to  more  effectually  regulate  the  sale  of  com- 
mercial feed  for  stock. 

Laws  were  passed  in  six  states  prescribing  regulations  for  the 
sale  of  commercial  fertilizers.  Their  general  purpose  and  char- 
acter were  not  essentially  different  from  those  relating  to  com- 
mercial feeding  stuffs,  the  laws  of  Mississippi  ['04  ch.iii]  and  New 
York  ['04  ch.567]  for  example  requiring  that  all  commercial  fer- 
tilizers be  properly  labeled,  each  label  registering  the  weight,  ad- 
dress of  manufacturer  and  the  chemical  analysis  of  the  package 
to  which  it  is  attached.  The  Mississippi  law  excepted  cotton  seed 
products  while  an  amended  law  in  South  Carolina  included  cotton 
seed  meal. 

A  law  in  Alabama  ['03  p. 2 48,  389]  designated  the  testing  labra- 
tory  of  the  University  of  Alabama  as  State  Testing  Laboratory 
for  cements  and  other  materials  of  construction. 

As  regards  petroleum  products  recommendations  were  made  by 
the  governors  of  Florida  ['03  p. 51-52]  and  Iowa  ['04  p.21],  the 
former  advising  "that  a  law  be  enacted  requiring  an  inspection  of 
illuminating  oils  by  the  state  chemist."  Iowa  ['04  ch.87]  revised 
a  law  on  this  subject,  the  purpose  of  the  revision  being  to  render 
more  effective  the  general  inspection  of  illuminants  by  providing 
more  adequate  assistance,  compensation  and  reports,  as  well  as 
greater  centralization  of  responsibility. 

Kentucky  ['04  ch.82]  made  it  a  misdemeanor  to  sell  certain 
adulterated,  mixed  or  misbranded  grass  and  clover  seeds,  while 
New  York  ['04  ch.286J  regulated  the  sale  of  irhported  ginseng  by 
requiring  a  label  to  show  the  country  where  the  roots  or  seeds 
were  grown. 

There  were  six  laws  relating  to  branding  and  inspection,  all 
but  one  being  in  New  York.  Their  general  purport  was  to  pro- 
tect the  owners  of  certain  classes  of  trade-marks  against  their  ill^al 
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tise  by  others.  Illinois  had  in  1901  passed  a  law  providing  for  the 
registration  of  trade-marks:  possession  of  receptacles  bearing  such 
marks  was  to  be  prima  facie  evidence  of  unlawful  possession. 
This  law  was  declared  to  be  unconstitutional  on  the  groimd  that 
it  was  special  and  class  legislation  [Horwich  v.  Walker-Gordon 
Labratory  Co.,  68  N.  E.  938]. 

Warehouses  and  markets.  Very  little  legislation  relating  to 
these  subjects  was  enacted  during  the  year  and  its  scope  was  unim- 
portant. Kentucky  ['04  ch.57]  extended  the  provisions  of  a  for- 
mer law  ['93  ch.256]  so  as  to  include  storage  rights  to  cotton  seed 
oil  in  warehouses  and  the  issuance  of  receipts  therefor.  In  Mis- 
sissippi [*o4  ch.89]  warehouse  receipts  were  made  conclusive  evi- 
dence of  the  receipt  of  the  property.  Miscellaneous  amend- 
ments to  existing  laws  were  made  in  South  Carolina  ['04  ch.271] 
relating  to  tobacco  warehouse  charges  and  an  amendment  to 
Maryland  law  ['04  ch.336]  allowed  additional  inspection  service 
in  state  warehouses. 

Regulation  and  licensing  of  trades  and  occupations.  Under  this 
category  there  were  14  laws,  seven  of  them  being  new  statutes. 
The  nimiber  is  far  short  of  that  of  the  preceding  year  which  was 
54,  29  being  original.  There  are  several  subjects  such  as  the  regu- 
lation and  licensing  of  engineers,  medicine,  pharmacy  and  law 
which  belong  more  properly  to  the  general  subject  of  "public 
health  and  safety**  and  the  **  administration  of  justice*'  and  are 
treated  elsewhere.  The  above  list  does  not  also  include  four  laws 
passed  in  previous  years  but  declared  unconstitutional  by  the 
courts  during  1904.  The  more  important  laws  regulating  and 
licensing  trades  and  occupations  include  accountants,  auctioneers, 
barbers,  hawkers  and  peddlers,  junk  and  secondhand  dealers, 
nurses,  plumbers  etc. 

Following  the  example  of  Illinois  and  Washington  in  1903,  New 
Jersey  ['04  ch.230]  passed  a  law  to  regulate  the  practice  of  the 
profession  of  public  accountants.  The  law  provided  for  a  state 
board  of  public  accountants  of  three  persons  to  be  appointed  by 
the  governor.  The  principal  duty  of  the  board  is  to  conduct  semi- 
annual examinations  and  to  recommend  to  the  governor  that 
those  successful  in  these  examinations  be  appointed  "certified 
public  accountants."  The  law  gives  much  less  power  or  respon- 
sibility to  the  examining  board  than  is  the  case  in  Illinois  and  Wash- 
ington. The  granting  of  the  certificate  is  optional  with  the  gov- 
ernor and  not  only  that  but  he  may  revoke  a  certificate  after  hav- 
ing granted  it  (on  the  recommendation  of  the  board),  and  eveix 


n4         N.   Y.   8TATB   LIBRARY      REVIEW   OP   LEGISLATION    Z904 

waive  the  examination  altogether  provided  the  applicant  has 
practised  accountancy  for  more  than  three  years  before  the 
passage  of  the  act. 

In  the  regulation  of  trades  and  occupations  there  is  a  general 
tendency  toward  the  appointment  of  special  state  boards.  This 
is  evidenced  not  only  in  the  case  of  the  New  Jersey  accountancy 
law  but  also  in  other  lines.  Maryland  for  example  created  a  board 
of  barber  examiners  ['04  ch.226]  as  well  as  a  board  of  examiners 
of  nurses  ['04  ch.172].  The  principal  duties  of  the  former  consist 
in  inspecting  the  sanitary  conditions  of  barber  shops,  granting 
certificates  and  making  an  annual  report  to  the  state  comptroller, 
while  the  latter  board  issues  certificates  to  nurses  who  are  generally 
required  to  have  an  education  equivalent  to  a  high  school  course 
and  a  diploma  from  a  training  school  for  nurses  which  represents 
three  years  of  training  and  practice. 

Various  other  laws  of  a  miscellaneous  character  increase  the 
license  fees  and  exempt  certain  classes  such  as  honorably  dis- 
charged veterans.  This  is  particularly  the  case  in  regard  to  auc- 
tioneers, hawkers  and  peddlers.  A  New  Jersey  law  ['04  ch.53] 
regulating  the  business  of  junk  dealers  requires  loan  and  purchase 
books  to  be  kept  open  for  inspection  by  police  officers. 

Previous  laws  enacted  in  Idaho  [*oi  p.  15 5], Wisconsin  ['01  ch.341], 
Minnesota  [*oi  ch.3561  and  North  Carolina  ['03  ch.347  §3^]  have 
been  declared  unconstitutional.  The  Idaho  law  licensed  peddlers, 
hawkers  and  solicitors.  The  Supreme  Court  decided  that  runners 
for  wholesale  houses  taking  orders  from  merchants  only  could 
not  be  compelled  to  pay  the  license  on  the  ground  that  it  was 
clearly  class  legislation  and  contravened  both  federal  and  state 
Constitutions  [In  re  Abel,  77  P.  621].  The  Wisconsin  law  was 
similar,  but  exempted  certain  classes.  The  court  declared  these 
exemptions  to  be  unconstitutional  on  the  ground  that  they  repre- 
sented unequal  taxation  and  denied  equal  protection  of  the  law 
[State  V,  Whitcom,  99  N.  W.  468].  The  Minnesota  law  required 
plumbers  in  cities  of  10,000  to  be  licensed  by  the  state  board. 
This  was  declared  to  be  unconstitutional  on  the  grotmd  that  it  was 
special  legislation  since  it  exempted  master  plumbers  and  cities 
of  10,000  having  a  sewerage  system  or  waterworks  [State  v.  Justus, 
97  N.  W.  124].  Finally  North  Carolina  ['03  cb.247  §36]  imposed 
a  license  tax  on  itinerant  vendors  of  stoves  within  the  state.  The 
Supreme  Court  of  the  state  [Wrought  Iron  Range  Co.  v.  Campen, 
47  S.  E.  658]  maintained  that  in  so  far  as  it  applied  to  sales  by 
sample  of  goods  manufactured  without  the  state,  shipped  into  the 
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and  delivered  in  original  packages,  it  was  unconstitutional 

it  was  a  restriction  on  interstate  commerce. 

IDscellaneous   trade   regulations.    The   principal   laws   in   this 

jtOPtrj^nrjr  relate  to  advertisements,  holidays  and  trading  stamps. 

extensive  use  of  advertising  has  developed  many  abuses  which 

ition  is  aiming  to  remove.     In  New  York  ['04  ch.423]  it  is 

«^  4hciBxed  to  be  a  misdemeanor  to  publish  false  or  misleading  state- 

Lts  relative  to  merchandise  offered  for  sale.     Likewise  it  is  a 

leanor  in  Iowa  ['04  ch.137]  to  advertise  the  sale  of  liquor 

tobacco  within  400  feet  of  a  public  school  building  and  in  Vir- 

fpnisL  to  use  a  name  or  picture  for  advertising  purposes  without 

the  person's  consent. 

The  general  tendency  toward  an  increase  in  the  number  of  legal 

]mblic  holidays  noted  in  last  year's  review  is  reflected  by  laws 

in  Lotiisiana  ['04  ch.3]  and  Mississippi  ['04  ch.88]  while 

Ohio  ['04  p.  1 60]  repealed  an  enactment  which  limited  Saturday 

half  holidays  to  cities  of  50,000  or  over. 

To  remedy  the  abuses  connected  with  the  so  called  trading  stamps 
'several  of  the  states  passed  laws,  some  of  which  were  prohibitory 
in  character,  while  others  attempted  to  regulate  the  matter  by 
taxing,  licensing  or  requiring  the  value  of  the  stamps  in  legal 
money  to  be  printed  on  the  face.  In  1898  Vermont  ['98  ch.123] 
penalized  the  use  of  these  stamps  but  the  court  decided  the  law 
to  be  imconstitutional  since  it  violated  the  14th  amendment  of 
the  United  States  Constitution  by  abridging  the  privileges  and 
immunities  of  citizens  and  depriving  them  of  their  property  with- 
out due  process  of  law  [State  v.  Dodge,  56  A.  983]. 

Encouragement  of  industries.  Legal  encouragement  to  indus- 
tries was  rendered  in  the  form  of  bonuses,  taxation  exemptions, 
bounties,  appropriations  for  expositions  and  laws  aiming  to  attract 
immigrants  or  capital.  Most  of  the  laws  relating  to  expositions 
consisted  of  additional  appropriations  for  the  Louisiana  Purchase 
Exposition.  Mississippi  ['04  ch.126]  and  Alabama  ['03  p. 565] 
passed  laws  exempting  certain  industries  from  taxation  for  a 
period  of  years.  Florida  and^  Tennessee  proposed  amendments 
to  their  Constitutions  which  would  permit  their  doing  the  same 
but  these  proposals  were  rejected.  Minnesota  ['99  ch.307]  had  for- 
merly provided  a  boimty  of  i  cent  a  pound  for  sugar  from  beets 
and  sorghum  but  this  law  was  declared  to  violate  those  provisions 
of  the  Constitution  which  prohibited  expenditures  not  for  public 
purposes  and  the  use  of  state  credit  for  private  purposes  [Minne- 
sota Sugar  Co.  v.  Iverson,  97  N.  W.454].     Many  states,  particu- 


n6  N.   Y.    STATE    LIBRARY         REVIEW   OP   LEGISLATION    I904 

larly  those  in  the  South,  have  adopted  various  expedients  in  recent 
years  to  advertise  their  resources  for  the  ptupose  of  attracting 
foreign  capital  and  labor.  Louisiana  ['04  ch.150]  and  New  Jersey 
[*o4  ch.72,  *o4  ch.199]  have  been  specially  active  in  this  respect 
during  1904.  Governor  Heard  of  the  former  state  refers,  in  his 
annual  message,  to  the  beneficial  results  attending  the  large  num- 
ber or  real  estate  and  colonists  excursions  as  well  as  the  various 
organizations  formed  for  the  purpose  of  advertising  the  state  and 
attracting  immigrants.  ** These  organizations,"  he  tells  us,  "num- 
ber 40  and  the  influence  of  their  work  can  not  be  overestimated." 
The  governor  of  Mar>iand  affirms  that  the  State  Bureau  of  Immi- 
gration has  been  largely  instrumental  in  locating  over  4000  settlers 
in  Maryland  and  has  added  in  finding  a  market  for  nearly  35,000 
acres  of  land  sold  to  these  immigrants.  The  governors  of  Georgia 
and  South  Carolina  both  advocated  the  creation  of  a  state  bureau 
of  immigration.  The  latter  state  acted  on  the  recommendation 
of  its  executive  and  established  a  department  of  agriculttire,  com- 
merce and  immigration  which  is  ''charged  as  far  as  possible  with 
the  execution  of  the  work  usually  devolved  upon  a  bureau  of  im- 
migration, a  bureau  of  agriculture  and  a  bureau  of  publicity" 
['04  ch.259]. 

Navigation  and  waterways.  There  is  no  state  legislation  relating 
to  navigation  and  waterways  of  any  other  than  a  local  interest. 
Perhaps  the  most  important  law  was  one  in  Califorina  ['03  ch.211] 
providing  for  a  $2,000,000  bond  issue  to  construct  a  sea  wall  in 
the  city  and  county  of  San  Francisco. 
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The  legislation  of  otir  states  in  1904  exhibits  no  new  features 
SO  far  as  it  pertains  to  banks  and  allied  institutions.  The  same 
tendencies  noted  in  previous  reviews  as  regards  the  differentia- 
tion of  these  institutions  from  other  corporations,  special  statutes 
for  the  regulation  of  commercial  banks,  trust  companies,  savings 
banks,  investment  companies,  building  and  loan  associations  and 
pawnbrokers,  and  the  amendment  of  defects  in  existing  laws  are 
observable.  The  most  noteworthy  laws  of  these  classes  for  the 
year  1904  were  the  general  banking  act  of  Alabama  and  the  amend- 
ment to  the  Constitution  of  Texas  pertaining  to  the  same  subject, 
the  act  of  Massachusetts  pertaining  to  trust  companies,  the  laws 
enacted  in  Massachusetts,  Georgia  and  Iowa  for  the  regulation 
of  investment  companies,  and  those  enacted  in  Ohio  and  New 
Jersey  with  reference  to  pawnbrokers. 

Commercial  banks.  The  general  banking  act  of  Alabama 
['03  p.483]  was  approved  Oct.  10,  1903.  It  is  supplementary  to 
the  Code  adopted  in  1897,  which  contained  several  provisions 
regarding  banking  institutions.  Among  the  regulations  not  in- 
cluded in  the  Code  are  provisions  requiring  reports  to  the  state 
treasurer  at  least  twice  a  year  and  special  reports  from  particular 
banks  whenever  the  treasurer  may  desire,  inspection  by  bank 
examiners  at  least  once  a  year  and  twice  a  year  if  possible,  a  reserve 
of  15%  of  demand  liabilities,  of  which  threefifths  may  consist  of 
balances  due  from  other  banks,  and  a  limitation  of  the  loans  to  any 
one  person,  firm  or  corporation  to  10%  of  the  capital,  surplus  and 
imdivided  profits,  except  when  made  on  ample  collateral  security 
or  on  the  approval  of  a  majority  of  the  directors.  Among  the 
modifications  of  the  law  as  stated  in  the  Code,  the  most  important 
is  the  reduction  of  the  capital  requirement  for  banks  in  small 
towns.  The  old  law  prescribed  for  banking  corporations  a  sub- 
scribed capital  of  at  least  $50,000  and  a  paid-up  capital  of  at  least 
$35,000.  The  new  law  fixes  the  minimiun  paid-up  capital  for 
towns  of  2500  inhabitants  or  less  at  $10,000,  and  for  larger  towns 
at  $25,000. 

One  misses  in  this  law  the  more  detailed  regulations  regarding 
investments  which  are  foimd  in  the  banking  laws  of  many  states, 
particularly  those  with  reference  to  real  estate,  and  provisions 
regarding  the  liability  of  stockholders  and  the  accumulation  of 
a  surplus.     Some  of  the  regulations  prescribed  are  not  very  stnxy^*- 
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larly  those  in  the  South,  have  adopted  various  expedients  in  recent 
years  to  advertise  their  resources  for  the  purpose  of  attracting 
foreign  capital  and  labor.      Lotiisiana  ['04  ch.150]  and  New  Jewy 
['04   ch.72,  '04  ch.199]  have  been  specially  active  in  this  respect 
diuing  1904.     Governor  Heard  of  the  former  state  refers,  in  1b 
annual  message,  to  the  beneficial  results  attending  the  large  nno- 
ber  or  real  estate  and  colonists  excursions  as  well  as  the  varkw 
organizations  formed  for  the  purpose  of  advertising  the  state  lad 
attracting  immigrants.     ** These  organizations,"  he  tells  us,  "num- 
ber 40  and  the  influence  of  their  work  can  not  be  overestimatei* 
The  governor  of  Maryland  affirms  that  the  State  Bureau  of  Ifflflt 
gration  has  been  largely  instrumental  in  locating  over  4000  settka 
in  Maryland  and  has  added  in  finding  a  market  for  nearly  35,000 
acres  of  land  sold  to  these  immigrants.     The  governors  of  Geoip 
and  South  Carolina  both  advocated  the  creation  of  a  state  burcan 
of  immigration.     The  latter  state  acted  on  the  reconimendatioft 
of  its  executive  and  established  a  department  of  agriculture,  com- 
merce and  immigration  which  is  "charged  as  far  as  possible  ^tk 
the  execution  of  the  work  usually  devolved  upon  a  bureau  of  im- 
migration, a  bureau  of  agriculture  and  a  bureau  of  publidty" 
['04  ch.259]. 

Navigation  and  waterways.  There  is  no  state  legislation  relating 
to  navigation  and  waterways  of  any  other  than  a  local  interest. 
Perhaps  the  most  important  law  was  one  in  Califorina  ['03  chjn] 
providing  for  a  $2,000,000  bond  issue  to  construct  a  sea  wallifl 
the  city  and  county  of  San  Francisco. 


BANKING 

AM     A.     SCOTT    PH.D.     DIRECTOR     COURSE     IN    COMMERCE     AND 
OPBSSOR  OP  POLITICAL  ECONOMY,  UNIVERSITY  OP  WISCONSIN 

t  legislation  of  otir  states  in  1904  exhibits  no  new  features 
r  as  it  pertains  to  banks  and  allied  institutions.  The  same 
ncies  noted  in  previous  reviews  as  regards  the  differentia- 
>f  these  institutions  from  other  corporations,  special  statutes 
le  regulation  of  commercial  banks,  trust  companies,  savings 
s,  investment  companies,  building  and  loan  associations  and 
brokers,  and  the  amendment  of  defects  in  existing  laws  are 
vable.  The  most  noteworthy  laws  of  these  classes  for  the 
1904  were  the  general  banking  act  of  Alabama  and  the  amend- 
to  the  Constitution  of  Texas  pertaining  to  the  same  subject, 
LCt  of  Massachusetts  pertaining  to  trust  companies,  the  laws 
;ed  in  Massachusetts,  Georgia  and  Iowa  for  the  regulation 
Lvestment  companies,  and  those  enacted  in  Ohio  and  New 
y  with  reference  to  pawnbrokers. 

mmercial  banks.  The  general  banking  act  of  Alabama 
p.483]  was  approved  Oct.  10,  1903.  It  is  supplementary  to 
Code  adopted  in  1897,  which  contained  several  provisions 
rding  banking  institutions.  Among  the  regulations  not  in- 
5d  in  the  Code  are  provisions  requiring  reports  to  the  state 
fuier  at  least  twice  a  year  and  special  reports  from  particular 
s  whenever  the  treasurer  may  desire,  inspection  by  bank 
liners  at  least  once  a  year  and  twice  a  year  if  possible,  a  reserve 
5%  of  demand  Uabilities,  of  which  threefifths  may  consist  of 
ttces  due  from  other  banks,  and  a  limitation  of  the  loans  to  any 
person,  firm  or  corporation  to  10%  of  the  capital,  surplus  and 
vided  profits,  except  when  made  on  ample  collateral  security 
n  the  approval  of  a  majority  of  the  directors.  Among  the 
ifications  of  the  law  as  stated  in  the  Code,  the  most  important 
le  reduction  of  the  capital  requirement  for  banks  in  small 
is.  The  old  law  prescribed  for  banking  corporations  a  sub- 
ted  capital  of  at  least  $50,000  and  a  paid-up  capital  of  at  least 
X)o.  The  new  law  fixes  the  minimum  paid-up  capital  for 
is  of  2500  inhabitants  or  less  at  $10,000,  and  for  larger  towns 
1 5,000. 

le  misses  in  this  law  the  more  detailed  regulations  regarding 
stments  which  are  foimd  in  the  banking  laws  of  many  states, 
!cularly  those  with  reference  to  real  estate,  and  provisions 
"ding  the  liability  of  stockholders  and  the  accumulation  of 
plus.     Some  of  the  regulations  prescribed  are  not  very  string- 
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ent  and  are  likely  to  prove  ineffective.     The  limitation  oi  invest- 
ments  to  any  one  person,  firm  or  corporation  to  lo^i  of  the  capital, 
surplus  and  imdiN-ided  profits  is  rendered  of  little  account  by  tbt 
following  clause  which  permits  larger  loans  on  collateral  or  irith 
the  approval  of  the   directors.     The   limitation  placed  on  loans 
to  bank  officials  by  the  provision  that  such  loans  must  be  based 
on  good  security  seems  insufficient  in  the  absence  of  any  provision 
determining  what  kind  of  securities   shall   be   regarded  as  good. 
It  is  worthy  of  note  that  in  copying  a  portion  of  the  pro\-is:ons 
of  our  national  banking  law  pertaining  to  cash  reser\'es,  the  pro- 
cedure in  case  of  \'iolation  was  changed,  from  the  prohibition  of 
further  discounts  till  the  reser\*e  should  be  restored  to  the  legal 
limit,  to  a  fine  of  $25  a  day. 

In  this  connection  should  be  mentioned  another  act  ['03  p.477] 
approved  Oct.  9,  1903,  for  the  protection  of  banks  and  banking 
institutions.  It  aims  to  prevent  the  accumulation  of  checls, 
drafts  and  other  demands  on  a  bank  for  the  purpose  of  starting 
**a  run,"  or  of  embarrassing  the  bank.  It  pro\'ides  tliat  such 
action  shall  constitute  a  misdemeanor  and  be  ptuiishable  by  a  fine 
of  not  less  than  $500  and  not  more  than  $2000. 

An  amendment  passed  Mar.  19,  1903  ['03  p.  160]  permits  an  ex- 
tension of  existing  bank  charters  for  20  years  from  any  date  nxed 
by  stockholders  antecedent  to  the  date  of  expiration  of  existing 
charters  or  from  the  date  of  filing  the  resolution  of  extension  with 
the  judge  of  probate.  The  amendment  further  provides  that  sub- 
sequent  extensions  shall  be  for  a  period  of  12  years  only.  The 
^H^riod  of  incorporation  under  the  old  law  was  30  years. 

The  Constitution  of  Texas,  adopted  Feb.  17,  1876  [Art.  16,  §16], 
pR")\*idcd  that  **no  corporate  body  shall  hereafter  be  created, 
renewed  or  extended  with  banking  or  discounting  privileges." 
Up  to  date,  therefore,  the  banking  business  in  Texas  has  been 
confined  to  national  institutions  and  to  private  persons  or  partner- 
ships operating  without  corporate  privileges.  Ap.  i,  1903  the 
Legislature  of  Texas  adopted  an  amendment  to  this  section  of  the 
Constitution,  authorizing  the  incorporation  of  banking  institutions, 
provided  that  the  shareholders  be  liable  for  debts  to  an  amount 
equal  to  the  par  value  of  their  shares,  that  the  capital  stock  be  paid 
in  in  full,  that  branch  banking  be  not  permitted,  and  that  foreign 
corporations  other  than  national  banks  be  prohibited  from  carr)*- 
ing  on  a  banking  business  in  the  state.  This  an^endment  was 
submitted  to  the  people  in  November  1904,  and  adopted,  and  the 
Legislature  at  present  in  session  has  passed  a  general  banking  act 
which  is  now  (A.p.  \i)  a-^si^m^  \>cve  ^vKwaJcvasfc  til  the  gpvemor. 


SCOTT  BANKING  ng 

The  amendments  to  banking  laws  passed  in  other  states  during 
fhe  year  1904  are  of  minor  importance.  Virginia  ['04  ch.578] 
extended  the  scope  of  her  banking  laws  by  making  them  applicable 
to  all  kinds  of  institutions  chartered  imder  the  laws  of  the  state 
and  conducting  a  banking  business  therein,  and  provided  for  the 
|MX)tection  of  the  state  against  insolvent  institutions  by  making 
it  the  duty  of  the  corporation  commission  to  notify  the  auditor 
and  treasurer  of  the  condition  pf  such  a  bank,  and,  in  case  it  con- 
siders such  action  necessary,  to  apply  to  the  proper  court  for  the 
appointment  of  receivers.  A  further  clause  inflicting  a  penalty 
for  the  acceptance  of  deposits  after  a  bank  is  insolvent  is  also 
included.  Ohio  ['04  p. 266]  amended  her  law  so  that  reports  from 
banking  institutions  shall  be  reqiiired  at  least  twice  annually  instead 
of  on  the  first  Monday  of  April  and  October.  South  Carolina 
adopted  an  amendment  ['04  ch.215]  providing  for  quarterly  state- 
ments from  private  as  well  as  chartered  banks  and  for  the  pub- 
lication of  all  bank  statements  in  a  newspaper  of  the  city,  town 
or  village  in  which  the  bank  is  located.  Louisiana  ['04  ch.ioo] 
authorized  state  banks  to  issue  interest-bearing  time  deposit  cer- 
tificates. 

Trust  companies.  In  1902  the  Legislature  of  Massachusetts 
provided  for  the  appointment  of  a  commission  to  investigate  and 
report  a  general  law  for  the  formation  of  trust  companies.  The 
law  ['04  ch.374]  enacted  by  the  Legislature  last  year  was  pre- 
sumably thus  prepared,  though  I  have  no  information  on  that 
point,  It  is  devoted  chiefly  to  provisions  relative  to  the  procedure 
to  be  followed  in  the  incorporation  of  such  companies  and  to  the 
maintenance  of  a  reserve  fund.  At  least  15  persons  are  required 
to  form  such  a  corporation.  They  must  give  notice  of  their  inten- 
tion to  the  Board  of  Commissioners  of  Savings  Banks,  who,  after 
publication  of  such  notice  for  three  successive  weeks  in  one  or 
more  newspapers  of  the  city  or  town  in  which  the  new  establish- 
ment is  to  be  located,  and  after  the  receipt  of  an  application,  may 
grant  or  refuse  a  certificate  stating  that  public  convenience  and 
advantage  will  be  promoted  by  the  establishment  of  such  trust 
company.  The  certificate  of  incorporation  is  granted  by  the 
secretary  of  the  commonwealth. 

The  intention  of  the  act  seems  to  bt  to  grant  large  discretionary 
powers  to  the  Board  of  Commissioners  of  Savings  Banks  in  the 
matter  of  permitting  or  refusing  the  incorporation  of  such  com- 
panies. The  capital  stock  is  not  fixed  in  amount,  the  only  pro- 
visions pertaining  thereto  requiring  the  proposed  incorporators  t^ 
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ent  and  are  likely  to  prove  ineffective.     The  limitation  of  invest- 
ments to  any  one  person,  firm  or  corporation  to  io%  of  the  capital, 
surplus  and  undivided  profits  is  rendered  of  little  accoimt  by  the 
following  clause  which  permits  larger  loans  on  collateral  or  with 
the   approval  of  the   directors.     The   limitation  placed  on  loans 
to  bank  officials  by  the  provision  that  such  loans  must  be  based 
on  good  security  seems  insufficient  in  the  absence  of  any  provision 
determining  what  kind  of  securities  shall   be   regarded  as  good. 
It  is  worthy  of  note  that  in  copying  a  portion  of  the  pro\isions 
of  our  national  banking  law  pertaining  to  cash  reserves,  the  pro- 
cedure in  case  of  violation  was  changed,  from  the  prohibition  of 
further  discounts  till  the  reserve  should  be  restored  to  the  I^al 
limit,  to  a  fine  of  $25  a  day. 

In  this  connection  should  be  mentioned  another  act  ['03  p.477] 
approved  Oct.  9,  1903,  for  the  protection  of  banks  and  banking 
institutions.  It  aims  to  prevent  the  acctimulation  of  checks, 
drafts  and  other  demands  on  a  bank  for  the  purpose  of  starting 
"a  run,"  or  of  embarrassing  the  bank.  It  provides  that  such 
action  shall  constitute  a  misdemeanor  and  be  punishable  by  a  fine 
of  not  less  than  $500  and  not  more  than  $2000. 

An  amendment  passed  Mar.  19,  1903  ['03  p.  160]  permits  an  ex- 
tension of  existing  bank  charters  for  20  years  from  any  date  fixed 
by  stockholders  antecedent  to  the  date  of  expiration  of  existing 
charters  or  from  the  date  of  filing  the  resolution  of  extension  with 
the  judge  of  probate.  The  amendment  further  provides  that  sub- 
sequent extensions  shall  be  for  a  period  of  12  years  only.  The 
period  of  ineorporation  under  the  old  law  was  30  years. 

The  Constitution  of  Texas,  adopted  Feb.  17,  1876  [Art.  16,  §16], 
provided  that  "no  corporate  body  shall  hereafter  be  created, 
renewed  or  extended  with  banking  or  discounting  pri\T[leges." 
Up  to  date,  therefore,  the  banking  business  in  Texas  has  been 
confined  to  national  institutions  and  to  private  persons  or  partner- 
ships o})erating  without  corporate  privileges.  Ap.  i,  1903  the 
Legislature  of  Tcwas  adopted  an  amendment  to  this  section  of  the 
Constitution,  authorizing  the  incorporation  of  banking  institutions, 
])rovi(led  that  the  sliareholders  be  liable  for  debts  to  an  amount 
equal  to  the  j)ar  value  of  their  shares,  that  the  capital  stock  be  paid 
in  in  full,  tliat  l)ranch  banking  be  not  permitted,  and  that  foreign 
eor|:)orations  other  tlian  national  banks  be  prohibited  from  carr}'- 
ing  on  a  banking  business  in  the  state.  This  an^endment  was 
submitted  to  the  people  in  November  1904,  and  adopted,  and  the 
Legislature  at  present  in  session  has  passed  a  general  bcmking  act 
which  is  now  (Ap.  17)  awaitm^  tVve  sl^ature  of  the  governor. 


SCOTT  BANKING  tlQ 

The  amendments  to  banking  laws  passed  in  other  states  dtiring 
the  year  1904  are  of  minor  importance.  Virginia  ['04  ch.578] 
extended  the  scope  of  her  banking  laws  by  making  them  applicable 
to  all  kinds  of  institutions  chartered  under  the  laws  of  the  state 
and  conducting  a  banking  business  therein,  and  provided  for  the 
protection  of  the  state  against  insolvent  institutions  by  making 
it  the  duty  of  the  corporation  commission  to  notify  the  auditor 
and  treasurer  of  the  condition  pf  such  a  bank,  and,  in  case  it  con- 
siders such  action  necessary,  to  apply  to  the  proper  court  for  the 
appointment  of  receivers.  A  further  clause  inflicting  a  penalty 
for  the  acceptance  of  deposits  after  a  bank  is  insolvent  is  also 
included.  Ohio  ['04  p. 266]  amended  her  law  so  that  reports  from 
banking  institutions  shall  be  reqtiired  at  least  twice  annually  instead 
of  on  the  first  Monday  of  April  and  October.  South  Carolina 
adopted  an  amendment  ['04  ch.2is]  providing  for  quarterly  state- 
ments from  private  as  well  as  chartered  banks  and  for  the  pub- 
lication of  all  bank  statements  in  a  newspaper  of  the  city,  town 
or  village  in  which  the  bank  is  located.  Louisiana  ['04  ch.ioo] 
authorized  state  banks  to  issue  interest-bearing  time  deposit  cer- 
tificates. 

Trust  companies.  In  1902  the  Legislature  of  Massachusetts 
provided  for  the  appointment  of  a  commission  to  investigate  and 
report  a  general  law  for  the  formation  of  trust  companies.  The 
law  [*o4  ch.374]  enacted  by  the  Legislature  last  year  was  pre- 
sumably thus  prepared,  though  I  have  no  information  on  that 
point.  It  is  devoted  chiefly  to  provisions  relative  to  the  procedure 
to  be  followed  in  the  incorporation  of  such  companies  and  to  the 
maintenance  of  a  reserve  fund.  At  least  15  persons  are  required 
to  form  such  a  corporation.  They  must  give  notice  of  their  inten- 
tion to  the  Board  of  Commissioners  of  Savings  Banks,  who,  after 
publication  of  such  notice  for  three  successive  weeks  in  one  or 
more  newspapers  of  the  city  or  town  in  which  the  new  establish- 
ment is  to  be  located,  and  after  the  receipt  of  an  application,  may 
grant  or  refuse  a  certificate  stating  that  public  convenience  and 
advantage  will  be  promoted  by  the  establishment  of  such  trust 
company.  The  ■  certificate  of  incorporation  is  granted  by  the 
secretary  of  the  commonwealth. 

The  intention  of  the  act  seems  to  be  to  grant  large  discretionary 
powers  to  the  Board  of  Commissioners  of  Savings  Banks  in  the 
matter  of  permitting  or  refusing  the  incorporation  of  such  com- 
panies. The  capital  stock  is  not  fixed  in  amount,  the  only  pro- 
visions pertaining  thereto  requiring  the  proposed  incorporators  t^ 
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ent  and  are  likely  to  prove  inefiEective.     The  limitation  of  invest- 
ments to  any  one  person,  firm  or  corporation  to  io%  of  the  capital, 
surplus  and  undivided  profits  is  rendered  of  little  account  by  the 
following  clause  which  permits  larger  loans  on  collateral  or  with 
the  approval  of  the  directors.     The  limitation   placed  on  loans 
to  bank  officials  by  the  provision  that  such  loans  must  be  based 
on  good  security  seems  insufficient  in  the  absence  of  any  proviaon 
determining  what  kind  of  securities  shall   be  regarded  as  good 
It  is  worthy  of  note  that  in  copying  a  portion  of  the  pro\Tsioiis 
of  our  national  banking  law  pertaining  to  cash  reserves,  the  pro- 
cedure in  case  of  violation  was  changed,  from  the  prohibition  of 
further  discounts  till  the  reserve  should  be  restored  to  the  legal 
limit,  to  a  fine  of  $25  a  day. 

In  this  connection  should  be  mentioned  another  act  ['03  p.477] 
approved  Oct.  9,  1903,  for  the  protection  of  banks  and  banking 
institutions.  It  aims  to  prevent  the  accumulation  of  checks, 
drafts  and  other  demands  on  a  bank  for  the  ptirpose  of  starting 
"a  run,"  or  of  embarrassing  the  bank.  It  provides  that  such 
action  shall  constitute  a  misdemeanor  and  be  punishable  by  a  fine 
of  not  less  than  $500  and  not  more  than  $2000. 

An  amendment  passed  Mar.  19,  1903  ['03  p.  160]  permits  an  ex- 
tension of  existing  bank  charters  for  20  years  from  any  date  fixed 
by  stockholders  antecedent  to  the  date  of  expiration  of  existing 
charters  or  from  the  date  of  filing  the  resolution  of  extension  with 
the  judge  of  probate.  The  amendment  further  provides  that  sub- 
sequent extensions  shall  be  for  a  period  of  12  years  only.  The 
period  of  incorporation  under  the  old  law  was  30  years. 

The  Constitution  of  Texas,  adopted  Feb.  17,  1876  [Art.  16,  §16], 
provided  that  "no  corporate  body  shall  hereafter  be  created, 
renewed  or  extended  with  banking  or  discounting  prixdleges." 
Up  to  date,  tlierefore,  the  banking  business  in  Texas  has  been 
confined  to  national  institutions  and  to  private  persons  or  partner- 
ships operatint^  without  corporate  privileges.  Ap.  i,  1903  the 
Legislature  of  Texas  adopted  an  amendment  to  this  section  of  the 
Constitution,  authorizing  the  incorporation  of  banking  institutions, 
].)rovi(led  tliat  the  shareholders  be  liable  for  debts  to  an  amount 
equal  to  the  par  value  of  their  shares,  that  the  capital  stock  be  paid 
in  in  full,  that  branch  banking  be  not  permitted,  and  that  foreign 
eor[M.)rations  other  than  national  banks  be  prohibited  from  carry- 
ing on  a  bariking  l)usiness  in  the  state.  This  an^endment  was 
suljmitted  to  the  people  in  November  1904,  and  adopted,  and  the 
Legislature  at  present  in  session  has  passed  a  general  banking  act 
which  is  now  (Ap.  \'])  a^^iiWiv^  \,Vv^  ^vgcia-tMie  of  the  governor. 


SCOTT  BANKING  tlQ 

The  amendments  to  banking  laws  passed  in  other  states  during 
the  year  1904  are  of  minor  importance.  Virginia  ['04  ch.578] 
extended  the  scope  of  her  banking  laws  by  making  them  applicable 
to  all  kinds  of  institutions  chartered  under  the  laws  of  the  state 
and  conducting  a  banking  business  therein,  and  provided  for  the 
protection  of  the  state  against  insolvent  institutions  by  making 
it  the  duty  of  the  corporation  commission  to  notify  the  auditor 
and  treasurer  of  the  condition  pf  such  a  bank,  and,  in  case  it  con- 
siders such  action  necessary,  to  apply  to  the  proper  court  for  the 
appointment  of  receivers.  A  further  clause  inflicting  a  penalty 
for  the  acceptance  of  deposits  after  a  bank  is  insolvent  is  also 
included.  Ohio  ['04  p.266]  amended  her  law  so  that  reports  from 
banking  institutions  shall  be  reqtiired  at  least  twice  annually  instead 
of  on  the  first  Monday  of  April  and  October.  South  Carolina 
adopted  an  amendment  ['04  ch.2is]  providing  for  quarterly  state- 
ments from  private  as  well  as  chartered  banks  and  for  the  pub- 
lication of  all  bank  statements  in  a  newspaper  of  the  city,  town 
or  village  in  which  the  bank  is  located.  Louisiana  ['04  ch.ioo] 
authorized  state  banks  to  issue  interest-bearing  time  deposit  cer- 
tificates. 

Trust  companies.  In  1902  the  Legislature  of  Massachusetts 
provided  for  the  appointment  of  a  commission  to  investigate  and 
report  a  general  law  for  the  formation  of  trust  companies.  The 
law  [*o4  ch.374]  enacted  by  the  Legislature  last  year  was  pre- 
sumably thus  prepared,  though  I  have  no  information  on  that 
point.  It  is  devoted  chiefly  to  provisions  relative  to  the  procedure 
to  be  followed  in  the  incorporation  of  such  companies  and  to  the 
maintenance  of  a  reserve  fund.  At  least  15  persons  are  required 
to  form  such  a  corporation.  They  must  give  notice  of  their  inten- 
tion to  the  Board  of  Commissioners  of  Savings  Banks,  who,  after 
publication  of  such  notice  for  three  successive  weeks  in  one  or 
more  newspapers  of  the  city  or  town  in  which  the  new  establish- 
ment is  to  be  located,  and  after  the  receipt  of  an  application,  may 
grant  or  refuse  a  certificate  stating  that  public  convenience  and 
advantage  will  be  promoted  by  the  establishment  of  such  trust 
company.  The  certificate  of  incorporation  is  granted  by  the 
secretary  of  the  commonwealth. 

The  intention  of  the  act  seems  to  be  to  grant  large  discretionary 
powers  to  the  Board  of  Commissioners  of  Savings  Banks  in  the 
matter  of  permitting  or  refusing  the  incorporation  of  such  com- 
panies. The  capital  stock  is  not  fixed  in  amount,  the  only  pro- 
visions pertaining  thereto  requiring  the  proposed  incorporators  t^ 
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ent  and  are  likely  to  prove  ineffective.  The  limitation  of  invest- 
ments to  any  one  person,  firm  or  corporation  to  io%  of  the  capital, 
surplus  and  undixdded  profits  is  rendered  of  little  account  hy  the 
following  clause  which  permits  larger  loans  on  collateral  or  with 
the  approval  of  the  directors.  The  limitation  placed  on  loans 
to  bank  officials  by  the  provision  that  such  loans  must  be  based 
on  good  security  seems  insufficient  in  the  absence  of  any  provision 
determining  what  kind  of  securities  shall  be  regarded  as  good 
It  is  worthy  of  note  that  in  copying  a  portion  of  the  pro\isions 
of  our  national  banking  law  pertaining  to  cash  reserves,  the  pro- 
cedure in  case  of  violation  was  changed,  from  the  prohibition  of 
further  discounts  till  the  reserve  should  be  restored  to  the  legal 
limit,  to  a  fine  of  $25  a  day. 

In  this  connection  should  be  mentioned  another  act  ['03  p.477] 
approved  Oct.  9,  1903,  for  the  protection  of  banks  and  banking 
institutions.  It  aims  to  prevent  the  accumulation  of  checks, 
drafts  and  other  demands  on  a  bank  for  the  purpose  of  starting 
"a  run,"  or  of  embarrassing  the  bank.  It  provides  that  sudi 
action  shall  constitute  a  misdemeanor  and  be  punishable  by  a  fine 
of  not  less  than  $500  and  not  more  than  $2000. 

An  amendment  passed  Mar.  19,  1903  ['03  p.  160]  permits  an  ex- 
tension of  existing  bank  charters  for  20  years  from  any  date  fixed 
by  stockholders  antecedent  to  the  date  of  expiration  of  existing 
charters  or  from  the  date  of  filing  the  resolution  of  extension  with 
the  judge  of  probate.  The  amendment  further  provides  that  sub- 
sequent extensions  shall  be  for  a  period  of  12  years  only.  The 
period  of  incorporation  under  the  old  law  was  30  years. 

The  Constitution  of  Texas,  adopted  Feb.  17,  1876  [Art.  16,  §16], 
provided  that  "no  corporate  body  shall  hereafter  be  created, 
renewed  or  extended  with  banking  or  discounting  privileges.'* 
Up  to  date,  therefore,  the  banking  business  in  Texas  has  been 
confined  to  national  institutions  and  to  private  persons  or  partner- 
shij)s  oijcratin;^  without  corporate  privileges.  Ap.  i,  1903  the 
Legislature  of  Texas  adopted  an  amendment  to  this  section  of  the 
Constitution,  authorizing  the  incorporation  of  banking  institutions, 
provided  that  the  sliareholders  be  liable  for  debts  to  an  amount 
equal  to  the  par  value  of  their  shares,  that  the  capital  stock  be  paid 
in  in  full,  that  braneh  banking  be  not  permitted,  and  that  foreign 
cori)orations  other  than  national  banks  be  prohibited  from  carr}"- 
ing  on  a  banking  business  in  the  state.  This  an^endment  was 
submitted  to  the  people  in  November  1904,  and  adopted,  and  the 
Legislature  at  j)resent  in  session  has  passed  a  general  banking  act 
which  is  now  (Ap.  \*])  ^.^^JiXm^  \,Vv^  ^\^c^tvrce  of  the  governor. 
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The  amendments  to  banking  laws  passed  in  other  states  dtiring 
the  year  1904  are  of  minor  importance.  Virginia  ['04  ch.578] 
extended  the  scope  of  her  banking  laws  by  making  them  applicable 
to  all  kinds  of  institutions  chartered  under  the  laws  of  the  state 
and  conducting  a  banking  business  therein,  and  provided  for  the 
protection  of  the  state  against  insolvent  institutions  by  making 
it  the  duty  of  the  corporation  commission  to  notify  the  auditor 
and  treasurer  of  the  condition  pf  such  a  bank,  and,  in  case  it  con- 
siders such  action  necessary,  to  apply  to  the  proper  court  for  the 
appointment  of  receivers.  A  further  clause  inflicting  a  penalty 
for  the  acceptance  of  deposits  after  a  bank  is  insolvent  is  also 
included.  Ohio  ['04  p.  2  66]  amended  her  law  so  that  reports  from 
banking  institutions  shall  be  reqtiired  at  least  twice  annually  instead 
of  on  the  first  Monday  of  April  and  October.  South  Carolina 
adopted  an  amendment  ['04  ch.2is]  providing  for  quarterly  state- 
ments from  private  as  well  as  chartered  banks  and  for  the  pub- 
lication of  all  bank  statements  in  a  newspaper  of  the  city,  town 
or  village  in  which  the  bank  is  located.  Louisiana  ['04  ch.ioo] 
authorized  state  banks  to  issue  interest-bearing  time  deposit  cer- 
tificates. 

Trust  companies.  In  1902  the  Legislature  of  Massachusetts 
provided  for  the  appointment  of  a  commission  to  investigate  and 
report  a  general  law  for  the  formation  of  trust  companies.  The 
law  [*o4  ch.374]  enacted  by  the  Legislature  last  year  was  pre- 
sumably thus  prepared,  though  I  have  no  information  on  that 
point.  It  is  devoted  chiefly  to  provisions  relative  to  the  procedure 
to  be  followed  in  the  incorporation  of  such  companies  and  to  the 
maintenance  of  a  reserve  fund.  At  least  15  persons  are  required 
to  form  such  a  corporation.  They  must  give  notice  of  their  inten- 
tion to  the  Board  of  Commissioners  of  Savings  Banks,  who,  after 
publication  of  such  notice  for  three  successive  weeks  in  one  or 
more  newspapers  of  the  city  or  town  in  which  the  new  establish- 
ment is  to  be  located,  and  after  the  receipt  of  an  application,  may 
grant  or  refuse  a  certificate  stating  that  public  convenience  and 
advantage  will  be  promoted  by  the  establishment  of  such  trust 
company.  The  certificate  of  incorporation  is  granted  by  the 
secretary  of  the  commonwealth. 

The  intention  of  the  act  seems  to  be  to  grant  large  discretionary 
powers  to  the  Board  of  Commissioners  of  Savings  Banks  in  the 
matter  of  permitting  or  refusing  the  incorporation  of  such  com- 
panies. The  capital  stock  is  not  fixed  in  amount,  the  only  pro- 
visions pertaining  thereto  requiring  the  proposed  incorporators  t^ 
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state  in  their  petition  to  the  board  the  amount  oi  their  capital 
stock  and  the  number  of  shares  into  which  it  is  to  be  divided,  and 
to  have  paid  the  f\ill  amount  subscribed  in  cash  before  the  cer- 
tificate of  incorporation  is  granted.  The  refusal  of  the  board  to 
permit  the  existence  of  such  a  company  apparently  may  be  the 
result  simply  of  the  belief  of  its  members  that  public  convenience 
and  advantage  will  not  be  promoted  by  its  formation.  The  ab- 
sence of  provisions  defining  the  powers  and  scope  of  the  business 
of  such  companies  seems  also  to  leave  to  this  board  the  decision 
whether  the  business  proposed  by  the  association  in  question  is 
really  to  be  regarded  as  that  of  a  trust  company  or  not. 

Section  7  of  the  act  implies  that  such  companies  may  carry  on 
the  business  of  commercial  banking,  inasmuch  as  it  provides  that 
a  reserve  must  be  kept  of  15%  of  deposits  withdrawable  on  demand 
or  within  10  days;  that  at  least  one  third  of  such  reserve  shall  be 
in  lawful  money ;  that  not  less  than  one  half  of  the  remainder  may 
consist  of  balances  payable  on  demand  due  from  any  national 
banking  association  in  Massachusetts  or  New  York  city ;  and  that 
the  remainder  may  consist  of  United  States  and  Massachusetts 
bonds  which  are  the  absolute  property  of  such  corporation,  and 
which  shall  be  computed  at  their  par  value. 

During  the  past  year  the  Legislature  of  New  York  passed  two 
acts  amendatory  of  her  laws  pertaining  to  trust  companies,  one 
['04  ch.492]  prohibiting  foreign  tnist  companies  to  do  business  in 
the  state,  and  the  other  ['04  ch.479]  making  the  provisions  of  her 
law  regarding  the  investment  of  capital  and  dep>osits  apply  also 
to  the  surplus  and  undivided  profits.  Iowa  ['04  ch.65]  imposed 
the  same  capital  requirements  on  trust  companies  that  apply  under 
her  laws  to  savings  banks;  and  Kentucky  ['04  ch.78]  changed  her 
capital  requirements  so  as  to  prevent  the  organization  of  such 
companies  in  counties  having  less  than  25,000  inhabitants  and  to 
raise  the  minimum  capital  requirement  in  counties  of  over  40,000 
inhabitants  from  $50,000  to  $100,000.  Minor  amendments  were 
also  passed  in  Mar>^land  ['04  ch.92,  loi  and  251]. 

Savings  banks.  Regarding  savings  banks  the  only  legislation 
of  the  year  worthy  of  note  here  originated .  in  the  New  York  and 
Massachusetts  Legislatures.  The  former  state  ['04  ch.568]  au- 
thorized the  establishment  of  so  called  "school  savings  banks" 
by  providing  that  any  principal,  superintendent  or  other  person 
designated  by  the  board  of  education  or  other  school  authorities, 
may  collect  savings  from  students  and  deposit  them  in  some  sav- 
ings bank  to  their  credit,  or,  in  case  the  amoimts  are  too  small,  to 
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his  own  credit  till  they  become  large  enough  to  be  transferred  to 
that  of  the  student.  The  act  further  amends  those  provisions  of 
the  law  relative  to  the  use  of  the  term  savings  bank  so  as  to  permit 
the  employment  in  circulars  or  otherwise  of  such  expressions  as 
"school  savings  banks"  or  "system  of  school  savings  banks"  as 
descriptive  of  the  processes  and  methods  of  saving  authorized  by 
this  act. 

The  Legislattire  of  Massachusetts  passed  two  amendments,  one 
['04  ch.2o8]  permitting  the  investment  of  the  fimds  of  savings 
banks  in  bonds  of  incorporated  water  districts  of  any  of  the  New 
England  states  or  in  the  bonds  or  notes  of  any  of  the  cities  of  those 
-states  whose  net  indebtedness  does  not  exceed  S%  of  the  last  pre- 
ceding assessed  valuation  of  the  property  within  its  limits,  or  in 
.the  bonds  or  notes  of  any  cotmty  or  town  whose  indebtedness  does 
not  exceed  3%  of  such  valuation.     The  second  amendment  ['04 
'cfa.3io]  permits  savings  banks  to  invest  in  the  notes  of  private 
-citizens  of  Massachusetts,  provided  they  are  secured  by  the  bonds 
of  street  railway  companies  of  the  classes  in  which  savings  banks 
are  permitted  to  invest  imder  existing  laws. 
•     Investment  companies.    The  three  general  laws  regarding  in- 
vestment companies  referred  to  above  possess  interesting  features 
of  resemblance  and  of  difiEerence.     All  three  attempt  a  definition 
of  the  kinds  of  business  conducted  by  this  class  of  companies,  pro- 
vide for  some  sort  of  guaranty  of  financial  soimdness  through 
deposits  of  securities  with  some  state  officer,  give  such  officer  or 
officers  authority  to  examine  into  their  condition,  and  under  cer- 
tain circtmistances  to  wind  up  their  affairs. 

The  definition  of  powers  contained  in  the  Georgia  statute  ['04 
p. 7 4]  is  as  follows:  "Every  corporation  of  the  character  generally 
known  as  investment  companies,  organized,  or  which  may  be 
hereafter  organized  under  the  laws  of  this  state  for  the  purpose  of 
conducting  a  business  of  placing  or  selling  certificates,  bonds, 
debentures,  certificates  of  interest,  or  investment  securities  of  any 
kind  on  the  partial  payment,  instalment  or  any  other  plan  of  pay- 
ment, and  providing  for  the  redemption  and  retiring  of  the  same, 
or  any  part  thereof."  The  Iowa  law  ['04  ch.66]  puts  the  matter 
as  follows:  "The  term  'association*  when  used  in  this  act  shall 
mean  any  person,  firm,  company,  partnership,  association  or  cor- 
poration other  than  building  and  loan  associations  and  insurance 
companies  and  associations,  which  issue  stocks  on  the  partial  pay- 
ment or  instalment  plan.  The  term  'issue'  shall  mean  issue,  sell, 
place,  engage  in  or  otherwise  dispose  of  or  handle.     The  term 
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'stock'  shall  mean  certificates,  memberships,  shares,  bonds,  con- 
tracts,  debentures,  stocks,  tontine  contracts,  or  other  investment 
securities  or  agreements  of  any  kind  or  character  issued  upon  the 
partial  payment  or  instalment  plan."  In  the  Massachusetts  law 
['04  ch.427]  the  statement  is:  "The  business  of  issuing,  negotiating 
or  selling  any  bonds,  certificates  or  obligations  of  any  kind  on  the 
partial  payment  or  instalment  plan,  unless  such  bond,  certificate 
or  obligation  shall  at  the  time  of  issuance,  negotiation  or  sale  be 
secured  by  adequate  property,  real  or  personal,  shall  be  transacted 
in  this  commonwealth  only  by  corporations  subject  to  the  require- 
ments of  this  chapter." 

As  a  guaranty  of  soundness  and  good  faith  the  Georgia  law  re- 
quires the  maintenance  of  a  reserve  fund  equal  to  75%  of  the  amount 
collected  in  premiums,  such  fund  to  be  invested  in  real  estate, 
liens  on  real  estate,  United  States,  state,  city,  town  or  county 
bonds,  or  any  other  security  approved  by  a  majority  of  the  board 
of  directors,  and  the  deposit  of  $25,000. in  cash  or  in  such  securities 
with  some  state  depository  or  trust  company.  The  Iowa  law 
requires  the  deposit  of  an  approved  bond  or  of  $25,000  of  approved 
securities  before  the  beginning  of  business,  and,  at  the  end  of  the 
calendar  year  in  which  business  is  begun,  of  an  amount  of  securities 
equal  to  all  its  liabilities,  but  not  Jess  than  $25,000.  The  Massa- 
chusetts law  ['04  ch.427]  requires  a  fully  paid-up  capital  of  $100,000 
in  cash  or  in  securities  such  as  savings  banks  are  permitted  to 
invest  in,  such  securities  to  be  deposited  with  the  state  treasurer 
or  some  other  duly  authorized  officer. 

All  three  states  authorize  some  officer  to  make  examinations 
into  the  affairs  of  the  comj)anics  at  the  latter*s  expense;  require 
annual  statements  and  an  annual  license  fee,  in  Georgia  of  $50, 
in  Iowa  of  $10  (after  the  first  year,  in  which  the  fee  is  $25),  and 
in  Massachusetts  of  $20;  and  provide  for  the  withdrawal  of  the 
license,  but  on  ditTcrent  conditions.  In  Georgia  the  governor 
must  revoke  the  license  if  upon  examination  the  assets  of  the  com- 
pany shall  not  be  sufficient  "to  equal  in  value  the  reserve  fund 
contributed  by  every  contract  ni  force,  plus  the  interest  at  3^% 
a  year,  compounded  annually."  In  Iowa  the  auditor  of  state 
may  revoke  a  com[)any's  certificate  authorizing  it  to  do  business 
in  the  state  "if  upon  such  examination,  it  shall  appear  that  such 
association  docs  not  conduct  its  business  in  accordance  with  law, 
or  if  it  permits  forfeiture  of  payments  by  persons  holding  its  stock, 
after  three  years  from  the  issuance  of  said  stock  or  provides  for 
the  payment  of  its  expenses  other  than  from  earnings,  or  that  any 
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piofits,  advantage  or  compensation  of  any  form  or  description  is 
given  to  any  member  or  investor  over  any  other  member  or  inves- 
tor of  the  same  class,  or  if  beneficiaries  are  selected  or  determined 
or  advantages  given  one  over  another  by  any  form  of  chance, 
lottery  or  hazard,  or  if  certificates  of  stock  are  by  their  terms  or 
1>y  any  other  provision  to  be  redeemed  in  nimierical  order,  or  by 
any  arbitrary  order  or  precedence,  without  reference  to  the  amount 
previously  paid  thereon  by  the  holder  thereof,  or  that  the  affairs 
are  in  an  unsound  condition,  or  if  such  association  refuses  such 
examination  to  be  made."  In  Massachusetts  the  commissioners 
of  savings  banks  are  required  to  suspend  the  right  of  domestic 
companies  to  do  business  so  long  as  they  refuse  to  file  the  annual 
statements  required  by  the  law  after  due  notice  of  such  failure 
has  been  served  upon  them,  and  in  the  case  of  a  foreign  company 
they  are  required  to  order  such  suspension  of  business  if  it  is  **in 
an  unsoimd  financial  condition,**  or  **has  failed  to  comply  with 
the  law  or  if  its  officers  or  agents  refuse  to  submit  to  examination 
or  to  perform  any  legal  obligation  relative  thereto.**  Aside  from 
this  the  penalties  for  violations  of  the  law  are  a  forfeiture  of  $ioo 
a  day  during  the  period  of  neglect  to  furnish  the  required  state- 
ment and  a  fine  of  not  more  than  $500  for  violating  any  provision 
of  the  act.  In  this  connection  section  6  of  the  law  should  be  noted. 
It  reads  as  follows:  **  Every  corporation  subject  to  the  require- 
ments of  this  chapter  shall  provide  in  every  bond,  certificate  or 
contract  issued  by  it  that,  after  one  fourth  of  the  total  amount 
of  instalments  therein  required  has  been  paid  and  in  any  event 
after  instalments  for  two  full  years  have  been  paid  thereon,  in 
case  of  default  in  the  payment  of  any  subsequent  instalment  a 
paid-up  bond  shall  be  given  to  the  holder  of  said  bond,  certificate 
or  contract,  of  not  less  than  the  full  amount  paid  thereon  less  any 
amotmt  paid  by  said  corporation  on  account  thereof,  said  paid-up 
tx>nd  to  mature  at  the  same  date  as  the  original  bond,  certificate 
or  contract;  and  no  such  corporation  shall  provide  for  the  pay- 
ment of  profits  in  the  form  of  dividends  or  otherwise,  except  from 
earnings,  nor  pay  any  part  of  the  payments  made  by  the  holder 
of  any  bond,  certificate  or  contract  in  force  to  the  holder  of  any 
other  bond,  certificate  or  contract:  provided,  however,  that  nothing 
herein  contained  shall  be  construed  to  prohibit  the  payment  of 
accumulations  by  such  corporation  on  its  contracts  at  their  final 
maturity." 

Pawnbrokers.  Regarding  pawnbrokers  the  most  important 
l^lislation  of  the  year  was  that  of  Ohio  which  passed  a  general 
law  [^04  P.X34]  regulative  of  this  branch  of  business.    It  providdf 
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that  companies  may  be  incorporated  for  the  purpose  of  making 
loans  upon  pledges  and  mortgages  of  goods  and  chattels,  but  that 
such  associations  shall  not  receive  money  on  deposit  or  engage 
in  the  business  of  banking.  The  maximtun  capital  permitted 
is  $500,000  and  the  minimum  $20,000,  of  which,  however,  only 
$5000  must  be  paid  in.  Loans  must  be  made  on  goods  and  chat- 
tels in  the  order  in  which  they  are  offered,  the  only  discrimination 
permissible  being  in  favor  of  small  loans  to  the  indigent.  The 
amoimt  loaned  must  not  exceed  four  fifths  of  the  appraised  value 
of  gold  and  silver  plate  and  ware  and  two  thirds  the  appraised 
value  of  other  goods  and  chattels.  The  interest  charged  must 
not  exceed  8%  a  year  plus  10%  for  insurance  and  expenses  of  all 
sorts.  Pledged  property  must  be  redeemable  at  fifll  times  before 
the  maturity  of  the  loan,  and,  if  not  redeemed^  must  be  sold  at 
auction,  and  the  net  surplus  kept  for  the  owner  for  a  period  of 
three  years,  after  which  it  forfeits  to  the  company. 

In  this  connection  may  be  appropriately  summarized  the  pro- 
visions of  a  New  Jersey  law  ['04  ch.96]  pertaining  to  provident 
loan  associations.  The  loans  provided  for  by  this  act  resemble 
those  of  pawnbrokers  more  closely  than  any  others,  though  they 
are  to  be  made  to  those  persons  only  who  are  deemed  to  be  in  need 
of  pecuniary  assistance  and  are  not  supposed  to  be  a  source  of 
great  profit  to  the  association  making  them.  It  provides  for  the 
incorporation  of  associations  with  a  capital  of  not  less  than  $2000, 
of  which  at  least  $1000  shall  be  paid  in,  for  the  purpose  of  loaning 
money  on  pledges  or  mortgages  of  personal  property  and  other 
lawful  securities  to  persons  deemed  to  be  in  need  of  pecuniary 
assistance.  The  rate  on  such  loans  must  not  exceed  2%  a  month 
for  a  period  of  two  months  or  less  and  i|%  a  month  thereafter, 
and  no  dividends  above  6%  are  permitted.  After  the  accimiula- 
tion  of  a  surplus  equal  to  15%  of  the  capital,  profits  in  excess  of 
6%  shall  be  used  to  lower  the  rate  of  interest  charged,  such  reduc- 
tion to  be  made  by  the  commissioner  of  banking.  The  directors 
of  such  an  association  are  not  personally  liable  for  its  debts  and 
are  not  allowed  to  receive  pecuniary  compensation  for  their  ser- 
vices. The  commissioner  of  banking  is  authorized  to  make  ex- 
aminations into  the  condition  of  such  associations  at  any  time 
and  may  apply  to  the  courts  for  their  dissolution  in  case  he  finds 
them  insolvent  or  oppressive  in  the  methods  of  conducting  their 
business,  or  in  violation  of  the  law. 


".1 


■::'< 


'  ;  «■  . 


V. 


New  York  State  Education  Department 

New  York  State  Library 

RBVIBW  OP  LEGISLATION   I904  LEGISLATION  BULLETIN   25a 


Agriculture  (general)      E.  W.  Allen 
Horticulture:  Diseases  and  Pests      £.  P.  Felt 
Domestic  Animals      E.  V.  Wilcox 


AGRICULTURE' 

B.  W.  ALLEN  PH.D.  OPPICE  OP  EXPERIMENT  STATIONS,  UNITED  STATES 

DEPARTMENT  OP  AGRICULTURE 

There  was  no  very  extensive  legislation  relating  to  agriculture 
and  agrictiltural  institutions  during  the  year  1904.  Provision  was 
made  for  a  state  commissioner  of  agriculture,  commerce  and  im- 
migration in  South  Carolina,  which  previously  had  no  state  officer 
in  charge  of  its  agricultural  interests.  The  state  has  been  among 
the  last  to  provide  such  an  officer,  Mississippi  now  being  the  only 
remaining  state  in  the  south  with  neither  a  commissioner  nor  a 
state  board  of  agriculture.  Two  new  branch  experiment  stations 
were  established  by  legislative  action  in  Mississippi  and  one  in 
Ohio.  The  fertilizer  laws  of  several  states  were  amended,  and  feed- 
ing stuff  laws  were  passed  for  the  first  time  in  Louisiana  and  Ohio. 

Unforttmately  the  tendency  of  the  legislation  of  the  past  year 
relating  to  the  control  of  traffic  in  fertilizers  and  commercial  feed- 
ing stuffs  was  not  in  the  direction  of  the  tmiformity  which  has  been 
sought  in  the  past  and  has  been  quite  widely  advocated.  Some 
of  the  amendments  provided  during  the  year  have  little  to  com- 
mend them,  and  there  is  danger  that  they  will  hamper  the  legi- 
timate business  of  manufacturers  and  dealers  by  imnecessary 
restrictions.  The  prime  object  of  the  inspection  laws  is  to  protect 
buyers  from  fraud  by  requiring  a  guaranty  of  composition  and 
quality,  and  maintaining  an  inspection ;  but  the  laws  of  some  of  the 
states  now  go  so  far  as  to  fix  arbitrarily  the  limits  within  which  the 
terms  "high  grade"  and  "standard"  may  be  used,  to  limit  the 
grade  of  complete  fertilizer  which  may  be  sold  in  the  state,  and 
even  to  require  the  manufacturer  to  tag  each  parcel  of  fertilizer 
with  a  monetary  valuation  calculated  by  the  state  inspection  offi- 
cial. The  simpler  laws  allowing  greater  freedom  of  commerce 
in  these  articles  and  affording  less  annoyance  to  the  trade  have 
proved  quite  as  efficient  in  states  where  they  have  long  been  tried, 

'See  alao  Govemon  Messages  and  Index  of  Legislation,  1&22. 
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as  these  more  stringent  laws  with  provisions  of  doubtfiil  expedi- 
ency or  constitutionality  are  likely  to  prove. 

State  departments.     In  Massachusetts  the  proposition  outlined 
m  the  message  of  Governor  Bates  to  make  the  present  board  of 
agriculture  merely  advisory  and  to  create  a  commissioner  of  agri- 
culttire,  with  deputies  in  charge  of  the  cattle,  dairy  and  forest  inter- 
ests did  not  materialize  as  considerable  opposition  to  the  change 
was  developed.     In   Louisiana  an  amendment   was   passed  [04 
ch.194]  providing  that  beginning  with  1908  the  commissioner  of 
agriculture  and  immigration  is  to  be  elected  by  popular  vote,  in- 
stead of  appointed  by  the  governor  as  at  present.     South  CaroliDa 
passed  an  act  ['04  ch.259]  creating  a  state  commissioner  of  agri- 
culture, commerce  and  immigration,  similar  to  those  of  adjoining 
states,  with  the  object  of  promoting  the  industrial  development  of 
the  state.     In  Virginia  the  statutes  relating  to  the  meetings  of 
the  Board  of  Agriculture  and  Immigration  were  amended  ['03 
ch.516]  so  as  to  provide  for  regular  semiannual  meetings. 

Associations  and  fairs.  In  Ohio  a  statute  was  passed  ['04  p.6o] 
recognizing  county  societies  as  bodies  corporate  and  politic,  capable 
of  suing  and  being  sued,  holding  in  fee  simple  such  real  estate  as 
they  have  purchased  and  allowing  them  to  mortgage  the  grounds 
of  the  society,  with  the  consent  of  the  coimty  commissioners 
provided  the  property  was  originally  purchased  with  the  aid  of 
funds  of  the  county  treasiuy.  The  same  state  also  passed  an 
amendment  ['04  p. 2 97]  relative  to  the  purchase  or  lease  of  new 
sites  for  holding  coimty  fairs.  Societies  may  sell  their  site  for 
holding  county  fairs  when  it  is  deemed  advisable  to  change  the 
site,  giving  due  notice  to  the  cotmty  commissioners  in  case  the 
county  originally  contributed  toward  the  purchase  of  the  site.  The 
society  may  select  new  tracts  to  be  purchased  by  the  coimty  com- 
missioners, who  may  issue  bonds  for  the  purpose  if  necessary,  the 
issue  of  bonds  to  be  ratified  by  popular  vote. 

Iowa  ['04  ch.150]  made  an  appropriation  of  $47,000  for  the 
erection  of  a  permanent  fireproof  building  on  the  state  fair  grounds 
for  agricultural,  horticultural  and  dairy  exhibits.  In  Maryland  an 
act  was  passed  ['04  ch.141]  providing  for  the  dissolution  of  the 
Maryland  Mechanical  and  Agriculttiral  Association,  incorporated  in 
1867,  the  sale  of  the  lands  and  other  property  belonging  to  the 
association,  and  the  division  of  the  proceeds  among  parties  entitled 
thereto,  the  association  not  having  held  any  exhibitions  for  several 
years  past  and  having  in  the  terms  of  the  act  "failed  in  the  purpose 
for  which  it  was  created."     In  New  York  the  agricultural  law 
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relative  to  the  time  of  holding  the  State  Fair  was  amended  ['04 
ch.447]  so  as  to  provide  that  the  State  Fair  shall  not  be  held  on 
Labor  day. 

Farmers  institutes.  The  interest  in  farmers  institutes  and  in  their 
more  liberal  maintenance  by  the  states  increases  steadily.  While 
no  very  important  legislation  was  enacted  during  1904,  the  influ- 
ence of  the  institute  work  in  the  state  was  felt  in  the  introduction 
of  bills  into  the  Legislatures  of  1904--5  in  a  nimiber  of  states,  with 
much  promise  of  success.  In  several  cases  these  measures  propose 
for  the  first  time  to  make  provision  for  the  maintenance  of  institutes. 

The  first  institutes  in  Georgia  were  held  last  year,  and  as  a  result 
the  Legislatiu*e  during  the  summer  passed  a  bill  making  an  ap- 
propriation for  the  institute  work.  In  Maryland  ['04  ch.557]  the 
state  appropriation  for  institutes  was  increased  from  $4000  to  $6000 
a  year. 

Experiment  stations.  The  bill  before  the  House  of  Representa- 
tives to  increase  the  federal  appropriation  for  state  experiment 
stations  from  $15,000  to  $30,000  for  each  state,  failed  to  receive 
consideration  though  a  strong  sentiment  in  favor  of  it  was  devel- 
oped throughout  the  country  and  a  large  proportion  of  the  repre- 
sentatives had  declared  themselves  in  favor  of  it.  The  usual  state 
appropriations  for  the  maintenance  of  the  stations  and  the  erection 
of  necessary  buildings  were  passed,  there  being  a  considerable  in- 
crease in  a  number  of  instances. 

In  Mississippi  the  establishment  of  two  branch  experiment 
stations  was  authorized  ['04  ch.84,  85],  one  in  the  northwestern 
part  of  the  state  and  the  other  in  the  Yazoo  and  Mississippi  delta 
region.  The  Legislature  of  Ohio  authorized  the  establishment  of 
an  additional  test  farm  to  be  located  in  southeastern  Ohio.  This 
farm  has  since  been  located  in  Meigs  coimty  about  18  miles  south 
of  Athens,  to  study  the  agriculture  of  the  hilly  counties.  The  total 
state  appropriation  for  the  Ohio  station  was  $36,850.  The  Iowa 
station  received  an  addition  to  its  maintenance  fund  of  $15,000 
annually,  $3500  annually  for  good  roads  investigation,  and  the 
college  with  which  it  is  connected  received  an  aggregate  of  $84,000 
for  the  dairy  department,  including  a  new  dairy  building  and 
equipment  and  a  new  dairy  farm,  which  will  aid  the  station  very 
materially  in  its  dairy  investigations. 

In  New  York,  after  a  severe  fight  with  other  universities  in  the 
state,  an  appropriation  of  $250,000  was  secured  for  buildings  for 
the  agriculttiral  department  of  Cornell  University,  thus  recognizing 
the  claims  of  this  department  on  the  state.    The  reorganization  of 
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the  College  of  Agricvilture  has  already  strengthened  the  experiment 
station,  and  the  new  buildings  provided  for  will  materially  improve 
its  equipment.  The  Legislature  of  Vermont  appropriated  $60,000 
for  the  erection  and  equipment  of  an  agricultural  building  whidi 
has  been  greatly  needed  by  the  agrictiltiu-al  department  of  the 
State  University  and  the  State  Experiment  Station. 

In  New  York  the  law  relating  to  the  board  of  control  of  the 
State  Experiment  Station  was  amended  ['04  ch.439]  with  reference 
to  the  representation  on  the  board.  The  new  law  makes  the  com- 
missioner of  agriculttire  a  member  of  the  board  ex  officio,  and  pro- 
vides for  seven  members  to  be  appointed  by  the  governor  instead 
of  nine  as  formerly,  the  appointed  members  to  serve  for  three  years. 
The  duties  of  the  board,  with  reference  to  the  appointment  of  mem- 
bers of  the  station  staff  and  the  management  of  the  work,  are  more 
definitely  defined  than  formerly,  as  well  as  the  objects  of  the  ex- 
periment stations.  The  annual  report  of  the  experiment  station  is 
made  a  part  of  the  report  of  the  state  commissioner  of  agriculture. 
Another  act  ['04  ch.570]  authorizes  the  station  to  publish  bulletins 
reporting  the  results  of  its  analyses  in  connection  with  the  in- 
spections authorized  by  previous  acts,  it  having  developed  in  the 
course  of  the  year  in  connection  with  a  controversy  involving  the 
station  that  there  was  no  authority  in  law  for  the  publication  of 
the  results  of  inspection  of  fertilizers. 

In  Alabama  the  statute  relating  to  the  board  of  control  of  the 
branch  agricultural  experiment  stations  and  schools  was  amended 
['03  p. 2 5 9]  so  as  to  include  five  appointees  on  the  board  instead  of 
three  from  the  congressional  district  where  the  school  is  located, 
and  so  as  to  give  the  professor  of  agriculture  of  the  Alabama  Poly- 
technic Institute  a  part  in  the  direction  of  the  course  of  study  and 
experimentation. 

Commercial  fertilizers.  While  there  were  no  new  laws  during  the 
year  relating  to  the  control  of  the  trade  in  commercial  fertilizers. 
there  were  a  number  of  important  amendments  to  existing  laws. 
The  fertilizer  law  of  Alabama  was  revised,  the  new  law  ['03  p. 78] 
containing  several  new  provisions  and  restrictions.  The  most  im- 
portant among  these  requirements  are  the  provision  that  the  guar- 
anty filed  with  the  commissioner  of  agriculttire  shall  state  the 
source  from  which  the  nitrogen,  phosphoric  acid  and  potash  are 
derived,  the  prohibition  of  the  sale  of  leather  as  a  fertilizer,  and 
the  limits  fixed  to  the  use  of  the  terms  "  high  grade"  and  **  standard" 
fertilizers.  The  sale  of  complete  fertilizers  is  restricted  to  those 
containing  at  least  12%  of  total  plant  food.    The  same  state  also 
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amended  ['03  p.6s]  its  fertilizer  law  so  as  to  reduce  the  tag  tax  to  3 
cents  (formerly  5  cents)  and  give  to  the  Alabama  Polytechnic  In- 
stitute one  third  (formerly  one  sixth)  of  the  net  proceeds  from  the 
tag  tax,  mentioning  among  the  uses  which  may  be  made  of  this 
money  by  the  institute  the  establishment  of  a  department  of  animal 
indtistry. 

An  amendment  to  the  Kentucky  law  ['04  ch.84]  makes  the  very 
unusual  provision  that  the  labels  or  tags  which  are  issued  by  the 
experiment  statoin  to  fertilizer  manufacturers  shall  contain,  in 
addition  to  the  analysis  of  the  fertilizer,  an  estimated  value  ot  the 
fertilizer  per  100  pounds  on  the  basis  of  the  analysis.  The  publica- 
tion of  valuations  in  connection  with  the  results  of  the  fertilizer  in- 
spection has  been  strongly  opposed  by  fertilizer  manufacturers  and 
dealers  in  the  past,  and  has  been  so  generally  conceded  to  be  some- 
what questionable  that  the  tendency  of  recent  fertilizer  legislation 
has  been  to  eliminate  the  valuation  clause.  The  provision  of  the 
new  Kentucky  amendment  to  require  the  valuation  to  be  stated  on 
the  tag  is  a  radical  departure  and  is  probably  the  only  requirement 
of  the  kind  in  the  cotmtry. 

Mississippi  supplemented  its  present  fertilizer  law  by  a  new  act 
['04  ch.iii]  requiring  all  fertilizers,  except  cotton  seed  products,  to 
be  branded  either  **high  grade,"  ** standard,"  or  "off  grade,"  and 
defining  the  meaning  of  these  terms  in  percentages  of  potash,  nitro- 
gen and  phosphoric  acid.  No  complete  fertilizer  containing  less 
than  12%  of  total  available  plant  food  is  to  be  offered  for  sale  in  the 
state.  The  New  York  fertilizer  law  was  amended  ['04  ch.567], 
placing  the  enforcement  of  the  law  in  the  hands  of  the  commissioner 
of  agriculture  (formerly  the  director  of  the  agricultural  experiment 
station)  and  providing  for  the  publication  of  the  results  of  the  in- 
spection for  which  there  was  formerly  no  authority. 

The  South  Carolina  law  was  amended  ['04  ch.275]  so  as  to  cover 
cotton  seed  meal,  and  a  new  penalty  clause  for  shortage  in  weight 
provided.  The  sale  of  cotton  seed  meal  containing  less  than  6.18% 
of  nitrogen,  1.5%  of  phosphoric  acid,  and  1%  of  potassium  oxid  is 
forbidden,  except  in  the  case  of  sea  island  cotton  seed  meal,  for 
which  a  minimiun  percentage  is  to  be  determined  on  by  Clemson 
College.  Cotton  seed  meal  which  does  not  meet  the  above  require- 
ments may  be  sold  as  "low  grade  meal." 

Commercial  feeding  stuffs.  Legislation  providing  for  the  con- 
trol of  sale  of  commercial  feeding  stuffs  is  steadily  spreading  through- 
out the  Eastern  States.  Laws  are  now  in  force  in  all  the  New 
England  States,  in  New  York,  New  Jersey,  Pennsylvania,  Maryland, 
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Indiana,  Tennessee  and  Wisconsin;    and    new  laws  were  passed 
during  the  year  in  Louisiana  and  Ohio. 

The  Louisiana  law  ['04  ch.153]  is  an  unusually  detailed  one  and 
contains  many  provisions  not  generally  covered  by  such  laws.  The 
execution  of  the  law  is  in  charge  of  the  commissioner  of  agriculture 
and  immigration.  Vendors  are  required  to  submit  samples  of  their 
goods  to  the  commissioner  for  analysis,  together  with  a  statement 
of  the  general  character  and  composition  of  the  goods  prior  to 
entering  the  state,  on  the  basis  of  which  a  certificate  is  to  be  issued. 
The  goods  must  be  labeled  and  guaranteed  as  to  the  percentage  of 
protein  and  of  fat,  and  the  vendor  must  give  notification  of  each 
shipment  of  goods  into  the  state,  samples  of  which  are  to  be  taken 
by  the  inspector  for  analysis.  Samples  are  also  to  be  taken  by  the 
inspectors  of  all  commercial  feeding  stuffs  sold  in  the  state  where- 
ever  found,  and  any  piirchaser  may  require  a  sample  to  be  taken  by 
the  seller  and  submit  the  same  for  inspection.  The  sale  of  fraud- 
ulent feeding  stuffs,  among  which  are  included  goods  which  have  not 
been  tagged  or  inspected,  is  forbidden,  and  bills  for  such  goods  can 
not  be  collected  in  the  state.  A  tag  tax  of  25  cents  a  ton  is  provided, 
and  the  results  of  the  inspection  are  to  be  published  annually  by 
the  commissioner  of  agriculture.  Heavy  penalties  are  imposed  for 
failure  to  secure  a  certificate  or  to  properly  guarantee  and  tag  the 
packages,  and  for  counterfeiting  tags  or  using  them  a  second  time. 
The  commissioner  of  agriculture  and  immigration  may  attach  any 
goods  not  sold  in  conformity  with  the  law,  to  cover  fines  and  penal- 
ties due  for  their  illegal  sale,  which  may  be  sold  to  satisfy  judgment 
after  being  sampled  and  guaranteed.  The  proceeds  from  the  tag 
tax,  tines  and  penalties  are  to  be  used  to  defray  the  expenses  of  the 
inspection  and  for  "making  practical  and  scientific  experiments  with 
commercial  feeding  stuffs  to  test  their  virtue  and  value."  The  net 
proceeds  are  to  be  divided  between  the  three  experiment  stations  of 
the  state  "as  compensation  for  all  analyses,  tests,  and  experiments 
required."  The  director  of  the  stations  is  made  the  official  chemist 
of  the  Louisiana  Board  of  Agriculture  and  Immigration. 

The  Massachusetts  law  was  amended  ['04  ch.332]  so  as  to  make  the 
appropriation  of  $3000  for  the  feeding  stuff  inspection  an  annual 
appropriation. 

The  New  York  law  was  changed  ['04  ch.ssS]  so  as  to  place  the  ad- 
ministration of  it  in  the  hands  of  the  commissioner  of  agriculture 
instead  of  the  director  of  the  State  Experiment  Station  as  formerly, 
who  will  collect  the  samples  for  analysis  to  be  made  by  the  State 
Experiment  Station.     Duplicate  samples  are  to  be  taken  in  each 
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case,  one  sample  being  left  with  the  vendor  of  the  goods  sampled, 
and  the  other  sent  for  analysis.  The  application  of  the  law  is 
broadened  to  include  proprietary  and  patented  stock  and  poultry 
foods,  dried  distillers  grains,  dried  beet  refuse,  etc.,  but  excluding 
brans.  The  license  fee  of  $25  is  to  be  paid  to  the  commissioner  of 
agiiculttire  and  used  for  defraying  the  expenses  of  the  inspection. 
The  penalty  clause  has  been  repealed. 

The  new  Ohio  law  ['04  p.39S]  is  similar  to  the  amended  New  York 
law,  but  requires  the  guaranteeing  of  crude  fiber  in  addition  to 
protein  and  fat.  The  execution  of  the  law  is  in  the  hands  of  the 
secretary  of  the  State  Board  of  Agriculture,  who  collects  the  license 
fee  of  $25  a  year,  issues  certificates,  collects  samples  and  has  analyses 
made  of  each  brand  of  commercial  feeding  stuffs.  Penalties  are 
provided  for  selling  goods  below  the  guaranty  by  more  than  2%  of 
protein  or  of  fat,  or  in  excess  by  more  than  2%  of  fiber.  Bran, 
middlings  and  groimd  grain,  which  are  exempt  from  the  inspection, 
if  adulterated  are  to  be  marked  with  the  proportion  of  adulterants 
used,  failing  which  penalties  are  provided.  The  State  Board  of 
Agriculttire  is  to  publish  the  results  of  the  inspection  annually, 
together  with  a  statement  of  the  expenses  of  the  inspection ;  and 
any  surplus  is  to  be  placed  to  the  credit  of  the  agricultural  fimd. 
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New  horticultural  laws  have  been  enacted  or  existing  ones 
strengthened  in  the  Southern  States,  largely  because  of  the  great 
danger  of  the  boll  weevil  invading  the  entire  cotton-growing  area, 
and  horticultural  statutes  have  been  strengthened  in  a  few  of  the 
Northern  States.  Alabama  has  enacted  a  general  law  ['03  p.  146] 
creating  a  State  Board  of  Horticulture,  making  the  state  horti- 
culturist the  executive  officer  and  providing  for  the  inspection  and 
adequate  treatment  of  nursery  stock.  New  Jersey  ['04  ch.47]  has 
further  defined  the  method  of  procedure  imder  its  horticultural 
law  and  amended  it  so  that  actions  may  be  brought  in  every  District 
Court  and  before  every  justice  of  the  peace,  and  empowering  court 
officers  to  serve  processes  or  executions.  The  principal  amendments 
to  the  Ohio  law  ['04  p.  17  2]  empower  the  State  Board  of  Agricidture 
to  make  necessary  regulations,  and  authorize  the  establishment  of  a 
division  of  nursery  and  orchard  inspection.  Nurserjrmen  are  re- 
quired, imder  penalty,  to  apply  for  inspection  and  must  file  a  sworn 
statement  that  their  stock  has  been  duly  inspected;  this  does  not 
apply  to  persons  selling  or  delivering  stock  from  nurseries  holding  a 
certificate.  The  chief  inspector  is  authorized  to  issue  a  certificate  of 
fumigation,  and  stock  shipped  into  the  state  must  bear  an  inspection 
or  fumigation  certificate.  Rhode  Island  ['04  ch.iisp]  creates  the 
office  of  state  nursery  inspector,  provides  for  inspection  and  ftmii- 
gation  of  all  nursery  stock  and  prohibits  the  entry  into  the  state  of 
any  not  so  treated.  Georgia  ['04  p.  1 9]  has  amended  its  hortictdtural 
law,  making  increased  appropriations  for  inspection  work  and 
providing  for  strict  quarantine  against  all  materials  likely  to  be 
infested  by  the  cotton  boll  weevil.  The  entomologist  is  also 
required  to  attend  horticultural  and  agricultural  meetings  and  to 
investigate  fungous  diseases. 

Boll  weevil.  The  serious  condition  in  the  South  led  the  president, 
in  his  message,  to  call  attention  to  the  matter  and  suggest  to  Con- 
gress prompt  enactment  of  remedial  legislation.  The  situation  was 
so  acute  that  Governor  Heard  of  Louisiana  called  a  special  session 
to  consider  measures  to  prevent  invasion  by  the  boll  weevil,  and 
in  response  thereto  the  Legislature  ['03  ch.6]  created  a  crop  pest 
commission ,  giving  the  same  full  and  plenary  power  to  deal  with  all 
crop  and  fruit  pests  and  providing  penalties  for  bringing  into  the  state 
any  material  infested  by  the  cotton  boll  weevil.  Provision  is  made 
for  prosecutions,  for  the  publication  of  rules  and  of  bulletins  giving 

^See  also  Governors  Messages  and  Index  of  Legislation,  1843. 
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iaifonnation,  and  authority  is  conferred  to  make  inspections  and 
destroy  aflFected  crops.  Alabama  ['03  p.403]  prohibits,  imder 
penalty,  the  importation  of  any  cotton  or  seed  from  places  where 
the  boll  weevil  occurs.  Georgia,  as  noted  above,  provides  for  the 
exclusion  of  this  pest,  and  Mississippi  ['04  ch.45]  appropriates  $10,000 
and  empowers  the  entomologist  of  the  Agrictdtural  Experiment 
Station  to  prevent  in  every  possible  and  practical  way,  the  intro- 
duction of  the  Mexican  cotton  boll  weevil.  He  is  authorized  to 
adopt  rules  and  regtdations,  enforce  quarantine,  and  he  is  reqtdred 
to  make  a  full  report  to  the  Legislature  of  1906.  South  Carolina 
['04  ch.265]  provides  penalties  for  the  importation  of  any  material 
containing  living  boll  weevils. 

R^sum6.  The  experience  of  the  last  fiye  years  has  enabled  most 
states  to  perfect  their  hortictdtural  laws  in  a  very  satisfactory  man- 
ner and,  as  a  consequence,  comparatively  few  amendments  are 
necessary.  A  few  have  enacted  general  laws,  largely  for  the  pur- 
pose of  facilitating  the  shipment  of  nursery  stock,  since  most  states 
require  certificates  of  inspection  or  fumigation.  There  is  now  a 
tendency  to  accept  fvunigation  certificates  in  place  of  the  ordinary 
nursery  inspection. 

The  boll  weevil  situation  in  the  South  has  resulted  in  considerable 
legislation  designed  to  prevent  the  introduction  of  this  pest  into  un- 
infested  areas,  and  the  recent  experience  of  the  Northern  States  in 
quarantine  legislation  is  being  duplicated  in  the  South,  though  the 
opportimity  for  annoying  conflicts  in  regulations  is  not  so  great  in 
the  case  of  the  boll  weevil  as  in  niu"sery  inspection.  The  presence  of 
the  boll  weevil  in  the  South,  the  gipsy  moth  and  the  brown  tail 
moth  in  the  North,  and  the  somewhat  general  dissemination  of  the 
San  Jos^  scale  in  many  of  our  Eastern  States,  makes  it  advisable  to 
consider  the  problem  of  horticultural  quarantine  legislation  in  a 
broad  way,  particularly  as  the  number  of  dangerously  injurious 
pests  are  likely  to  increase  rather  than  diminish  in  the  next  decade 
or  two.  Diverse  regulations  adopted  by  various  states  have  in- 
flicted tmnecessarily  perplexing  restrictions  on  interstate  com- 
merce, and  where  a  pest  occurs  in  one  or  more  states,  as  for  example, 
the  boll  weevil  or  the  gipsy  moth,  it  is  difficult  to  secure  equable 
cooperation  between  interested  commonwealths.  This  problem,  in 
its  varying  phases,  could  be  handled  more  efficiently  by  a  central 
authority,  and  the  most  logical  solution  would  be  to  empower  the 
secretary  of  agriculture  to  deal  with  this  situation  in  much  the 
same  way  as  contagious  diseases  of  cattle,  like  Texas  fever  and  foot 
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and  mouth  diseases,  are  treated.  We  do  not  intend  to  imply  by  the 
above  that  insect  outbreaks  are  necessarily  as  serious  as  the  above 
mentioned  diseases  of  cattle,  or  that  the  same  drastic  measures 
should  be  adopted,  but  insects  entail  enormous  losses  and  general 
economic  considerations  should  lead  to  the  adoption  of  some  such 
method,  which  would  give  a  maximtun  relief  with  minimum  expense 
and  annoyance. 


DOMESTIC  ANIMALS* 

B.  V.  WILCOX  PH.D.  OFFICE  OF  EXPERIMENT  STATIONS,  UNITED  STATES 

DEPARTMENT   OF    AGRICULTURE 

Ii^  SO  far  as  the  phase  of  the  problem  of  domestic  animals  dis- 
cussed in  this  Review  is  concerned  the  legislation  passed  by  the 
various  states  during  1904  related  only  to  running  at  large,  im- 
]X>unding,  fences,  ownership,  sale,  and  the  regulation  of  dogs. 
During  the  year  laws  on  these  subjects  were  enacted  in  six  states. 
Some  of  these  laws  were  new  legislation,  while  others  were  in  the 
nature  of  amendments  or  restrictions  to  existing  laws. 

Running  at  large.  In  Alabama  ['03  p. 431]  a  law  was  enacted 
empowering  the  county  commissioners  or  coiuts  to  appoint  com- 
mittees for  holding  elections  to  determine  the  establishment  of 
stock  districts  through  the  state.  According  to  this  law  the  estab- 
lishment or  nonestablishment  of  stock  districts  is  a  matter  of  local 
option.  In  organized  stock  districts  it  is  unlawful  to  allow  stock  to 
run  at  large.  It,  therefo're,  becomes  necessary  to  establish  the 
botmdaries  of  these  districts,  particularly  where  they  are  sur- 
rounded by  regions  in  which  no  law  prevails  regarding  the  running 
at  large  of  stock.  The  law  provides  that  stock  foimd  running  at 
large  in  the  stock  districts  may  be  taken  possession  of  and  sold  if 
not  claimed  by  the  owner  after  legal  notification.  A  law  was  also 
passed  [Ala.  '03  p. 365]  making  it  imlawful  to  permit  horses,  mules, 
jacks,  cows,  hogs,  sheep  or  goats  to  run  at  large  in  any  city  or 
town  in  the  state  of  5000  inhabitants  or  more.  The  Louisiana 
Leg^latiire  ['04  ch.6o]  passed  a  law  authorizing  cities  of  over  2000 
population  to  regulate  the  movements  of  stock  or  prohibit  all  kinds 
of  animals  from  nmning  at  large  in  the  corporate  limits  of  such 
cities. 

Ownership.  In  order  to  prevent  stock  theft  and  illegal  sale  of 
stolen  animals,  the  Alabama  Legislature  passed  two  acts.  One  of 
these  ['03  p. 4 18]  makes  it  unlawful  to  sell  or  buy  cattle  between  the 
hours  of  sunset  and  sunrise.  The  other  ['03  p. 41 9]  requires  every 
butcher  to  keep  a  written  record  of  all  cattle  killed  by  him  showing 
color,  earmarks,  brands,  and  other  data  which  may  be  of  service  in 
identifying  the  cattle  and  their  owners. 

Dogs.  In  Iowa  an  act  was  passed  ['04  eh. 81]  more  clearly  defining 
the  meaning  of  §2340  of  the  Code  which  provides  that  dogs  caught 
injuring  or  attempting  to  injure  man,  sheep  or  other  domestic  ani- 
mals may  be  lawfully  killed. 

In  Massachusetts  ['04  ch.105]  the  keeping  of  bloodhoimds  except 
golely  for  exhibition  is  prohibited.    Even  in  such  cases  it  is  required 

alio  article  on  Contagious  Diseases  of  Animals. 
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that  the  dogs  in  question  be  kept  securely  inclosed  or  chained  and 
shall  not  be  allowed  at  large  even  in  charge  of  the  owner  or  keeper 
unless  properly  mtizzled.  In  the  same  state  ['04  ch.127]  an  amend- 
ment was  passed  to'02  ch.  226,  providing  penalty  for  allowing  dogs 
to  worry  or  kill  lambs,  fowls  or  other  domestic  animals,  in  addition 
to  those  which  had  already  been  mentioned  in  the  original  act.  An 
amendment  was  also  passed  [Mass.  '04  ch.142]  to  R.  L.  §155  ch.  102 
authorizing  coimty  commissioners  or  the  chairman  of  the  selectmen 
of  the  town  to  investigate  damages  done  by  dogs  and  to  take  part  in 
enforcing  such  laws.  R.  L.  ch.102  §151  providing  that  the  damage 
done  by  dogs  shall  be  appraised  under  oath  by  three  persons  and 
providing  for  the  methods  of  redress  on  the  part  of  injtired  persons 
was  also  amended  [Mass.  '04  ch.283]. 

Ohio  R.  S.  §2833,  4215  regarding  taxes  on  dogs  and  injuries  by 
dogs  were  amended  ['04  p. 2 7 5].  This  amendment  provides  that  the 
money  derived  from  dog  taxes  shall  constitute  a  special  fimd  to  be 
used  in  the  payment  of  sheep  claims  and  that  if  any  money  is  left 
over  after  the  payment  of  such  claims  it  shall  be  paid  to  the  recog- 
nized officers  of  societies  for  the  prevention  of  cruelty  to  children 
and  animals  in  all  counties  in  which  such  societies  exist.  The 
method  of  legal  procedure  in  making  sheep  claims  or  in  claiming 
damages  for  personal  injuries  is  also  outlined. 

In  South  Carolina  ['04  ch.272]  an  act  was  passed  imposing  a 
capitation  tax  of  50  cents  a  year  on  all  dogs  in  the  state.  The  pro- 
ceeds derived  from  this  tax  are  to  be  expended  for  the  support  of 
schools  in  the  counties  in  which  the  taxes  are  collected. 

It  is  thus  apparent  that  the  general  tendency  of  all  these  laws  in 
the  different  states  was  toward  a  more  thorough  protection  of  the 
public  against  injuries  or  damage  from  domestic  animals.  The 
rights  of  the  public  to  be  protected  against  animal  trespass  and 
against  actual  dangers  such  as  are  incurred  from  dogs  are  recognized 
more  and  more  by  state  Legislatures  and  are  being  forced  on  the 
attention  of  the  reading  masses.  Naturally  the  nuisances  and  in- 
juries caused  by  dogs  are  far  greater  than  in  the  case  of  other  do- 
mestic animals  and  therefore  greater  attention  has  been  given  by 
the  Legislatiires  to  a  consideration  of  the  regtdation  of  dogs. 
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FORESTRY' 


r.    W.    WOODRUFF,  BUREAU    OF    FORESTRY,  UNITED    STATES    DEPART- 
MENT OF  AGRICULTURE 

During  1904  Lotiisiana  ['04  ch.113]  and  Massachusetts  ['04  ch.409] 
tSkch  provided  for  state  forest  administration.  These  two  laws 
Eumish  a  good  example  of  the  different  forms  which  state  forest 
legislation  is  taking.  Louisiana  provided  for  a  state  forestry  com- 
mission of  five  members  and  that  the  register  of  the  State  Land 
Office,  who  may  know  nothing  about  forestry,  should  be  ex  officio 
oocDinissioner  of  forestry  with  an  increase  iii  his  salary  of  $500. 
The  other  members  are  to  serve  without  pay,  though  $100  is 
allowed  each  for  expenses.  Massachusetts  provided  for  a  techni- 
cally trained  state  forester  who  is  to  devote  all  his  energies  to  state 
forest  interests;  his  salary  to  be  $2000.  It  is  a  fact  worthy  of 
note  that  no  definitely  valuable  result  has  been  obtained  from  the 
employment  of  ex  officio  officers  in  forest  administration;  and, 
although  Louisiana's  law  is  to  be  hailed  as  a  step  forward,  and  as 
an  evidence  of  aroused  interest  in  the  care  of  timber  lands,  it  is 
safe  to  predict  that,  till  a  competent  forester  shall  have  been  pro- 
vided, the  forest  interests  of  the  state  will  not  have  the  kind  of 
care  that  they  require.  The  Massachusetts  forester  will  strive 
actively  to  enforce  the  forest  and  tree  laws  of  the  state,  and  will 
carry  on  an  educational  campaign,  both  as  a  member  of  the  Agri- 
ctdtural  College  faculty  and  as  a  general  lecturer  throughout  the 
state.  He  will  also  cooperate  with  private  timber  owners  in  pro- 
viding such  care  for  their  forest  areas  as  will  bring  the  best  per- 
manent business  return,  and  will  conduct  experimental  tree  plar'' 
ing  upon  land  in  the  state  which  is  practically  valueless  for  ci 
purposes  than  forest  growth. 

Forest  fires  were  not  so  numerous  nor  destructive  in  1904  as  in 
X903,  a  fact  that  is  partly  attributable  to  the  forest  legislation 
enacted  during  the  earlier  year.  Louisiana's  law  noted  above 
will,  if  properly  enforced,  save  the  state  from  great  loss  in  this 
dixection.    It  provides  that  a  chief  fire  warden,  at  a  salary  of 

*86e  also  Gkyvemors  Messages  and  Index  of  Legislation,  i%9o. 
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$500,  shall  be  appointed  by  the  forest  commissioner;  that  the 
police  jurors  of  the  parishes  shall  be  fire  wardens  with  a  compen- 
sation of  $2  a  day  while  on  active  duty;  that  careless  setting  of 
fires  shall  be  punished  by  a  fine  not  exceeding  $ioo  or  three  months 
imprisonment,  and  malicious  setting  of  fires  by  a  fine  of  not  more 
than  $500  or  imprisonment  for  not  more  than  lo  years,  or  both. 
The  former  penalties  are  also  provided  for  persons  leaving  fires 
imextinguished  in  or  near  forest  lands.  Fire  wardens  may  com- 
pel the  assistance  of  all  able-bodied  citizens  over  i8  years* 
imder  penalty  of  $ioo  fine  or  three  months  imprisonment  for 
refusing  to  render  such  assistance,  but  the  total  expense,  which 
the  chief  fire  warden  may  incur  for  fighting  fires,  is  limited  to 
$5000  a  year. 

New  York,  profiting  by  disastrous  experience  in  1903,  added 
some  valuable  features  to  its  fire  law  by  providing  ['04  ch.590] 
for  five  assistant  fire  wardens,  at  salaries  of  $600  each,  to  patrol 
during  the  fire-dangerous  seasons,  the  lines  of  railroads  which 
traverse  the  forest  preserve.  It  was  also  provided  that  such  rail- 
roads must  bear  one  half  the  expense  of  such  special  patrol  as  the 
chief  fire  warden  may  deem  necessary  to  control  fires  started  by  loco- 
motives and  that  the  Railroad  Commission  must  require,  when  the 
public  interest  demands  it,  that  railroads  adopt  devices  and  use 
precautions  against  setting  fires  in  the  forest  preserve.  The 
definite  provision  for  fire  patrol  contained  in  this  act,  is  one  of  the 
greatest  advances  in  forest  fire  legislation,  since  a  patrol  often 
prevents  the  starting  of  fires,  or  discovers  them  soon  enough  to 
avoid  serious  loss. 

New  York  passed  other  important  laws  as  follows:  one  ['04  ch.233] 
definitely  defining  the  boimdaries  of  the  Catskill  park;  another 
['04  ch.304]  defining  the  boundaries  of  the  Adirondack  park;  an- 
other ['04  ch.717]  providing  that  $200,000  may  be  expended  in 
enlarging  the  Adirondack  park  and  $50,000  for  the  same  purpose 
in  the  Catskill  park,  thus  continuing  the  laudable  efiEorts  of  the 
state  to  secure  a  large  and  valuable  tract  of  forest  for  the  benefit 
and  pleasure  of  future  generations. 

The  New  York  Legislature  took  the  first  step  ['04  p.1934]  toward 
amending  art.  7  §7  of  the  Constitution,  which  provides  that  the 
forest  preserve  shall  be  maintained  forever  as  wild  forest  land  and 
that  no  timber  whatever  shall  be  cut  within  its  limits.  This 
constitutional  provision  had  been  adopted  in  1894  because  of 
a  fear  that  lumbermen  would  be  allowed  to  despoil  the  park  as 
wastefully  as  is  the  custom  on  private  timber  lands.    The  proposed 
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amendment,  which  has  passed  its  preliminary  stage,  provides  that 
timber  killed  by  fire  may  be  removed  by  state  officials  and  sold, 
if  such  action  is  necessary  for  reforestation.  It  is  not  considered 
a  wise  measure  and  there  is  a  general  wish  that  it  may  never  be 
adopted.  The  national  government  has  had  an  unfortimate 
experience  with  laws  which  permit  the  cutting  of  fire-killed  trees 
on  the  forest  reserves  and  Indian  reservations,  the  forest  being 
often  burned  wilfully  in  order  to  kill  the  timber  for  the  purpose 
of  subsequently  acquiring  it.  Article  7  of  the  state  constitution 
•  should  be  amended,  but  not  in  the  way  proposed.  The  cutting 
<yf  dead  timber,  and  of  mature  trees  should  be  allowed,  but  the 
work  should  be  so  rigidly  controlled  and  restricted  that  the  forest 
will  be  maintained  as  a  source  of  timber  supply,  and  the  value  of 
the  preserve  in  no  wise  lessened  as  a  water  conserver  and  a  health 
and  pleasure  resort  for  all  the  people. 

Only  two  other  laws  were  passed  since  the  sessions  of  1903: 
Alabama  ['03  p.390]  providing  a  penalty  of  $10  a  tree  for  boxing, 
girdling  or  otherwise  destroying  trees  belonging  to  another;  Louis- 
iana ['04  ch.i88]  declaring  that  timber  shall  be  considered  an 
immovable  and  be  subject  to  the  law  for  immovables,  even  when 
it  is  separated  in  ownership  from  the  land  on  which  it  stands. 

In  their  messages,  President  Roosevelt  and  the  governors  of 
Florida,  Massachusetts,  New  York,  Ohio  and  South  Carolina  all 
wged  that  attention  be  given  to  the  need  for  more  effective  forest 
protection.  In  most  cases  the  Legislatures  took  active  steps 
toward  carrying  out  these  suggestions.  Since  the  close  of  the 
1904  sessions,  the  governors,  or  prominent  legislators,  of  more 
than  20  states  and  territories  have  asked  the  Bureau  of  For- 
estry of  the  United  States  Department  of  Agriculture  for  advice 
and  assistance  in  drafting  proper  forest  laws  to  be  introduced  in 

1905- 

The  apparent  lull  in  legislative  activity  during  1904  was  not 

due  to  a  decreased  interest  in  forestry,  but  to  the  fact  that  only 
a  small  number  of  states  held  legislative  sessions.  A  widespread 
interest  in  this  subject  is  manifested  throughout  the  country,  and 
there  is  every  indication  that  1905  will  bring  an  unprecedented 
amotmt  of  forest  lawmaking,  and  that  laws  of  unusual  value  will 
be  enacted. 


GAME» 

T.    S.    PALMER,    BIOLOGICAL   SURVEY,    UNITED    STATES    DEPARTMENT 

OF  AGRICULTURE 

The  record  of  game  legislation  of  1904  is  meager  beside  that  of 
1903  but  more  satisfactory  in  comparison  with  that  of  190a  mth 
which  it  is  more  nearly  comparable.    Twelve  of  the  17  states 
which  held  legislative  sessions  made  some  amendments  or  addi- 
tions to  their  game  laws  and  the  only  sessions  at  which  no  changes 
were  made  were  those  of  Alabama,  Georgia  and  South  Carolina 
and  the  short  extra  sessions  of  Montana  and  West  Vii|[inia.     If  in 
addition  to  the  general  statutes  the  17  local  acts  of  Maryland  and  the 
changes  affecting  certain  coimties  in  New  York  are  taken  into  con- 
sideration the  total  ntmiber  of  game  laws  passed  during  th6  year 
will  be  increased  to  70  or  more.     In  addition  to  these  acts  refer- 
ence should  be  made  to  the  regtdations  of  the  secretary  of  agricul- 
ture affecting  Alaska,  to  the  decisions  of  the  Supreme  Courts  of 
Arkansas  and  Nebraska  declaring  certain  features  of  existing  laws 
unconstitutional,  and  to  the  governors  messages  containing  recom- 
mendations in  regard  to  new  legislation. 

Governors  messages 

The  Governor  of  Louisiana  recommended  a  law  prohibiting 
absolutely  the  capture  or  destruction  of  song  birds  of  the  state, 
and  such  changes  in  the  laws  affecting  game  as  were  needed  to  give 
more  adequate  protection.  Both  of  these  recommendations  were 
favorably  acted  upon  and  the  bills  protecting  game  and  nongame 
birds  mark  a  long  step  in  advance  in  the  history  of  game  legisla- 
tion of  the  state. 

The  governor  of  Maryland  called  special  attention  to  the  multi- 
plicity of  local  laws  and  the  resulting  confusion,  which  seriously 
interfere  with  enforcement  and  render  observance  difficult 
even  on  the  part  of  those  who  desire  to  obey  them.  But  in  spite 
of  the  generally  recognized  inefficiency  of  the  county  system  and 
the  governor's  recommendations  for  more  uniformity,  efforts  in 
this  direction  failed  utterly  except  in  the  case  of  the  game  warden 
bill.     Seventeen  new  local  laws  were  enacted  and  while  several 

*  This  record  exceeds  somewhat  the  scope  of  the  Comparative  Summary 
and  Index,  as  it  extends  to  the  close  of  tne  calendar  year  2904,  thus  in- 
cluding the  acts  passed  by  Vermont  and  a  decision  of  the  Supreme  Court 
of  Arkansas  rendered  in  October,  and  contains  references  to  local  laws 
and  departmental  regulations  affecting  game.  5«t  o/so  Governors  Mes- 
sages and  Index  of  Legislation,  marginal  no.  1900 
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of  these  were  important  or  corrected  defects  in  old  laws,  others 
made  but  slight  changes  and  simply  added  to  the  existing  confus- 
ion. This  failure  to  bring  about  greater  uniformity  is  somewhat 
surprising  in  view  of  the  success  which  attended  similar  efforts 
in  this  direction  in  Tennessee  and  Virginia  in  1903,  and  the  fact 
that  the  movement  in  Maryland  was  directed  by  the  Fish  and 
Game  Protective  Association  whose  influence  extends  to  all  parts 
of  the  state. 

Legislation 

General.  General  game  laws  were  enacted  by  Louisiana  ['04 
eh. 1 26]  and  Ohio  ['04  p. 463]  and  a  codification  of  the  Maine  game 
laws  in  the  Revised  Statutes  adopted  at  a  special  session  of  the 
Legislature  in  September  1903  took  effect  on  Jan.  i,  1904. 
Enforcement  was  made  more  effective  in  several  states  by  the 
adoption  of  search  laws  in  Massachusetts  ['04  ch.367]  and  Ohio, 
and  by  providing  new  or  more  efficient  warden  service  in  Ken- 
tucky, Maryland,  New  York,  Ohio,  and  Vermont.  In  Kentucky 
['04  ch.68]  county  fish  and  game  wardens  were  authorized  for  the 
first  time,  the  appointments  being  made  by  county  judges.  In 
Maryland  the  warden  service  was  reorganized  by  legislating  all 
deputies  out  of  office,  reappointing  new  officers,  and  increasing 
the  state  warden's  salary  from  $500  to  $1200  [*o4  ch.346].  In  New 
York  the  salaries  of  game  protectors  were  increased  from  $500 
to  $600  and  that  of  the  chief  game  protector  to  $2000  or  to  $2500 
per  annum  after  five  years  service  ['04  ch.710].  In  Vermont  the 
commission  of  two  members  which  was  established  in  1892  was 
replaced  by  a  single  fish  and  game  commissioner  [*o4  ch.118]. 
In  codifying  the  Maine  game  law  the  provision  authorizing  search 
was  omitted  and  as  a  result  the  enforcement  of  the  law  was  seriously 
impaired.  It  was  said  that  more  game  found  its  way  to  Boston 
markets  from  Maine  during  last  season  than  for  several  years  past, 
as  the  deputies  were  unable  to  find  illegal  shipments  before  they 
had  been  smuggled  out  of  the  state.  In  Montana  the  general 
game  law  of  1903  having  been  declared  unconstitutional  by  the 
Supreme  Court  of  the  state  on  account  of  a  defect  in  the  title 
[State  V.  Brown,  74  P.  366],  the  act  of  1897  with  its  amendments, 
which  was  much  less  comprehensive  in  several  respects,  was  re- 
vived and  became  effective  again  in  1904.  In  Nebraska  the  Su- 
preme Court  declared. the  provision  in  the  law  of  1903  authorizing 
confiscation  of  gtms  used  by  unlicensed  hunters  unconstitutional 
on  the  ground  that  it  amounted  to  a  confiscation  of  property  with- 
out due  process  of  law  [McConnell  v.  McKillip,  99  N.  W,  S^<jV 
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Big  game.  Under  the  regulations  approved  by  the  secretary 
of  agriculture  on  June  4,  three  game  districts  were  established 
in  Alaska,  the  open  season  for  bears  was  lengthened,  minor  changes 
were  made  in  the  open  seasons  for  other  big  game,  and  the  area  in 
which  walrus  have  complete  protection  in  Bering  Sea  was  reduced 
[Circular  no.  42,  Biological  Survey].  In  Louisiana  an  innovation 
was  adopted  by  allowing  the  police  juries  of  the  several  parishes 
to  fix  the  deer  seasons  within  certain  limits  ['04  ch.136].  New 
Jersey  allowed  owners  of  established  preserves  to  shoot  deer  at 
any  time  on  such  preserves  and  permitted  possession  of  imported 
deer  lawfully  killed  in  other  states  ['04  ch.233].  Rhode  Island 
extended  the  close  season  on  deer  from  February  1905  to  Jan.  i, 
1908  ['04  ch.ii6s].  Vermont  adopted  two  statutes  fixing  the  open 
season  for  deer,  one  limiting  it  to  the  last  10  days  of  October, 
and  the  other  and  later  one  restricting  it  to  the  last  week  of  six  con- 
secutive working  days  in  the  same  month  ['04  ch.127].  The 
method  of  limiting  seasons  by  days  of  the  week  is  rather  novel 
but  is  likely  to  lead  to  more  imcertainty  than  under  the  ordinary 
system;  thus  the  open  season  for  deer  in  Vermont  in  1904  was 
Oct.  22  to  27,  but  in  1908,  should  the  law  remain  imchanged,  it 
will  be  Oct.  26  to  31.  Elk  received  further  protection  in  Oregon 
at  the  special  session  held  in  Dec.  1903  which  extended  the  close 
season  from  1904  to  1907  ['03  p. 30]. 

Game  birds.  One  of  the  notable  steps  in  advance  during  the 
year  was  the  increased  protection  accorded  shore  birds.  Both 
Louisiana  and  Ohio  added  them  to  their  lists  of  protected  game, 
New  York  prohibited  spring  shooting  ['04  ch.s88]  and  Massa- 
chusetts materially  shortened  their  sale  season  ['04  ch.369].  Iowa 
placed  snipe  on  the  game  list  and  New  Jersey  extended  protection 
to  upland  plover.  Louisiana  added  geese,  brant  and  swans  to 
the  game  list,  gave  absolute  protection  to  the  woodcock  and  a 
close  term  of  five  years  till  July  1909,  to  prairie  chickens  and  wood 
ducks  ['04  ch.126].  Rhode  Island  made  a  close  season  on  quail, 
grouse  and  woodcock  for  one  year  till  Oct.  15,  1905  ['04  ch.1144]. 
New  York  and  Ohio  extended  the  close  season  for  pheasants'  and 

*The  unsuccessful  attempt  in  Oregon  to  extend  the  close  season  on 
pheasants  in  certain  counties  till  1906  illustrates  one  of  the  curious  acci- 
dents to  which  game  laws  seem  to  be  peculiarly  liable.  In  the  House  31 
votes  were  necessary  for  passage  of  the  bill  and  the  Journal  showed  the 
record  of  the  vote  to  be,  yeas  30,  nays  21,  absent  8,  with  the  entry  "so 
the  bill  passed/*  "Upon  revision  of  the  Journal  it  was  discovered  that 
there  had  been  but  30  votes  in  the  affirmative  so  the  bfll  failed  to  pass." 
The  bill  passed  the  Senate  on  the  same  day  that  it  passed  the  House, 
evidently  before  the  latter  entry  in  the  Journal  was  made,  and  was  printed 
with  the  other  acts  of  the  session,  but  on  account  of  the  recorainthe 
House  it  is  void. 
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Virginia  established  a  five  year  close  season  for  them  ['04  ch.2Ss]. 
Iowa  limited  the  nimiber  of  wild  turkeys  and  waterfowl  which  a 
hunter  could  kill  in  a  day  to  25  ['04  ch.95].  Louisiana  placed 
bag  limits  on  all  game  and  Ohio  prohibited  the  shooting  of  quail 
and  doves  except  on  the  wing.  The  change  in  the  law  of  Mon- 
tana furnishes  a  striking  illustration  of  the  advantages  of  stopping 
spring  shooting.  Under  the  law  of  1903  spring  shooting  of  water- 
fowl was  prohibited  and  the  state  warden  reports  that  ducks  bred 
in  great  ntmibers  on  all  the  ponds  and  suitable  bodies  of  water 
in  the  state.  The  decision  of  the  Supreme  Court  brought  into 
effect  the  long  open  season  of  the  previous  law  which  allowed  the 
ducks  to  be  shot  imtil  May  i.  In  consequence  of  being  continually 
hunted  during  the  spring  only  a  small  number  of  birds  remained 
to  breed,  and  on  ponds  where  the  year  before  hvmdreds  were  found, 
comparatively  few  could  be  seen  in  the  stmimer  of  1904. 

Nongame  birds.  After  two  unsuccessful  attempts  in  Louisiana, 
in  1902  and  at  the  special  session  in  1903,  the  Audubon  Society 
finally  secured  the  passage  of  the  **model  law"  advocated  by  the 
American  Ornithologists  Union  and  the  bill  went  into  effect  in  Au- 
gust 1904  [*o4  ch.48].  The  model  law  was  also  passed  in  Missis- 
sippi ['04  ch.98]  so  that  at  the  close  of  the  year  practically  the 
same  law  was  in  force  in  28  states,  Alaska,  and  the  District  of  Col- 
umbia, including  every  coastwise  state  in  the  Union,  except  South 
Carolina,  Alabama,  and  California.  Efforts  to  secure  uniformity 
in  this  phase  of  bird  protection  have  met  with  phenomenal 
success  and  have  been  most  gratifying. 

Licenses.  Several  changes  were  made  in  licenses,  chiefly  in  the 
direction  of  extending  the  system  or  making  the  requirements 
more  equitable  and  uniform.  Vermont  adopted  a  $15  nonresident 
license  for  hunting  deer  ['04  ch.128]  and  Louisiana  removed  the 
prohibition  of  nonresidents  hunting  in  the  state  by  substituting 
a  $10  nonresident  license  and  a  $25  market  hunting  license.  The 
nonresident  license  allows  the  holder  to  carry  out  of  the  state  a 
limited  amount  of  game,  and  as  in  Pennsylvania,  is  required  in  the 
case  of  unnaturalized  foreign  bom  residents  who  wish  to  hunt. 
Arkansas  was  opened  up  to  nonresidents  to  a  certain  extent  by  a 
decision  of  the  Supreme  Court  declaring  the  law  of  1903,  which 
prohibited  nonresidents  from  hunting  in  the  state,  unconstitu- 
tional in  so  far  as  it  prevented  them  from  hunting  on  their  own 
land  [State  v,  Mallory,  83  S.  W.  955].  Kentucky  abolished  its 
$35  license  and,  following  the  example  of  Tennessee,  adopted  the 
plan  of  charging  each  nonresident  the  fee  demanded  of  nonresidents 
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in  his  own  state  ['04  ch.48].  This  system  has  been  tried  in  Minne- 
sota and  New  York  but  has  proved  a  failure  in  both  cases.  Ohio 
reduced  its  $25  license  fee  to  $15  thus  leaving  Indiana  the  only 
state  which  charges  nonresidents  $25  for  hunting  small  game. 
Maryland  passed  five  local  license  laws,  among  which  may  be 
mentioned  the  $10  nonresident  license  for  hunting  on  the  Patuxent 
river  ['04  ch.509]  and  the  $1  resident  license  (the  first  in  the  state) 
for  himting  in  Somerset  county  ['04  ch.  1 98].  At  the  close  of  the  year 
32  states  and  territories'  had  adopted  the  nonresident  license  sys- 
tem and  13  states  and  territories  had  extended  the  system  to 
residents. 

Restrictions  on  trade  in  game.  Two  important  laws  were  passed 
affecting  trade  in  game.  Massachusetts  prohibited  possession  of 
shore  birds  in  close  season  except  for  storage  purposes  ['04  ch.369]. 
She  thus  practically  cut  off  the  spring  trade  and  prevented  the 
destruction  of  large  numbers  of  these  birds  on  the  coasts  of  New 
Jersey  and  North  Carolina  where  formerly  they  were  killed  for 
the  Boston  market.  Kentucky  prohibited  sale  or  transporta- 
tion of  wild  turkeys,  pheasants  or  grouse,  and  partridges  or  quail 
at  all  seasons  ['04  ch.107].  Mississippi  is  now  the  only  state  in  the 
Union  which  does  not  prohibit  the  export  of  game,  but  under  the 
model  law  referred  to  above  she  prohibits  both  sale  and  export  of 
nongame  birds. 

Miscellaneous.  The  importance  of  making  the  game  laws  better 
known  increases  from  year  to  year  with  the  multitude  of  changes 
constantly  made.  It  should  be  inciunbent  on  some  officer  in  every 
state  to  collect  the  laws  each  year  and  publish  them  promptly  so 
that  the  amendments  may  become  generally  known  before  the 
opening  of  the  hunting  season.  In  line  with  such  a  policy  may  be 
mentioned  the  provisions  made  by  Oregon  ['03  p.37]  for  printing 
1500  copies,  and  by  New  York  ['04  ch.589]  for  publishing  18,000 
copies  of  their  game  laws.  During  the  past  two  years  nearly  200,000 
copies  of  the  game  laws  have  been  distributed  by  the  game  com- 
missioner of  Illinois. 

In  the  development  of  her  system  of  state  parks  New  York  made 
a  decided  advance  by  creating  the  Catskill  park  and  defining  its 
boundaries  ['04  ch.233],  by  making  provisions  for  stocking  the 
Adirondacks  with  elk  ['04  ch.587]  and  by  making  an  appropriation 
of  S500  for  restocking  the  same  region  with  beaver  ['04  ch.674]. 
She  also  provided  a  close  season  for  black  bears,  except  in  Essex 
county,  from  July  i  to  September  30  ['04  ch.630]. 

including  Vermont  and  Hawaii,  but  not  counting  Oregon  and  Georgia  in 
which  licenses  must  be  secured  to  hunt  for  market. 
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A  review  of  the  year's  legislation  would  be  incomplete  without 
some  reference  to  several  retrograde  tendencies,  among  the  most 
important  of  which  were  the  defeat  in  Maryland  of  all  general  game 
Bills  except  the  game  warden  bill,  the  passage  in  New  Jersey  of  a 
bill  permitting  spring  shooting  of  Wilson  snipe  and  extending  the 
seasons  for  other  shore  birds  and  waterfowl,  and  the  passage  of  a 
somewhat  similar  measure  in  Virginia  removing  all  protection  from 
Wilson  snipe.  In  Louisiana  rabbits  and  hares  were  omitted  from 
tlie  game  list.  In  Ohio  protection  was  removed  from  prairie 
chickens  and  turkeys,  an  open  season  established  for  doves  (pre- 
viously protected  throughout  the  year),  and  spring  shooting  of 
waterfowl  reestablished.  Strenuous  but  futile  efforts  were  made 
in  New  York  to  repeal  the  act  of  1901  prohibiting  spring  shooting 
of  waterfowl,  in  New  Jersey  to  modify  the  absolute  protection  of 
robins,  and  in  Virginia  to  remove  protection  from  waterfowl. 


FISH* 

DR     BARTON     W.     EVERMANN     AND     M.     C.     MARSH,     UNITED     STATES 

BUREAU  OF  FISHERIES 

The  legislation  for  1904  covering  fish  and  fisheries  prooeeded 
from  12  states  and  was  embodied  in  some  34  acts  or  amendments. 
Fewer  than  half  the  states  which  legislated  on  these  subjects  in 
1903,  participated  during  1904  and  the  ntimber  of  laws  passed  was 
correspondingly  diminished.  The  tendency  was  markedly  in  the 
same  general  direction  as  heretofore;  to  conserve  the  large  com- 
mercial fishing  industries  in  two  ways,  by  increasing  the  product  and 
by  limiting  the  opportunities  of  capture.  A  feature  of  importance 
to  make  effective  the  laws  fixing  license  fees  and  levying  taxes  on 
the  products  of  the  fisheries,  is  the  requirement  of  minute  records 
open  to  inspection,  by  the  dealers  and  canners,  of  their  purchases 
of  the  catch  of  fishermen,  in  such  a  way  as  to  prevent  evasion  of 
the  law.  The  tendency  is  strongly  toward  supervision  and  a 
steady  development  in  this  direction  may  be  looked  for. 

Governors  messages 

The  president  of  the  United  States  refers  to  the  expected  report 
of  the  special  commission  on  the  Alaskan  salmon  fisheries.  The 
governor  of  Mar>^land  calls  attention  to  wasteful  destruction  of  fish 
too  small  for  market  in  upper  Chesapeake  bay,  and  recommends  a 
disposition  of  pounds  and  fykes 'to  allow  fish  to  reach  their  spawning 
grounds.  The  governor  of  South  Carolina  advises  legislation  to 
protect  and  develop  the  oyster  industry,  and  the  establishment  of 
a  system  of  license  fees  in  order  to  make  the  industry  yield  a  revenue 
to  the  state,  citing  the  large  incomes  derived  by  Maryland  and  Vir- 
ginia from  this  source  alone.  He  further  advises  the  prohibition 
of  the  exportation  of  oysters  for  canning  purposes.  In  Louisiana 
the  governor  devoted  a  special  message  to  the  regulation  of  the 

oyster  industry. 

Legislation 

In  New  York  an  important  law  ['04  ch.591]  conferred  upon  the 
forest,  fish  and  game  commissioner  the  power  of  entering  upon  and 
taking  possession  of  any  land  and  water  he  deems  necessary  for  the 
purposes  of  artificial  propagation  of  food  and  game  fishes  for  restock- 
ing the  public  waters  of  the  state.  Provision  is  made  for  the  ad- 
justment of  the  claims  of  the  owner. 

^See  also  Governors  Messages  and  Index  of  Legislation*  marginal  no. 

jgoo. 
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In  South  Carolina  ['04  ch.201]  the  transporting  of  shad  beyond 
the  limits  of  the  state  was  made  a  misdemeanor,  with  heavy  penal- 
ties, and  common  carriers  were  made  liable. 

In  Massachusetts  ['04  ch.365]  the  commissioners  on  fisheries  and 
game  are  given  additional  powers  relative  to  fishways,  and  may 
determine  where,  when  and  how  new  fishways  should  be  built. 
The  lobster  legislation  passed  by  Maine  in  1903,  permitting  the 
commissioners  to  purchase  egg  lobsters  at  25%  above  the  market 
price,  liberate  them,  or  use  them  for  propagation,  was  adopted  by 
this  state. 

Oyster  and  shellfish  industry.  Louisiana  ['04  ch.52]  revised  the 
whole  subject  of  oyster  legislation  in  one  comprehensive  act  follow- 
ing a  special  message  from  the  governor.  The  purpose  is  broadly 
stated  **to  encourage,  protect,  regulate  and  develop  the  oyster 
industry,  and  to  increase  the  revenues  of  the  state  therefrom." 
State  ownership  of  the  gulf  beds  within  the  state  is  expressly 
declared,  alienation  in  fee  simple  is  prohibited,  and  ownership 
likewise  of  all  oysters  growing  naturally  on  these  beds  is  declared; 
rights  of  riparian  owners  are  limited  to  low  watermark.  An 
oyster  commission,  of  five  persons  not  financially  interested  in  the 
oyster  business  is  created  and  endowed  with  tmusual  powers  and 
importance,  being  expressly  constituted  a  "department  of  the 
state  government,"  a  political  corporation  with  power  to  sue  and 
be  sued.  This  commission  has  charge,  with  the  widest  powers,  of 
all  matters  relating  to  the  oyster  industry  and  to  the  enforcement 
of  the  act. 

It  is  provided  with  armed  patrol  vessels  for  the  capture  of  viola- 
tors of  the  statute,  and  captains  and  crew  of  all  vessels  engaged  in 
oystering  as  well  as  the  oyster  commissioners  and  all  their  employees, 
are  constituted  peace  officers  with  authority  to  arrest  without 
warrant  anyone  violating  either  the  statute  or  the  regulations 
made  by  the  commission.  An  attorney,  chief  inspector  and  chief 
surveyor  are  permanently  attached  to  the  commission,  with  ample 
provision  for  additional  service. 

No  shipments  of  oysters  for  canning  purposes  beyond  the  limits 
of  the  state  are  allowed,  and  to  encourage  planting  of  shells  on 
barren  bottoms  a  permit  is  necessary  to  ship  oysters  in  the  shell 
out  of  the  state.  Packers,  canners,  corporations,  firms  and  dealers 
engaged  in  the  oyster  business  are  required  to  keep  detailed  records 
of  their  catches  and  purchases,  for  the  information  of  the  commission. 
A  tax  of  3  cents  a  barrel  on  all  oysters  gathered  for  sale  or  con- 
sumption is  imposed  and  license  fees  are  fixed  for  the  canning 
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btisiness.  A  close  season,  May  i  to  Sep.  i,  not  appl3rixig  to 
private  leased  grounds,  is  created,  and  a  size  limit  fixed  at  2^  inches. 
The  use  of  the  dredge  in  water  less  than  15  feet  deep  is  prohibited* 
Fine  or  imprisonment  penalties  are  provided  for  all  violations. 

In  South  Carolina  ['04  ch.251]  it  was  made  unlawful  to  ship 
oysters  or  clams  in  the  shell  out  of  the  state,  unless  from  private 
grounds. 

In  Massachusetts  ['04  ch.282]  cities  and  towns  are  authorized  to 
appropriate  money  for  the  cultivation,  propagation  and  protection 
of  shellfish,  and  may  declare  a  close  season  for  not  more  than  three 
years.  Penalties  are  provided  and  district  courts  and  trial  justices 
are  given  concurrent  jurisdiction  with  the  superior  court  of  offenses 
under  this  act. 

Close  seasons  and  restrictions  on  methods.  New  Jersey,  New 
York,  Iowa  and  Georgia  lengthened  the  close  season  for  certain 
fishes,  chiefly  game  species,  and  Louisiana  created  a  general  close 
season  during  December,  January  and  February,  excepting  a  few 
species.  Various  restrictions,  chiefly  of  a  minor  character,  were 
placed  upon  the  means  of  capture,  the  most  important  being  the 
prohibition  by  New  Jersey  ['04  ch.184]  of  boats  propelled  by 
machinery  from  oystering  on  the  natural  beds.  In  Georgia  ['04  p.  103] 
an  amendment  added  firearms  to  the  act  forbidding  the  use  of 
dynamite  or  other  explosives  for  the  purpose  of  killing  fish. 
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Only  14  state  Legislatures  met  in  regular  session  in  1904  and  on 
this  account  the  body  of  new  statutes  affecting  the  interests  of  wage 
workers  was  small.  The  important  industrial  commonwealths  of 
New  York,  Massachusetts  and  Ohio  enacted  several  significant 
measures,  however,  and  Montana  at  the  general  election  in  Novem- 
ber adopted  constitutional  amendments  providing  for  an  eight  hour 
day  not  only  in  public  work  but  also  in  mines  and  smelters  owned 
by  individtials.  New  York,  the  principal  seat  of  the  clothing 
industry  with  its  vast  amount  of  home  work,  revised  its  laws  regulat- 
ing tenement  manufactures  so  as  to  shift  the  main  responsibility  for 
sanitary  conditions  from  the  occupiers  of  the  apartment  to  the  owner 
of  the  tenement  house.  New  York  also  enacted  advanced  legisla- 
tion for  the  supervision  and  control  of  private  employment  agencies. 
Ohio  enacted  a  somewhat  similar  law  and  also  made  an  important 
modification  of  the  employers  liability  law.  Massachusetts  once 
more  undertook  pioneer  work  by  appropriating  $1000  to  its  Board 
of  Health  for  an  investigation  of  dangerous  occupations,  which 
thus  far  have  received  little  attention  in  the  United  States  as  com- 
pared with  European  coimtries.  The  Southern  States  with  their 
new  manufacturing  interests  are  passing  through  the  early  stages 
of  antagonism  to  all  labor  organizations,  manifested  for  example  in 
the  Alabama  statute  to  prohibit  boycotting,  blacklisting  etc. 
Similar  enactments  in  the  Northern  States  have  been  set  aside  by 
the  courts  as  infringing  the  constitutional  guaranty  of  freedom  of 
speech.  This  has  likewise  been  the  fate  of  ntmierous  statuttc 
enacted  for  the  protectipn  of  labor  tmionists  by  forbidding  employers 
to  discharge  them  on  account  of  their  membership  in  unions;  in  the 
past  year  the  Kansas  statute  was  thus  aimulled  by  the  state  courts. 
In  Illinois  and  Missouri  the  courts  declared  unconstitutional  the 
statutes  leqtiiring  employers  to  pay  wages  in  cash. 
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Hours.  The  part  of  the  labor  contract  that  is  most  frequently 
regulated  by  statute  is  the  duration  of  labor.  Of  such  legislation 
there  was  very  little  in  1904.  In  Massachusetts,  where  there 
were  numerous  measures  introduced  for  restricting  the  hours  of 
work,  only  one  passed  the  Legislature  and  received  the  governor's 
signature  ['04  ch.397].  This  act  merely  abolished  an  exceptional 
provision  of  the  law  which  permitted  mercantile  establishments  to 
employ  women  and  children  more  than  58  hours  a  week  in  the 
month  of  December.  Louisiana  enacted  a  law  requiring  proprie- 
tors of  retail  establishments  in  cities  of  at  least  50,000  population  to 
allow  women  employees  one  hour  for  their  midday  meal  or  xecrea- 
tion  [*o4  ch.195].  In  Montana  the  electorate  in  November  adopted 
the  constitutional  amendment  which  provides  for  an  eight  hour 
day  for  public  work  and  also  in  mines  and  smelters. 

Child  labor.  The  campaign  against  child  labor  made  little  pro- 
gress in  the  legislative  sessions  of  1904.  Only  a  few  of  the  legisla- 
tive bodies  of  the  Southern  States  met  in  that  year  and  none  of  these 
took  action  on  the  subject,  although  the  governor  of  Louisiana 
recommended  such  action.*  In  the  North  the  only  important 
statute  was  that  enacted  in  Vermont  near  the  end  of  the  year,* 
prohibiting  the  employment  of  children  under  the  age  of  15  years 
during  the  sessions  of  the  public  school  and  fixing  12  years  as  the 
age  limit  in  other  cases.  In  addition  Vermont  established  a  maxi- 
mum eight  hour  day  for  children  under  16  years  and  forbade  night 
work  (between  7  p.  m.  and  7  a.  m.).  New  Jersey  on  the  other 
hand,  repealed  its  prohibition  of  night  work  of  minors  under  18 
years,  although  that  prohibition  had  never  applied  to  glass  fac- 
tories. Ohio  amended  its  child  labor  law  to  include  messenger 
boys  and  drivers  and  extended  the  requirements  as  to  filing  certifi- 
cates of  age  and  schooling  ['04  p.321].  Massachusetts  revised  the 
section  of  the  law  governing  the  issuance  of  employment  certificates 
so  as  to  permit  the  school  authorities  to  accept  other  evidence  of  a 
child's  age  when  "neither  the  last  school  census,  nor  the  certificate 
of  birth  or  baptism,  nor  the  register  of  birth,  is  available  for  the  pur- 
pose*' ['04  ch.432];  and  as  noted  in  a  preceding  paragraph  abolished 
the  exception  to  the  58  hour  law  which  permitted  children  to  be 
employed  long  hours  in  mercantile  establishments  during  the 
Christmas  shopping  season  ['04  ch.397].  Montana  at  the  election 
in  November  adopted  the  constitutional  amendment  prohibiting 
the  employment  of  children  tmder  16  in  imderground  mines. 

'The  Alabama  statute  mentioned  in  the  Index  of  L^gislatioii,  aziSa,  was 
enacted  in  1903. 

sNot  included  in  the  Index  of  Legislation  of  the  present  year. 
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Payment  of  wages.  Withholding  or  delaying  the  payment  of  earn- 
ings of  wage  workers,  on  the  part  of  the  employer,  can  obviously 
become  an  act  of  real  oppression  and  cause  genuine  distress  in  the 
families  of  workingmen  of  small  means,  who  are  thus  thrown  upon 
the  mercies  of  their  tradesmen.     The  case  is  as  bad  or  even  worse 
when  earnings  are  paid  not  in  cash  or  in  orders  payable  in  money, 
but  in  "store  orders,"  thereby  compelling  employees  to  purchase 
their  supplies  from  a  particular  store,  which  is  usually  owned  by  the 
employer  issuing  the  orders.     To  prevent  such  injustice  most  of  the 
states  have  laws  requiring  the  payment  of  wages  in  cash  and  within 
a  reasonable  period  after  they  have  been  earned.     Such  statutes 
have  to  be  carefully  framed  to  meet  the  objections  of  the  courts, 
which  are  sometimes  unable  to  recognize  the  need  of  such  exercise 
of  the  police  power,  notwithstanding  their  readiness  to  sustain 
usury  laws  that  similarly  restrict  the  freedom  of  contract  of  borrower 
and  lender.     Within  the  past  year  the   Illinois   law  forbidding 
mining  and  manufacturing  corporations  to  keep  general  supply 
stores  and  the  Missouri  law  requiring  wages  to  be  paid  in  lawful 
money  have  been  declared  unconstitutional  by  the  courts  of  thos^ 
states.     The  decision  on  the  former  statute  [69  N.E.927]  rested 
chiefly,  perhaps,  upon  its  restricted  application;  but  in  Missouri, 
where  a  similar  statute  had  already  been  set  aside  on  the  ground  of 
being  class  legislation,  the  present  law  was  one  of  general  applica- 
tion.    The  Supreme  Court  of  that  state,  however,  [80  S.W.^33] 
brushed  aside  the  reasoning  used  by  the  United  States  Supreme 
Court  when  it  upheld  the  Utah  eight  hour  law — ^the  unequal  footing 
of  employer  and  employee — and  even  denied  the  authority  of  the 
United  States  Supreme  Court  decision  [Knoxville  Iron  Co.  v.  Har- 
bison, 183  U.S.  13]  which  held  a  Tennessee  law  requiring  the  redemp- 
tion in  cash  of  store  orders  or  other  evidences  of  indebtedness  issued 
by  employers  in  payment  of  wages  due  to  employees  not  to  be  in 
conflict  with  any  provision  of  the  Constitution  of  the  United  States. 

Maryland  amended  its  monthly  payment  law  to  require  semi- 
monthly payments  of  wages  by  mining,  manufacturing  and  trans- 
portation corporations  ['04  ch.93],  while  South  Carolina  made  wage 
orders  redeemable  in  the  hands  of  any  holder,  whether  an  employee 
or  not  ['04  ch.254].  South  Carolina  and  Alabama  made  various 
amendments  to  their  codes  governing  violation  of  the  labor  con- 
tract [Index  of  Legislation  21 13]. 

Employment  offices.  Intelligence  ofiicers  or  employment  bureaus 
have  long  been  subjected  to  public  control,  which  was  originally 
exercised  by  the  local  government  and  has   now  in  most   cases 
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passed  to  the  state.  Persons  out  of  work  are  obviously  in  the 
power  of  the  employment  agency  and  this  power,  if  unregulated, 
leads  to  serious  evils — extorting  fees  for  fictitious  positions,  etc. — 
that  have  been  described  in  the  reports  of  several  bureaus  of  labor.* 
A  woman  seeking  employment  is  even  more  helpless  than  a  man 
and  in  New  York  city  and  elsewhere  the  operations  of  certain 
intelligence  offices  were  so  closely  allied  with  procurers  that  philan- 
thropic organizations  instituted  investigations  which  developed 
some  startling  revelations  and  resulted  in  a  sweeping  revision  of  the 
law  in  New  York  ['04  ch.432].  The  statutes  formerly  applied  to 
New  York  city  and  Brooklyn  alone,  but  the  new  act  applies  to  all 
cities  of  the  first  and  second  classes  (New  York,  Buffalo,  Rochester, 
Syracuse,  Albany  and  Troy).'  In  New  York  and  Buffalo  the  law 
provides  for  a  commissioner  of  license,  while  in  the  other  cities 
it  intrusts  its  enforcement  to  the  mayor  or  any  person  receiving  his 
authorisation.  The  following  analysis  of  this  law  by  the  present 
author  has  already  appeared  in  the  Bulletin  of  the  New  York 
Department  of  Labor. 

The  act  defines  an  employment  agency  as  the  business  of  pro- 
curing work  or  employment  for  persons  seeking  employment^ 
where  a  fee  is  charged,  the  sole  exception  being  teachers'  agencies. 
No  person  is  to  engage  in  the  business  without  procuring  a  license 
and  paying  an  annual  fee  of  $25 — an  increase  of  $12.50  in  New 
York  city — and  furnishing  a  bond  for  $1000,  with  approved  sure- 
ties. The  bond  requirement  is  designed  to  put  an  end  to  the  most 
flagrant  abuse  connected  with  the  name  of  employment  agencies, 
the  practice  of  opening  an  office  duly  licensed,  advertising  for 
workmen  to  take  fictitious  '*jobs,**  collecting  fees  from  hundreds 
to  whom  positions  are  promised  and  then  decamping  with  the 
proceeds. 

No  agency  may  be  located  in  a  saloon.  The  prohibition  is 
designed  to  stop  a  common  practice  of  saloon  keepers  of  display- 
ing signs  and  advertising  for  laborers  in  large  niunbers,  in  order 
to  keep  men  hanging  about  the  saloon  for  their  patronage.  It  will 
be  remembered  that  the  grain  shovelers  strike  in  Buffalo  five  years 
ago  was  largely  due  to  a  revolt  of  the  men  against  the  system 
whereby  the  saloon  keepers,  who  acted  as  employment  agents, 
favored  those  workmen  who  spent  the  most  for  drink.  Keepers  of 
lodging  houses  are  permitted  to  maintain  employment  offices  but 
only  separate  from  the  lodging  apartments,  and  they  must  be 
specially  designated  in  the  license.  No  employment  office  may  be 
located  in  rooms  used  for  living  purposes,  \n.  lodging  houses  or  else- 
where. 

*See  specially  the  comprehensive  treatment  hy  F.  A.  KelkfrinOutof  Work, 

'Utica,  Schenectady  and  Yonkers  have  attained  the  50,000  mark  since  the 
latest  state  census  and  will  enter  the  second  class,  After  appropriate  l^isla- 
tion  on  the  basis  of  the  enumeration  of  1905. 
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The  very  worst  evil  of  the  private  agency  system  is  aimed  at 
in  the  provision  of  section  7,  that  no  Ucensed  person  shall  send  or 
cause  to  be  sent  any  female  help  as  servants  or  inmates  to  any 
questionable  place  or  to  any  house  or  place  of  amusement  kept 
for  immoral  purposes,  the  character  of  which  such  licensee  could 
have  ascertained  upon  reasonable  inquiry.  Employers,  on  the 
other  hand,  will  be  protected  by  the  requirement  that  agencies 
must  investigate  at  least  one  of  the  references  furnished  by  appli- 
cants for  work  in  a  private  family  or  employment  in  a  fiduciary 
capacity. 

The  law  prescribes  asthemaximtmi  fees  that  employment  agencies 
may  collect  from  applicants  for  employment  10%  of  the  first  month's 
wages,  in  the  case  of  servants,  laborers  and  tmskilled  workers 
generally,  and  5  %  of  the  year's  salary  or  100%  of  the  first  week's 
wages  in  all  other  cases.  If  no  situation  is  secured  for  an  applicant 
he  may  demand  the  return  of  the  entire  fee  with  the  exception  of 
50  cents,  which  the  agency  may  retain,  if  it  in  good  faith  endeavored 
to  find  employment  for  the  applicant.  *'  Rake-offs'*  are  to  be  stopped 
by  a  clause  forbidding  agents  to  divide  fees  with  contractors  or  other 
employers. 

Receipts  for  fees  must,  as  heretofore,  contain  the  section  of  the 
law  pertaining  to  fees,  and  additional  protection  to  workers  is 
assured  in  the  requirement  that  in  sending  an  applicant  to  em- 
ployers the  agent  must  give  him  the  employer's  name  and  address, 
written  on  a  card,  containing  the  name  and  address  of  the  agency. 
When  a  workman  is  sent  outside  the  city,  the  agent  must  file  with 
the  mayor  and  also  furnish  to  the  applicant  a  copy  of  the  contract, 
in  a  language  which  he  understands,  stating  the  name  and  address 
of  employer  and  of  employee,  nature  of  the  work  to  be  performed, 
hours  of  labor,  wages  offered,  terms  of  transportation,  etc. 

Ohio  also  enacted  a  law  in  1904  providing  for  strict  public  control 
over  employment  agencies.  Unlike  the  New  York  statute  it  applies 
to  all  villages  and  cities,  the  license  fee  in  the  former  being  $10  to  $25 
and  in  the  latter  $50  to  $100  per  annum;  the  bond  in  every  case, 
$500.  A  state  officer,  the  commissioner  of  labor  statistics,  enforces 
the  act.  The  registration  fee  is  limited  to  $2  to  be  repaid  to  appli- 
cant on  failure  to  obtain  a  position.  Charitable  organizations  are 
not  included  in  the  law  ['04  p.485]. 

Ohio  also  extended  its  system  of  free  employment  bureaus 
['04  p.ioi];  while  Alabama  at  the  autumn  session  of  1903  enacted 
a  law  requiring  all  emigrant  agents  in  the  state  to  takeout  a  license 
from  the  state  auditor  (annual  fee  of  $500  in  each  coimty  in  which 
he  solicits  persons  to  accept  employment  outside  the  state). 

In  California,  the  Supreme  Court  declared  unconstitutional  that 
part  of  the  act  of  1903  which  limits  the  charges  of  an  employment 
agent.  The  court  argues  at  length  to  prove  that  such  an  inter- 
ference with  freedom  of  contract  in  the  interest  of  a  helpless  class  is 
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not  analogous  with  acts  limiting  the  rate  of  interest.  One  of  the 
judges,  however,  in  a  dissenting  opinion  thinks  "it  is  a  mistake  to 
say  that  our  heritage  from  the  common  law  consists  solely  of  the 
specific  right  to  pass  such  laws.  Our  heritage  is  rather  the  sound 
principle  that  in  the  performance  of  its  duty  to  promote  the  general 
welfare,  the  Legislature  may  pass  such  laws  as  may  reasonably  be 
found  necessary  to  protect  the  helpless  and  weak  from  the  exactions 
of  the  strong"  [ex  parte  Dickey,; 7  P. 9 2 4]. 

Employers  liability.  The  only  statute  of  1904  on  the  subject  of 
employers  liability  was  one  approved  by  the  governor  of  Ohio  May 
3,  1904,  which  does  away  with  the  common  law  rule  that  the  em- 
ployer is  not  liable  for  negligence  when  the  employee  "asstmies  the 
risk"  by  continuing  at  work  with  knowledge  of  such  neglect  on  the 
part  of  the  employer  to  safeguard  machinery  or  appliances.  The 
act  also  limits  the  damages  that  may  be  recovered  for  fatal  injuries 
to  $5000  and  for  other  injuries  to  $3000.  In  New  York,  it  may  be 
noted,  such  limitation  of  the  amoimt  of  damages  recoverable  is 
forbidden  by  the  Constitution. 

Public  work.  In  Massachusetts  the  statute  of  1896  requiring 
preference  in  public  work  to  be  given  to  citizens  of  the  United 
States  was  amended  so  as  to  give  preference  to  citizens  of  Massa- 
chusetts above  those  of  the  other  commonwealths  ['04  ch.311]. 
But  in  Illinois  the  act  of  1889  forbidding  the  employment  of  aliens 
on  public  work  was  held  unconstitutional  in  accordance  with  the 
trend  of  authority  [City  of  Chicago  v.  Hulburt,  68  N.E.  786(1903)]. 

Labor  disputes,  arbitration,  etc.  The  relations  of  employers  and 
employees  are  still  so  unstable  that  legislative  interference  plays  an 
important  role,  notwithstanding  the  fact  that  judge-made  law  con- 
tinues on  the  whole  to  be  the  more  decisive  influence.  The  problem 
is  working  itself  out  in  the  voluntary  organization  of  the  two  classes, 
under  the  strict  watch  of  the  courts.  Impatience  with  the  conserva- 
tism of  the  bench  in  failing  to  recognize  the  necessity  of  such  combi- 
nation on  the  part  of  wage  earners  has  doubtless  led  many  Legisla- 
tures to  frame  statutes  guaranteeing  the  right  of  association.  Very 
many  of  the  states,  for  example,  have  sought  to  protect  the  members 
of  a  labor  union  in  their  employment  by  making  it  a  crime  for  an  em- 
ployer to  "  victimize"  them,  that  is  to  discharge  them  for  participa- 
tion in  the  affairs  of  a  union.  Such  statutes,  however,  are  frequently 
declared  unconstitutional,  the  latest  instance  being  the  Kansas  act 
of  1897,  which  the  Supreme  Court  of  that  state  last  year  held  to  be 
void  as  an  unconstitutional  restriction  upon  the  freedom  of  contract 
[Perry  v.   Coffeville  Vitrified   Brick  and  Tile  Co.,  76  P.848].    The 
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.Jfew  York  law  on  this  subject,  enacted  in  1887,  has  not  been  con- 

..ifanied  by  the  courts.    The  latest  New  York  enactment  of  this  kind, 

-.JlOWever,  is  chapter  659  of  the  laws  of  1904,  which  makes  it  a  crimi- 

^iMd  offense  to  bribe  a  representative  of  a  labor  tinion.    The  statute 

.Jhu  special  reference  to  the  action  of  a  union  officer  in  bringing  about 

.<ir  calling  off  a  strike,  and  was  passed  upon  the  recommendation  of 

ytiutrict  Attorney  Jerome  who  had  convicted  certain  labor  leaders 

~  in  New  York  city  of  the  crime  of  extortion,  but  was  unable  to  find  a 

law  tinder  which  he  could  proceed  against  employers  who  had  paid 

]  miaon  officers  to  call  strikes  on  the  jobs  of  rival  employers. 

Another  New  York  enactment  for  the  protection  of  workingmen's 
(MSaaizationswas  chapter  523  amending  the  tmion  label  law  so  as  to 
make  the  imitation  or  tmauthorized  use  of  a  label  a  criminal  offense. 
A  similar  law  was  enacted  in  Massachussetts  ['04  ch.335]. 

Alabama  has  attempted  to  enact  a  conspiracy  law  to  prevent 
picketing,  boycotting  and  blacklisting  ['03  p. 281].  Its  constitution- 
ality is  generally  questioned  by  lawyers.  Last  year,  in  fact,  an 
antiblacklisting  law  was  held  tmconstitutional  in  Indiana  [Wabash 
Railway  Co.  v.  Young,  69  N.E.1003]. 

Maryland  in  1904  enacted  a  thoroughgoing  arbitration  law, 
which  requires  the  qhief  of  the  Bureau  of  Industrial  Statistics  to 
offer  his  mediation  in  every  industrial  dispute  involving  10  or  more 
employees.  In  the  event  of  his  failure  to  adjust  the  dispute  by 
conciliation  or  arbitration,  he  is  required  to  investigate  the  cause 
of  the  controversy  and  publish  his  conclusions  in  the  daily  press. 
Per  the  purpose  of  such  "compulsory  investigation,*'  as  this  plan 
of  arbitration  has  been  termed,  he  is  endowed  with  ample  power  to 
summon  witnesses,  administer  oaths,  etc.  ['04  ch.671].  In  Missouri, 
however,  the  section  of  the  arbitration  law  authorizing  the  board 
to  apply  to  the  Circtiit  Court  for  the  ptmishment  of  witnesses  for 
contempt  was  held  to  be  tmconstitutional  on  the  ground  that 
judicial  power  could  not  be  vested  in  the  board  [State  v,  Ryan,  81 

S.W.  435]. 

Massachussetts  amended  its  arbitration  law  to  require  the  board  to 
investigate  industrial  controversies  on  the  request  of  the  governor 
['04  eh.  313].  It  also  advanced  the  salaries  of  members  of  the 
board  from  $2000  to  $2500  ['04  ch.399]. 


FACTORY  REGULATIONS 

HORACE  G.  WADLIN,  LIBRARIAN  BOSTON  PUBLIC  LIBRARY  (PORMBRLT 
CHIEF    MASSACHUSETTS   BUREAU   OP   STATISTICS   OP  LABOR) 

Governors  messages 

,  References  in  executive  messages  to  the  subject  of  factory  and 
workshop  regulations  during  1904  include  the  following:  Governor 
Heard  of  Louisiana  commended  as  worthy  of  consideration  a  sug- 
gestion of  the  commissioner  of  labor  that  his  department  be  given 
the  power  of  inspection  of  factories,  mills  and  workshops.  In  New 
Jersey,  Governor  Murphy  suggested  strengthening  the  Department 
of  Factory  Inspection  and  an  increase  in  the  ntunber  of  inspectors. 
Governor  Smith  of  Maryland  called  attention  to  a  need  of  legisla- 
tion to  make  more  clear  and  effective  the  so  called  sweat  shop  law. 
He  also  favored  the  publication  of  a  greater  ntmiber  of  the  statis- 
tician's reports. 

Legislation 

Inspection.  General  factory  regulations.  In  Massachusetts 
['04  ch.383]  the  aimual  compensation  of  the  two  female  members 
of  the  inspection  department  was  increased  from  $1000  to  $1250.  A 
special  investigation  was  authorized  in  this  state  by  a  legislative 
resolve  ['04  ch.99]  which  directed  the  State  Board  of  Health,  in 
cooperation  so  far  as  required  with  the  chief  of  the  district. police 
(state  factory  inspector)  and  the  Bureau  of  Statistics  of  Labor,  to 
investigate  the  sanitary  condition  of  places  of  employment,  with 
respect  to  all  conditions  which  endanger  life  or  limb,  or  are  preju- 
dicial to  health  of  the  employees.  An  appropriation  of  $1000  was 
made  for  this  purpose,  and  a  report,  with  recommendations  if  any 
are  foimd  advisable,  was  directed  to  be  made  on  or  before 
Jan.  15,  1905.  In  Massachusetts  also  ['04  ch.430],  two  addi- 
tional members  were  authorized  for  the  inspection  department 
of  the  district  police  force,  to  be  appointed  by  the  governor.  In 
New  Jersey  a  general  factory  law  was  enacted  ['04  ch.64]  regulating 
the  age,  conditions  and  safety  of  employment  in  manufactories 
and  workshops;  and  simdry  statutes  heretofore  existing  on  the 
same  subjects  were  repealed.  Under  the  present  law  the  minimum 
age  for  the  employment  of  children  in  factories  is  fixed  at  14; 
certificates  of  age  are  required  and  their  tenor  fixed;  certificates  of 
health  may  also  be  required  in  certain  cases;  employers  must,  if 
employees  are  tmder  16  years  of  age,  keep  registers  of  names,  and 
other  information  as  to  persons  working  under  the  provisions  of  the 
act,  which  registers  are  to  be  open  to  the  inspection  of  the  proper 
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officers;  minors  under  i6  may  not  work  in  places  covered  by  the 
act  more  than  lo  hours  a  day  or  55  a  week.  Hatchways  are  to 
be  guarded,  workmen  are  to  be  protected  against  machinery  and 
dangerous  conditions  of  employment  in  factories  and  workshops; 
entrance  doors  are  to  be  kept  unlocked  and  made  to  open  out- 
irardly,  and  halls  are  to  be  properly  lighted.  Danger  from  dust 
in  certain  employments  is  to  be  prevented  by  the  provision  of 
Uowers;  adequate  ventilation  is  to  be  maintained;  minors  imder 
x6  are  not  to  be  permitted  to  clean  machinery  in  motion ;  the  storage 
of  explosives,  where  necessary,  is  safeguarded;  proper  sanitary 
conveniences  are  to  be  provided,  also  adequate  fire  escapes.  The 
tenement  manufacture  of  clothing  (sweat  shop  law)  is  codified  and 
made  part  of  the  new  statute.  The  Department  of  Labor  is  the 
inspection  department  also.  The  entire  statute  while  not  involving 
much,  if  any,  new  legislation  brings  together  in  clear  and  logical 
form  the  whole  body  of  New  Jersey  law  on  the  subject. 

In  Ohio  [*o4  p.  530]  13  district  inspectors  of  factories  are  now 
authorized  instead  of  three,  and  the  salaries  of  inspectors  are 
raised  from  $1000  to  $1200.  Provision  is  made  for  redistricting 
the  state  to  accord  with  the  enlargement  of  the  force. 

Comfort  of  employees.  Under  this  head  there  are  but  two  in- 
stances foimd  in  the  Legislation  of  the  year.  In  Maryland  ['04  ch. 
S87]  the  existing  law  requiring  seats  for  saleswomen  in  mercantile 
establishments  was  repealed  and  a  new  statute  on  the  same  subject 
enacted.  Under  it  women  are  not  to  be  forbidden  to  make  use  of 
seats,  and  local  health  oflScers  are  given  power  of  inspection,  with 
authority  to  prosecute  violations  of  the  statute. 

In  Rhode  Island  ['04  ch.1142]  suitable  toilet  rooms  containing 
water-closets,  washing  facilities,  and  rooms  for  changing  clothing 
must  be  provided  in  all  foundries  in  which  10  or  more  men  are 
employed;  and  these  rooms  must  be  in  the  foundry  building, 
protected  from  the  weather,  heated  and  ventilated. 

Safety  of  employees.  In  Massachusetts  a  new  law  ['04  ch.347] 
requires  looms  in  factories  to  be  equipped  with  guards  to  prevent 
injury  to  employees  from  flying  shuttles.  The  appliances  must  be 
made  and  placed  to  conform  to  the  requirements  of  the  factory 
inspectors. 

In  New  York  ['04  ch.291]  owners  or  lessees  of  factories  in  cities 
of  250,000  population  must  maintain  lights  in  hallways  for  the 
protection  of  employees  operating  machinery,  whenever  deemed 
necessary  by  the  commissioner  of  labor.  The  new  statute  is  in 
amendment  of  the  labor  law  of  1897. 
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Mines.  There  were  but  two  minor  points  touched  in  protective 
mining  legislation  of  the  year.  In  Iowa  ['04  ch.86]  a  provision 
which  required  one  of  the  board  of  examiners  of  mine  inspectors 
to  hold  a  certificate  of  competency  as  a  hoisting  engineer  was 
stricken  out;  and  in  Ohio  a  new  law  was  enacted  ['04  p.63]  requir- 
ing operators  or  superintendents  of  mines,  whenever  more  than  lo 
miners  are  employed,  to  keep  at  the  mouth  of  the  mine  a  stretcher 
for  use  in  case  of  accident,  equipped  with  woolen  and  waterproof 
blankets;  and  whenever  more  than  400  persons  are  employed  two 
stretchers  with  equipment  are  to  be  provided.  In  mines  generating 
fire  damp,  linseed  or  olive  oil,  bandages,  and  linen  are  to  be  kept  in 
store  for  use  in  emergency,  and  bandages  are  to  be  kept  in  all 
mines. 

Railways.  In  Louisiana  a  new  statute  ['04  ch.8i]  requires 
screens  or  vestibules  on  the  front  platforms  of  street  cars,  and  it  is 
made  unlawful  to  operate  such  cars  from  Nov.  15  to  Mar.  15  unless 
such  screens  or  vestibules  are  provided.  In  South  Carolina  a 
similar  law  requiring  vestibules  during  the  months  of  December, 
January,  February  and  March,  from  which  Charleston  county  was 
exempted,  has  now,  by  an  amendment  ['04  ch.236],  been  made  of 
universal  application. 

In  Ohio  [*o4  ch.274]  legislation  for  the  protection  of  railway 
employees  has  been  extended  by  providing  that  mail  cranes  or  live- 
stock chutes  along  the  line  of  the  tracks  shall  not  approach  nearer 
than  18  inches  to  the  nearest  point  of  contact  with  the  cab  of  the 
widest  locomotive  now  or  hereafter  to  be  operated. 

Sweat  shops.  In  New  York  an  important  amendment  to  the 
law  relating  to  tenement-made  articles  ['04  ch.S5o]  reqtdres  tene- 
ment houses,  instead  of  rooms  or  apartments  in  the  same,  to  be 
licensed  for  the  manufacture  of  certain  articles,  and  the  term 
tenement  house  is  defined  to  mean  any  house  or  building  or  portion 
thereof  occupied  by  three  families  or  more,  living  independently 
of  each  other,  doing  their  cooking  on  the  premises,  and  using  the 
halls,  yards  etc.,  in  common,  and  is,  for  the  purposes  of  the  act,  also 
construed  to  include  any  building  on  the  same  lot  with  any  dwelling 
house  and  used  for  the  industrial  purposes  covered  by  the  act.  The 
list  of  articles  covered  by  the  sweat  shop  law  is  extended  to  include 
aprons,  pocketbooks,  slippers,  paper  boxes  and  paper  bags;  licenses 
for  manufacturing  in  tenement  houses  are  to  be  issued  only  on  the 
report  of  the  health  inspectors  that  the  premises  are  sanitary  and 
not  infected  by  disease;  and  semiannual  inspection  is  provided 
for.  In  general  the  law  is  made  much  more  definite  than  formerly 
and  is  strengthened  in  many  points. 
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CHARITIES 

The  volume  of  charity  legislation  in  1904  seems  inconsiderable  as 
oompared  with  that  of  other  recent  years.  This  is  probably  due,  in 
part  at  least,  to  the  fact  that  in  many  of  the  states  having  biennial 
sessions  there  was  no  meeting  of  the  Legislature.  Some  progressive 
l^^lation  was,  however,  placed  on  the  statute  books  of  a  number  of 
the  states.  Louisiana  followed  the  example  of  California  in  1903 
by  providing  for  a  supervisory  board  of  charities  and  corrections. 
There  are  now  19  such  boards  and  7  boards  of  control  in  the  United 
States.  The  Maryland  Board  of  State  Aid  and  Charities  had  its 
duties  somewhat  extended.  Further  provision  was  made  in  two 
of  the  states,  Alabama  and  New  Jersey,  for  the  care  of  the  dependent 
sick  and  injured.  An  attempt  was  made  in  Massachusetts  to 
separate  the  delinquent  and  the  dependent  cared  for  at  workhouses 
and  almshouses. 

There  were  comparatively  few  changes  in  the  general  poor  laws 
of  the  states,  or  in  the  laws  having  relation  to  the  public  institutions 
of  charity,  but  such  changes  as  were  made  evidently  contemplate 
desirable  improvements  in  administration. 

The  tendency  previously  noted  in  these  reviews  of  legislation,  to 
provide  with  less  restriction  for  the  education  of  the  defective  classes, 
continues  to  be  noticeable.  The  names  of  "institutions"  for  the 
instruction  of  the  deaf  and  the  blind  are  by  law  changed  to  ' '  schools'  * 
for  that  purpose.  Almshouses  and  poorhouses  are  becoming 
cotmty  or  city  "homes,"  and  other  changes  are  being  made  showing 
greater  sympathy  for  the  poor  and  unfortunate,  and  less  of  the 
spirit  of  repression  that  was  so  long  prevalent.  The  test  of  investi- 
gation as  to  need  or  as  to  willingness  to  labor,  is  taking  the  place  of 
degrading  conditions  and  harsh  treatment  and  the  results  every- 
where prove  the  beneficence  of  this  newer  and  more  humane  course 
of  action. 

The  growing  spirit  of  religious  tolerance  is  also  becoming  more 
manifest.  Some  of  the  states  have  long  had  laws  providing  for 
freedom  of  worship  in  the  public  institutions,  an  example  which 
the  Legislature  of  Massachusetts  has  wisely  been  moved  to  emulate 
on  the  recommendations  of  the  State  Board  of  Charity. 

'See  also  Governors  Messages  and  Index  of  Legislation,  2140. 
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Supervision  and  administration.  Governor  Montague  of  Vir- 
ginia, in  his  message  to  the  Legislature,  recommended  the  establish- 
ment of  a  supervisory  board  of  charities  and  corrections,  while 
Governor  Beckham  of  Kentucky  in  his  message  urged  the  establish- 
ment of  a  board  of  control  to  take  the  place  of  the  individual  boards 
administering  the  affairs  of  the  state  institutions.  It  does  not 
appear  that  this  advice  was  heeded  in  either  case. 

Governor  Cummins  of  Iowa  reported  to  the  Legislature  of  that 
state  that  the  work  of  the  Board  of  Control  still  vindicated  the 
wisdom  of  the  law  that  created  it  and  still  commanded  the  confidence 
of  the  people.  Governor  Garvin  of  Rhode  Island  recommended  that 
a  woman  be  placed  on  the  Board  of  Charities  and  Corrections, 
which  is  in  reality  a  board  of  control  and  not  a  supervisory 
board  of  charities.  Governor  Herrick  of  Ohio  in  his  message  to  the 
Legislature  insisted  on  greater  economy  of  expenditures  in  admin- 
istering the  state  institutions,  and  suggested  that  a  system  of  pur- 
chasing through  competitive  bidding  be  established. 

Several  amendments  were  made  to  the  Iowa  law  providing  for  the 
Board  of  Control  in  that  state.  These  provide  for  the  employment 
of  architects  by  the  State  Board  of  Control  ['04  ch.  109];  for  an 
annual  appropriation  of  $250  to  meet  the  expenses  of  the  quarterly 
conferences  of  the  executive  officers  of  the  state  institutions,  with 
the  members  of  the  Board  of  Control  ['04  ch.iio];  for  the  appoint- 
ment and  rcj:,^ulation  of  the  duties  of  special  policemen  at  the  insti- 
tutions under  the  Board  of  Control  ['04  ch.iii];  and  for  the  dis- 
position of  unclaimed  money  left  by  deceased  inmates  of  state 
institutions. 

In  Massachusetts,  on  the  initiative  and  recommendation  of  the 
State  Board  of  Charity,  an  act  was  passed  providing  that  inmates  of 
public  penal,  charitable  or  reformatory  institutions  shall  be  required 
only  to  attend  religious  services  of  their  own  belief  ['04  ch.363]. 

The  Revised  Statutes  of  Ohio  were  amended  by  extending  to  all 
state  benevolent  or  reformatory  institutions,  the  provisions  of  law 
prohibiting  the  abduction  of  inmates  or  their  enticement  to  escape, 
also  forbidding  trespassing  on  the  ground  of  the  institution  and  the 
purchase  of  clothing  from  inmates.  This  statute  further  provides 
for  the  arrest  and  return  of  fugitives  ['04  p. 306]. 

In  Louisiana  where  the  subject  has  long  been  agitated  a  state 
board  of  charities  and  correction  was  established  ['04  ch.176]. 
This  is  a  supervisor}'  board.  Its  chief  duties  are  to  visit  and  inspect 
the  state  and  local  charitable  and  correctional  institutions,  and  to 
make  an  annual  report  to  the  governor  and  a  biennial  one  to  the 
Legislature. 
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The  Maryland  Board  of  State  Aid  and  Charities  was  enlarged  from 
five  to  seven  members,  two  of  whom  are  to  reside  outside  of  the  city 
of  Baltimore.  The  salary  of  the  secretary  was  increased  from 
$1200  to  $1800  a  year  ['04  ch.549].  This  board  is  required  to 
investigate  institutions  receiving  state  aid  and  to  make  recommend- 
ations with  relation  to  appropriations  to  them. 

New  Jersey  passed  an  act  providing  that  any  parent,  parents, 
guardian  or  custodian  who  shall  make  application  to  have  any 
person  admitted  to  the  institutions  for  defectives  shall  waive  all 
right  to  remove  such  inmate  either  permanently  or  for  any  length 
of  timer  It  is  provided,  however,  that  any  inmate  may  be  dis- 
charged on  the  request  of  the  governor  or  person  administering  the 
government  of  the  state  on  the  recommendation  of  the  head  of  the 
institution,  and  also  that  such  person  may  grant  a  leave  of  absence 
to  any  inmate  for  a  limited  time  ['04  ch.134]. 

Local  boards  and  officers.  By  an  amendment  to  §95  of  the  Code 
of  Virginia,  it  is  provided  that  the  Circuit  Court  or  a  judge  thereof  in 
vacation,  on  the  recommendation  of  the  Board  of  Supervisors  of 
each  coimty,  shall  in  November  1907,  or  sooner  in  case  of  a  vacancy, 
appoint  for  the  coimty  in  which  he  holds  court,  a  coimty  surveyor 
and  a  county  superintendent  of  the  poor,  each  to  hold  office  for  four 
years  ['04  ch.213].  The  previous  provisions  of  the  law  required  the 
circuit  judge  to  make  the  appointment  in  like  manner  between  the 
time  of  the  approval  of  the  act,  Dec.  18,  1903  and  Jan.  i,  1904. 

Poor  relief.  Maryland  placed  $250,000  at  the  disposal  of  the 
State  Board  of  Public  Works  to  be  spent  for  the  relief  of  destitution 
caused  by  the  Baltimore  fire  of  Feb.  7  and  8,  1904  ['04  ch.129]. 

Support  and  settlement  of  paupers.  By  an  amendment  to  the 
general  **act  for  the  settlement  and  relief  of  the  poor,*'  New  Jersey 
provided  more  specifically  for  proceedings  against  relatives,  com- 
pelling them  to  contribute  toward  the  support  of  their  dependent 
kinsfolk.  It  is  made  the  duty  of  the  overseer  of  the  poor  to  insti- 
tute proceedings  in  such  cases,  which  are  to  be  heard  by  the  Court 
of  Quarter  Sessions.  The  court  may  make  an  order  requiring  the 
relatives  to  pay  not  to  exceed  $6  a  week  for  each  person  ordered  to 
be  relieved  and  to  give  a  bond  therefor,  the  order  and  bond  to  con- 
tinue in  force  for  a  year  ['04  ch.172].  An  additional  act,  further 
provides  that  the  court  may  enforce  payment  of  the  costs  incurred 
in  the  proceeding  and  of  the  sum  mentioned  in  the  order  by  com- 
mitting the  persons  complained  of  to  the  common  jail  or  peniten- 
tiary of  the  county  for  contempt  of  court  ['04  ch.175]. 
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New  York  amended  the  Code  of  Criminal  Procedure  by  providing 
that  the  father  of  a  bastard  shall  be  required  to  pay  the  necessary 
funeral  expenses  in  the  event  of  the  death  of  the  child,  and  also 
by  providing  that  the  Court  of  General  Sessions  in  the  county  of 
New  York  or  the  County  Court  of  any  other  county,  instead  of  any 
"court  of  record"  as  previously  provided,  shall  be  applied  to  for  an 
order  compelling  the  relief  of  poor  relatives.  The  time  required 
for  advance  notice  is  reduced  from  lo  to  s  days  ['04  ch.520]. 

Poorhouses.  Massachusetts  passed  a  commendable  act  providing 
that  persons  committed  to  workhouses  or  almshouses  for  delin- 
quencies shall  be  confined  in  separate  and  distinct  quarters  and 
shall  not  be  permitted  to  associate  or  commimicate  with  the  pauper 
inmates  thereof  ['04  ch.274].  At  the  same  time  it  will  not  be  an 
easy  matter,  if  at  all  practicable,  to  observe  such  distinction  in  the 
many  small  town  almshouses  of  Massachusetts.  The  proper 
course  to  pursue  in  every  state  is  to  prohibit  the  commitment  of 
delinquent  persons  to  almshouses. 

In  Ohio  two  statutes  were  enacted  authorizing  the  county  com- 
missioners to  expend  moneys  in  emergencies  for  construction  work 
at  the  county  infirmaries  or  almshouses.  One  of  these  acts  provides 
that  in  any  county  in  which  a  county  infirmary  has  been  destroyed 
by  fire  and  not  rebuilt  or  shall  thereafter  be  destroyed  by  fire  or 
other  casualty,  the  county  commissioners  of  such  county  shall  have 
authority  to  appropriate  not  to  exceed  $50,000  to  rebtiild  such 
infirmary  without  first  submitting  the  question  to  the  voters  of  said 
county  ['04  p. 33].  The  other  act  strangely  provides  that  in  any 
county  in  which  the  county  infirmary  building  is  condemned  by  the 
Board  of  Health  the  county  commissioners  can  expend  $10,000  for 
the  purpose  of  constructing  temporary  building^  without  first  ad- 
vertising for  bids  as  by  statute  required  ['04  p.  169].  This  statute 
would  seem  to  indicate  that  some  of  the  county  infirmary  buildings 
of  Ohio  are  in  bad  sanitary  condition,  or  that  political  emergencies 
calling  for  the'  expenditure  of  money  without  complying  with  the 
usual  statutory  safeguards  are  very  great. 

Sick  and  disabled.  Ambulances.  The  Massachusetts  act  pro- 
viding that  hospital  ambulances  shall  have  the  same  right  of  way 
which  fire  engines  or  police  patrol  wagons  now  have  in  the  streets 
of  all  cities  and  towns  ['04  ch.i6]  while  no  doubt  commendable  in 
purpose,  is  a  sample  of  a  blind  and  ambiguous  method  of  legislation, 
too  common  in  some  of  the  states.  To  be  of  practical  benefit  to 
ambulance  drivers  and  others,  and  particularly  to  the  public  who 
scurry  to  get  out  of  their  way,  the  statute  should  have  declared 
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qiedfically  what  rights  ambulances  are  to  have  on  the  public  high- 
ifajrs. 

Staie  hospitals.    The  act  to  provide  for  the  management  of  the 

•  State  Charity  Hospital  at  Vicksburg    Miss,  shows  a  peculiar  de- 

-  parture  from  the  usual  method  of  appointing  boards  of  trustees  of 

'   state  institutions.     By  this  act  the  governor  is  empowered  to  appoint 

five  members  of  the  board,  while  one  is  to  be  appointed  by  the  mayor 

and  aldermen  of  the  city  of  Vicksburg  and  the  remaining  one  by 

fhe  Board  of  Supervisors  of  Warren  county.     The  governor  has  the 

'  power  to  remove  the  trustees  for  good  and  sufficient  cause  ['04  ch.  ii  2] . 

The  governor  is  to  appoint  a  surgeon  at  a  salary  of  $1 50  a  month  and 

the  trustees,  with  the  approval  of  the  governor,  a  steward  at  $75  a 

month.     The  expenditures  of  the  hospital  are  to  be  audited  by  the 

trustees  and  approved  by  the  governor. 

Local  hospitals.  In  Alabama  provision  was  made  for  the  care  of 
the  sick  and  wounded  at  the  expense  of  counties  and  cities.  One 
act  provides  that  the  coimty  authorities  of  any  county  having  over 
35,000  poptilation  may  appropriate  county  moneys  to  aid  in  caring 
for  sick  and  wounded  persons,  who  are  unable  to  provide  for  them- 
selves, in  any  hospital  maintained  in  their  respective  counties  ex- 
clusively for  the  care  of  the  sick  and  wounded  within  the  limits  of 
such  coimties  ['04  p.  183].  Another  act  provides  that  the  governing 
body  of  cities  having  a  population  of  more  than  5000  inhabitants 
may  appropriate  moneys  to  aid  in  the  care  of  sick  and  wounded 
persons  who  are  unable  to  care  for  themselves,  in  any  hospital 
maintained  in  their  respective  cities,  exclusively  for  the  care  of  the 
sick  and  wounded  within  the  limits  of  such  cities  ['04  p. 411]. 

In  New  Jersey  further  additions  were  made  to  the  statutes  pro- 
viding for  the  care  of  sick  poor  at  public  expense.  One  of  these  acts 
authorizes  the  voters  of  any  town,  township,  borough  or  village  to 
raise  moneys  for  the  purpose  of  maintaining  public  patients  in  any 
hospital  in  the  state  ['04  ch.7].  Another  act  authorizes  the  Board  of 
Chosen  Freeholders  of  any  county  which  has  no  hospital  maintained 
by  such  county,  other  than  the  sick  ward  of  a  county  poorhouse,  to 
appropriate  not  to  exceed  $15,000  a  year  for  the  support  of  county 
dependents  in  private  hospitals  [*o4  ch.92].  A  third  act  authorizes 
cities,  when  assent  is  duly  given  by  their  electors,  to  levy  an  assess- 
ment equal  to  one  third  of  a  mill  on  the  assessable  property,  for  the 
purpose  of  caring  for  indigent  patients  in  regularly  incorporated 
hospitals  supported  in  whole  or  in  part  by  private  subscriptions 
and  located  in  the  city  where  the  assessment  is  made  ['04  ch.223] 
The  final  act  authorizes  the  authorities  of  cities  to  levy  taxes  for 
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the  support  of  their  respective  public  hospitals,  not  exceeding  one 
mill  on  the  dollar  ['04  ch.224]. 

Deaf  and  dumb.  In  Maryland,  provision  is  made  for  the  com- 
pulsory education  of  every  deaf  child  between  the  ages  of  a  and  i6 
years  whose  mental  or  physical  condition  makes  such  education 
expedient  or  practicable.  Any  person  having  such  child  tmder  his 
control  and  who  fails  to  comply  with  the  law  is  to  be  deemed  guilty 
of  a  misdemeanor  and  fined  not  exceeding  $5  for  each  offense.  Any 
person  who  induces  such  child  to  remain  from  school  is  also  to  be 
deemed  guilty  of  a  misdemeanor  and  fined  $50  for  each  offense  ['04 
ch.229].  There  are  comparatively  few  states  making  provision  of 
this  nature  for  the  compulsory  education  of  the  deaf  and  the  opera- 
tions and  results  of  the  Maryland  statute  will  be  watched  with 
interest. 

State  institutions.  In  Alabama  a  novel  change  is  made  in  the  law 
relative  to  the  Alabama  School  for  the  Deaf  whereby  the  members 
of  the  board  of  trustees  are  to  be  chosen  by  that  board  and  not  by 
the  governor  of  the  state  as  was  formerly  provided  ['04  p.  4  5].  The 
desirability  of  such  a  change  seems,  however,  to  be  doubtful,  in- 
dependent appointments  and  independent  supervision  being  alike 
desirable.  The  trustees  of  such  school  and  of  the  State  School  for 
the  Negro  Deaf  and  Blind  on  the  recommendation  of  their  respective 
principals  are  empowered  to  increase  the  terms  of  pupils  for  four 
years,  but  no  pupil  is  to  be  retained  beyond  the  age  of  25  years  ['04 

p.47]- 
The  fee  for  nonresident  pupils  at  the  Iowa  School  for  the  Deaf 

at  Council  Bluffs  is  increased  from  $40  to  $66  ['04  ch.108]. 

The  name  of  the  Kentucky  Institution  for  the  Education  of 
Deaf  Mutes  was  changed  to  the  Kentucky  School  for  the  Deaf 
['04  ch.42],  which  is  in  the  line  of  progress. 

Mississippi  provided  for  a  commission  to  select  a  site  not  to  exceed 
160  acres  nor  to  cost  more  than  $25,000  for  the  location  of  an  insti- 
tution for  the  education  of  the  deaf  and  dumb  in  or  near  the  city  of 
Jackson  and  to  construct  and  equip  a  building  thereon  at  a  cost  not 
to  exceed  $75,000  ['04  ch.  108].  The  act  provides  that  this  com- 
mission is  to  consist  of  the  governor,  attorney  general  and  one 
commissioner  to  be  appointed  by  the  governor,  together  with  one 
commissioner  to  be  nominated  by  the  Senate  and  appointed  by  the 
governor  and  one  commissioner  to  be  nominated  by  the  House  of 
Representatives  and  appointed  by  the  governor.  The  act  contains 
stringent  provisions  to  protect  the  state  against  nepotism  and 
dishonesty. 
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^  The  people  of  North  Dakota  at  the  general  election  held  in  Novem- 
ber 1904  approved  the  amendment  to  §315  subdiv.  5  of  the  Con- 
"TOtitution,  changing  the  name  of  the  Deaf  and  Dumb  Asyltmi,  to  the 
'r^School  for  the  Deaf  and  Dumb  of  North  Dakota, 
r.  The  compensation  of  teachers  at  the  Ohio  Institution  for  the 
-^  Bducation  of  the  Deaf  and  Dtmoib,  was  increased  to  some  extent. 

-  The  salaries  paid  to  these  teachers  seem  to  be  fully  equal  to  those 

-  -paid  for  similar  work  elsewhere,  and  to  exceed  the  amoimts  paid  at 
r  WOOke  of  the  schools.     Maintenance  is  not,  however,  to  be  provided 

-  hereafter  at  the  Ohio  institution.    This  was  formerly  allowed,  or 

-  the  sum  of  $200  a  year  paid  in  lieu  thereof. 

Virginia  by  an  amendment  to  the  Code,  provided  for  the  election 
of  members  of  the  Board  of  Visitors  of  the  School  for  the  Deaf  and 
Blind,  so  that  terms  shall  be  fotir  years  each  and  that  the  terms  of 
three  of  the  six  members  shall  expire  every  two  years  after  Jtily 
1904  ['04  ch.39]. 

Blind.  The  care  of  the  adult  blind  in  Massachusetts  continued 
•to  receive  further  consideration.  The  Legislature  of  1903  adopted 
a  resolve  authorizing  the  governor,  with  the  advice  of  the  Council, 
-to  appoint  a  commission  of  three  persons  to  prepare  a  complete  regis- 
ter of  the  adult  blind  in  Massachusetts  between  the  ages  of  20  and 
60  years,  containing  a  description  of  their  condition,  the  cause  of 
their  blindness  and  their  capacity  for  industrial  training.  The  act 
also  provides  that  adult  blind  persons  between  the  ages  of  20  and 
60  years  who  desire  to  receive  industrial  training  in  schools  for  the 
blind  in  other  states  than  Massachusetts  may  on  the  recommenda- 
tion of  the  commission,  and  with  the  approval  of  the  governor  and 
Cotmcil,  be  sent  to  such  schools  at  the  expense  of  the  state.  The 
commission  is  required  to  investigate  and  report  as  to  the  advisa- 
bility and  feasibility  of  ameliorating  the  condition  of  the  blind  by 
industrial  training,  the  establishment  of  industrial  schools,  or  by  any 
other  means  ['04  ch.87]. 

The  counties  of  Ohio,  by  an  act  to  provide  relief  for  the  worthy 
blind  in  1904,  are  required  to  pension  indigent  blind  males  over  the 
age  of  21  years,  and  indigent  blind  females  over  the  age  of  18  years, 
who  are  free  from  vicious  habits,  by  the  payment  of  not  to  exceed 
$25  per  capita  quarterly  ['04  p. 392].  The  act  also  provides  that 
under  no  condition  or  circumstance  shall  the  beneficiary  lose  his 
benefits  or  residence  by  removal  to  any  institution  for  the  blind  not 
maintained  by  the  state  or  county. 

State  institutions.  Following  the  example  of  Massachusetts, 
Rhode  Island  appropriated  $1500  for  the  instruction  by  the  Board 
of  Education,  of  adtdt  blind  persons  at  their  homes  ['04  v.  13]. 


r8  N.  Y.  STATE   LIBRARY      REVIEW  OP   LEGISLATION  X904 

As  in  the  case  of  the  Alabama  School  for  the  Deaf  the  trustees  of 
the  Alabama  School  for  the  Blind  and  of  the  State  School  of  Negro 
Deaf  and  Blind,  on  the  recommendation  of  the  principal,  were 
authorized  to  extend  the  terms  of  pupils  not  to  exceed  4  years,  or 
till  they  reached  the  age  of  25  years  ['04  p.47]. 

Georgia,  moved  by  the  fact  of  tmsuitable  location  and  buildings, 
provided  for  the  sale  of  the  property  occupied  by  the  Georgia 
Academy  for  the  Blind,  and  for  the  ptirchase  of  lai^ger  and  more 
commodious  groimds  near  the  city  of  Macon,  and  the  construction 
thereon  of  the  buildings  necessary  for  the  purpose  of  the  school. 
The  buildings  are  to  be  not  more  than  two  stories  in  hight  and  of  the 
latest  modern  design  for  the  accommodation,  protection  and  educa- 
tion of  blind  children  ['04  ch.595].  This  otherwise  beneficent  act  is 
marred  by  the  presence  of  a  section  providing  that  in  order  to  assist 
the  trustees  of  the  school  in  carrying  out  the  purposes  of  the  act 
they  are  authorized  to  suspend  the  operations  of  the  academy  for 
the  period  of  one  scholastic  year. 

Iowa  raised  the  fee  for  nonresident  blind  pupils  at  the  College  for 
the  Blind  at  Vinton,  from  $54  to  $66  ['04  ch.107]. 

The  compensation  of  the  officers  and  employees  of  the  Ohio 
State  School  for  the  Blind  was  increased,  following  the  precedent 
in  the  case  of  the  Ohio  Institution  for  the  Education  of  the  Deaf  and 
Dumb  ['04  p. 549].  In  addition  the  teachers  residing  and  boarding 
outside  the  school  may  be  paid  the  further  sum  of  $200  each,  in  the 
discretion  of  the  board  of  trustees. 

Children 

The  care  and  protection  of  dependent  and  delinquent  children 
continue  to  receive  the  growing  attention  not  only  of  legislative 
bodies,  but  of  the  governors  of  states  as  well.  Governor  Jennings 
of  Florida,  in  his  message  to  the  Legislature  of  1904,  recom- 
mended the  enactment  of  a  law  authorizing  the  sending  of  incor- 
rigible children  to  the  reformatory  school  without  conviction,  for 
an  indefinite  period.  Governor  Terrell  of  Georgia,  recommended 
the  separation  of  juvenile  convicts  from  contact  and  association 
with  hardened  criminals.  He  also  recommended  the  establishment 
of  juvenile  courts  in  the  principal  cities  of  Georgia,  and  reforma- 
tories for  juvenile  delinquents.  Governor  Cummins  of  Iowa  called 
the  attention  of  the  Legislature  to  the  general  movement  through- 
out the  country  to  provide  better  care  for  the  boys  and  girls  who  are 
led  into  crime.  In  his  opinion  **By  far  the  greater  niunber  of  the 
boys  and  girls  who  are  arrested  and  convicted,  could  be  saved  from 
lives  of  wrongdoing,  if  intelligent  and  merciful  supervision  were 
exercised  at  the  time  they  first  violate  the  law." 
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Governor  Bates  of  Massachusetts,  called  attention  to  the  fact 
that  some  of  the  judges  hesitate  to  send  boys,  whose  worse  offense 
aeems  to  have  been  their  environment,  to  the  Concord  Reformatory. 
He  suggested  giving  discretion  to  the  judges  so  that' they  might 

id  boys  between  the  ages  of  15  and  20  to  either  the  Lyman  School 
the  Concord  Reformatory,  as  they  deemed  best  for  the  boys' 
nelfare. 

Georgia,  following  to  some  extent  the  recommendation  contained 
in  the  governor's  message,  passed  an  act  providing  for  the  commit- 
ment of  vagrant  and  other  children  to  the  Georgia  Industrial  Home, 
or  some  other  like  institution  ['04  ch.637].  The  coimty  authorities 
may  pay  for  the  care  of  children  committed  from  their  respective 
counties,  not  to  exceed  $50  a  year  for  each  child.  This  act  also 
provides  for  the  appointment  of  a  legislative  committee  of  nine  mem- 
bers to  visit  without  notice  institutions  authorized  to  receive  in- 
mates under  the  act,  and  to  report  thereon  to  the  General  Assembly. 

Kentucky  appropriated  $15,000  payable  annually  for  the  benefit 

*  of  the  Kentuck}'  Children's  Home  Society  ['04  ch.7].     But  no  part 

of  the  money  is  to  be  devoted  to  any  other  purpose  than  the  care, 

support  and  maintenance  of  homeless  and  destitute  children  in 

Elentucky  and.  in  providing  homes  for  them. 

Maryland  passed  a  comprehensive  act  defining  the  powers  and 
duties  of  the  managers  of  homes  for  destitute  and  other  children 
committed  or  confided  to  their  care  ['04  ch.77].  Under  this  act 
such  homes  may  retain  females  till  the  age  of  18  and  males  till  the  age 
of  21,  or  may  discharge  such  children  at  any  time  before  attaining 
such  age.  They  may  permit  the  return  of  children  to  their  parents 
or  other  relatives  or  place  them  in  homes  without  relinquishing 
their  custody,  control  or  supervision,  and  a  record  is  to  be  kept  of 
the  time  of  placing  out,  name  and  residence  of  the  persons  with 
whom  placed,  and  the  terms  and  conditions  of  placing  out.  The 
managers  of  such  homes  are  required  to  cause  every  child  so  placed 
out  to  be  visited  not  less  than  once  in  six  months  in  order  to  inquire 
into  its  welfare.  The  managers  may  also  require  the  return  to  the 
institution  of  any  child  under  2 1  years  of  age  so  placed  with  parents 
or  relatives  or  in  other  homes  wherever  they  shall  deem  that  the 
welfare  of  the  child  requires  it.  They  are  also  to  exercise  parental 
authority  and  control  over  such  children  and  make  all  needful 
provision  as  to  their  care,  maintenance  and  education.  When 
necessary  they  are  to  procure  the  commitment  of  children  to  reforma- 
tory institutions. 

Massachusetts  made  it  the  duty  of  truant  officers  in  cities  and  of 
the  overseers  of  the  poor  of  towns  to  search  out  children  under  the 
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age  of  16  years  who  are  suffering  want  through  the  neglect  of  their 
parents  or  otherwise,  and  to  provide  for  their  temporary  care  till 
other  proceedings  can  be  taken  ['04  ch.3s6]. 

In  New  Jersey  cities  of  the  first  class,  are  authorized  to  expend 
$5000  annually  to  provide  excursions  during  July  or  August  for  the 
children  thereof  ['04  ch.69]. 

New  York  provided  for  the  removal  of  children  whose  mothers 
are  in  any  state's  prison,  from  such  prison  when  the  age  of  two  years 
is  reached.  The  warden  in  charge  of  the  prison  is  required  to  place 
such  child  in  an  asylum  for  children,  or  may  conunit  the  child  to 
the  care  and  custody  of  a  relative  or  other  proper  person  willing  to 
assume  the  care  of  the  child  ['04  ch.547]. 

Crippled  and  deformed  children.  Massachusetts  provided  for  the 
establishment,  under  a  board  of  trustees,  of  the  Massachusetts 
School  and  Home  for  Crippled  and  Deformed  Children  ['04  ch.446]. 
The  trustees,  five  in  number,  who  are  to  be  appointed  by  the  gover- 
npr,  with  the  advice  and  consent  of  the  Council,  are  to  purchase  a 
site  for  the  school  and  home,  subject  to  the  approval  of  the  governor 
and  Council,  and  to  erect  suitable  buildings  to  hold  not  less  than  300 
children  and  the  officers,  employees  and  attendants,  and  to  provide 
for  the  equipment  and  furnishing  of  the  buildings,  provided  that 
the  expense  shall  not  exceed  $300,000.  The  State  Board  of  Charity 
is  to  have  general  supervision  of  the  school  and  home.  To  meet  the 
expense  of  establishing  the  institution  registered  bonds,  with  interest 
not  to  exceed  4%,  are  to  be  issued  payable  in  20  years. 

Placing  out.  The  Board  of  Control  of  State  Institutions  of  Iowa, 
is  authorized  to  employ  a  state  agent  for  the  Soldiers*  Orphans  Home, 
the  Industrial  School  for  Boys  and  the  Industrial  School  for  Girls 
['04  ch.157].  The  chief  duty  of  such  agent  is  the  finding  of  homes 
for  orphan  children  who  are  or  may  have  been  inmates  of  the  insti- 
tutions named,  and  the  visitation  and  oversight  of  such  children. 
The  act  further  provides  that  the  Board  of  Control  shall  have  power 
to  authorize  the  agent  to  take  possession  of  such  children,  even 
though  they  be  placed  out  by  indenture  or  adoption,  if  not  cared 
for  as  agreed  by  the  foster  parents,  and  to  place  them  elsewhere. 

By  a  Massachusetts  act,  the  board  of  trustees  of  the  Lyman  and 
state  industrial  schools,  are  required  when  practicable,  to  bind  out 
children  in  families  or  homes  whose  heads  are  of  the  same  religious 
belief  as  that  of  the  parents  of  such  children  ['04  ch.363]. 

Juvenile  offenders.  Juvenile  courts.  The  recommendation  of 
Governor  Cummins  bore  fruit  in  the  enactment  of  an  interesting 
and  comprehensive  Juvenile  Court  law  in  Iowa  ['04CIL11].     By 
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this  enactment  District  Courts  are  empowered  to  hear  and  determine 
the  cases  of  children  coming  within  the  scope  of  the  act,  of  which  a 
separate  record  to  be  known  as  the  "Juvenile  Court  Record"  is 
to  be  kept.  The  statute  further  provides  for  the  appointment  by 
the  court  of  probation  officers,  and  for  the  commitment  or  parole  of 
children.  The  Board  of  Control  is  required  to  designate  and  approve 
the  institutions  and  associations  to  have  charge  of  juveniles  under 
the  act,  and  to  supervise,  oversee  and  visit  them.  The  religious 
belief  of  children  is  safeguarded  by  the  provision  that  the  court  in 
committing  children  shall  place  them  as  far  as  practicable  in  the 
care  and  custody  of  some  individual  holding  the  same  religious 
belief  as  the  parents  of  the  child,  or  with  some  association  which  is 
controlled  by  persons  of  like  religious  faith  with  the  parents. 

By  an  amendment  to  the  Code  of  Public  General  Laws,  Mary- 
land provided  for  the  commitment  of  female  minors  to  juvenile 
institutions,  till  the  age  of  ai  years,  instead  of  1 8  as  formerly 
['04  ch.a9i].  Under  this  act  a  minor  may  be  so  conmiitted  if  he 
is  without  any  proper  place  of  abode  or  guardianship,  or  is  neglected 
or  ill  treated  by  his  parent,  guardian  or  custodian,  or  such  parent, 
guardian  or  custodian  is  imable  properly  to  care  for  him,  or  if  it 
clearly  appears  that  by  reason  of  the  character  or  surrotindings  of 
such  minor  he  has  become  so  vicious  and  depraved  that  his  welfare, 
as  well  as  the  peace  and  good  order  of  society,  require  such  com- 
mitment, 

Ohio  also  enacted  a  comprehensive  Juvenile  Court  and  probation 
law,  following  closely  the  lines  of  the  Iowa  statute  which  in  so  far  as 
its  principal  features  are  concerned  seems  in  turn  to  have  been 
modeled  after  the  Illinois  law  of  similar  purpose,  enacted  about  five 
years  ago.  In  Ohio,  the  judges  of  the  Common  Pleas  Court,  in 
cotinties  where  three  or  more  such  judges  regularly  hold  court 
concurrently,  together  with  the  probate  judge  and  the  judges  of  the 
Superior  and  Insolvency  Court,  where  such  courts  or  either  of  them 
exists,  are  required  to  designate  one  of  their  niunber  to  act  as  judge 
of  the  Juvenile  Court.  A  special  courtroom  is  to  be  provided  and  a 
special  court  record,  to  be  known  as  the  **  Juvenile  record**  is  to  be 
kept.  The  Juvenile  Court  is  required  to  appoint  probation  officers, 
one  of  whom  to  be  known  as  the  chief  probation  officer,  is  to  receive 
a  salary  of  $4  per  day.  The  court  may  also  appoint  an  interpreter, 
as  assistant  to  the  chief  probation  officer,  at  a  salary  of' $3  a  day, 
It  is  made  the  duty  of  the  Board  of  State  Charities  to  visit,  inspect 
and  supervise  all  associations  receiving  children  under  this  act,  and 
no  child  shall  be  committed  to  any  association  not  having  a  certifi- 
cate from  such  board. 
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Associations  incorporated  in  other  states  are  prohibited  from 
placing  children  in  Ohio  unless  such  association  shall  have  furnished 
the  State  Board  of  Charities  with  such  guaranty  as  the  board  may 
require  to  protect  the  state  of  Ohio  from  becoming  chargeable  with  the 
support  of  such  placed  out  children.  The  religious  belief  of  children  is 
safeguarded,  as  in  the  Iowa  statute,  by  the  provision  that  the 
Juvenile  Court  in  committing  children,  shall  place  them  so  far  as 
practicable,  in  the  care  and  custody  of  some  individual  holding  the 
same  religious  belief  as  the  parents  of  the  child,  or  with  some 
association  which  is  controlled  by  persons  of  like  religious  faith  as 
the  parents  of  the  child. 

Virginia  provided  for  the  commitment  of  minors  up  to  the  age  of 
18  years  to  the  Prison  Association  of  Virginia  on  an  indefinite 
sentence,  not  to  continue,  however,  beyond  the  age  of  21  years 
['04  ch.6o].  The  governor  is  given  the  power  of  pardoning  such 
minors,  provided  it  shall  be  made  to  appear  that  the  case  is  a  proper 
one  for  the  exercise  of  executive  clemency  and  that  the  Prison  Asso- 
ciation, on  proper  application  made  to  it,  has  refused  to  discharge 
such  minor,  or  has  failed  to  act  on  the  application  for  such  discharge 
within  30  days  after  it  was  made. 
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The  Insane        T.  E.  McGarr     ~ 
Feeble-minded  and  Epileptic        J.  C.  Carson 


a  THE  INSANE^ 

r.  ft,  MCGARR,  SECRETARY  NEW  YORK  STATE  COMMISSION  IN  LUNACY 

General.  Governor  Terrell  of  Georgia  recommends  the  appoint- 
ment of  a  committee  to  confer  with  hospital  authorities  to  bring 
about  greater  coherence  in  the  statutes  relating  to  the  insane. 

New  York  ['04  ch.330]  increases  the  salary  of  the  president  of  the 
State  Commission  in  Limacy  from  $5000  to  $7500. 

West  Virginia  ['04  ch.23]  revises  the  law  with  reference  to  the 
management  of  the  West  Virginia  Asyltmi  at  Himtington,  reduces 
the  ntmiber  of  hospital  directors  from  eight  to  five,  and  provides 
that  not  more  than  two  shall  be  of  the  same  political  party.  No 
special  requirement  in  the  line  of  experience  in  the  care  and  treat- 
ment of  the  insane  is  indicated  in  the  appointment  of  a  superintend- 
ent. Among  other  persons  eligible  for  commitment  to  this  institu- 
tion are  epileptics  and  cataleptics  (sane  or  insane).  Consumptive 
or  cancerous  persons  or  those  afflicted  with  leprosy  are  ineligible  for 
admission. 

State  care  system.  Maryland  ['o4ch.42i]  provides  that  after 
Jan.  1, 1909,  the  state  shall  assiune  the  care  of  all  resident  dependent 
insane  persons,  and  that  as  soon  as  possible  after  such  date  the 
State  Board  of  Lunacy  shall  transfer  all  insane  persons  remaining 
under  coimty  or  city  care  to  one  of  the  state  hospitals,  provided  they 
are' appropriate  for  care  in  such  institutions.  A  commission  is 
created  of  which  the  governor  is  a  member,  which  is  to  report  before 
January  1906,  on  such  measures  as  may  be  necessary  to  enlarge  the 
present  state  hospitals  or  to  create  other  state  hospitals  as  may  be 
required  to  accommodate  the  insane  remaining  under  local  control. 

In  South  Carolina  Governor  Heyward  recommends  that  somo 
provision  be  made  to  guard  against  the  admission  of  all  classes  of 
defectives  and  unfortunates  who  are  not  otherwise  provided  for,  in 
the  state  insane  asylums.  He  suggests  that  greater  care  and  local 
interest  may  be  secuned  by  requiring  the  counties  to  pay  a  portion 
of  the  expenses  for  each  patient  sent  to  the  hospital.     This  would 

^See  also  Governors  Messages  and  Index  of  Legislation,  2193. 
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interfere  with  the  present  arrangement  by  which  each  community 
places  on  the  state  the  burdens  and  responsibilities  which  they 
should  assume  themselves  at  least  in  part. 

Exclusion  of  alien  insane.  Adopting  Governor  Odell's  recom- 
mendation the  New  York  Legislature  ['04  ch.ja6]  provides 
for  the  examination  of  insane,  idiotic,  imbecile  and  epilep- 
tic immigrants  at  the  port  of  New  York  as  a  preliminary  to  their 
deportation,  by  the  appointment  of  the  State  Board  of  Alienists 
consisting  of  three  physicians  of  experience  in  the  care  and  ti«at- 
ment  of  the  insane.  New  York  State  being  the  greatest  sufferer 
from  the  influx  of  defectives  of  these  classes  provides  by  an 
expenditure  of  $5000  for  the  salary  of  a  chairman  of  the  Board  of 
Alienists  and  $3000  each  to  his  assistants  for  a  systematic  examin- 
ation of  aliens  on  landing  at  the  port  of  New  York.  The  design  of 
the  bill  is  to  provide  cooperation  between  the  national  and  state 
authorities  in  these  examinations. 

Reception  hospital  for  the  acute  insane.  Governor  Odell  of  New 
York  made  a  plea  for  a  separation  in  the  care  and  treatment  of 
the  acute  and  chronic  classes  and  recommended  that  additional  and 
separate  institutions  should  be  provided  for  the  aolCe  class.  The 
Legislature  ['04  ch.760]  established  a  State  Reception  Hospital  for 
the  Insane  in  the  borough  of  Manhattan,  the  site  for  the  btiilding  to 
be  donated  by  the  city  of  New  York  and  the  buildings  thereon  to 
be  constructed  at  the  expense  of  the  state.  It  is  designed  to 
accommodate  in  this  hospital  200  patients  suffering  from  actual  or 
suspected  mental  disease  of  a  curable  type.  Provision  will  be  made 
for  immediate  admission  to  this  institution,  and  the  most  advanced 
appliances  are  to  be  made  available.  $300,000  is  provided  for  the 
buildings. 

Additional  accommodations.  Governor  Beckham  of  Kentucky 
says  that  the  three  asylums  for  the  insane  have  been  so  crowded  for 
the  past  two  years  that  new  patients  could  not  be  provided  for.  In 
consequence  persons  adjudged  of  unsound  mind  have  been  com- 
pelled to  remain  in  county  jails  for  months  awaiting  vacancies  in 
one  of  the  asylums.  The  governor  recommends  the  construction  of 
additional  buildings  at  one  or  more  of  the  present  asylums. 

In  Louisiana  Governor  Heard  made  a  similar  recommendation  in 
connection  with  additional  accommodations  for  patients  at  the 
Asylum  for  Insane  Colored  People  at  Alexandria.  In  accordance 
with  this  recommendation  the  Legislaturs  ['03  ch«5]  appropriated 
$25,000  for  the  construction  of  additional  buildings  at  that  insti- 
tution. 
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-  The  same  condition  exists  in  Maryland,  in  which  state  Governor 
Smith  reports  that  there  are  over  2000  dependent  insane,  with 
accommodations  at  the  institutions  located  at  Springfield  and 
Spring  Grove  to  care  for  about  one  half  that  ntmiber;  the  balance 
being  in  the  coimty  almshouses,  the  jails,  a  small  private  sanatoriimi 
at  Mt  Hope,  and  the  Bay  View  Asylimi.  He  strongly  recommends 
additional  provision  for  this  class. 

In  Massachusetts  Governor  Bates  refers  to  the  enactment  in  1900 
of  legislation  providing  state  care  for  the  insane  and  estimates  that 
the  commonwealth  must  annually  provide  for  500  additional 
patients.  He  opposes  the  issuance  of  bonds  to  cover  the  cost  of 
additional  buildings  and  recommends  that  such  expense  be  met  out 
of  the  current  income. 

In  Ohio  Governor  Nash  points  out  the  fact  that  the  act  of  Ap.  14, 
1900,  providing  that  on  and  after  June  i,  1903,  it  will  be  tmlawful 
to  receive  in  any  coimty  infirmary  any  insane  or  epileptic  persons, 
will  require  amendment  inasmuch  as  the  additional  buildings  pro- 
vided through  appropriations  made  by  the  Legislature  have  not  been 
made  available.  He  expresses  the  belief  that  all  insane  and  epilep- 
tic persons  can  be  accommodated  in  these  buildings  on  Aug.  i,  1904. 

The  Legislature  of  this  state  ['04  p.651]  provides  for  the  appoint- 
ment of  a  committee  of  five  to  be  appointed  by  the  governor  to 
consider  a  location  and  secure  an  option  on  lands  suitable  for  the 
insane  and  to  report  to  the  next  General  Assembly.  Not  more  than 
three  of  the  appointees  shall  belong  to  one  political  party. 

Compensation  of  employees.  New  York  ['04  ch.714]  amends  the 
insanity  law  by  providing  a  25%  increase  in  the  schedule  allowances 
made  by  the  State  Commission  in  Lunacy  for  the  compensation  of 
employees  of  state  hospitals.  This  increase  relates  to  employees  not 
in  immediate  attendance  on  the  insane  and  is  supplemental  to 
legislation  of  1903  which  provided  similar  increases  in  the  compensa- 
tion of  nurses  and  attendants. 

Commitment.  Alabama  ['04  p. 23 7]  provides  that  county  commis- 
sioners and  county  board  of  revenue  shall  have  a  schedule  of  fees  to 
be  paid  county  ofl&cers  or  persons  duly  deputized  by  them  to  tem- 
porarily provide  for  the  care  and  maintenance  of  any  person  alleged 
to  be  insane  when  such  person  has  no  means  of  paying  such  ex- 
pense. The  question  of  financial  ability  to  pay  such  fees  is  to  be  de- 
termined by  the  judge. 

Iowa  ['04  ch.78]  provides  that  where  county  commissioners  find 
a  nonresident  Itinatic  within  the  county,  the  cost  of  tHe  necessary 
investigation  and  commitment  of  such  person  shall  be  paid  in  the 
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first  instance  by  the  cotinty  in  which  he  is  foirnd;  that  if  he  is  found 
to  have  a  legal  settlement  in  any  other  cotinty  of  the  state  such 
expenses  shall  be  paid  by  the  supervisors  of  that  county  in  the 
manner  provided  for  the  payment  of  other  claims.  If  the  person 
has  no  residence  within  the  state  such  expenses  shall  be  paid  from 
the  state  treasury  on  properly  itemized  and  verified  vouchers. 

New  York  ['04  ch.428]  amends  the  insanity  law  in  regard  to  the 
method  by  which  experts  and  others  whose  services  may  be  required 
in  the  determination  of  the  question  of  insanity  may  be  paid  by 
cities  or  towns. 

Ohio  ['04  p. 296]  provides  a  schedule  of  fees  for  examinations 
conducted  to  determine  the  question  of  sanity. 

Virginia  ['04  ch.240]  provides  that  when  a  person  is  certified  as 
insane  he  may  be  committed  as  heretofore  to  a  state  institution  or 
on  the  request  of  the  patient's  friends  he  may  be  committed  to  a 
private  sanatoritmi,  but  in  no  event  shall  any  patient  be  kept  in 
such  private  sanatorium  for  a  period  exceeding  four  months.  The 
expense  incurred  in  his  commitment  and  maintenance  is  to  be  borne 
by  his  friends. 

Discharge.  Ohio  ['04  p.  5 2]  amends  the  statute  relating  to  the 
care  of*  insane  persons  by  providing  that  no  patient  who,  in  the 
judgment  of  the  superintendent,  is  homicidal  or  suicidal  shall  be 
discharged.  If  the  friends  of  such  patient  are  financially  tmable  to 
bear  the  expense  of  the  removal  of  a  person  suitable  for  discharge 
the  superintendent  shall  give  notice  to  the  probate  judge  who  shall 
thereupon  issue  his  warrant  to  some  suitable  person,  giving  the 
friends  of  the  patient  the  preference. 


FEEBLE-MINDED  AND  EPILEPTIC* 

X    C.    CARSON   M.D.   SUPERINTENDENT   SYRACUSE   STATE    INSTITUTION 
•^  FOR   FEEBLE-MINDED   CHILDREN 

Governors  messages.  To  the  interests  of  the  feeble-minded  and 
qdleptic  reference  was  made  by  only  two  governors,  those  of  South 
Carolina  and  Kentucky,  in  their  messages  for  1904. 

In  South  Carolina  it  wotild  appear  as  if  inebriates,  epileptics  and 
insane  were  all  being  provided  for  by  the  state  in  one  hospital 
building.  The  governor  wisely  recommends  separate  provision  for 
each  of  the  classes  mentioned  in  buildings  on  the  present  property. 
A  still  wiser  recommendation  would  have  been  that  of  buildings 
for  each  in  separate  localities. 

A  law  in  Kentucky  authorizes  the  coimty  authorities  to  "farm 
out"  at  state  expense  pauper  idiots  at  a  certain  stipulated  rate, 
which  we  believe  is  $75  a  year.  The  system  has  often  been  con- 
demned and  considered  a  premixxm  on  idiocy.  The  governor  asks 
for  a  report  from  coimty  auditors,  of  the  amoimts  paid  by  the  state 
for  the  support  of  idiots.  He  declares  it  to  be  a  "  big  pauper  pension 
sjrstem"  and  asks  the  Legislature  either  to  curtail  its  growth  or 
abolish  it  altogether.  He  also  advises  that  each  coimty  be  reqtiired 
to  take  care  of  its  own  poor.  A  better  system  would  be  for  the  state 
to  care  and  provide  properly  and  separately  for  the  feeble-minded 
and  idiots  as  distinct  from  other  portions  of  the  pauper  class.  If 
the  annual  rate  allowed  by  the  state  is  not  more  than  the  amotmt 
above  mentioned  it  would  seem  that  an  inquiry  into  the  care  and 
supervision  of  idiots  tmder  the  present  farming  out  system  might  in 
some  instances  prove  interesting. 

Legislation.  In  New  York  an  act  was  passed  ['04  ch.462]  amend- 
ing '96  ch.546  relating  to  the  Rome  State  Custodial  Asyltun.  The 
first  important  feature  of  the  amended  law  is  the  elimination  of  the 
objectionable  words  "tmteachable  idiots"  and  the  substitution 
therefor  of  "feeble-minded  persons  and  idiots."  The  second  is  in 
relation  to  the  appointment  of  a  superintendent.  When  the  Rome 
State  Asyltmi  was  established  it  became  a  part  of  the  state  hospital 
system  for  the  insane  and  the  law  required  the  managers  to  appoint 
a  superintendent  whose  experience  had  been  confined  to  the  care  and 
treatment  of  the  insane.  Inasmuch  as  the  asylum  now  provides  only 
for  the  feeble-minded  and  idiots  the  amended  law  very  wisely  and 
&irly  extends  the  qualifications  of  a  superintendent  to  one  who  has 

'See  also  Govemors  Messages  and  Index  of  Legislation,  2210. 
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had  "suitable  experience  and  training  of  not  less  than  three  years 
in  the  care  and  treatment  of  the  mentally  defective  classes,  epilep- 
tic or  insane."  Furthermore,  the  law  very  properly  requires  that 
the  State  Civil  Service  examination  for  the  position  shall  be  given 
on  the  lines  of  qualification,  experience  and  training  as  above 
mentioned. 

A  second  act  in  New  York  ['04  ch.54s]  also  amends  '96  ch.546 
by  adding  a  new  subdivision  in  relation  to  autopsies  at  the  Craig 
Colony  for  Epileptics.  It  provides  that  in  case  of  the  death  of  any 
patient  at  the  colony  who  shall  have  been  maintained  wholly  at 
public  expense  and  whose  body  is  not  claimed  by  relatives  or  friends 
within  48  hours  after  death,  the  person  claiming  the  body  for  burial 
shall  present  an  affidavit  stating  that  he  is  a  friend  or  relative  of 
such  deceased  patient  and  the  facts  and  circtmistances  on  which 
the  claim  of  such  relationship  or  friendship  is  based.  If  such  person 
shall  refuse  to  make  said  affidavit  the  right  of  claim  to  the  corpse 
becomes  forfeited.  The  purpose  of  the  act  is  to  legalize  the  per- 
formance of  autopsies  on  unclaimed  bodies,  in  the  interest  of 
medical  science. 
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ANDREW   S.    DRAPER   LL.D.    NEW    YORK   STATE    COMMISSIONER   OP 

EDUCATION 

This  brief  review  is  intended  to  summarize  the  legislation  in  the 
.United  States  in  the  year  1904  relating  to  education  or  to  the 
schools,  so  far  as  it  may  seem  to  reflect  any  maturing  of  popular 
sentiment,  indicate  any  new  popular  purpose,  or  create  any  real 
change  in  plans  of  organization  or  methods  of  procedure. 

Our  lists  show  126  different  enactments.  Of  course  many  of 
these  are  so  merely  local  and  incidental  as  to  be  without  signifi- 
cance to  the  general  student  of  education,  and  they  are  passed  by. 
Not  a  few  which  have  doubtless  resulted  from  the  whims  of  legis- 
lators or  the  accidents  of  legislation  must  be  disregarded  though 
they  are  not  without  interest  for  they  do  indicate  more  or  less 
clearly  the  differing  points  of  view  of  the  educational  or  legislative 
mind  in  different  sections  of  the  coimtry.  Some  reveal  the  very 
limited  means  which  legislation  has  at  its  disposal  in  some  states  to 
meet  pressing  educational  needs,  and  some  exceptional  cases  show 
a  more  serious  lack  of  popular  purpose  or  of  legislative  competency 
than  of  means  with  which  to  do  what  ought  to  be  done.  Nearly  all, 
perhaps  all,  manifest  a  disposition  to  bring  to  their  people  the  ad- 
vantages of  the  educational  system  where  it  has  reached  its  best 
development  and  many  show  popular  determination  and  legislative 
grasp  which  are  breaking  out  the  highways  of  educational  progress. 

Perhaps  it  is-  well  to  say  at  the  outset  that  one  can  hardly  exam- 
ine the  subject  without  being  surprised  and  gratified  at  the  extent 
of  legislation  which  proves  a  decisive  and  a  widening  advance  of 
educational  purpose  and  confidence  in  the  Southern  States. 

State  systems.  Alabama  enlarged  the  powers  of  mimicipal  cor- 
porations to  acquire  property  for  school  purposes.  Kentucky  pro- 
vided for  establishing  graded  schools  in  common  school  districts 
lying  in  different  counties.  Louisiana  enacted  important  amend- 
ments to  the  general  school  law  of  the  state  which  enlarged  the 
powers  of  the  state  board  and  of  local  boards  and  seem  to  make  a 
decided  advance  toward  the  perfection  of  a  state  system;  among 

*  See  also  Governors  Messages  and  Index  of  Lciiislation.  2220. 
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Other  things  the  act  establishes  a  procedure  for  removing  incompe- 
tent  superintendents,  fixes  a  minimum  salary  for  local  superin- 
tendents and  opens  the  way  for  advancing  salaries,  increases  the 
nxxmber  and  efficiency  of  teachers  institutes,  places  all  teachers  on 
the  examination  and  merit  basis  and  confers  very  important  and 
potential  additional  powers  on  the  school  board  of  the  city  of  New 
Orleans.  Maryland  reorganized  the  State  Board  of  Education, 
district  school  trustees,  coimty  school  commissioners,  district  li- 
braries and  normal  schools  receiving  aid  from  the  state,  in  ways 
which  are  apparently  very  desirable.  A  Massachusetts  act  em- 
powering local  school  committees  to  use  school  moneys  for  exhibits 
at  national,  state  or  foreign  expositions  suggests  once  more  the  in- 
adequacy of  township  government  to  popular  education.  New 
Jersey  and  Ohio  passed  new  and  very  important  school  codes  which, 
it  must  be  regretted,  are  too  voluminous  for  even  topical  synopsis 
here.  New  York  extended  to  school  districts  of  more  than  5000 
inhabitants  and  organized  under  special  statutes  certain  rights  of 
her  imion  free  school  districts.  Virginia  passed  three  important 
acts  promising  much  for  a  **imiform  system  of  public  free  schools" 
throughout  the  state.  They  clearly  indicate  a  very  good  grasp  of 
the  essential  principles  on  which  such  a  system  must  stand  but  are 
too  comprehensive  to  permit  of  any  statement  of  details  here. 

Officers,  districts,  terms  etc.  Alabama  shows  a  healthftil  tendency 
to  longer  school  terms  in  the  year  by  changing  the  time  of  the 
annual  meeting  of  township  trustees  in  each  cotmty  from  the  last 
Monday  in  October  to  the  first  Monday  in  September,  and  by  pro- 
viding that  the  teachers  shall  be  elected  at  that  time:  legislation 
abolishing  township  lines  for  school  purposes  and  redistricting  the 
state  and  creating  county  and  district  boards  of  trustees  and  secur- 
ing a  much  larger  measure  of  local  control  imder  wholesome  general 
directions,  was  also  enacted.  This  legislation  seems  wholly  de- 
sirable and  promises  much  for  the  state. 

New  York  consolidated  the  State  Department  of  Public  Instruc- 
tion and  the  University  of  the  State  of  New  York  and  created  the 
State  Department  of  Education,  establishing  the  ofHce  of  Com- 
missioner of  Education  and  reorganizing  the  State  Board  of  Regents 

Mississippi  increased  the  salaries  of  county  superintendents  from 
$i5o-$6oo  to  $500-$ 1 000.  The  Supreme  Court  of  Montana  de- 
clared unconstitutional  so  much  of  an  act  establishing  qualifications 
for  county  school  commissioners  as  was  in  excess  of  the  requirements 
fixed  by  the  Constitution.  Kentucky  struck  out  the  limitation  on 
salaries  of  secretaries  of  boards  of  education  and  authorized  boards 
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to  fix  the  amount.  Massachusetts  provided  that  in  any  case  where 
two  or  more  towns  were  joined  in  a  "  superintendency  union**  and 
any  part  of  the  expense  is  borne  by  the  state  the  State  Board  of 
Education  shall  determine  the  qualifications  of  candidates  for  super- 
intendent, and  that  no  one  shall  be  elected  to  such  position  who  is 
without  the  certificate  of  the  state  board ;  also  that  no  member  of  a 
school  committee  shall  be  eligible  to  election  as  superintendent  or 
teacher  under  the  charge  of  the  committee.  New  Jersey  provided 
for  reducing  the  number  of  members  of  school  boards;  Rhode 
Idand  arranged  for  the  joint  supervision  of  two  or  more  towns  as 
Massachusetts  has  heretofore  done;  and  South  Carolina  amended 
her  statute  governing  the  election  of  trustees  in  districts  of  less 
than  5000  inhabitants. 

Buildings  and  grounds.  Iowa  increased  the  amount  for  which  the 
smaller  cities  and  towns  of  2000  to  3000  inhabitants  mliy  incur  debt 
for  school  buildings;  New  Jersey  authorized  cities  of  from  12,000 
to  150,000  to  convey  municipal  lands  to  school  boards  and  New 
York  enlarged  the  powers  of  school  authorities  to  acquire  lands  for 
school  sites,  and  also  provided  that  no  school  building  shall  be 
erected  or  enlarged  in  any  village  or  district  till  the  plans  and  speci- 
fications have  been  approved  by  the  commissioner  of  education. 

Finances.  Alabama  arranged  for  selling  sixteenth  section  school 
lands  believed  to  contain  minerals ;  Kentucky  finlarged  the  limit  of 
school  taxes ;  Lotiisiana  did  the  same  and  provided  for  the  adminis- 
tration of  gifts  to  education;  West  Virginia  opened  the  way  for 
more  liberal  expenditure  for  schools;  Massachusetts  arranged  for 
the  permanent  investment  of  the  "technical  education  fund"  and 
Minnesota  and  South  Dakota  adopted  at  the  November  election 
amendments  to  their  Constitutions  materially  enlarging  the  limit  of 
indebtedness  for  school  purposes.  Massachusetts  enacted  that  no 
town  shall  receive  any  part  of  the  state  school  fund  unless  it  com- 
plies with  the  school  laws  and  proved  again  that  the  earlier  theories 
of  school  administration  in  the  Bay  State  are  departing.  Mississippi 
adopted  at  the  last  election  a  comprehensive  constitutional  amend- 
ment covering  the  collection,  care  and  apportionment  of  school 
moneys  on  the  basis  of  children  of  school  age,  and  New  York  con- 
summated her  educational  unification  act  by  empowering  the  state 
conmiissioner  of  education  to  apportion  all  school  moneys  formerly 
distributed  through  the  two  departments.  Florida  adopted  at  the 
November  election  an  amendment  to  the  Constitution  enlarging 
the  upper  limit  of  county  school  taxes  from  5  to  7  mills,  and  Georgia 
at  the  same  time  adopted  an  amendment  to  the  Constitution  author- 
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izing  the  maintenance  of  public  schools  by  local  taxation  when  two 
thirds  of  all  persons  voting  (formerly  qualified  voters)  are  in  favor 
of  it.  Kentucky  restricted  the  use  of  county  seminary  property  to 
the  use  of  schools  for  white  (formerly  all)  pupils,  authorized  cities  of 
the  fourth  class  to  separate  systems  of  graded  schools  into  schools 
for  white  and  colored  pupils,  prohibited  white  and  colored  pupils 
from  attending  the  same  school  and  imposed  a  fine  of  $1000  and 
$100  per  day  after  conviction  for  operating  a  school  which  receives 
pupils  of  the  white  and  negro  races. 

Teachers.  Massachusetts  increased  the  annual  allowance  by  the 
state  to  county  teachers  associations  from*  $25  to  $50;  Alabama 
required  that  teachers  be  paid  monthly  instead  of  quarterly ;  and 
Mississippi  enlarged  the  upper  limit  of  pay  for  her  first  grade 
teachers  from  $55  to  $65  per  month.  In  Alabama,  Mississippi  and 
Virginia  there  was  legislation  calculated  to  improve  the  systems 
for  examining  and  certificating  teachers.  Alabama  established  a 
free  summer  school  for  teachers  at  the  State  University  and  made 
the  governor  and  state  superintendent  trustees  of  the  normal  college 
at  Livingston.  Georgia  reorganized  the  managing  board  of  the 
normal  school  at  Athens.  Ohio  "slipped"  the  least  bit  in  the 
direction  of  a  normal  school  system  by  empowering  trustees  of  a 
township  in  which  a  normal  school  is  or  may  be  established  to  sub- 
mit to  a  vote  of  the  electors  the  question  of  levying  an  annual  tax  of 
2  mills  on  the  dollar  for  its  aid.  One  mtist  necessarily  look  through 
a  perfect  maze  of  agitational,  ministerial,  political,  discussional  and 
judicial  proceedings,  however,  in  order  to  see  any  money.  South 
Carolina  modified  her  scheme  for  assigning  scholarships  at  the 
Winthrop  Industrial  and  Normal  College,  and  Virginia  made 
apparently  unimportant  changes  in  the  administration  of  the 
Virginia  Normal  and  Industrial  Institute  and  the  State  Female 
Normal  School  at  Farmville,  and  also  created  a  conmiission  to  report 
on  the  advisability  of  establishing  another  normal  school  for  women. 

Attendance.  Iowa  increased  the  period  of  compulsory  attendance 
from  1 2  to  16  consecutive  weeks.  Kentucky  passed  an  act  requiring 
that  children  between  7  and  14  years  attend  school  at  least  five 
months  each  year,  with  a  little  machinery  for  forcing  it  and  some 
penalties  for  evading  it  which  will  be  improved  on  in  coining  years. 
Maryland  decreed,  very  commendably,  that  deaf  children  mtist 
attend  a  school  for  the  deaf  at  least  eight  months  each  year.  Massa- 
chusetts enlarged  the  period  of  commitment  of  a  habitual  truant 
from  two  years  to  the  time  when  he  shall  be  16  years  old,  and 
directed  the  State  Board  of  Education  to  investigate  and  report  00 
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the  advisability  of  increasing  the  age  of  compulsory  school  attend- 
ance so  as  to  include  children  of  the  age  of  14.  New  York  pro- 
vided for  the  comptilsory  attendance  of  the  children  on  her  seven 
Indian  reservations. 

Kentucky  required  that  schools  must  be  in  session  six  (formerly 
five)  months  each  year  in  order  to  share  in  state  funds. 

Corricolum*  Teztbooka.  Missouri  submitted  at  the  November 
election  an  amendment  to  the  Constitution  authorizing  a  tax  for  free 
textbooks  which  the  people  rejected.  Alabama  adopted  a  rather 
formidable  scheme  creating  a  state  textbook  commission  and  pro- 
viding for  imiform  books,  and  Kentucky  and  Mississippi  took  sub- 
stantially the  same  step.  Iowa  included  in  her  list  of  authorized 
textbooks,  "books  for  the  ptirpose  of  teaching  vocal  music." 

Hif^ier  institutions.  Iowa  directed  that  annual  reports  from  the 
State  University,  the  State  Agricultural  College  and  the  State 
Normal  School  be  made  to  the  Legislature  annually  and  "within 
three  days  after  the  said  General  Assembly  shall  have  convened"  and 
set  forth  with  considerable  legislation  acumen  and  strenuosity  the 
details  which  must  be  set  forth  in  the  reports;  and  also  appointed  a 
legislative  commission  to  report  on  the  advisability  of  changing  the 
system  of  management  of  the  state  educational  institutions.  South 
Carolina  established  124  beneficiary  scholarships  in  the  State  Agri- 
cultural College. 

Alabama  passed  an  important  act  concerning  the  management  of 
the  State  University.  Louisiana  submitted  to  the  people,  who 
adopted  it,  at  the  November  election,  an  amendment  to  the  Con- 
stitution repealing  the  limit  on  appropriations  which  might  be  made 
to  the  State  University,  and  also  authorized  the  sale  of  lands  for  the 
aid  of  the  University.  Mississippi  gave  the  governor  with  the  ap- 
proval of  the  Senate  the  power  to  appoint  the  trustees  of  the  State 
•  University.  Ohio  extended  to  all  mimicipal  tmiversities,  colleges  or 
other  educational  institutions  the  power  (heretofore  given  to  the 
University  of  Cincinnati  and  the  University  of  Toledo),  to  receive 
and  administer  trust  fimds.  Alabama  provided  the  higher  institu- 
tions with  a  way  for  amending  their  charters  with  the  approval  of 
the  governor. 

AgricisltunU  schools.  Alabama  required  agriculture  to  be  tauckt 
in  the  rural  schools;  Kentucky  gave  $15,000  to  the  State  Agri- 
cultural and  Mechanical  College;  New  York  appropriated  $250,000 
for  agricultural  college  buildings  at  Cornell  University. 

Conclusion.  It  should  be  understood  that  this  review  does  not 
cover  appropriations  made  to  education  and  which  are  set  forth  in 
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appropriation  bills  rather  than  in  bills  with  educational  titles. 
There  is  every  reason  to  know  that  these  were  large  beyond  prece- 
dent. 

Casting  a  glance  over  the  general  field  it  may  safely  be  said  that 
the  legislation  of  the  year  indicates  not  only  a  new  measiire  of 
quickened  and  intelligent  popular  interest  in  education  but  also  a 
determination  to  exercise  the  political  power  of  the  masses  for 
educational  upbuilding.  This  is  relating  education  to  the  indus- 
tries and  happily  it  is  being  done  with  a  better  recognition  of  the  tell- 
ing influence  of  the  higher  learning  on  the  mechanical  and  agri- 
cultural vocations.  There  is  clearly  a  imiversal  movement  in  the 
coimtry  toward  a  comprehensive  educational  system  which  shall 
recognize  every  condition  in  life,  every  form  of  intellecttial  activity, 
every  phase  of  labor,  depending  on  skill ;  which  shall  assure  every 
one  his  fair  chance ;  and  which  shall  perceive  that  the  true  greatness 
of  the  nation  depends  on  public  policies  which  make  all  that  can  be 
made,  industrially,  intellectually,  and  so  morally,  of  every  individual 
tmit. 
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Legislation  of  1903 

In  1903  the  Legislatures  of  32  states  and  territories  enacted  97 
laws  affecting  libraries.  Of  these  32  are  special  acts  in  the  sense 
that  each  of  them  applies  to  a  single  library  only,  and  22  concern 
the  functions  and  management  of  the  state  or  territorial  library. 
Important  provisions  are  included  respecting  the  collection,  care 
and  distribution  of  law  reports  and  public  documents.  In  two 
states  state  historical  societies  are  named  and  in  seven  states  and 
territories  special  provision  is  made  for  preservation,  translation  and 
use  of  historical  records.  The  other  65  are  general  in  their  appli- 
cation within  each  state,  including  acts  that  relate  to  commission 
work.  Six  legislate  for  law  libraries  and  11  prescribe  or  change 
methods  of  establishing  public  libraries.  The  public  library  law  of 
South  Carolina  is  new. 

In  all  37  laws  have  some  provision  in  regard  to  money  for  li- 
brary work,  of  which  6  relate  to  state  libraries,  8  to  state  library 
commissions  and  23  to  rate  of  taxation  for  public  libraries.  In 
most  of  these  provision  is  more  liberal  than  it  has  been.  The 
tmion  of  adjoining  districts  or  municipalities  for  support  of  public 
libraries  forms  the  subject  of  laws  in  Pennsylvania,  Delaware  and 
Michigan;  power  of  contract  by  towns  and  cities  with  existing 
libraries  is  conferred  in  Ohio,  Indiana  and  Oregon. 

Location  of  libraries  also  assumed  a  new  importance.  In 
Nevada  and  New  Mexico  sites  are  directly  granted  to  specified 
libraries.  In  Buffalo  and  in  villages  of  New  York  generally,  when 
authorized  by  an  election,  money  may  be  borrowed  on  bonds  for 
cost  of  library  sites.  By  a  new  law  of  Wisconsin,  as  well  as  in 
Buffalo,  land  for  this  purpose  may  be  taken  by  condemnation. 
In  Illinois  and  Indiana  public  parks  may  be  used  for  libraries  and 
rights  of  owners  of  abutting  lands  settled  by  condemnation,  if 
such  use  is  authorized   by  a  municipal  election  in  Illinois  or  by 

aSee  also  Governors  Messages  and  Index  of  Legislation,  1903  and  1904, 
marginal  no.  2352. 
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mtinicipal  boards  in  Indiana.    The  manner  of  dealing  with  library 
gifts  is  also  a  subject  of  legislation. 

All  points  noted  serve  to  emphasize  new  interest  in  library 
establishment  and  administration  which  appears  cm  every  hand. 
They  mark  also  the  special  lines  of  activity  which  seem  most 
important  to  those  who  lead  the  movement  in  each  state,  and 
which  have  for  that  reason  been  urged  on  the  several  Legislatures. 

Library  conmiissions.  Notable  in  the  year's  legislation  is 
the  attention  paid  to  public  library  commissions.  They  received 
special  consideration  in  10  states.  Three  commissions  went  out  of 
existence  and  three  new  ones  were  created.  But  the  work  has  not 
been  abandoned  anywhere  nor  has  any  new  state  been  added  to  the 
list.  In  Colorado  and  Connecticut  the  work  of  the  commissions 
has  been  enlarged  by  adding  traveling  libraries.  Two  commissions 
have  no  appropriation  and  three  have  less  than  a  year  ago,  but  the 
increase  in  13  other  states  is  much  greater  than  these  losses,  show- 
ing a  total  gain  of  36%.  Indiana  has  advanced  from  $3000  to 
$7000,  Michigan  from  $5800  to  $7800,  Minnesota  from  $3500  to 
$6000,  Pennsylvania  from  $1750  to  $6000  and  Wisconsin  from 
$9000  to  $18,000. 

Some  further  details  of  laws  affecting  commi&sion  work  are 
given. 

Supplementing  the  consolidation  law  of  1901,  New  Hampshire 
abolished  her  Board  of  Library  Commissioners  created  in   1891, 
and  conferred  their  powers  on  the  trustees  of  the  State  Library. 
For  her  Public  and  Traveling  Library  Commission  of  190 1  and 
that  in  charge  of  the  State  Library,  Washington  substituted  a 
single  body  consisting  of  the  governor,  five  Supreme  Court  judges 
and  the  attorney  general.     In  theory  they  represent  the  interests 
of  the  general  public,  the  court  and  the  bar  respectively.     They 
are  to  control  the  miscellaneous,  law  and  historical  departments 
of  the  State  Library,  a  system  of  traveling  libraries  and  give 
assistance  to  public  libraries.     For  the  latter  three  departments 
there  is  to  be  an  advisory  board  consisting  of  the  state  superin- 
tendent of  public  instruction  and  four  appointees  of  the  governor, 
two  each  on  recommendation  of  the  State  Historical  Society  and 
the  State  Federation  of  Women's  Clubs.     The  state  librarian  is 
secretary  of  both  commission  and  advisory  board.     Unfortunately 
$6000  appropriated  for  traveling  libraries  was  vetoed  by  the  gov- 
ernor and  consequently  no  advisory  board  has  yet  been  appointed. 
There  is  danger  that  the  numerous  regular  duties  of  80  many 
ex  officio  authorities  will  interfere  with  the  proper  consideration 
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of  library  problems.  But  Washington  is  looking  forward  to  a 
more  stable  administration  and  the  centralization  effected  should 
produce  good  results  under  an  efficient  executive  officer. 

In  Idaho  also  the  commission  of  1901  is  displaced  by  a  new  one 
liitii  the  usual  duties  relating  to  free  and  traveling  libraries.  It 
»  composed  of  the  attorney  general,  secretary  of  state,  president 
<rf  the  State  University  and  superintendent  of  public  instruction, 
who  is  also  secretary.  Under  the  guise  of  economy,  to  make  such  an 
important  department  a  mere  adjunct  of  an  office  already  bur- 
dened with  work  distinctly  its  own  looks  like  a  step  backward. 
The  club  women  of  the  state  who  were  instrumental  in  securing 
the  original  commission  are  entirely  excluded  from  consideration. 
The  annual  appropriation  was  reduced  from  $3000  to  $2500  and 
a  bill  aiming  at  much  needed  improvement  in  the  State  Library 
was  killed. 

Connecticut  after  10  years  of  state  aid  to  libraries  appropriated 
$2000  annually  for  a  library  inspector  and  traveling  libraries  and 
pictures. 

•  Colorado,  which  like  Maryland  now  has  two  commissions,  estab- 
lished one  in  1899  to  advise  public  libraries  with  $250  a  year.  A 
second  is  now  added  to  have  charge  of  traveling  libraries  with  a 
two  year  appropriation  of  $2000.  Each  has  five  members  ap- 
pointed by  the  governor,  those  of  the  second  on  nomination  by  the 
State  Federation  of  Women's  Clubs.  The  first  consists  entirely  of 
men,  the  second  of  women.  Both  have  headquarters  in  Denver, 
but  apparently  too  far  apart  to  combine  and  prevent  waste  of 
funds  and  effort  in  needless  duplication. 

In  Wisconsin,  where  traveling  libraries  equipped  through  pri- 
vate fimds  have  been  so  successfully  conducted  by  the  Free  Li- 
brary Commission  since  1896,  a  distinct  traveling  library  depart- 
ment is  now  added.  The  commission  is  to  continue  its  super- 
visory relation  to  the  various  county  traveling  library  systems 
which  are  independently  organized  and  were  given  a  legal  status 
in  1 90 1.  It  is  authorized  to  cooperate  with  other  commissions  in 
publishing  documents.  For  this  enlargement  of  its  duties,  for  the 
expansion  of  its  legislative  reference  room  and  for  strengthening 
its  instructional  work  in  the  field  the  annual  appropriation  is 
doubled  to  $18,000. 

In  Indiana  the  commission  for  the  first  time  is  assigned  perma- 
nent quarters  in  the  statehouse.  and  is  authorized  to  provide 
courses  of  library  instruction  and  serve  public  libraries  generally 
for  the  best  interests  of  the  state.    Annual  reports  are  to  be  ob- 
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tained  from  all  libraries  in  the  state  and  a  ftdl  biennial  report 
made  to  the  governor.  On  account  of  a  technical  error  the  section 
of  the  law  allowing  employment  of  a  secretary  has  been  declared 
unconstitutional,  leaving  this  office  to  the  state  librarian  as  for- 
merly.    The  annual  appropriation  is  raised  from  $3000  to  $7000. 

California  adopted  an  amendment  permitting  loan  of  books 
from  the  State  Library  to  persons  other  than  members  of  the 
Legislature,  one  of  the  objects  being  the  formation  of  traveling 
libraries.  The  librarian  is  also  to  collect  statistics  of  and  for 
public  libraries  in  the  state.  The  intention  is  ultimately  to  have 
the  powers  and  duties  of  a  commission  vested  in  the  State  Board 
of  Library  Trustees.  This  is  in  line  with  the  growing  tendency 
toward  unification  of  library  interests  within  a  state  and  central- 
izing them  at  the  State  Library. 

There  arc  22  commissions  in  20  states.  Traveling  libraries 
are  maintained  by  18  states  and  10  make  grants  of  money  or  books 
to  public  libraries.  There  is  a  constantly  growing  appreciation  of 
what  commissions  may  do  to  promote  establishment  of  new  li- 
braries, aid  and  improve  existing  ones,  and  provide  good  reading 
matter  free  for  isolated  communities.  To  do  this  satisfactorily 
there  should  be  one  or  more  persons  in  thorough  and  intelligent 
sympathy  with  the  work,  who  give  it  their  full  time  and  attention. 
There  must  be  suitable  rooms  and  office  equipment.  The  best  and 
largest  results  arc  being  accomplished  where  there  is  a  trained 
organizer,  and  a  wise  administration  of  grants  from  public  ftmds 
im])lies  systematic  inspection. 

The  commission  work  appeals  to  all  and  is  more  and  more  fully 
developed  and  sustained. 

The  advance  guards  of  traveling  libraries  are  everywhere  and 
the  permanent,  strongly  founded,  liberally  supported  public  library 
is  assuming  its  proper  place. 

Legislation  of  1904 

In  1904  legislative  sessions  were  held  in  16  states.  Twelve  of 
these  passed  ^^7  library  laws  of  general  application  and  a  number  of 
local  acts.  Geogra])hically  they  are  divided:  North  Atlantic 
states,  6  laws  in  4  states;  Southern,  15  laws  in  6  states;  North 
Central,  8,  all  in  Ohio;   Western,  8,  all  in  Iowa. 

In  New  York  the  unification  bill  is  of  first  importance.  It  com- 
bines the  University  of  the  State  of  New  York  and  the  Department 
of  Public  Instruction,  forming  the  Education  Department.  This 
is  controlled  by  a  board  of  11,  (formerly  23)  Regents  elected  by  the 
Legislature,  one  each  year  for  a  term  of  11  years,  (formerly  chosen 
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for  life).  The  chief  executive,  the  commissioner  of  education,  is 
elected  for  six  years,  and  has  large  independent  powers.  He  has 
appointed  three  assistant  commissioners,  a  director  of  libraries 
and  a  director  of  science.  In  the  library  division  are  centralized 
aU  the  library  and  home  education  activities  of  the  state,  including 
the  State  Library,  common  school,  public  and  traveling  libraries, 
traveling  pictures,  etc. 

Public  libraries.  Considerable  activity  is  manifest  in  the  South. 
Alabama  for  the  first  time  mentions  library  associations  in  a  law 
which  is  only  a  brief  addition  to  the  code  relating  to  corporations, 
stating  that  a  library  shall  have  three  to  nine  trustees.  Georgia  has 
amended  the  law  of  1901  which  placed  the  management  of  public 
libraries  in  the  hands  of  school  authorities.  This  power  is  now 
vested  in  a  board  of  trustees  elected  by  the  city  coimcil.  This 
insures  the  attention  of  a  board  whose  sole  aim  is  to  promote  the 
growth  and  influence  of  the  public  library.  In  Ohio  public  libraries 
ia  cities  and  villages  are  to  have  six  trustees,  not  over  three  from 
iame  political  party,  not  over  three  women. 

Joint  control  of  public  libraries.  In  Iowa,  colleges  and  cities 
may  jointly  establish  and  maintain  public  libraries  on  such  terms  as 
may  be  mutually  agreed  on,  the  library  tax  and  qualifications  of  trus- 
tees being  the  same  as  in  other  cities,  the  city  treasurer  to  pay 
library  taxes  to  library  treasurer. 

Transfer.  In  Ohio,  municipalities  may  transfer  suitable  property 
to  district  public  libraries.  In  Kentucky,  free  library  corporations 
may  transfer  libraries  to  cities  or  towns  for  free  use. 

School  libraries.  New  York  raised  the  annual  appropriation  for 
school  Ubraries  from  $55,000  to  $100,000.  Regulations  for  dis- 
tribution are  to  be  made  by  the  commissioner  of  education.  The 
state  grant  and  its  equivalent  can  be  spent  for  approved  books  only. 
South  Carolina  follows  the  plan  of  North  Carolina.  When  $10 
has  been  raised  by  private  subscription  in  any  district,  the  county 
and  the  state  shall  each  appropriate  a  like  amount.  Districts  may 
exchange  libraries.  $5000  annually  is  appropriated  and  grants 
are  limited  to  12  schools  a  year  in  any  one  coimty. 

Traveling  libraries.  New  Jersey  transfers  the  management  of 
traveling  libraries  from  the  State  Library  to  the  Public  Library 
Commission.  This  is  contrary  to  the  prevailing  tendency,  when 
changes  are  made,  for  the  State  Library  to  absorb  the  commission 
and  assume  its  ftmctions,  as  in  New  Hampshire,  Ohio  and  Wash- 
ington. 
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State  libraries.  In  Kentucky  the  state  librarian  is  to  be  elected 
by  the  General  Assembly  every  four  years,  (formerly  every  two 
years)  with  salary  increased  from  $1000  to  $1200.  Georgia  raises 
the  salary  of  the  assistant  librarian  from  $800  to  $1200.  Ohio  gives 
$5000  for  erection  and  equipment  of  additional  rooms  for  state 
library.  Virginia  permits  books  to  be  lent  for  2  weeks  instead  of 
10  days,  repealing  a  clause  forbidding  the  removal  of  a  book  from 
the  city  of  Richmond  and  substitutes  the  advanced  idea  of  inter- 
library  loans  and  traveling  libraries. 

State  documents.  Seven  states  dealt  with  distribution  and  ex- 
change of  public  documents.  Rhode  Island  gives  the  State  Library 
25  copies  of  every  state  publication  for  distribution  to  libraries  in 
the  state.  Iowa  authorizes  the  secretary  of  state  to  exchange  the 
Code  for  documents  of  foreign  cotmtries  for  the  State  Library. 
State  documents  are  to  be  sent  to  colleges  on  application.  Such 
doctunents  as  are  not  required  for  public  use  are  referred  to  the  state 
librarian  and  the  curators  of  State  Law  Library  and  of  the  historical 
department  on  whose  recommendation  the  Executive  Council  may 
dispose  of  dociunents. 

Law  libraries.  In  Alabama  the  Supreme  Court  librarian's  salary 
is  raised.  Ohio  provides  for  printing  and  distributing  the  catalogue 
of  1904  of  the  Supreme  Court  library  and  requires  counties  to  pay 
librarian's  salary  where  an  association  maintains  a  free  law  library. 
In  Massachusetts  incorporated  law  libraries  are  to  receive  free  the 
same  public  doctunents  as  cotmty  law  hbraries. 

Historical  societies.  Maryland  gives  $4000  to  State  Historical 
Society  to  prepare  and  publish  state  archives.  Ohio  $7500  for  re- 
publishing 1 2  annual  volumes  of  State  Archaeological  and  Historical 
Society.  Iowa  appropriates  $7500  annually,  formerly  $1000,  for 
support  of  State  Historical  Society  and  $200,000  to  complete  state 
historical,  memorial  and  art  building. 

Tax.  In  Ohio,  township  trustees  may  levy  annually  i  instead  of 
^\  mill  for  public  libraries.  Iowa  raises  the  maximum  tax  in  cities 
and  towns  to  2  mills,  formerly  i  mill  in  first  class  and  2  in  second 
class  cities.  In  addition  it  permits  20%  of  the  mulct  tax  to  be 
given  to  public  libraries. 

Capital  stock.  In  New  Jersey  educational,  library  or  literary 
corporations  may  issue  capital  stock,  change  name,  etc. 

Penalties.  Iowa  fixes  a  penalty  of  $100  or  30  days  imprison- 
ment for  injury  to  library  property.  In  Virginia  one  half  the 
fine  for  damage  to  State  Library  property  is  to  go  to  the  Ubrary  and 
it  is  made  a  misdemeanor  not  to  return  books  within  2  weeks  after 
notice. 
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DBLOS  P.  WILCOX  PH.D.  SECRETARY  CIVIC  CLUB,  GRAND  RAPIDS 

City  goyemment 

The  year  under  review  was  nearly  barren  of  significant  legislation 
directly  concerning  municipal  affairs.  There  was  little  actual 
progress  made  in  home  rule,  popular  responsibility  or  other  im- 
portant movements  of  the  time.  There  were  no  important  city 
charters  granted  and  no  striking  revisions  of  general  municipal  laws. 
Illinois  adopted  the  constitutional  amendment  ['03  p.358]  described 
in  last  year's  review  authorizing  the  Legislature  to  grant  Chicago  a 
new  charter  subject  to  acceptance  by  the  people.  Tennessee  rejected 
the  amendments  ['03  ch.532]  authorizing  the  exemption  of  manu- 
facturing plants  from  local  taxation,  limiting  mtmicipal  indebted- 
ness and  authorizing  the  Legislature  to  pass  road,  fence  and  stock 
laws  for  particular  localities.  Florida  rejected  a  constitutional 
amendment  ['03  p.643]  to  permit  the  division  of  municipalities 
into  four  classes  and  the  enactment  of  legislation  applying  to  the 
separate  classes,  instead  of  to  all  municipalities  as  now  reqtiired. 

The  Legislature  of  Virginia  passed  laws  providing  for  the  exten- 
sion or  reduction  of  the  corporate  limits  of  cities.  In  either  case 
the  change  of  boundaries  is  determined  by  the  courts.  If  it  is  a 
case  of  reducing  the  size  of  a  city,  what  is  necessary  to  bring  the 
matter  before  the  court  is  an  ordinance  of  the  council  ['03  ch.329]. 
If,  on  the  other  hand,  it  is  a  question  of  extension,  the  matter  may  be 
brought  before  the  court  either  by  ordinance  or  by  petition  of  51% 
of  the  voters  residing  in  the  territory  to  be  annexed. 

Another  Virginia  act  ['03  ch.505]  gives  the  coimcil  of  a  city 
authority  to  redistrict  the  wards  whenever  it  sees  fit  as  well  as  when 
there  is  some  ward  having  more  than  3000  poptilation  in  excess  of 
the  number  in  some  other  ward.  The  act  of  1903  [ch.i  13  (ex.  sess.)] 
providing  for  the  representation  of  wards  according  to  population 
was  repealed  ['03  ch.371  (ex.  sess.)]. 

^See  also  Governors  Messages  and  Index  of  Legislation,  2430. 
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In  the  special  act  incorporating  the  village  of  Salem  [*o4  ch.238] 
the  New  York  Legislattire  made  a  somewhat  unusual  distinction 
among  the  fimctions  of  the  electorate.  Any  township  voter  may 
help  elect  the  village  officials,  but  in  order  to  be  authorized  to  vote 
on  raising  money  by  taxation  or  special  assessments  a  man  must 
either  have  property  on  the  tax  rolls  or  else  have  a  wife  who  does. 
Women  taxpayers  are  also  allowed  to  vote  on  these  latter  questions. 

In  Massachusetts,  the  Legislature  passed  a  new  charter  for  the 
city  of  Pittsfield  ['04  ch.38$]  with  a  referendum  attached.  If  the 
people  rejected  the  act  the  first  time,  it  was  to  be  submitted  to  them 
again  the  next  year. 

In  a  few  cases  there  were  significant  changes  in  the  organization 
or  power  of  cities.  In  New  York  for  the  city  of  Niagara  Falls,  a 
board  of  estimate  and  apportionment  was  established  ['04  ch.300]. 
The  board  consists  of  only  three  members,  the  mayor,  the  president 
of  the  common  coimcil  and  the  city  treasurer,  but  has  the  tisual 
powers  with  reference  to  the  preparation  of  the  budget.  The 
common  coimcil  has  the  final  adoption  of  the  estimates  but  has  no 
authority  to  increase  any  of  them.  In  cases  where  any  member  of 
the  board  is  officially  interested  in  the  approval  of  bonds,  the  fixing 
of  salaries  or  of  the  number  of  subordinates,  his  place  on  the  board 
is  taken  temporarily  by  the  corporation  cotmsel. 

The  Maryland  Legislature  created  a  btutit  district  conmiission 
for  Baltimore,  to  consist  of  the  mayor  and  "four  capable  and  up- 
right citizens"  appointed  by  him  subject  to  confirmation  by  the 
second  branch  of  the  Coimcil.  It  was  required  that  two  of  the 
members  should  be  chosen  from  the  minority  party  and  that  no  one 
holding  any  paid  or  unpaid  office  under  the  city  should  be  eligible. 
The  duties  of  the  board  were  (i)  to  lay  out,  open,  extend,  widen, 
straighten  or  close  any  street  in  the  burned  district;  (2)  to  establish 
a  building  line  and  width  of  sidewalks;  (3)  to  open  public  squares 
and  market  places ;  and  (4)  to  lay  out  additions  and  extensions  to 
the  wharves,  docks  and  harbor.  The  reports  of  the  conmiission 
have  to  be  submitted  to  the  Board  of  Estimates  and  the  Board  of 
Public  Improvements  acting  as  one  body,  and,  if  agreed  to  by  them, 
referred  to  the  council  for  approval  by  ordinance.  The  city  is 
authorized  to  confer  additional  powers  on  the  commission.  The 
expense  of  carrying  out  their  plans  is  to  be  met  in  the  main  by  local 
assessments. 

A  New  Jersey  law  passed  in  1903  [ch.i68]  for  the  government  of 
cities,  but  going  into  effect  as  to  any  partictdar  city  only  when 
adopted  by  that  city  was  amended  so  as  to  increase  the  powers  of 
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the  council  at  the  mayor's  expense  ['04  ch.191].  Originally  the 
mayor  cotild  appoint,  suspend  and  remove  police  officers  at  will. 
Now  he  can  suspend  such  an  oflBcer  only  temporarily.  If  he  takes 
this  course  he  must  report  to  the  council.  After  a  hearing,  the 
council  may  confirm  the  suspension,  but  a  two  thirds  vote  is  required 
for  that  purpose.  The  appointment  of  the  Board  of  Assessment 
and  Revision  is  also  transferred  from  the  mayor  to  the  council.  The 
council  is  now  composed  of  two  aldermen  from  each  ward  instead  of 
one  from  each  ward  and  three  at  large,  as  formerly.  Another  New 
Jersey  act  ['04  ch.3 1]  extends  the  terms  of  city  counsel,  treasurer  and 
surveyor  or  engineer  from  one  year  to  three  years. 

The  new  Ohio  Code  was  amended,  on  the  other  hand,  so  as  to 
increase  the  mayor's  authority  somewhat.  Instead  of  filling  a 
vacancy  occurring  from  the  death,  resignation,  removal  or  disability 
of  any  officer  or  director  in  any  city  department  only  till  the  next 
election,  the  mayor  now  has  authority  to  fill  the  vacancy  for  the 
unexpired  term  ['04  p.  78].  The  mayor's  powers  with  reference  to 
impeachment  are  also  increased  ['04  p.385].  He  is  now  authorized 
to  file  impeachment  charges  against  a  city  official  for  misconduct 
in  office,  or  any  gross  neglect  of  duty,  gross  immorality  or  habitual 
drunkenness,  as  well  as  for  bribery  and  malfeasance. 

But  the  most  striking  change  made  during  the  year  in  the  way 
of  increasing  the  mayor's  authority  was  made  by  the  Kentucky 
Legislature  in  an  act  governing  cities  of  the  first  class,  viz  Louis- 
ville ['04  ch.25].  The  Board  of  Public  Works  and  the  Board  of 
PubUc  Safety  were  formerly  appointed  by  the  mayor  for  four  year 
terms,  subject  to  confirmation  by  the  Board  of  Aldermen.  Now, 
the  mayor  is  authorized  to  appoint  the  members  and  remove  them 
at  any  time.  The  existing  boards  were  legislated  out  of  office,  and 
an  emergency  declared  in  the  following  terms: 

Whereas,  It  appears  that  there  is  a  lack  of  responsibility  and  a 
conffict  of  authority  among  the  members  of  said  boards  heretofore 
appointed  for  cities  of  the  first  class,  and. 

Whereas,  It  is  believed  that  the  mayor  of  the  city  should  be 
responsible  to  the  people  for  the  good  government  of  the  city 
through  the  executive  boards,  and  that  he  can  be  held  responsible 
by  the  people  only  by  virtue  of  his  complete  control  of  the  boards 
appointed  by  him  and  his  right  to  change  the  said  boards  and  the 
members  thereof,  at  pleasure,  an  emergency  exists  for  the  immediate 
enforcement  of  this  act. 

County  and  township  government 
There  seems  to  be  a  general  feeling  of  opposition  to  the  extension 
of  the  terms  of  elective  officers.     During  the  year  the  people  of 
Tennessee  voted  down  a  proposed  constitutional  amendment  mak- 
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ing  the  terms  of  certain  county  officers  fotir  years  instead  of  two, 
even  though  they  were  to  be  ineligible  for  a  second  term  till  four 
years  after  the  expiration  of  the  first  ['03  ch.S32].  A  somewhat  simi- 
lar amendment  was  voted  down  in  Florida  also  ['03  p.636]. 

Some  important  legislation  with  reference  to  county  government 
was  enacted  in  Ohio.  The  county  commissioners  were  authorized 
to  employ  a  clerk  for  his  whole  time,  to  appoint  superintendents, 
janitors,  keepers  etc.,  to  have  charge  of  the  jail,  the  courthouse,  the 
bridges  and  other  public  structtu^s  ['o4rp.304].  They  were  also 
authorized  to  employ  an  engineer  and  assistants,  on  request  of  the 
coimty  surveyor,  and  to  employ  legal  counsel  to  advise  county 
boards  and  officers  and  bring  and  defend  suits  for  the  coimty.  By 
another  act  the  compensation  of  county  commissioners  was  fixed 
on  a  sliding  scale  in  proportion  to  the  amount  of  property  on  the  tax 
rolls  ['04  p. 2  54].  A  minimum  of  $750  a  year  and  a  maximum  of 
$3500  a  year  were  fixed.  The  salary  of  county  surveyor  in  Ohio  is 
limited  to  $3000,  the  exact  amount  being  fixed  annually  by  the 
judges    of    the  Court  of  Common  Pleas;    all  fees  are  abolished 

['o4p.3i3]- 

In  New  Jersey  the  office  of  register  of  deeds  and  mortgages  was 

established  for  counties  with  more  than  99,000  population  ['04  ch.i8], 

the  term  of  office  being  fixed  at  five  years  and  the  duties  of  the  office 

taken  from  the  clerk  of  common  pleas. 
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FREDERICK  R.   CLOW  PH.D.   OSHKOSH  WIS. 

The  year  under  review  has  been  marked  by  no  important  develop- 
ments in  local  finance  so  far  as  indicated  by  the  messages  of  the 
governors  or  by  the  laws  passed  by  state  Legislattires.  Ohio  and 
New  Jersey  and  Massachusetts  are  the  only  northern  states  which 
even  require  mention. 

Governor  Bates  of  Massachusetts  renewed  a  recommendation 
previously  made  for  a  tmiform  system  of  mtmicipal  accounting. 
This  was  in  line  with  the  development  of  recent  years  in  other  states, 
but  no  results  came  from  it  in  Massachusetts.  In  Ohio  an  act  was 
passed  ['04  p.271]  making  some  slight  amendments  in  the  Ohio  law 
of  two  years  ago  ['02  p.  5 11]  for  uniform  accoimting.  The  new  law 
requires  that  the  annual  reports  from  pubUc  institutions  and  taxing 
districts  be  filed  with  the  Bureau  of  Inspection  and  Supervision  of 
Public  Accoimts,  within  30  days  after  the  close  of  the  fiscal  year. 
If  this  is  not  done,  the  delinquency  must  be  reported  to  the  proper 
legal  authority  of  the  taxing  district  to  secure  the  desired  returns  by 
compulsory  legal  process;  and  if  this  fails,  application  is  to  be  made 
to  the  attorney  general. 

Another  Ohio  law  ['04  p.  2  70]  permits  the  banks  serving  as  deposi- 
tories of  cities  and  villages  to  furnish  corporate  stu^ty  bonds  instead 
of  personal  bonds. 

That  the  Ohio  legislation  of  1902  relating  to  municipalities 
['02  p. 20]  was  defective  in  still  other  respects,  is  shown  by  several 
laws  of  the  past  year  relating  to  special  assessments.  But  these  new 
laws  pertain  to  minor  details  merely.  The  most  important  is  the 
one  limiting  special  assessments  for  street  improvements  to  one 
third  of  the  taxed  value  of  the  property  ['04  p.  12  5]. 

As  in  previous  years,  indebtedness  is  a  subject  which  calls  forth 
more  legislation  than  any  other.  Governor  Bates  of  Massachusetts 
noted  that  many  cities  of  that  state  had  been  permitted  by  special 
acts  to  incur  indebtedness  beyond  the  regular  statutory  limit,  and 
advised  the  Legislature  to  pass  no  more  special  acts  of  that  kind. 
New  Jersey  authorized  cities  to  fund  floating  indebtedness  "of  any 
kind  whatsoever"  into  30  year  bonds  ['04  ch.164].  Texas  passed  a 
constitutional  amendment  giving  further  liberty  for  incurring 
indebtedness  for  local  improvements,  specially  for  irrigation.  South 
Carolina  submitted  a  constitutional  amendment  allowing  the  city  of 
Greenville  to  increase  its  bonded  debt  to  15%  of  its  taxable  prop- 

'866  also  Govemocs  llMsages  and  Index  of  Legislation,  2SS0. 
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erty  ['04  ch.38s7].  In  November  the  voters  of  Tennessee  rejected 
a  constitutional  amendment  limiting  the  indebtedness  of  coimties, 
cities,  and  towns  to  10%  of  the  taxable  property.  Louisiana 
amended  the  law  of  1902  ['02  ch.79]  regarding  the  courthouse  build- 
ing of  New  Orleans  so  as  to  require  that  50  year  bonds  be  issued,  not 
to  exceed  $750,000,  secured  by  a  special  lien  on  the  courthouse  and 
land.  This  is  an  invasion  of  the  autonomy  of  a  city  by  the  state 
Legislature  similar  to  the  case  of  the  city  hall  of  Philadelphia.  The 
provision  for  mortgaging  the  property  of  the  city  is  also  fotmd  in 
an  Alabama  law  permitting  plants  for  gas,  water,  or  electric  lights  to 
be  used  as  security  for  loans. 

The  southern  cities,  in  the  liberty  they  are  seeking  for  borrowing 
money, 'are  only  showing  one  phase  of  the  industrial  development 
which  the  South  is  now  enjoying;  they  are  expanding  their  munici- 
pal activities  in  much  the  same  way  as  did  the  cities  of  the  northern 
states  20  years  ago.  We  may,  therefore,  expect  that  for  some  time 
to  come  southern  cities  will  be  the  subject  of  much  legislation,  with 
danger  that  the  borrowing  power  will  be  abused. 


MUNICIPAL  FUNCTIONS* 

JOHN    A.   PAIRLIB   PH.D.    ASSISTANT   PROFESSOR   OP   ADMINISTRATIVE 
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Special  and  class  legislation  continues  to  be  the  dominating  and 
almost  exclusive  method  of  extending  and  regulating  the  powers 
and  functions  of  American  mtmicipalities.  In  1904  there  were  66 
qpecial  city  laws  for  particular  cities  in  New  York  State,  43  in 
Massachusetts,  40  in  Louisiana,  25  in  Maryland  and  even  10  in 
Vixiginia,  where  a  comprehensive  general  law  had  been  enacted  the 
previous  year.  Of  the  New  York  laws,  no  less  than  21  applied  only 
to  New  York  city,  including  acts  for  such  trivial  matters  as  a  change 
in  the  salaries  of  chaplains  in  the  fire  department  and  creating  the 
office  of  chief  lineman  for  the  police  telegraph  service.  There  were 
four  acts  for  Buffalo,  and  as  many  for  Yonkers;and  even  special 
measures  for  each  of  three  of  the  four  cities  of  the  second  class  for 
which  a  general  law  was  enacted  a  few  years  ago.  In  Maryland 
eight  special  acts  were  passed  for  the  city  of  Baltimore. 

Nor  are  conditions  much  improved  in  most  of  the  states  where 
special  legislation  is  prohibited.  Laws  apparently  of  general 
application  or  applying  to  a  class  of  cities  are  enacted  to  meet  con- 
ditions in  a  particular  city,  and  so  worded  that  no  other  city  can 
make  use  of  the  powers  conferred.  A  recent  act  of  this  kind  in 
Minnesota  has  been  declared  unconstitutional  because  the  basis  of 
classification  was  too  narrow.'  This  was  an  act  [*o3  ch.50]  author- 
izing an  issue  of  bonds  for  repurchasing  municipal  waterworks  in 
cities  under  10,000  population  which  had  sold  a  municipal  plant 
with  a  reservation  of  the  right  to  repurchase,  which  in  part  applied 
only  to  the  city  of  St  Cloud.  In  many  cases  such  acts  are  so  phrased 
that  it  is  difficult  to  detect  their  special  nature. 

Almost  the  only  legislation  of  importance  during  1904  which  had 
a  general  application  to  all  cities  in  the  state  were  some  amendments 
to  the  new  Ohio  municipal  code. 

Public  safety 

In  this  branch  of  municipal  administration  the  most  important 
measure  was  an  act  for  reorganizing  the  police  force  of  New  Orleans 
[La.  '04  ch.32].  This  provided  for  a  new  police  board,  to  consist  of 
the  mayor  and  two  resident  taxpayers,  to  be  appointed  by  the 
mayor  and  council  and  to  serve  without  salary.  This  board  is 
empowered  to  reorganize  the  police  force,  with  regulations  which 
seem  to  establish  an  effective  merit  system,  based  on  definite  quali- 

^See  also  Governors  Messages  and  Index  of  Legislation,  3430. 
ThomM  V.  St  Cloud,  97  N.  W.  Reporter,  laS. 
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fications  for  appointment  and  promotion,  the  prohibition  of  politi- 
cal activity,  and  a  system  of  disciplinary  fines,  while  removals  are 
to  be  made  only  on  written  charges  and  after  a  hearing. 

Retiring  pensions  for  members  of  police  and  fire  departments  are 
becoming  more  common,  and  a  good  deal  of  legislation  on  this  sub- 
ject was  passed  in  1904.  A  Massachusetts  act  ['04  ch.327]  au- 
thorized towns  to  establish  police  and  firemen's  pensions  on  a 
two  thirds  vote  at  the  annual  town  meeting.  The  existing  Ohio 
legislation  on  the  subject  was  amended  ['04  p.  241].  Police 
pensions  were  authorized  in  Louisville  [Ky.  '04  ch.12]  and 
in  four  New  York  cities  [N.  Y.  '04  ch.268,  285,  459,  617];  and  fine- 
men's  pensions  in  South  Carolina  cities  with  over  20,000  population 
['04  ch.279]  and  in  Shreveport  La.  ['04  ch.177].  In  Missouri,  how- 
ever, a  proposed  constitutional  amendment  ['04  p.279]  authorizing 
police  pensions  was  defeated  at  the  November  election. 

Other  statutes  amended  the  law  regulating  the  trials  of  policemen 
in  New  York  city,  established  a  fire  and  police  board  for  the  village 
of  White  Plains  N.  Y.  ['04  ch.306]  and  a  board  of  fire  commissioners 
for  Greenville  S.  C.  ['04  ch.358],  and  authorized  Ohio  cities  to  license 
certain  occupations  and  purchase  or  lease  property  for  pesthouses 

['04  P.S04]. 

Public  improvements 

Special  acts  for  the  city  of  Baltimore  hold  first  place  in  the  new 
legislation  for  municipal  public  improvements.  These  include 
measures  establishing  a  special  commission  to  carry  out  plans  for 
street  improvements,  public  squares  and  market  places,  the  exten- 
sion of  the  harbor,  the  construction  of  public  wharves  and  docks, 
in  the  region  burned  in  the  disastrous  fire  of  February  1904;  and 
other  measures  authorizing  loans  for  sewerage,  other  .street  improve- 
ments and  the  extension  of  parks.  Altogether  the  city  was  author- 
ized to  borrow  $19,000,000  on  long  time  loans  and  $4,000,000  on 
temporary  loans  for  these  various  purposes.* 

A  number  of  special  acts  were  passed  in  variotis  states,  each 
dealing  with  several  distinct  classes  of  public  works,  such  as  water- 
works, sewers  and  lighting  plants,  and  establishing  boards  to  manage 
the  combined  imdertakings.'  For  Baton  Rouge  La.  a  board  of  pub- 
lic works  has  been  constituted  ['04  ch.  1 7 1]  in  a  very  peculiar  manner. 
It  consists  of  the  presidents  of  three  local  banks,  two  citizens  chosen 
by  the  city  council  and  two  others  chosen  by  these  five;  and  the 
whole  board  is  established  as  "a  permanent  syndicate,"  with  power 
to  fill  vacancies  in  its  membership. 

»Md.'o4  ch.3.  87,  274,  338.  349.  444.  4^3.  468. 

'Mass. '04  ch.3,  ^^^\  Md.'o4  ch.204;  Ga.'o4  p.igi,  546,  549 ; liiM*'o4  eh.183. 
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Ohio  and  Iowa  have  enlarged  the  purposes  for  which  mtinicipali- 
ties  may  employ  the  power  of  eminent  domain.  In  Iowa  ['04  ch.37] 
cities  and  towns  may  now  exercise  this  power  within  or  without  the 
municipal  limits  for  sewer  outlets,  and  garbage  and  sewage  dis- 
posal plants.  In  Ohio  ['04  ch.300,  333]  property  may  be  con- 
demned for  boulevards,  parkways  and  esplanades  around  public 
buildings,  and  for  water,  gas  and  electric  light  works,  including  the 
rights  necessary  for  the  construction  of  dams. 

On  street  improvements  in  general  we  may  note  two  New  Jersey 
laws  regulating  the  procedure  for  such  undertakings:  one  ['04  ch.91] 
subject  to  adoption  by  a  referendmn  vote,  and  another  ['04  ch.131] 
authorizing  the  coimcil  in  towns  under  the  general  town  law  to 
initiate  proceedings,  in  place  of  a  petition  by  the  property  owners. 
In  Louisiana  the  law  regulating  the  procedure  for  such  improve- 
ments was  also  amended  ['04  ch.131]. 

Rather  more  important  are  statutes  in  reference  to  sidewalks  in 
several  states:  New  York  and  Ohio  laws'  authorize  villages  to  pay 
part  of  the  cost  of  constructing  stone  or  cement  sidewalks  from 
general  taxation.  In  New  Jersey  ['04  ch.i2S]  all  mimicipalities 
are  authorized  to  require  the  removal  of  snow  and  grass  from  side- 
walks, and  on  failure,  to  have  the  work  done  by  the  city  and  special 
assessments  levied  for  the  cost.  Ohio  and  Iowa  statutes'  regulate 
the  method  of  making  special  assessments  for  sidewalk  construction. 

New  Jersey  has  enacted  several  statutes'  in  reference  to  sewer 
construction,  which  apparently  are  of  general  application.  One 
provides  for  the  extension  of  existing  sewer  systems  on  the  petition 
of  property  owners,  two  thirds  of  the  cost  to  be  collected  by  special 
assessments  and  one  third  by  the  city.  Another  increases  the 
authorized  annual  expenditure  of  cities  for  sewer  extension  from 
$75,000  to  $150,000.  And  a  third  authorizes  cities  under  12,000 
poptdation  to  maintain  sewerage  systems  from  general  taxation. 
Iowa  repealed  the  law  relating  to  sewer  construction  in  the  smaller 
towns,  and  extended  the  provisions  of  the  law  for  cities  of  the  first 
and  second  class  to  include  towns  ['04  ch.26,  31].  In  Louisiana  a 
constitutional  amendment  has  been  adopted  authorizing  the  crea- 
tion of  sewerage  districts  ['04  ch.i86].  Special  acts  authorizing 
bond  issues  for  sewer  construction  in  certain  cities  have  been  passed 
in  Massachusetts  ['04  ch.196,  309,  312],  Rhode  Island  ['04  ch.1169], 
Maryland  ['o4ch.i2  5],  Georgia  ['04  p.  191,  546],  and  Mississippi 
['04  ch.i83]. 

*N.  Y.  '04  ch.X2a;  O.  '04  p.  481. 

K>.  '04  p.  384;  la.  '04  ch.  30. 

''04  ch.a,  55,  85,  95,  152;  ex.  sess.  ch.2. 


VIO        N.  Y.  STATE  LIBRARY      REVIEW  OP  LEGISLATION    I904 

Public  parks  may  now  be  established  by  the  towns  of  New 
Jersey  ['04  ch.37]  and  the  townships  of  Ohio  ['04  p.4izl.  In  the 
latter  state  there  must  first  be  a  referendiun  vote,  and  the  expendi- 
ture is  limited  to  the  proceeds  of  a  tax  of  one  mill  on  the  dollar. 
New  Jersey  towns  may  issue  bonds  to  purchase  park  property;  and 
by  another  act  ['04  ch.iso]  cities  of  the  second  class  in  that  state 
may  borrow  up  to  $10,000  a  year  for  park  improvements.  In  Iowa 
cities  of  less  than  40,000  population,  park  commissioners  are  to  be 
unsalaried  ['04  ch.36].  Special  acts  conferring  park  powers  have 
also  been  passed  for  Rochester  and  other  New  York  cities  ['04  ch. 
24s,  327,  412,  629],  Fall  River  and  Salem  in  Massachusetts  ['04  ch. 
195,  279],  and  Louisville  [Ky.  '04  ch.109]. 

Minor  public  improvements  are  authorized  by  other  legislation. 
The  additional  powers  given  to  Ohio  cities  ['04  p.  504]  include 
authority  to  establish,  maintain  and  regulate  market  places,  drink- 
ing fountains  and  public  toilet  stations.  In  New  Jersey  the  optional 
city  law  is  amended  ['04  ch.191]  to  authorize  the  cities  under  it  to 
construct  boulevards  and  piers  on  the  ocean  beach.  In  Massachu- 
setts, the  Metropolitan  Park  Commissioners  are  authorized  to  con- 
struct a  public  bath  on  Nahant  beach;  and  the  town  of  Brookline  is 
authorized  to  erect  and  maintain  a  public  gymnasium  ['04  ch.157, 
326]. 

Municipal  ownership 

More  than  30  statutes,  affecting  as  many  cities,  were  passed  in 
1904  authorizing  the  construction  or  extension  of  mtmicipal  water- 
works. Twelve  were  in  Massachusetts*,  five  in  New  Jersey',  and 
others  in  New  York  ['04  ch.187,  471, 629],  Rhode  Island  ['04  ch.  11 70, 
1 180,  1 181],  Ohio  ['04  p. 620],  Virginia  ['04  ch.87,  197,  262,  484], 
Georgia  ['04  p. 191,  686],  and  Mississippi  [*o4  ch.183,  186,  188].  The 
most  important  was  for  an  additional  loan  of  $1,500,000  to  continue 
the  construction  of  the  new  Cincinnati  waterworks.  A  Pennsylvania 
law  of  1901  [ch.  113]  authorizing  boroughs  in  that  state  to  provide  a 
water  supply  by  municipal  works  or  by  contract  has  been  declared 
unconstitutional  in  so  far  as  it  impairs  existing  contracts.' 

Special  legislation  authorizing  municipal  lighting  plants  in  eight 
small  communities  was  passed  in  two  New  England  and  four 
southern  states.*     Four  of  these  authorized  municipal  gas  plants. 

»Mass.  '04  ch.86,  90,  93.  126,  131,  133,  i8o,  197,  225,  276,  341. 
*N.  J.  '04  oh. 39.  52.  77,  146,  201. 

•Potter  County  Water  Co.  v.  Borough  of  Austin,  55  A  991. 
*Mass.  '04  ch.i6o;  R.  I.  '04  ch.200;  Va.  '04  ch.  200,  21$,  236;  Ga   '04  ch. 
546,  668,  670;  Miss.  '04  ch.83. 
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In  two  cities  important  extensions  to  existing  m\inicipal  shipping 
terminals  were  authorized.  The  harbor  improvements  for  Balti- 
more have  already  been  noted,  as  part  of  the  comprehensive  scheme 
of  public  works  in  that  city.  The  other  instance  is  the  southern 
port  of  New  Orleans,  where  the  Port  Commissioners  have  been 
empowered  [La.  '04  ch.44]  to  issue  $2,000,000  in  bonds  for  construct- 
ing wharves  and  warehouses. 

Franchises  and  control  of  public  service  corporations 

No  very  important  legislation  on  franchises  was  enacted  in  1904. 
Ohio  cities  ['04  p.  504]  have  received  additional  power  to  grant  fran- 
chises for  heating  plants  and  movable  rolling  roads.  In  both 
cases  the  right  to  regulate  rates  every  five  years  must  be  reserved; 
and  for  rolling  roads  the  consent  of  the  owners  of  two  thirds  of  the 
property  along  the  streets  affected  must  be  secured.  Kentucky 
has  authorized  the  city  of  Loviisville  ['04  ch.8i]  to  regrant  existing 
franchises  18  months  before  expiration  to  the  highest  bidder  "on 
terms  which  shall  be  fair  and  reasonable  to  the  public,  to  the  cor- 
poration and  to  the  patrons  of  the  corporation."  If  the  city  decides 
to  purchase  (two  years  or  more  after  the  passage  of  this  act  and 
within  two  years  of  the  expiration  of  the  franchise),  it  is  not  com- 
pelled to  renew  the  grant.  In  this  case  the  purchase  price  is  to  be 
determined  by  arbitration,  valuing  the  plant  as  a  going  concern,  but 
with  no  allowance  for  estimated  future  growth.  Kentucky  towns 
of  the  sixth  class  are  empowered  to  make  contracts  for  water  and 
lights;  the  same  class  of  towns  may  not  sell  their  water  front,  but 
can  lease  it  for  not  more  than  20  years,  except  that  wharf  privileges 
may  not  be  rented  for  more  than  one  year  ['04  ch.95].  In  New  York 
cities  from  50,000  to  250,000  population  ['04  ch.454]  existing  street 
franchises  may  be  renewed  without  bids  or  advertisements,  by  the 
coimcil  with  the  approval  of  the  mayor  and  board  of  estimate  and 
apportionment.  The  Virginia  franchise  law  of  1903  [ch.138]  has 
been '  repealed  ['03  ch.570];  but  this  does  not  seem  to  affect  the 
practically  identical  provisions  in  the  general  municipal  corpora- 
tions act,  ['03  ch.269]  which  was  passed  after  the  franchise  law. 

Mississippi  has  joined  the  list  of  states  which  authorize  munici- 
palities to  establish  maximum  rates  for  water,  gas  and  electric  light 
supplied  by  private  corporations  [*o4  ch.182].  The  rates  fixed  are 
limited  by  the  terms  of  existing  contracts,  and  are  subject  to  review 
by  the  Chancery  Court.  Ohio  has  extended  the  right  to  regulate 
rates  to  include  water;  but  has  also  extended  the  restriction,  which 
prevents  lowering  rates  once  fixed  and  accepted  for  a  period  of  10 
years,  to  include  electricity  as  well  as  gas  ['04  ch.  114,  263]. 
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ROAD  LEGISLATION* 

M.  O.  ELDRIDGE,  OFFICE  OF  PUBLIC  ROAD  INQUIRIES,  UNITED  STATES 

DEPARTMENT   OF    AGRICULTURE 

Several  measures  intended  to  stimulate  and  aid  in  the  construc- 
tion and  improvement  of  roads  were  adopted  during  the  year  1904. 
The  State  aid  movement  which  originated  in  New  Jersey  about  12 
years  ago  and  Massachusetts  is  now  becoming  general.  Measures 
embodying  some  of  the  principles  of  state  aid,  state  cooperation  or 
supervision  have  now  been  adopted  by  all  the  New  England  States,' 
New  York,  New  Jersey,  Pennsylvania,  Delaware,  Maryland,  Ohio, 
Illinois,  Iowa,  Minnesota,  Idaho  and  California.  Owing  to  the 
rapid  introduction  of  the  automobile  for  business  and  for  pleasure 
a  considerable  share  of  the  lawmaking  in  regard  to  roads  during 
1904  was  directed  toward  the  regulation  of  motor  vehicles  on 
country  highways. 

Connecticut.  The  Legislature  of  1903  appropriated  $225,000  to 
be  expended  under  the  direction  of  the  State  Highway  Commis- 
sioner during  the  years  1903-4.  In  this  work  the  state  pays  two 
thirds  of  the  cost  and  in  some  cases  three  fourths  of  the  cost.  About 
450  miles  of  road  have  been  built  under  the  direction  of  the  state 
highway  commissioner  since  1895  at  an  average  cost  of  $3000  per 
mile  for  gravel  roads  and  $6500  for  16  foot  macadam  roads;  this 
cost  includes  grading  and  culverts. 

Delaware.  Under  a  law  passed  in  1903  the  state  appropriation 
for  road  building  in  1904  was  $30,000.  The  state  pays  one  half  the 
expense  of  building  certain  public  roads. 

Iowa.  Three  laws  were  passed  in  April  1904.  The  first  was  an 
act  ['04  ch.73]  empowering  certain  county  and  city  authorities  to 
procure,  under  condemnation  if  necessary,  any  lands  needed  for 
gravel  or  other  material  for  improving  roads  and  streets.  A  second 
law  ['04  ch.52]  provides  for  the  appointment  of  a  state  highway 
commission.  The  Iowa  State  College  at  Ames  is  to  act  as  such 
commission.  The  duties  of  the  commission  shall  be  to  devise  and 
adopt  plans  and  systems  of  highway  construction  and  maintenance, 
disseminate  practical  information  on  road  construction,  andassist  in 
building  object-lesson  roads.  The  control  of  automobiles  is  the 
object  of  third  act  ['04  ch.53],  providing  registration,  numberin'g, 

*See  also  Governors  Messages  and  Index  of  Legislation,  2700. 
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limit  of  speed,  brakes,  bells,  lamps,  signals  etc.  for  motor  vehicles. 
Violation  is  pimishable  by  $25  fine  for  first  offense;  $25  to  $50  fine, 
or  jail  sentence  not  exceeding  30  days,  for  subsequent  offenses. 

Kentucky,  Provision  for  the  issue  of  county  bonds  to  obtain 
money  for  road  construction  is  made  by  a  law  passed  in  March 
['04  ch.77].  Submission  to  a  vote  of  the  people  of  the  county  is 
required,  and  a  petition  of  15%  of  the  qualified  voters  must  precede 
such  submission.  A  coimty  tax  not  to  exceed  50  cents  on  $100  may 
be  levied  to  pay  off  the  bonds.  Another  act  ['04  ch.98]  enables 
the  road  supervisor  to  condemn  by  legal  process  land  or  material 
needed  for  building  roads  or  bridges.  A  motor  vehicle  law  ['04 
ch.  122]  fixes  a  speed  limit,  requires  reasonable  precautions  to  prevent 
frightening  draft  horses  on  the  road,  and  provides  for  lights  and 
signals.     The  penalty  is  a  fine  of  $10  to  $100. 

Maryland,  Motor  vehicles  ['04  ch.518]  must  be  registered, 
numbered,  provided  with  lights,  brakes,  locks  and  signals,  and 
limited  to  speeds  named  in  the  law.  The  motor  vehicle  must  stop 
at  the  roadside  when  animals  in  transport  or  in  use  are  frightened 
by  it ;  and  racing  of  any  kind  is  forbidden.  The  penalty  for  viola- 
tion is  from  $20  to  $1000  or  three  months  in  jail.  Another  act 
['04  ch.225]  provides  state  aid  for  road  building  to  a  maximum  of 
$200,000  annually,  one  half  of  cost  to  be  paid  by  the  state.  This 
aid  is  apportioned  to  each  county  in  the  ratio  of  the  county's 
public  road  mileage  to  the  total  state  mileage. 

Massachusetts.  City  and  town  governments  are  authorized 
['04  ch.125]  to  contribute  money,  labor,  or  materials  to  any  high- 
way which  the  state  commission  may  construct  in  the  city  or  town. 
There  is  an  appropriation  of  $490,000  a  year  to  pay  three  fourths  the 
cost  of  state  roads  constructed  in  the  several  counties. 

Mississippi.  An  amendment  to  §311  of  the  Code  of  1892  [*04 
ch.140]  enables  any  county  to  issue  bonds,  to  run  not  to  exceed  25 
years,  for  the  construction  of  public  roads,  and  provides  for  a 
special  tax  to  pay  ofT  such  bonds.  These  bonds,  however,  must  not 
raise  the  bonded  indebtedness  of  the  county  above  5%  of  its  taxable 
property. 

Neiv  Jersey.  Planting  and  care  of  shade  trees  in  the  public  high- 
ways of  cities  is  authorized  ['04  ch.142],  the  cost  of  planting  to  be 
borne  by  the  owner  of  abutting  property.  Two  minor  acts  ['04 
ch.133,  138]  supplement  the  laws  for  acquisition  of  turnpikes  and 
control  of  plank  roads.  The  state  appropriation  for  road  building 
1904,  was  $250,000,  and  the  average  cost  of  macadam  roads.  14 
feet  wide  and  6  inches  deep  was  $7000  a  mile.  The  state  f  avs  one 
third  the  cost  of  building  certain  public  roads. 
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New  York,     A  motor  vehicle  law  ['04  ch.538]  replaces  previous 
legislation  on  this  subject.     It  provides  for  registration,  numbers, 
badges,  brakes,  lamps,  signals  etc.  and  directs  that  on  meeting 
animals  in  use  on  the  road  every  reasonable  precaution  must  be 
taken  by  the  motor  operator  to  prevent  accident.     On  signal  from 
person  in  charge  of  the  animals  the  motor  vehicle  must  stop  and,  if 
xiecessan',  cause  the  motor  to  cease  running  till  the  danger  has 
passed.     Speed  limits  are  fixed,  but  races  are  provided  for  under  the 
control  of   local  authorities  and  with  proper  restrictions  for  the 
safety  of  the  public.     Local  ordinances  requiring  license  or  exclud- 
ing from  the  highway  motor  owners  who  have  complied  with  the 
state  law  are  forbidden.     Penalties  for  violation  of  the  law  run  from 
$25  to  $100  fine  and  10  days  imprisonment.     Other  acts  make 
changes  in  the  relations  of  the  state  engineer  to  the  actual  work  of 
road  construction,  and  authorize  the  highway  commissioner  to  take 
under  process  of  law  any  ground  necessary  for  ditches  or  drains  in 
connection  with  road  building.     The  total  amount  available  for  road 
building  and  maintenance  in  1904  was  $3,524,480.     The  average 
cost  of  macadam  roads  in  the  state  in  1903  was  $8063  a  mile.     The 
•state  pays  one  half  the  cost  of  building  state  roads. 

Ohio.  Counties  are  authorized  to  buv  toll  roads  and  maintain 
them  as  free  turnpikes  ['04  p.  131].  Bond  issues  not  to  exceed 
$225,000,  with  tax  levy  not  to  exceed  i  cent  on  $100  for  payment, 
are  provided  for;  but  the  bonds  must  be  voted  by  the  people  of  the 
county.  Another  act  ['04  p.  5 7  5]  permits  the  creation  of  separate 
road  districts  of  the  several  townships  and  authorizes  a  tax  for  im- 
provements. The  tax  may  not  exceed  6  cents  on  $100.  The 
creation  of  the  road  district  must  be  voted  by  the  people  of  the 
township.  A  third  law  ['04  p. 5  50]  provides  that  on  petition  of  100 
taxpayers  of  the  township  for  public  road  improvement  the  trus- 
tees of  any  township  must  hold  an  election  on  the  question  of  im- 
proving roads  by  general  taxation.  A  fourth  law  ['04  p. 4.^4]  pro- 
vides that  any  county  through  which  the  old  national  road  extends 
shall  expend  on  its  improvement  all  the  money  on  hand  or  hence- 
forth received  as  tolls  on  that  road. 

Pennsylvania.  The  apportionment  from  the  state  fund  for  road 
building,  an  original  total  of  $6,500,000,  was  $500,000  for  1904. 
The  state  pays  two  thirds  the  cost  of  state  roads. 

Rhode  Island.  An  appropriation  of  $105,000  was  made  to  be 
expended  under  the  direction  of  the  State  Board  of  Public  Roads 
during  the  year  1904.  A  motor  vehicle  act  ['04  ch.1157]  provides 
for  registration,  numbers,  locks,  brakes,  signals,  lights,  and  directs 
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the  Operator  to  use  every  reasonable  precaution  to  avoid  frightening 
horses  on  the  road.  The  penalty  is  $20  or  imprisonment  not  exceed- 
ing three  months.     Money  collected  is  to  go  for  road  improvement. 

South  Carolina.  An  annual  tax  levy  is  provided  for  ['04  ch.216]. 
On  a  written  petition  of  one  fourth  the  resident  electors  and  one 
fourth  the  resident  freeholders  2 1  years  old,  the  county  commissioner 
must  order  an  election  on  the  question  of  a  tax  levy,  not  to  exceed  2 
cents  on  $100.  Any  surplus  of  the  tax  collected  in  any  year, 
which  remains  till  the  next  year,  is  still  to  be  used  for  road  improve- 
ment. 

Vermont.  The  Vermont  plan  for  state  aid  for  highway  improve- 
ment assesses  annually  a  state  tax  of  5  mills  on  the  dollar,  to  which 
is  added  the  revenues  from  the  local  option  license  law.  The  fund 
for  the  year  1904  was  $130,811.37.  This  is  apportioned  to  all  the 
towns  in  the  state,  proportional  to  mileage  of  roads  in  each  town. 

Virginia.  A  comprehensive  law  was  enacted  ['04  ch.io6]  which 
puts  the  control  and  management  of  roads,  bridges,  and  landings  in 
the  hands  of  the  county  supervisors.  They  are  to  locate  and  main- 
tain roads,  and  for  the  purpose  may  take  any  necessary  lands  by  due 
legal  process.  They  are  to  levy  annually  a  county  tax  not  exceed- 
ing 40  cents  on  $100  for  certain  road  uses  and  also  a  magisterial  dis- 
trict tax  not  exceeding  40  cents  on  $  100  for  certain  road  uses.  If  the 
levy  exceeds  30  cents  on  $100  the  question  whether  such  tax  shall 
be  levied  must  be  submitted  to  a  vote  of  the  people.  They  are  to 
appoint  in  January,  biennially,  a  road  superintendent  who  shall  be  a 
civil  engineer  or  a  person  well  versed  in  road  building.  This  super- 
intendent is  to  keep  the  roads  in  order,  and  with  certain  restrictions 
may  take  material  from  private  property  for  the  purpose.  Bond 
issues  for  road  improvement  are  provided  for.  On  petition  of  the 
county  supervisors  the  Circuit  Court  may  order  an  election  on  the 
question  of  such  bond  issue  and  if  three  fifths  of  the  qualified 
voters,  including  three  fifths  of  the  freeholders,  are  for  it,  the 
bonds  are  to  be  issued  and  a  tax  levied  to  pay  them.  But  the 
bonded  indebtedness  is  not  to  be  made  so  large  that  the  interest 
charge  will  require  a  yearly  tax  exceeding  20  cents  on  $100.  The 
courts,  on  application  of  the  road  supervisors,  are  to  send  the  jail 
prisoners  to  work  on  the  roads.  The  Circuit  Court  may  grant 
authority  to  build  a  tramroad  not  over  6  feet  wide  along  any  public 
road.  The  supervisors  may  macadamize  any  road,  and  may  take 
possession  of  and  maintain  any  turnpike  abandoned  by  its  owners. 
An  amendment  ['04  ch.42]  provides  for  the  continuance  of  tolls  on 
turnpikes  and  fixes  the  rates. 
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Accountants,  see  Public  accountants 
Advdterations  and  imitations,  ni*-3' 
Advertisements,  ns^ 
Agriculture,  by  E.  W.  Allen,  oi*-?'; 
associations     and     fairs,     02*-3*; 
boards  of,   C2';  boll   weevil,   o8'; 
commercial  feeding  stuffs,  05*-7*; 
conoLmercial  fertilizers,  04'-5';  com- 
missioner of,  C2*;  experiment  sta- 
tions,   03*-4^;    farmers   institutes, 
03';    schools,    t5';    state    depart- 
ments, 02^ 

Aliens,  employment  of,  q6* 

Alienists,  state  board  of,  C2* 

Allen,  E.  W.,  Agriculture,  oi*-7' 

Animals,  domestic,  by  E.  V.  Wilcox, 
09^-11*;  communicable  diseases, 
k4*-5*;  dogs,  oio*-ii*;  ownership, 
010*;  running  at  large,  og^-io* 

Antitoxins,  production  of.  1*2' 

Apprehension  of  criminals,  di* 

Arbitration,  q6*-7* 

Arson,  d6' 

Assault,  d7* 

Attorney,  lien  for  fees,  g8' 

Auctioneers,  n4* 

Auditor,  state,  C2* 

Automatic  couplers  and  air  brakes, 
ms* 

Bacteriological  laboratories,  ji'-2^ 
Ballot.  CIO* 
Bank  examiner,  C2* 
Bank  robbery,  ds* 
Banking,  by  W.  A.  Scott,  n 7^-1 4* 
Bar,  admission  to,  g7*-8* 
Barber  examiners,  03*,  n4^ 
Barrows,  Samuel  J.,  Crimes  and  Of- 
fenses, d5»-8» 


Bigelow,   W.   D.,   Food   Legislation, 

ki»-3» 
Bills,  introduction,  c6* 
Birds,  game,  p6*;  nongame,  p7* 
Blacklisting,  q7* 
Blind,  r7* 
Boilers,  j8^ 
Boisot,  Louis,  Liens  and  Mortgages, 

e4»-5' 

Boll  weevil,  08' 

Boycotting,  q7* 

Branding,  ni"-3* 

Bribery,  cio*,  d7',  q7' 

Bridges,  m6* 

Burglary,  ds* 

Business  taxes,  see  Taxation,  busi- 
ness taxes 

Canals,  m6^;  Board  of  Examiners 
and  Appraisers  of,  03' 

Capitol  Commission,  03' 

Carson,  J.  C,  Feeble-minded  and  Ep- 
ileptic, s5^-6* 

Certified  public  accountants,  n3* 

Chapin,  Charles  V.,  Public  Health 
and  Safety,  ji»-8^ 

Charities,  by  R.  W.  Hebberd,  ri^-12*; 
local  boards  and  officers,  r3'';  state 
boards,  C2\  C4',  r2^;  supervision 
and  administration,  r2* 

Chicken-stealing,  ds* 

Children.  rS'-i2';  adoption,  custody, 
legitimation,  eii''-i2^;  crippled 
and  detomied,  rio'^;  juvenile  of- 
fenders, rio'-ii*;  laV>or,  q2*;  pla- 
cing out.  no®;  reform  schools,  dii* 

Christian  science.  J3* 

City  government,  vi^-3'' 

Civil  service,  C3^-4^ 

Clow,  Frederick  R.,  Local  Finance, 
v5^-6^ 
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Cole,  T.  L.,  Bibliographic  Notes  on 
Session  Laws,  Revisions,  and  Con- 
stitutional Convention  Publica- 
tions, a  I  ^-3' 

Commerce  and  immigration,  com- 
missioner of,  C2* 

Commerce  and  industry,  by  G.  M. 
Fisk,  ni»-6« 

Commercial  feeding  stuffs,  n2*,  oi', 

Commercial  fertilizers,  n2*,  04^-5* 
Communicable    diseases,    J4*-5';    of 
domestic  animals,  by  D.   E.   Sal- 
mon, k4^-5* 
Comptroller,  C2* 
Condemnation    of    property,    e3*-4*, 

fi';  water  rights,  h^ 
Constitutional  amendments,  C4*-S* 
Constitutional  conventions,  a3^ 
Contagious   diseases,   J4*-5';   of   do- 
mestic animals,  k4*-5* 
Contempt  of  court,  qy' 
Contracts  and  torts,  by  J.   B.   San- 
bom,  es'-Q^ 
Conveyance  of  property,  er'-2' 
Convicts,  di2*-i3';  labor,  dr2®-i3' 
Corporations,     by     E.     D.     Durand, 

fi*-4';  taxes.  h4^-5* 
Corrections,  by  George  McLaughlin, 

dQ»-i4* 

Corrupt  practices,  cio^ 

County  government,  v3*-4* 

Courts,  by  Isidor  Loeb,  gi^-7*;  court 
of  appeals,  g3^;  intermediate  ap- 
j)ellate,  g3''-4';  other  intermediate, 
gS'-?';  compensation  of  judges, 
gi'*-2';  tenure  and  term  of  judges, 
gi^;  justices,  g;**;  municipal  and 
jK>liee.  g7'-,  supreme  court,  g^';  su- 
preme court   eonnnission.  g4''-5- 

Crinies  and  offenses,  by  S.  J.  f^ar- 
rows,  (Is'-S* 

Criminal  ])roee(lure,    l>y   J.    F.    I'orl. 

di'-4' 
Criniiiials.     a])i)rehensi()n.    di'*:    dis- 
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lia1)ilual.     ^114"; 


idi'ntiiieation      of,      di.r*;      insane, 
cli  v':  sentetu'inij;  and  refnrm.  dr^*'- 

I  ;'■' 
Cf"})  |)t'st    coniinissioner.  cj' 
Curtesy,  ei  j'' 


Damages,  personal  injury.  eS^ 

Deaf  and  dumb,  r6*-7* 

Debts,  public,  v5* 

Dental  examiners,  C3* 

Dentists,  licensing  of,  J4* 

Deposit,  boards  of,  C2* 

Direct  legislation,  c6*-7* 

Diseases,  communicable,  J4*-5* 

Dispensaries,  liquor,  i2* 

Ditches,  1$^ 

Divorce,  eio* 

Dogs,  oio*-ii* 

Domestic  animals,  see  Animals 

Dower,  eio" 

Drainage,  /5*-ii* 

Dramatic  composition,  unauthorized 

public  performance,  e3* 
Draper,      Andrew      S.,     Education. 

ti»-6* 
Druggists,    licensing   of,   J4*;   liquor 

selling.  i4* 
Durand,     Edward     Dana,     General 

Corporation  Legislation,  fi*-4' 

Eastman,  William  R.,  Libraries,  U4*- 

6» 
Eaton,    Amasa     M.,    The     Family. 

eg*-!  2* 
Education,  by  A.  S.  Draper,  ti*-6^ 
Educational  administration,  C2*.  C4* 
Eldridge,   M.   O.,   Road   Legislation, 

w  1  ^-4* 
Elections,  by  C.  E.  Merriam,  c7*-io* 
Electric  current,  diverting  or  steal- 
ing, d6^ 
Electric  railways,  ms' 
Elliott,   C.   G.,   Land   Drainage   and 

Levees.  Is^-ii* 
Einbalmers.  state  boards  of,  C3^.  J4* 
Eminent  domain,  e3*-4*,  f  i* 
Em]^loyees.    mines,    qio*;    railways. 

f|io*;  wages,  q3^     See  also  Labor 
Employers  liability,  q6' 
ICni]^loyment  ofhces,  q3*-6^ 
En  lancers.  j8' 
Epileptics.  s5'-6* 
Everniann.  Barton  W.&  Marsh,  M.  C, 

I'^ish.  pi 0^-12* 
Evi  I'Mico.  di" 

Kxeiso  laws,  see  Liquor  I'^^ida'ion 
Ex])lj>sives.  care  of,  J7'-8* 
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Highways,  see  Roads  legislation 

Holidays,  ns' 

Horses,  dentistry  as  applied  to,  d6^; 

docking  of,  d8* 
Horticulture,  by  E.  P.  Felt,  07*-9*; 

state  board  of,  C2' 
Hospitals,  rs* 
Hours  of  labor,  q2* 

Identification  of  criminals,  di4* 
Idiots,  see  Feeble-minded 
Immigration,  state  bureau,  n6' 
Industrial  training  schools,  dii* 
Industries,  encouragement  of,  n5'-6' 
Inebriates,  state  hospital  for.  ii^ 
Inheritance  tax,  by  Max  West,  h6*-7* 
Injuries,  see  Damages 
Insane,  the,  by  T.  E.  McGarr,  si*-4*; 
additional    accommodations,    S2^- 
3*;  exclusion  of  alien,  S2*;  commit- 
ment, S3'-4*;  criminal,  di3';  dis- 
charge. S4*;  compensation  of  em- 
ployees, S3*;  reception  hospital  for 
acute,  S2*;  state  care  system,  si"- 

2» 

Insect  pests.  07'-9* 

Insurance  companies,  taxation,  h4* 

Insurance  examiner,  C2* 

Interest.  e8* 

Investment  companies,  nii'-i3* 

Irrigation.  /i'-2',/5' 

Jails,  dii*-i2^ 

Judges,  see  Courts 

Judgment,  criminal  i)rocedure.  d2* 

Junk  dealers,  n4^ 

Juries.  d3*;  grand.  (\2^ 

Justices  of  the  j)caoe,  g7* 

Juvenile  courts,  no"-!  2* 

Juvenile  otTenders,  no"-!  2* 

Kidnapping,  dj" 

Labels,  unauthorized  use.  q7^ 
Labor,  l>y  A.  K.  Weber.  qi'-7'';  chil- 
dren's. r]2';  eonviet.  di2"-i3-;  de- 
]>artnient  of,  cy:  disj)utes,  t\h'''-'J^; 
emT»l(.ivers  liabilitv.  q^-;  hours  of. 
«|2':  wa^es.  (|^';  workshi^p  re.i^'ula- 
ti.ms.  qS^-ro*' 
Lainl  drainaj^e  and  levees,  by  C.  G. 
Klliott.  /5'-ri« 
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Land  registration,  ei^ 

Law,   practice   of,   byjVIsidor   Loeb, 

Lawmaking,  by  C,  E.  'Merriam, 
C4*-7^ 

Legislation,  direct,  c6"-7* ;  special,  c6* 

Legislature,  c5*-6*;  apportionment, 
C5*;  employees,  c6*;  salary  of  mem- 
bers, cs';  biennial  sessions,  c6*; 
quadrennial  session,  c6* 

Levees,  /5*-i  i* 

Libel,  eg' 

Libraries,  by  W.  R.  Eastman,  u4^-6* 

Licenses,    trades    and    occupations' 

Liens  and  mortgages,  by  Louis 
Boisot,  e4'-5* 

Life  insurance  companies,  commis- 
sion on,  C2* 

Liquor  legislation,  by  Russel  Head- 
ley,  ii*-4' 

Liquors,  conveyance  to  convicts, 
di2';  county  dispensaries",  i2';  lo- 
cal option,  i2*;  sale  by  social  clubs, 
i3*;  Sunday  selling,  ii*,  i3',  i4' 

Loan  associations,  ni4* 

Local  finance,  by  F.  R.  Clow,  v5*-6* 

Local  government,  by  D.  F.  Wilcox. 
VI  ^-4* 

Loeb,  Isidor.  Courts  and  Practice  of 
Law.  gi^-7* 

Lynching,  d8* 

McGarr,  T.  E.,  The  Insane,  81^-4' 
McLaughlin,      George.      Corrections, 

dt/-i4» 
Markets,  n^^ 
Marriage,  eg^ 
Married     women,     property     rights, 

eio'^-i  i' 
Marsh.   M.   C.  \<i'  Kvcrmann.   B.   W., 

r'ish.  pio*-i2* 
Mechanics  Hens.  04 '-5* 
Medicine,  j)ractice  of.  j  ^^:  sainples  of, 

Men-handise.  sales  of,  e6"  -7* 
Mt^jfriam,   C    I^.   State  (jovernment. 

LawmakinjT  and  Klcctions,  ci'-ro'^ 
Meyer.    H.    H..    TransiK)rtation    and 

( \ >inni iinicat if »n,  in  i '-6" 
Milcas^v  tickets,  \uy 


Military  records,  secretary  of,  03* 

Missiles,  thro\iv'ing  of ,  dy* 

Mob  violence,  d8* 

Mortgages,  e4'-5* 

Mosquitos,  j6* 

Mules,  dentistry  as  applied  to.  d6' 

Municipal  functions,  by  J.  A.  Fair- 
lie,  v7*-ii* 

Musical  composition,  unauthorized 
public  performance,  e3* 

Name,  change  of,  ei2* 
Navigation.  n6» 
Negotiable  instruments,  e6^ 
Nuisances,  j6* 

Nursery  inspection,  C2',  oy^-g* 
Nurses,  examiners,  C2*,  n4' 

Orchard  inspection,  C2' 
Orphan  agent,  state,  C2* 
Osteopathy,  practice  of,  J3* 
Oysters,  pii' 

Palmer,  T.  S.,  Game,  p4*-9* 
Parties,  political,  c8*-io' 
Partnership,  e8' 
Passes,  m2*;  judges  may  not  receive. 

Pawnbrokers,  ni3*-i4' 

Peddlers.  n4^ 

Penal  institutions,  di*.  d9'-i2* 

Personal  injury.  eS^ 

Petroleum  products.  n2* 

Pharmacists,  licensing  of,  J4* 

Physicians,  licensing  of,  J3* 

Picketing,  q7* 

Plumbers.  n4'' 

Police  matrons,  di2^ 

Police  pensions,  vS- 

Political  parties,  c8*-io' 

Pool  rooms,  d8' 

Poor  relief,  r3'-4' 

Primary  laws,  c8^ 

Printer,  state,  ci* 

Prisons,  d9*-r2* 

Probation,  di4* 

Property,  by  Ernst  Freund,  ei*-4'; 
conveyancing,  ei'-2*;  crimes 
against,  d6*;  family,  eio*-i2*;  in- 
tangible, e3*;  settled  interests,  €2'; 
taxation,  hi* 
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tants,  C2*,  113' 
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corporations,  fi*,  vii'; 
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animals,  kS" 

>n,  transportation,  m4' 
'-5*;  automatic  coup- 
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-4*:  crossings,  m3';  em- 
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;  race  distinction,  m4*; 
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f  voters,  c7" 
liographic  notes  on,  a2* 
District    Commission- 

'ment,  12^-4* 

iment  Commission,  C3' 
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iployees,    qo-;    mines, 
ys,  qio^ 

.,  Commimicable  Dis- 

:nestic  Animals.^k4'-5' 
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3 
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s,  t3*;  compulsory  at-   , 
4*'-5-;  curriculum,   t;-; 
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thcers.  districts,  ti-nns 
;    teachers.    t4^;    tcxt- 

A..  Banking,  nj'-i  }'■*     | 
:ate,  ci' 
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Session  laws,  bibliographic  notes  on, 

by  T.  L.  Cole,  ai» 
Shellfish,  pii« 
Shooting,    malicious,    d;*;    at    live 

pigeons,  d8' 
Sick  and  disabled,  r4'-6* 
Slot  machines.  i3' 
Special  legislation,  c6* 
State  government,  by  C.  E.  Merriam, 

ci^-io* 
State  hospitals,  r5* 
State  institutions,  blind,  r7*-8*;  deaf 

and  dumb,  r6* 
Stolen  goods,  receiving,  d7' 
Street  railways,  ms^ 
Suffrage,  07^ 
Supreme  court,  g3* 
Suretyship,  e8* 
Sweat-shops,  qio* 

Taxation,  by  F.  A.  Fetter,  hi»-5»; 
business  taxes,  114*;  corporations, 
h4^-5*;  exemptions,  h2"-3*;  of 
mortgages,  e5*;  separation  of  state 
and  local,  hi*-2*;  sj)ecial,  of  in- 
dividuals, h3*-4'' 

Taxes,  inheritance,  hf)*-7* 

Taxing  Ix^ards.  cj' 

Teachers,  t4' 

Teelc.  R.  P.,  Control  of  Waters.  /i»-4* 

Telegraphs.  m6*'^ 

Telephones,  mo* 

Tenement  house  supervision,  board 
of.  c^** 

Tenement-made  articles,  mo' 

TextlMn)k  Commissions,  ej* 

Torrens  system  of  kind  registration, 
ei' 

Torts,  e 5 '-(;•'• 

Township  government,  v,:^'-4"'' 

Trade-marks,  n^^^ 

Trades  and  oecui)ations.  regulation 
and  licensing.  n^^'-5' 

Trading  stamj)S.  n.;- 

'IVani]ts,  d;^ 

Transjxirtaii*)!!  and  eomnnmieation, 
by  H.  H.  Meyer,  mi^-f." 

Treasurer,  stale,  ci* 

Trials  r>f  cases,  d^' 

Trust  companies,  nr^'^-ro" 

Tuberculosis,  )S"-(>^ 
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Usury,  e8' 

Vaccine  virus,  production  of,  J2' 

Vagrancy,  d;* 

Venue,  change  of,  6.2* 

Veto  power,  ci* 

Viaducts,  m6* 

Vital  statistics,  J3* 

Voters,  registration,  c7' 

Wadlin,  Horace  G.,  Factory  Regula- 
tions, q8^-io* 
Wages,  payment  of,  q3^ 
Warehouses,  n$^ 
Water,  pollution  of,  j6' 
Waters,  control  of,  by  R.  P.  Teele, 


Waterways,  n6* 

Weapons,  carrying,  dy* 

Weber,  Adna  F.,  Labor,  qi*-?' 

Weights  and  measures,  ni* 

Wells,  abandoned,  j8' 

West,  Max,  Inheritance  Tax,  h6*-7* 

Wilcox,  Delos  F.,  Local  Government, 

vi»-4* 
W'ilcox,   E.   v.,   Domestic   Animals, 

09 '-II* 
Witnesses,  d2',  q;' 
Woman  suffrage,  C7* 
Women,  institutions  for,  dio*-i  i' 
Woodruff.  G.  W.,  Forestry,  pi*-3* 
Workhouses,  di  i*-i  2' 
Workshop  regulations,  q8*-io' 
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New  York  State  Library  Legislation  bulletins 

1  summary  1-7,  9-11,  13,  15, 18,  21,  24.  Comparative  Suni- 
/  and  Index  of  State  Lcgislatiun.  i8cp-<latc.  50c  each,  except 
or  no.  II  (i8p(^); 

e  are  minutely  classed  annual  suniTnaries  of  now  laws  passe^l  by  all 
tes,  fullowed  by  a  full  alphabetic  indt-x  of  sfjccific  ttipios.  As  a 
I  of  a  state  suprc'ine  onirt  or  »>f  thcr  Unitctl  Stalos  Supreme  (Nmrt 
ig  a  statue  une<»nstituti«»nal  is  in  eflVct  t-quivalent  to  its  re]»eal  by 
;islalure.  a  digest  ^-i  sueh  dl•eisi^•n^  is  included.  The  voles  on  eon- 
nal  amendments  aiul  eoiistilutit-nal  c«.nvenlions  are  aU«>  j^iveii,  and 
mt  provisions  nf  new  eonstituii«  »ns  stitntnarizod. 

il  review  i^».  lu,  22,  25.     Review  oi  lA;;islali«»n,  1901  dale. 

ciich. 

ges  17,  20.  2^.     Digest  <»f  (loveniors  Messages,   i</)2-datc. 

cucJl 

ains  a  topical  (lij.re«^t  of  messa^xes  of  j^overnors  oi  all  states  and  of 

topics  in  the  i>res>ident's  me-^'^aLre. 

jraphs  S,  12.  14.    S  Slate  I'iiiance  Statistics.  i8<;()  and  1S95. 

Mar.  1S97.     ^'^f- 
bulletin  \vu<  prejiared  by  K.  Onna  Durand  Ph.D.  when  le^'islativc 
n.     It  is  a  c«»mparati\e  MiiiMrnrj'  <f  th«'  receipt^  :»nrl  expenditures 
he  >tates,  inchuliii.u:  al>o  ^mtL-tic**  reliitinLj   to  endowtiunt   funds 
te  clebt.*«. 

!  Trop.d  c»t  l,('iii>]rni'.n  in  tli*.'  I'niied  Slates.  4()p.  May 
».     ^c.     r.v  Jn'mIkti  II.  Whitlen. 

etch  of  the  Lcner.d  trend  d"  recent  Icv^i-ilitive  re.Lrnlati«»n  from  a 
xie  standp«'iiit.  I-:iw«-  r«-i.itin^  to  the  ••rifjjnizati-'n  nf  the  j'.»-.  <-rn- 
self  are  n«»t  coji-tidered.  nuTcly  a  broad,  coinpreheii'-ive  view  being 
f  the  jrencral  tendency  of  altenipl-^  at  social  rek!:itlali«»n  and  c^ntrtd. 
I^axalinn  r^f  ( 'orpuratioiis  in    Xew   York,    Mas.saebu.'-'etts, 

i.'=;ylvain'a   and    Xew    Jersey.      i'>S]).      May    1901.     J^c.      IJy 

.Ti  II.  Wbitten. 

;iin>  (I)  a  brief  review  »«f  the  cori)oration  tax  system  t»f  the  ftuir 

(2)  a  <nnjmary  by  states  shnwini;  the  \arious  stale  an<l  h'»cal  taxes 

.1  on  each  cla^s  «»f  corporations;  (V)  a  comiiilati«»n  of  ct»rporation 

LUte-. 

ual  subscription  price  $1   payable  in  advance.     Subscribers 
'Ceive  annnally  eitlier  llu*  iMnmd  \earlM».»k  of  rA'i:ji>lation 
ff»llo\ving  bulletins  a.s  issue'!,  whicli  are  cnulained  in  the 
f»k: 
^mparativc    Summary    and    Index   o(    Lei(islaii«»n    [average 

.•view  of  Legislation  favera.iLCe  250P.I 

'i^est  of  TiovenKirs  Messa.t^e.s  favera.Li'e  175I).  | 

ly  other  bulletins  issuetl  nf  less  than  500  ])aj;:es. 

imes    1-3    (each  cnnlaininj^  5   annual  bulletins)   S2  each 

rid,  f»r  $2.25  in  cloth.     Subsecpient  vdumes  $t  each. 

line  4  contains  btilletins  16  i<).    Bepnnin*r  with  Dij^est  of 

lors  Messages   mo^  the  three  or  more  bulletins  of  each 

re  bounti  to  form  the  yearbook  cd*  J .etj^islation. 

Legislation  and  administration 

I'c  393,000  volumes  in  the  library,  about  103.000  are  in  law  and 
xy  includinur  stati^tic^.  ecnnomic<,  political  science,  public  docu- 
md  adnn'nistration.  The  city,  state  and  United  States  documents 
inusual  advantn;^es  for  many  lines  of  research. 

indexes.  A  card  index  of  state  legislation,  be^inninj*  with  1890, 
es  reference  in  laws  cm  any  subject  in  any  state  within  the  past 
s.  A  very  useful  classed  list  of  books  and  articles  treating  com- 
ply  the   laws  and   administrative   systems   of   cities,  states   and 

countries  is  also  maintained. 

rences  from  either  of  these  indexes  will  be  m^iWed  OTV  ^VV^^^"^^^^'^ 
to  a  fee  covering  cost  of  copying  whenever  mote  tYvaxi  ^  ^^^^  ^^ 
u  required. 


Nczif  York  State  Education  Department 
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Scope  of  library.  'J'he  Stale  I-ibniry  iiicludcs  general,  sociol- 
(^i^v,  law,  nKMlioal,  e(lucati«»!i  aii'l  li'^-ir^rv  libraries  and  the  Librarv 
Solionl.  Ue^idcs  tlie  usual  wcrk  of  a  threat  reference  library,  its 
field  i'c)viTs  cuinpilaiif-n  of  catalogues,  biblioi^rapliies.  indexes, 
refer<.!ice  liMs  and  (4lier  aids  fir  readers  nol  haviui^  direct  access 
(o  tile  I'bran",  ais.i  !«  an-  mT  ]i^■^l^^  lo  stud.cnts  ancl  promuti<.'n  '..f 
ij^eneral  library  iiil^'n--^^  y.\  liie  State. 

Use.  .\>  lilt.:  libraiy  v. as  founded  f-.-r  tlie  benefit  of  the  whole 
State,  I.MK.k^  ti';t  readily  acces.-ible  elsewhere  and  nut  so  much 
U'^ed  at  AllKJuy  a^  ir^  liiake  their  brief  <i4*sence  from  the  shelves 
seri«>u-  r-rv  I'.'!:  u:ider  the  ru.les  i;uardin.';  a.iiain>t  loss  or  iinih:? 
deleuliou   to: 

T   Ally  iniiluti'U  in  the  I'niversiiy. 

2  \\\\    re.L^i'^lere  1  pu])iic  »r  fr;-e  lil.)rary. 

3  ResjM:nsih!'*  ii*.'!  is  of  si.Me  in>titiitions,  de|)arln^er.ts  -t  c»'Urt>, 
(■«r  to  tli-.»>':  e'»i,i:..\i-.d  w-di  t:*e  i-l.ite  j^overnuieui  and  n.-ediu^ 
bt.M.ks  fnr  \\'-v  in  I'lelr  i  hicial  w»rk. 

.{  I'^ •.!!.: i:  u -'e/i  :-H!il\  clul)S,  e\'.eu-'»n  centers.  suni!iK*r  schools  r.r 
(•ther  :\ •;..;.  :ii:i«]  e«hicau':i«il  ;:.-,v.:icie>. 

5  Any  i»-'i\.i!l  (  f  the  S^aie  .nakiii,;;'  studies  or  invesii.ua'iions 
in  whii'li  I'.v  liced.-  /.  '  :<d-iaiice  of^the  State  Library,  i)r'»\ided 
th.:.'.    !:'<   le -i- '•••'i^lil^    i^    ki'-.»\\u   t«)   the   librarv   ';r   that   it    l"*vos 

•••■  'ii.;'<v'^  a  «'.ij)o^it  coveriu,.:  th.c   \ai-.iL    •  f 


> 


s,iii.-«':i'/'.  -rs    1.  :•.  ■  I. 'ice-   •• 
the  b'-o\s. 

'i'iie  iil»T\:ry  r. '.m  j';  .-..  i'm-  U;'.".diri'.^'  i-f  lo-iks  tc^  di.-t;:i:-.  p'»i:i:s 
as  a  \  -v  \v  [»•  r;:i-.'  ;••  \  -.  \  \  ^  \\\A\  r-nd  aims  lo  lu-jp  tix-  la:\i:c5i 
uuu'lir:-  ]'--s:o-'-  «r  .\:«.  »•  !:;..•«. ii:--  i;s  r'.>'-i'.iar.ce,  r.ot  »ii:!y  b;.  h;:id- 
iuir  !;-.i!  alo  '*•  :\.''i^"-'  T- !i-v-  tlu-  b.  <  b'»'-k.>  aujl  fuiuish'-n,:'. 
thri»..:i:  •;*  i'"'i:e  i-cjj  ;iiioii  1  aji^ir-ment,  devoted  >poci;il>v  to 
su -h  •-.  •  r'u.  j'l"  -^  !  .-r  'r;';!::*.-r'p'i  i-'-d^  t«»  those  pur.uiiiL'"  .-tU'lii-- 
or  ■*.•». -v-'  ••«:"  I  .itKi::  v.ii!"i..ui  a  ter-cher. 

rio:'iv.  '.i.li'C  vioi";.  ':*;:is  'nv'l'i-lv.-^  i>romotion.  ^vn- path*. tic  a-sist- 
a^^e  ii.d  .-U;»:  rvi>i"ii  *d  >.;i*'!.i«.  r,  ^'acation.  eveniu;:  and  cirre- 
sp'i'!-.  i:.:v'  seln  ••■>  vwA  i..di«.r  i*o.-n:s  ^,f  extension  teaclii!:^.  lectures. 
lmi\^•. -ii\  t  \A  'i'«-ii  !.  •  ji^e;,  slii'lv  i.ii;b>,  Ivcenms,  d.^b-Hinvi  i- '.^i*.-- 
tie-,  li'.x'iary  c-ubs  rs'iil  other  a..;eucies  for  i)romotin|Li  an.i  exti.?!'l»n;4 
Piiire  V.  ide!'^  « 'pjxi'.  LU'iiii'"  aiid  facilitiis  ff^r  educatii-n  ii^.  tliose 
unab^•  t(.»  a.tvud  t-i.    u.-.-.i.il  le:':lunj.;-  inslitvilioiis. 

The  iiio^-  p«".ent  i*aci<.rs  in  '^v^^vx  e«lucati"n  are:  !  i)  puttini^:  the 
b-e^t  rea<lini;  witbi-i  xk:\<\\  o'*  ail  citizens  by  Iraveiint;  librar\> 
vv.A  r!i:i'-ia;e'i  b».'k  1!^:-;  (J)  .'dd  Liiveri  in  ori;ani/.inj;  new  -..n-.l 
iu'Te-.  iul:  e'Vicii i-;\-  of  el;d.''MHvl  local  libraries  bv  tlie  iiuWic 
Vbrarie-  divi;ion,  thr)U,;.ii  which  the  S:ate  yearlv  expends  abfUt 
S-.  »,•'.•••)  f-r  tiu'  bti'sei  t  of  free  'ibraries.  This  (livi»»ion  is  de\i'iod 
1. 1  ]»ron!oii;L'-  ucrind  lib:-nry  iniere>is  r.f  ihe  Slate  and  i:i  all 
pracii'"ii.»'e  v.-iys  a.s>i.-;:i!'.:  cj'mnuinities  willini;'  to  ilo  their  part  in 
]»r'»\idinj:  the  brst  readiui^  for  their  citizens. 

[•\.r  further  infornialion  addre.ss 

ilELV]L  Dewky,  Director,  Albany  X.  Y. 
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\ny  N.  Y.  Jan.  4,  igos 

1K:atwn 
fr^  ^^MisvcCxt   for   publication   the   sup- 

m/J^  ^S^^ot  the  decade  ending  with  1903. 
^▼^  ^_^^^^,  Stephen  B.  Griswold,  compiled  a 
volumes  then  in  the  law 
Pboo  volumes  of  statute  law  and  state 
\  useful  and  its  fonn  has  become  so 
^he  library  that  no  modification  has  been 
Hment,  also  prepared  by  Mr  Griswold,  which 
mes  added  from  Jan,  i,  1894-Dec.  31,  1903. 
arranged  alphabetically  and  under  eacn  are 
ioks  bearing  on  that  subject,  so  that  the  same  wore 
Ted  to  under  several  different  heads  where  it  is  of 
!.  Cross  references  have  been  freely  made  from 
cts  to  their  various  subordinate  topics  and  also  to 
id  illustrative  heads.  To  make  the  sense  complete, 
;s  which  have  been  used  for  economy  of  space  must 
d  as  including  the  heads  under  which  they  occur, 
leading  articles  in  550  volumes  of  American,  English, 
,  Canadian  and  colonial  law  periodicals  have  been 
;heir  respective  subjects.  Many  important  published 
>een  examined  and  are  entered  under  the  subjects 
ustrate. 

Melvil  Dewey 

VirecioT 
w  York 
'epartment 
!b's  room 
publication  Jan.  10,  IQ05 
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State  Library  Albany  N,  Y,  Jan,  4,  igos 

.  A.  S.  Draper 

Commissioner  of  Education 

Dear  sir:  Herewith  I  transmit  for  publication  the  sup- 
lentary  subject  law  index  for  the  decade  ending  with  1903. 
In  1882  the  law  librarian,  Stephen  B.  Griswold,  compiled  a 
set  index  including  the  24,000  volimies  then  in  the  law 
xy,  exclusive  of  10,000  volumes  of  statute  law  and  state 
!rs.  This  was  found  so  useful  and  its  form  has  become  so 
liar  to  users  of  the  library  that  no  modification  has  been 
e  in  this  supplement,  also  prepared  by  Mr  Griswold,  which 
rs  21,184  voltimes  added  from  Jan.  i,  1894-Dec.  31,  1903. 
Subjects  are  arranged  alphabetically  and  under  eacn  are 
red  the  books  bearing  on  that  subject,  so  that  the  same  work 
Jten  referred  to  under  several  different  heads  where  it  is  of 
ial  value.  Cross  references  have  been  freely  made  from 
ral  subjects  to  their  various  subordinate  topics  and  also  to 
dinate  and  illustrative  heads.  To  make  the  sense  complete, 
short  titles  which  have  been  used  for  economy  of  space  must 
1  be  read  as  including  the  heads  under  which  they  occur, 
lences  to  leading  articles  in  550  voltimes  of  American,  English, 
I,  Scotch,  Canadian  and  colonial  law  periodicals  have  been 
d  under  their  respective  subjects.  Many  important  published 
s  have  been  examined  and  are  entered  tmder  the  subjects 
h  they  illustrate. 

Melvil  Dewey 

Director 
tote  of  New  York 
:ation    Department 
[missioner's  room 

roved  for  piiblication  Jan,  10,  igo^ 


Commissioner  of  Education, 


New  York  State  Education  Department 


New  York  State  Library 


Melvil  Dewey  Director 


Bulletin  98 
ADDITIONS  5 


SUBJECT  INDEX  OF  LAW  ADDITIONS 

Jan.  i|  1894-Dec.  3iy  1903 


TITLBS     OF     PERIODICALS . 
Alb.  L.  J. 

Am.  L.  Reg.  (n.  s.) 

Am.  L.  Rev. 

Am.  Land  &  T.  Reg. 

Am.  Lawy. 

Am.  Leg.  N. 

Austral.  L.  T. 

Bank.  L.  J. 

BaxT. 

Bomb.  L.  R. 

Bomb.  L.  R.  J. 

Brief 

Brief  P.  D.  P. 

Bus.  Law 

Ca.  L.  J. 

Ca.  L.  Rev. 

Ca.  L.  T. 

Cape  L.  J. 

Cent.  L.  J. 

Chic.  L.  J.  (n.  s.) 

Chic.  L.  J.  (w.) 

Chic.  L.  N. 

Collect.  &  Com.  Lawy. 

Columb.  L.  R. 

Couns. 

Cred.  Man 

Crim.  L.  M. 

Green  B. 

Guide 

Harv.  L.  R. 


ABBREVIATIONS 

COLLBCTIONS     AND     PUBLICATIONS     OP    SOCIBTIBS 

Albany  Law  Journal 
American  Law  Register,  new  series 
American  Law  Review 
American  Land  and  Title  Register 
American  Lawyer 
American  Legal  News 
Australian  Law  Times 
Banking  Law  Journal 
Barrister 

Bombay  Law  Reporter 
Bombay  Law  Reporter  Journal 
Brief 

Brief  of  Phi  Delta  Phi 
Business  Law 
Canada  Law  Journal 
Canadian  Law  Review 
Canadian  Law  Times 
Cape  Law  Journal 
Central  Law  Journal 
Chicago  Law  Journal,  new  series 
Chicago  Law  Journal  weekly 
Chicago  Legal  News 
Collector  and  Commercial  Lawyer 
Columbia  Law  Review 
Counsellor 
Credit  Man 

Criminal  Law  Magazine 
»  Green  Bag 
Guide 
Harvard  LawReview 


138 


NBW   YORK   STATE   LIBRARY 


la.  Univ.  L.  B 
Ir.  L.  T. 

J.  P. 
Jurid.  Rev. 

Kan.  City  B.  Month. 

Kan.  Lawy 

Kos. 

L.J. 

L.  P. 

Law  Adv. 

Law  Bk  N. 

Law  Chion. 

Law  Gaz. 

Law  Lib'n 

Law  Mag.  8f._R. 

Law  N. 

Law  N.  (Am.) 

Law  Q.  Rev. 

Law  Reg. 

Law  S.  Help. 

Law  S.  Jour. 

Law  T. 

Lawy.  &  Cred.  M. 

Leg.  Adv.  (Chic.) 

Leg.  Adv.  (Denv.) 

Leg.  Int. 

Leg.  N. 

Legal  &  Ins.  Reptr. 

Madras  L.  J. 

Md.  L.  Rev. 

Med.  Leg.  J. 

Merc.  Adj. 

Mich.  L  J. 

Mich.  L.  Rev. 

Minn.  L.  J. 

N.  J.  Law  J. 

N.  Y.  L.  Rev. 

Nat.  Corp.  Reptr. 

Natal  L.  Q. 

Northw.  L.  R. 

Ohio  L.  B. 

Okl.  L.  J. 

Pa.  L.  Ser.  ' 

Pat.  &  T.  M.  Rev. 

Revue  L^g.  (n.  s.) 

S.  Af.  L.  J. 

Scot.  L  R. 

Scots  L.  T. 

Sol.  J. 

South.  L.  J. 

South.  L.  R     Atl.) 


Iowa  University  Law  Bulletin 

Irish  Law  Times 

Justice  of  the  Peace 

Juridical  Review 

Kansas  City  Bar  Monthly 

Kansas  Lawyer 

Kosmodike 

Law  Journal 

Law  Pamphlets,  Library  Collection 

Law  Advertiser 

Law  Book  News 

Law  Chronicle 

Law  Gazette 

Law  Librarian 

Law  Magazine  and  Review 

Law  Notes 

Law  Notes  (American) 

Law  Quarterly  Review 

Law  Register 

Law  Student's  Helper 

Law  Students'  Journal 

Law  Times 

Lawyer  and  Credit  Man 

Legal  Adviser  (Chicago) 

Legal  Adviser  (Denver) 

Legal  Intelligencer 

Legal  News 

Legal  and  Insurance  Reporter 

Madras  Law  Journal 

Maryland  Law  Review 

Medico-legal  Journal 

Mercantile  Adjuster 

Michigan  Law  Journal 

Michigan  Law  Review 

Minnesota  Law  Journal 

New  Jersey  Law  Journal 

New  York  Law  Review 

National  Corporation  Reporter 

Natal  Law  Quarterly 

Northwestern  Law  Review 

Ohio  Law  Bulletin 

Oklahoma  Law  Journal 

Pennsylvania  Law  Series 

Patent  and  Trade  Mark  Review 

Revue  Legale,  new  series 

South  African  Law  Journal 

Scottish  Law  Review 

Scots  Law  Times 

Solicitors'  Journal 

Southern  Law  Journal 

Southern  Law  Review  (Atlanta) 
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Tr. 

Univ.  L.  R. 
Va.  L.  Reg. 
W.  Va  Bar 
Wash.  L.  Rep. 
Week.  L.  B. 
West.  L.  T. 
West.  R.  L.  J. 
Yale  L.  J. 


Trials  (Library  collection) 
University  Law  Review 
Virginia  Law  Register 
West  Virginia  Bar 
Washington  Law  Reporter 
Weekly  Law  Bulletin 
Western  Law  Times 
Western  Reserve  Law  Journal 
Yale  Law  Journal 


HEADINGS,    IMPRINTS    AND    NOTES 


Common  abbreviations  for  political,  military,  professional  and  honorary 
titles  are  also  used. 


annot. 

annotated 

n.  d. 

no  date 

anon. 

anonymous 

n.  p. 

no  place 

cir. 

circuit 

n.  t.  p. 

no  title  page 

CO. 

company,  county 

P- 

page  or  pages 

col. 

college 

plead. 

pleading 

com. 

common 

por. 

portraits 

comm. 

commentaries 

prac. 

practice 

comp. 

compiler 

proc. 

proceedings 

cont. 

continued,  continuation 

Pt 

part 

crim. 

criminal 

rel. 

relating 

ct. 

court 

rep. 

reported,  reports 

dept. 

department 

ser. 

series 

dist. 

district 

sup. 

supreme 

ed. 

edited,  edition, 

editor 

sup'r 

superior 

et  al. 

and  others 

supt. 

superintendent 

ex  rel. 

on  the  relation 

tr. 

trial 

exam. 

examination 

trans. 

translated,  translator 

fr. 

from 

V. 

volumes 

il. 

illustrated 

V.  p. 

various  places  of    publi- 

jurisd. 

jurisdiction 

cation 

jurisp. 

jurispnidence 

legis. 

legislature 

Hab. 

liability 

SIZE 

NOTATION 

.       SIZE    LETTER 

Siie  letter 

Outside  hight 

in  centimeters 

Fold 

Fe 

up 

to  10 

48* 

Tt 

10 

"    12.5 

32'' 

T 

12:5 

"    15 

24'' 

S 

IS 

"    17.5 

i6*» 

D 

17.5 

"    20 

I2'» 

0 

20 

"    25 

8«> 

Q 

25 

"    30 

4** 

F 

30 

"  35 

f« 

F^ 

35 

"  40 

F» 

40 

"   50 

F« 

50 

•*  60 

For  all   books  over  35  cm  high  Ihe  superior  figures  show  in  which  10  cm 
of  hight  the  book  falls,  e.g.  F"  is  between  70  and  80  cm  high. 
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PLACES  OP  PUBLICATION 


Common 

abbreviations  for 

states  are  also 

tised. 

Alb. 

Albany 

Lond. 

.    London 

Amst. 

Amsterdam 

Lpz. 

Leipzig 

Bait. 

Baltimore 

Lug.  Bat. 

Lugduni  Batavorum 

Ber. 

Berlin 

Mil. 

Milano 

Bost. 

Boston 

Mun. 

Mtinchen 

Bms.^ 

Braunschweig 

N.O. 

New  Orleans 

Camb. 

Cambridge 

N.Y. 

New  York 

Chic. 

Chicago 

Ox. 

Oxford 

Cin. 

Cincinnati 

Par. 

Paris 

Copng 

Copenhagen 

Phil. 

Philadelphia 

Dub. 

Dublin 

San  Fran. 

San  Francisco 

RHiTi. 

Edinburgh 

StL. 

St  Louis 

Eng. 

England 

St  Pet. 

St  Petersburg 

Fir. 

Firenze 

Stut. 

Stuttgart 

Glasg. 

Glasgow 

U.S. 

United  States 

Got. 

Gottingen 

Ven. 

Venice 

Kj5b. 

Kjobenhavn 

Wash. 

Washington 

Ley. 

Leyden 
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AlMitement.    See  Actions  and  defenses 
Abduction 

Leading  articles:  law  rel.  to.     38  Cent.  L.  J.  184;  17  Crixn.  L  M.  677 

Abortion 

Leading  articles:  law  rel.  to.     17  Crixn.  L.  M.  141 

Account 

Williams,  S.  £.     Law  of  account.     O.     Lond.  1899. 
Account  stated.    See  Debtor  and  creditor 
Actions  and  defenses 

Sibley,  H.  L.     Right  to  and  cause  for  action.     O.     Cin.  1902 
Leading  articles:  competition  and  the  law.     15  Harv.  L.  R.  427 
consequence  of  an  act.     9  Harv.  L.  R.  80 
curious  cases  of  personal  injury.     104  Law  T.  55,  102 
has  malice  any  place  in  civil  wrongs?     19  Ca.  L.  T.  53 
illness  caused  by  a  lie.     103  LawT.  77 
inducing  a  person  to  break  a  contract  or  not  to  enter  into  contract 

with  a  third  party.     11  Law  Q.  Rev.  306;  37  Am.  L.  Reg.  (n.  s.)  273; 

40  Cent.  L.  J.  86 
is  a  cause  of  action  for  a  statutory  penalty  assignable?     42  Cent.  L.  J.  5 
on  promise  to  answer  for  tort  of  another.     53  Alb.  L.  J.  167 
review  of  Allen  v.  Flood  and  Quinn  v.  Leathem.     42  Am.  L.  Reg.  (n.  s.) ; 

125;  18  Ca.  L.  T.  120;  23  id.  275;  11  Harv.  L.  R.  405,  449;  32  Jr.  L.  T. 

45;    33  id.  195,  20s;   35  id.  505;    13  J^d.  Rev.  452;    63J.  P.  8oi;    36 

L.  J.  446,  454,  462;  17  Law  N.  17;  14  Law  Q.  Rev.  129;  19  id.  37, 182; 

III  LawT.  361;    ii4id.  236;    i  Mich.  L.  Rev.  28;    s  Scots  L.  T.  158, 

166;  42  Sol.  J.  108,  128,  408;  45  id.  718 
right  of  a  third  party.     3  Law  Gaz.  103,  121,  138 
right  to  civil  action  not  merged  in  felony.     1 04  Law  T.  49  8 ;  9  8  Law  T.  2  2  7 
survival.     55  Alb.  L.  J.  71 
trade  rivalry,  when  illegal.     45  Cent.  L.  J.  257 

what  is  a  chose  in  action?  9  Law  Q.  Rev.  311 ;  10  id.  303;  11  id.  223,  238 
See  also:    Ejectment         Limitation  of  actions         Remedies         Replevin 
Taxpayers'  actions  • 

Administration  of  estates 

Woemer,  J.  G.     Treatise  on.     Ed.  2.     2 v.  O.     Bost.  1899. 
See  also  Executors  and  administrators 

Admiralty 

Benedict,  E.   C.     American  admiralty,  its    jurisd.   and  prac. ;  ed.  3   by 

R.  D.  Benedict.     O.     N.  Y.  1894. 
Howell,  A.     Admiralty  law  of  Canada.     O.     Toronto  1893. 
Hughes,  R.  M.     Handbook  of  admiralty  law.     O.     St  Paul  1901. 
Pugh,  E.  F.     Forms  of  procedure  in  the  cts.  of  admiralty  of  U.  S.     Rev. 

ed.  2.     O.     Phil.  1903. 
Williams,  R.  G.  &  Bruce,  G.     Jurisdiction  and  prac.  of  the  English  cts.; 

ed.  3  by  G.  Bruce  &  C.  F.  Jemmett.     O.     Lond.  1902. 
See  also:    Collisions  at  sea        Practice:  U.  S. — Federal  cts. 
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Admission  to  the  bar.    See  Legal  profession 
Adoption 

Leading  articles:    Roman  law  of.     4  Northw.  L.  R.  73 

Adulteration 

Bell,  W.  J.  &  Scrivener,  H.  S.     Sale  of  food  and  drugs  acts;  with  notes. 

Ed.  2.     S.     Lond.  1894. 
Leading  articles:  false  warranty.     61  J.  P.  339,  386;  67  id.  194 
liability  for  acts-  of  others.     62  J.  P.  835 
warranty  and  invoice.     30  Ir.  L.  T.  i,  15,  65 
when  no  offense  to  sell.     66  J.  P.  529 

Adultery.     See:  Criminal  law         Marriage  and  divorce  Vice 

Advancements.     See:  Administration  of  estates       Gifts        Wills 
Adverse  enjoyment.     See  Adverse  possession 
Adverse  possession 

Leading  articles:  what  constitutes.     53  Cent.  L.  J.  482 

Advocacy 

Elliott,   B.  K.  &  W.  F.      Work  of  the  advocate.      2 v.  O.      Indianapolis 

1894. 
Hardwicke,  H.     Art  of  winning  cases.     O.     N.  Y.  1894. 
Harris,  R.     Hints  on.     Ed.  12.     O.     Lond.  1903. 
Leading  articles:  advocates  of  Greece  and  Rome.     54  Alb.  L.  J.  13 

art  of.     15  Jurid.  Rev.  329;  63  J.  P.  753 

conduct  of  a  jury  trial.     60  Leg.  Int.  242 

preparation  for  trial.     2  Brief  P.  D.  P.  193,  299;  3  id.  i,  115;  8  LawS. 
Help.  167;  9  id.  102 
See  also  Forensic  eloquence 

Afghanistan,  Law  of 
Khan,  Sultan  Mohammad.     Constitution  and  laws.     O.     Lond.  1900. 

Agency 

Bowstead,  W.     Digest  of  law  of.     Ed.  2.     O.     Lond.  1898. 
Huffcut,  £.  W.     Law  of.     Ed.  2.  enl.     O.     Best.  1901. 
Reinhard,  6.  L.     Law  of.     O.     Indianapolis  1902. 
Wright,  £.  B.     Law  of  principal  and  agent.     O.     Lond.  1894. 

Ed. 2.     O.     Lond.  1901. 

Leading  articles:  following    property    in    hands    of    agent.     14  Law  Q. 
Rev.  272 
imputed  from  "course  of  business."     3  Columb.  L.  R.  395 
liability  for  fraud  of  agent.     47  Sol.  J.  649,  669 
nature  of.     9  Harv.  L.  R.  507 

ratification  and  rights  of  third  parties.     35  Am.  L.  Rev.  864;  57  Cent, 
L.  J.  463;  0  Harv.  L.  R.  60;  109  Law  T.  471;  44  Sol.  J.  291;  45  id.  51S 
revocation  of  authority.      102  Law  T.  55 
secret  commissions,     106  Law  T.  406 
vice  principal.     35  Am.  L.  Reg.  (n.  s.)  763 

when    knowledge   of   officer  is   imputed   to   his   corporation.     65  Alb. 
L.  J.  210 
See  also  Factors  and  brokers 
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Agriculture 

I>ewe7,  L.   H.     Legislation  7against  weeds.    O.     Wash.  1896.     (L.  P.  v. 

:      145) 

■  Leading  articles:  law  rel.  to  overhanging  branches  of  trees.      31  Ca.  L,  J. 

41;  58J.  P.  489 
property  in  manure.     17  N.  J.  Law  J.  77 
trespass  on  gardens.     13  Green  B.  293 

Ajmere^  Law  of 

India — Governor  general  in  council.     Ajmere  code  (in  force  1893),     Q. 
Calcutta  1893. 

Alabama:  Reports 

Alabama — Supreme  Court.      Reports.      v.9S-i36,0.    Montgomery    1893- 
1903. 

V.  96  by  R.  H.  Walker  v.  xoo  by  W.  S.  ThoririKton 

V.  07  by  W.  R.  Houghton  v,  lai  by  J.  E,  Cobb 

V.  98  by  E.  P.  Morrissett  v.  132  by  P.  Speake 

V.  99,  xox-ao,  zaa-3X,  13.^-36  by  P.  Coleman 

Alabama:  Reports,  Digests  of 

Wmj&eld^  J.  J.     Supreme  Ct.  1820-1900.     4V.  O.     Nashville  1901. 

Alabama  claims 

Balch,  T.  W.     Alabama  arbitration.     O.     Phil.  1900. 

AU*^^)  Law  of 

Wyman,  G.     Public  land  and  mining  laws.     S»     Fruitvale  Cal.  1898. 

Alaska:  Reports 

Alaska — District  Courts.     Reports^    v.i,0.     St  Paul  1903. 

By  J.  Wickersham 

Aioflirati  botmdary 

Alaskan  Boundary  Tribunal.     Case,  countercase,  atlas  and  argument  of 

the  U.  S.     5  V.  O.  &  F  (2  V.  F).     Wash.  1903. 

Protocols,  oral  arguments,  award  and  opinions.     F.     Lond.  1903. 

Leading  articles:      Alaska-Canada  boundary  dispute,     i  Ca.  L.  Rev.  525 

criticism  of  the  award.     23  Ca.  L.  J.  435 

questions  in  dispute  and  Canadian  protest,     39  Ca,  L.  J.  170,  684 

Algiers^  Law  of 

Bernard,  J.     (La)  justice  fran^aise  en  Alg^rie.     O.     Angers  1881.     (L.  P. 

V.  150) 
Fau  De    I'organisation    judiciaire    en    Algdrie.     O.      Alger  1873. 

(L.  P,  V.149.  157) 
Valette,  V.     (La)  loi  en  Alg^rie.     O.     Alger  1876.     (L.  P.  v.149) 

Alienation 

Leading  articles:  restraints  in  the    Roman  law.     16  Ca.  L.  T.  i,  loi ;  17  id. 
105, 136 

Aliens 

Bixmey,   H.     Alienigenae  of  the   U.    S.     Ed    2      O      Phil.  1853.     (L.  P. 
V.  187) 
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Cordier Condition  de  T^trangcr  en  France.     O.     Caen  18^7.     (L.  P. 

V.  159) 
PUisant,  A.     (Les)  Strangers  en  Prance.     O.     Rouen  1890.     (L.  P.  V.X67) 
Leading  articles:  "alien  contract  labor  laws"  of  U.  S.     53  Cent.  L.  J.  363 

federal  protection  of.     4  Brief  P.  D.  P.  236 
See  also  Citizenship 

Allegiance.    See  Citizenship 

American  law 

Kent,  J.     Commentaries  on;  ed/ 14  by  J.  M.  Gould.     4V.  O.     Bost.  1896. 
Leading  articles:  is  there  a  federal  common  law?     52  Alb.  L.  J.  247 

Ancient  law 

Bowyer,  G.     Dissertation  on  statutes  of  the  cities  of  Italy.     O.     Lond. 

1838. 
Carbajal,  F.  L.     Discurso  sobre  la  legisiacion  de  los  antiguos  Mexicanos. 

O.     Mdxico  1864. 
Ginnell,  L.     (The)  Brehon  laws.     D.     Lond.  1895. 
Hammurabi,  king  of  Babylon,  B.  C.  228 §-2242,     Code  of   laws;  trans. 

by  C.  H.  W.  Johns.     D.     Edin,  1903. 
Russell,  I.  F.     Most  ancient  law.     O.     N.  Y.  1898.     (L.  P.  v.  172) 
Thonissen,  J.   J.     Etudes   sur  I'histoire  du  droit  criminel  des  peuples 

anciens.     2 v.  O.     Lond.  1869. 
Leading  articles:  ancient  laws  of  Japan,  by  C.  T.  Long,     x  Barr.  15 

barbarian  codes.     9  Green  B.  428 

Brehon  law.     32  Ca.  L.  J.  649,  688 

English  law  before  the  Norman  conquest.     14  Law  Q.  Rev.  291 

king's  justice  and  peace  in  early  middle  ages.      12   Hanr.  L.  R.  227; 
13  id.  177 

legislation  etc.  of  King  Alfred.     11  Green  B.  596;  12  id.  48 

marches,  the,  in  Scots  law.     11  Jurid.  Rev.  226 

merchants  of  the  staple.     17  Law  Q.  Rev.  56 

modes  of  trial  in  Anglo-Saxon  period.     15  Harv.  L.  R.  691 

thirteenth  century  the  age  of  scientific  law  amendment.     20  Law  Mag. 
&R.  I 

twelfth  century  the  age  of  scientific  judicial  proc.     19  Law  Mag.  &  R. 
181, 196 
See  also  Slavonic  law 

Anecdotes.     See  Humor 
Anglo-Saxon  law 

Seebohm,  F.     Tribal  custom  in.     O.     Lond.  1902. 
Leading  articles:  Anglo-Saxon  law  suit.     33  Am.  L.  Reg.  (n.  s.)  769 
land  in  Anglo-Saxon  times.     54  Alb.  L.  J.  342 

Animals 

Ingham,  J.  H.     Law  of.     O.     Phil.  1900. 

Leading  articles:  animal  kingdom  in  court.     3  Barr.  72,  102 
are  chameleons  domestic  animals?     49  Alb.  L.  J.  252 
cruelty   to,   etc.     38  Cent.  L.  J.  160;    28  Ir.  L.  T.  289,  301,  310,  320;  60 
J.  P.  66;  6  Law  Gaz.  22,  37,  53,  68 
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property  in  wild  animals.     15  Jurid.  Rev.  138,  278 
protection  of,  at  common  law.     18  LawQ.  Rev.  31 
trial  of  pigs  in  early  times.     14  Green  B.  374,  471 
S€§  also:  Dogs        Horses 

Annuities 

Korman,  A.  W.     Death  duty  tables.     O.     Lond.  1896. 

Watson,  J.   C.     Tables   for  calculation   of   values   of.     Q.     Ann   Arbor 

(1903)- 

Appeal 

Cardozo,  B.  If.     Jurisdiction  of  Ct.  of  Appeals  of  N.  Y.     D.    Alb.  1903. 
Leading  articles:  in  crim.  cases  in  England  and   U.   S.     15  Med.   Leg. 

I.  151 
law  of  the  case.     42  Cent.  L.  J.  90 

See  also:    New  trials         Practice 

Appeal  of  murder 

Leading  articles',  wager  of  battle;  il.     14  Green  B.  321 

Appeal  papers,  Collections  of 

Hew  York.     Court  of  Appeals,     v.  1 741-2854,  O.     v.  p.  1893-1903. 

Supreme  Ct.     v.  2 187-5 193,  O.     v.  p.  1893-1903. 

Various  cts.     v.  1-262,  O.     v.  p.  1892-1901. 

Apprentices.     See  Master  and  apprentice 

Arbitration  and  award 

Boyce,  L.  L.     Law  and  prac.  .rel.  to  referees  and  arbitrations  in  N.  Y. , 

with  forms.     O.     Alb.  1903. 
Leading  articles:  as  a  condition  precedent.     11  Harv.  L.  R.  234 

bias  of  arbitrator.     66  J.  P.  673 

principal  of.     54  Alb.  L.  J.  281 

Architects 

Clark,  T.  M.    Architect,  owner  and  builder  before  the  law.     O.     N.  Y. 

1894. 
Connell,  I.     Law  affectmg  building  operations  and  contracts.     O.     Edin. 

1903. 
Gregory,  C.  C.     Engineer  or  architect  as  arbitrator  between  employer  and 

contractor.     O.     Lond.  190 1. 
Macassey,  L.  L.  &  Strahan,  J.  A.     Law  rel.  to  civil  engineers,  architects 

and  contractors.     Ed.  2.     O.     Lond.  1897. 
Wait,  J.  C.     Engineering  and  architectural  jurisp.     O.     N.  Y.  1898. 
Law  of  operations  preliminary  to  construction.     O.     N.  Y.  1900. 

Argentine  Republic,  Law  of 

Argentine  Republic — Congress.     Code  de  commerce;  trad,  et  annot. 

par.  H.  Prudhomme.     O.     Par.  1893. 
C6digos  y  leyes  usuales;  la  constitucion  nacional.     2  v.  O.     Buenos 

Aires  1894. 

-r  Nuevas  leyes  y  c6digos  1893,  1895-98.     (Coleccion  de  las  instit 


etc. — Complemento  v.  i.  3,  5,  7,  9) 
See  zhn  Practice 
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Arguments,  speeches  etc. 

Andrews,  C.  Personal  tributes  on  his  retirement  from  N.  Y.  Ct.  of  Appeals. 
(56  Alb.  L.  J.  436.  494) 

Azcu6,  R.  6.  Estudio  sobre  la  libertad  del  trabajo  y  sus  restriodones 
bajo  su  aspecto  econ<'>niico  y  juridico.     O.     M^co  1897.     (L.  P.  v.  190) 

Babb,  J.  £.  John  Marshall:  address  before  Idaho  Bar  Association,  Feb. 
4,  1901.     O.     (Boise  1901)     (L.  P.  V.  185) 

Bascom,  J.  Lawyer  and  the  lawyer's  questions:  discourse  before  Univer- 
sity of  Wisconsin,  June  18,  1882.     O.     Milwaukee  1882.     (L.  P.  v.  185) 

Batchellor,  A.  S.  Brief  view  of  the  influences  that  moved  in  the  adoption 
of  the  federal  Constitution  by  the  state  of  New  Hampshire;  annual 
address  before  Grafton  and  Co6s  Co.  (N.  H.)  Bar  Association,  Berlin, 
Jan.  27,  1899.     O.     Concord  1900.     (L.  P.  v.  177,  178) 

Batterson,  J.  G.  &  Bulkeley,  M.  G.  Debate  on  constitutional  amendments; 
session  1901.  O.  (Hartford  1901)  {see  Conn,  constitutional  conven- 
tion documents  1902) 

Baylis,  T.  H.  Introductory  address,  Inner  temple  hall,  1898.  O.  Lond. 
1901. 

Beardsley,  H.  M.  Statement  and  brief  in  the  case  of  Missouri  Broom 
Mfg.  Co.  V.  Guymon  in  U.  S.  Cir.  Ct.  of  Appeals.  O.  Kansas  City 
(1900).     (L.  P.  v.  186) 

Becker,  T.  C.  Address,  Albany  Law  School,  June  14,  1894.  (49  Alb. 
L.J.  416) 

B^darrides,  A.  Justice  ct  charitd;  discours,  3  Nov.  1874.  O.  Amiens 
1874-     (L-  P- V.  157) 

Bench  and  bar  of  England.  Speeches^  delivered  at  a  banquet  given  to 
representatives  of  the  bench  and  bar  of  U.  S.,  July  27,  1900.  O  Lond. 
1900.     (L.  P.  v.  178) 

Benton,  J.  H.  jr.  Regulation  of  railroad  rates:  argument  before  Mass. 
Railroad  Commission  on  petition  for  reduction  in  coal  rates  to  Brockton, 
June  29,  1901.     O.     Bost.   1901.     (L.  P.  v.  181) 

What  is   "Government  by  injunction  "?     Does  it  exist  in  the 

U.  S.?  annual  address  before  Grafton  and  CoOs  Bar  Association,  Jan. 
28,   1898.     O.     Concord  1898. 

B^renger,  R.     Dcs  progr^s  du  droit  des  gens;  discours,  3  Nov.  1866.     0. 

Grenoble  1866.     (L.  P.  v.  161) 
Bernard,  J.     (La)  justice  fran9aise  en  Alg^rie;  discours,  3  Nov.   x88i.  0. 

Angers  1881.     (L.  P.  v.  150) 
Besson,  P.     Essai  sur  T^loquence  judiciaire  au  z8e  sidcle;  discours,  3  Nov. 

1880.     O.  *  Besan^on  i88d.     (L.  P.  v.  158) 
B^tolaud,  J.  A.  C.     (L)'avocat;  discours,  25  Nov.  1876.     O.     Par.   1876. 

(L.  P.  V.  168) 

Libert^  de  I'ordre  des  avocats ;  discours,  24  Nov.  1877.     O.     Par. 

1877.     (L.   P.  v.    168) 

Biddle,  C.  Reminiscences  of  the^bench  and  bar:  address  before  the  Law 
Academy  of  Philadelphia,  May  17,  1900.  O.  (Phil.)  1900.  (L.  P. 
v.  177) 

Bigelow,  J.  Supreme  Ct.  and  the  Electoral  Commission;  an  open  letter, 
O.     N.  Y.  1903.     (L.  P.  V.  195) 
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Black,  J.  C.  John  Marshall:  address  before  the  Illinois  State  Bar  Associa^ 
tkm.     O.     Springfield  1896.     (L.  P.  v.  184) 

Black,  J.  S.  Argument  on  railroad  monopoly  before  judiciary  com- 
mittee of  Pa.  Senate,  May  24,  1883.     ^«     (Harrisburg  1883) 

Bkir,  J.  P.  Address  delivered  before  La.  Bar  Association  on  John  Marshall 
day.    O.     N,  O.  1901.     (L.  P.  v.  183) 

Bonaparte,  C.  J.  John  Marshall:  address  delivered  Feb.  4,  1901.  O. 
Bait.  1901.     (L.  P.  V.  185) 

BooU^,  G.  P.  Y.  M.  Pascal  et  Domat,  sur  la  justice;  discours,  3  Nov. 
1868.     O.     Orleans  1868.     (L.  P.  v.  164) 

BouTgarel,   6.     (Le)    suicide;    discours,    16    Oct.    1891.     O.     Aix  1891. 

(L.P.V.  157) 
Bourgeois,  H.     (Lc)  tribunal  dcs  H^iiastes  et  le  proc^  de  Socrate;  dis- 

oours,  16  Oct.  1891.     O.     Nimes  1891.     (L.  P.  v.  164) 

Brigoeil Discours,  3   Nov.  1874.     O.     Lyon   1874.     (L.  P.  v.  147) 

Brown,  H.   B.     Twentieth   century:   address   before   Yale   Law   School, 

1895-     (52  Alb.  L.  J.  19,  99) 
Bryce,  J.     Legal  studies  in  University  of  Oxford:  lecture,  June  10,  1893. 

O.     Lond.  1893. 
Budd,  J.  W.     Annual   address   before   Incorporated   Law  Society,  1895. 

(Sa  Alb.  L.J.  261) 
Bnjard,  J.     De  la  revision  des  procds  criminels  et  de  la  reparation  due 

aux    victimes    des    erreurs    judiciaires;    discours,    15    Oct.     1890.     O, 

Aix   1890.     (L.  P.  V.  157) 
Caldwell,  |W.  C.     Address  on  John  Marshall  delivered  at  Lebanon  Tenn., 

Feb.  4,  1901.     O.     (Lebanon   190 1)     (L.  P.  v.  184) 
Cambon,  J.     Relations  of  diplomacy  to  the  development  of  international 

law,  public  and  private:  address  before  N.  Y.  State  Bar  Association, 

Jan.  21,  ^902.     O.     (Alb.  1902)     (L.  P.  v.  187) 
Carbajal,  F.  L.     Discursc  sobrc  la  legislacion  de  los  antiguos  Mexicanos. 

O.     Mexico  1864. 
Chahoon,  G.     Remarks  in  Senate  of  N.  Y.,  Ap.  19,  1897  (on  the  Hudson 

river  shad  fisheries).     O.     (Alb.  1897)     (L.  P.  v.  192) 
Cbarmeil  Discours,     16    Oct.    1885.      O.     Grenoble    1885.     (L.  P. 

V.  147) 
Choate,  J.  H.     Speech,  Chicago  Bar  Association,  Feb.  4,  1898.     (6  Am. 

Lawy.  89) 
Trial   by   jury:   annual   address   betore   Amer.    Bar   Association, 

Aug.  18,  1898.     O.     (N.  Y.)  1898.     (L.  P.  V.  188) 
Connelly,  C    J.  £.     Etude  sur  les  plaidoyers  de  D'Aguesseau;  discours, 

3   Nov.   1866.     O.     Rouen   1866.     (L.  P.  v.  166) 
Cordier Condition    de    T^tranger   en    France;    discours,    17    Oct. 

1887.     O.     Caen  1887.     (L.  P.  v.  159) 
Coudert,  F.  R.  jr.     Brief  an  1  argjument  in  the  case  of  DeLima  v.  Bidwell ; 

Sup.  Ct.  of  the  U.  S.     O.     N.  Y.  (1901). 
Cousineau,  P.     Des  corporations;  thdse  pour  le  doctorat  present6e    3t 

soutenue  le  8  avril    1901.     O.     Montreal   1901. 
Coz,  J.  D.     Historical  maxims  for  troubled  times:  address  before  the 

law  department  at  Yale  College,  June   27,    1877.     O.  •  Toledo   i»77. 

(L.  P.  V..X86) 
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Cttxmeen,  J.    Opening  and  closing  arguments  in  Ct.  of  Appeals  (<^  N.  Y.). 

on  franchise  tax  cases,  1903.     O.     (Alb.  1903)     (L.  P.  v.  195) 
Curtis,  G.  M.     Closing  argument  for  the  defense  in  the  case  of  Common- 
wealth V.  Buford  delivered  at  Owentown    Ky.,  July  ai,   1879.    O. 

(Louisville  1879)     (Tr.  v.  128) 
Daly,  C.  P.    Address,  law  school  of  University  of  City  of  N.  Y.,  Ap.  1894. 

O.     N.  Y.  1894. 
Daniel Du  systdme  Torrens  compart  au  regime  hypoth^caire  et 

au  mode  de  transmission  de  la  propri^t^  immobiUdre  en  droit  £ran9ais; 

discours,  17  Oct.  1887.     O.     Bourges  1887.     (L.P.  v.  1S9) 
Delmas,  D.  M.     Speeches  and  addresses.     O.     San  Fran.  1901. 
Demartial,  H.     Du  jury  d 'accusation;  discours,  4  Nov.  1879.     O.     Besan- 

9on  1879.     (L.  P.  V.  158) 
Deroy,  L.     Discours,  27  Nov.   1882.     O.     Par.  1882.     (L.  P.  v.  147) 
Devin,  G.     Discours,  18  Dec.   1875.     O.     Par.  1876.     (L.  P.  v.  147) 
Dickerson,  £.  N.     Argument  for  Amer.  Bell  Telephone  (^.  before  U.  S. 

Sup.  Ct.,  Feb.  1887;  rep.  by  F.  M.  Adams.     O.     N.  Y.  1887. 
Dill,  J.  B.     National  incorporation  laws  for  trusts:  address  before  sem- 
inary in  economics  of  Harvard  University,  Mar.  10,  1902.     O.     (N.  Y.) 

1902.     (L.  P.  V.  189) 
Some  aspects  of  New  Jersey's  corporate  policy:  address  before 

Penn.  Bar  Association,  June  29,  190^.     O.     (Phil.  1903)     (L.  P.  v.  195) 
Dillon,  J.  F.     Laws  and  jurisp.  of  England  and  America;  lectures  before 

Yale  University  (in  1892).     O.     Bost.  1894. 
Dos  Passos,  J.  R.     Commercial  trusts,  the  growth  and  rights  of  aggregated 

capital:  argument  before  the  Industrial   Commission    at  Washington 

D.  C,  1899.     ^'     N.  Y.  1901. 
Downs,  J.  M.     Brief  in  Hyatt  v.  People;  U.  S.  Sup.  Ct.,  1903.     O.     (Alb. 

1903)     (Tr.  V.134) 
Draper,  A.  S.     John  Marshall:  address  before  Illinois  University  convo- 
cation, Feb.  4,  1901.     O.     (Champaign  1 901)     (L.  P.  v.  185) 
Earl,  R.     Proceedings  on  his  retirement  from  the  bench,     {see  143  N.  Y. 

683) 
Farinacio,  P.     Translation  of  pleading  in  defense  of  Beatrice  Cend  and 

her  relatives,     {in  Bowyer,  G.     Dissertation  on  the  statutes  of  the 

cities  of  Italy.     1838) 
Fau De  rorganisation  judiciaire  en  Alg^rie;  discours,  i  Oct.  1873. 

(L.  P.  V.  149.  IS7) 
Fauconneau-Dufresne  (Les)    assises   du   royaume   de   Jerusalem; 

discours,  3  Nov.   1869.     O.     Colmar  1869.     (L.  P.  v.  160) 
Favre,  J.     (L)'avocat;  discours,   16  Nov.    1861.     O.     Par.  186 1.     (L.  P. 

V.  168) 
Discours,  22  Dec.  1879;  (conference  des  avocats).     O.     Par.  1880. 

(L.  P.v.  153) 
Felch,  A.     Proceedings    of    Sup.   Ct.  of  Mich,   on    presentation    of    his 

portrait,     (see  100  Mich,  xxxi) 
—  Proceedings  at  banquet  by  Bar  Association  of  Washtenaw  Co., 

Ann  Arbor,  Sep.   28,  1894,  in  honor  of  his  90th  birthday.     O.     (Ann 

Arbor  1894)     (L.  P.  v.  194) 
Field,  M.  ed.     Famous  legal    rguments.     D.    Rochester  1897. 
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Field,  S.  J.    Address  on  his  retirement  from  U.  S.  Sup.  Ct.    (56  Alb.  L.  J. 

^95) 
*— —  Correspondence  with  regard  to  his  retiring  from  the  bench.     (s00 

i68U.  S.  713) 
FierOy  J.  N.    Address  before  the  Michigan  Bar  Association,  May  13, 

1896.     O.    Alb.  1896.     (L.  P.  V.  146) 
Finch,  F.  M.    Exercises,  Cornell  University,  in  honor  of  his  75th  birthday, 

June  9,  1902.     O.    Ithaca  190a.     (L.  P.  v.  194) 
Flateuf,  0.     (L)'avocat;  discours,  27  Nov.  1882.    O.    Par.  1882.     (L.  P. 

V.  169) 
Follett,  J.  F.    Address  before  Toledo  Bar  Association  on  Marshall  day, 

Feb.  4,  1901.     O.     Cin.  1901.     (L.  P.  v.  184) 
Forcade-LaRoquette,  A.  de.     Barreau  sous  Louis   14;  discours,   13   Dec* 

184S.    O.     Par.  1845.     (L.  P.  v.  168) 
Fort,  J.  F.    Address  to  graduating  class,  Albany  Law  School,  June  z, 

1899.  S.     (Alb.)  1899.     (L.  P.  V.  178) 

Foncqueteau (Les)    avocats  en   France  et  k  T^tranger:   discours, 

4  Nov.  1879.     O-     Orleans  1879.     (L*  P-  v.  164) 
Fowler,  W.  C.     Local  law  in  Mass.  and  Conn,  historically  considered;  also 

a  speech  in  Senate  of  Conn.,  June  22,  1864.     O.     Alb.  &  New  Haven 

1872-75. 
Gamboa,  J.  M.     Leyes   constitucionales  de   Mexico  dtirante  el  siglo   19. 

O.     Mexico  1 90 1. 
Gardiner,  C.  A.     Brief  in  the  case  of  DeLima  v,  Bidwell.     O.     N.  Y. 

1900.  (L.  P.  V.  188) 

Constitutional  and  educational  solution  of    the  negro  problem: 

address,  Jime  29,  1903.     O.     Alb.  1903. 
Gaston,  W.     Proceedings  of  Sup.  Ct.  of  N.  C,  on  presentation  of  his 

portrait,     {see  113  N.  C.  737) 
Gest,  J.  M.     Historical  method  of  the  study  of  law:  (address  before) 

Philadelphia  Law  School  of  Temple  Col.,  Feb.  25,  1902.     O.     (Phil. 

1902)     (L.  P.  V.  193) 
Gimelle,  E.     Beccaria,  C.  B.  Des  ddlits  et  des  peines;  discours,  4  Nov. 

1867.     O.     Douai  (1867).     (L.  P.  v.  160) 
Montesquieu,  C.  de.     (L')esprit  des  lois,  son  influence;  discours, 

3  Nov.   1874.     O.     Chamb^ry  1874.     (L-  P-  v.  160) 
Goodrich,  W.  W.     Lecture  on  international  law  in  admiralty:  delivered 

before  the   Brooklyn  Institute,   Mar.   28,    1898.     O.     Brookljm   1898. 

(L.  P.  v.  172) 
Gregory,  C.  N.     Wage  of  law  teachers;  paper  read  before  the  section  of 

legal  education  of  Amer.  Bar  Association,  Aug.  27,  1897.     O.     (Phil.) 

1897.     (L.  P.  v.  178) 
Gr^vy,  F.  P.  J.     De  I'^loquence;  discours,  8  Jan.  1870.     O.     Par.  1870. 

(L.  P.  v.  167) 
Justice  et  I'avocat;  discours,  26  Dec.  1868.    O.    Par.  1868.    (L.  P. 

V.  168) 
Grosscup,  P.  S.    John  Marshall:  address  delivered  at  Chicago,  Feb.  4 

1901.     O.     (Chic.  1901)     (L.  P.  v.  184) 

(in  Chicago  bar.     John  Marshall  day  proc.) 

Hare,  J.  I.  C.     Proceedings  in  the  Ct.  of  Common  Pleas  no.  2,  Dec.  19, 

.'896,  on  his  retirement,     (see  sJPa.  dist.  xxxv) 
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Helbronner,  H.     Barreau  d'Angleterre;  discours,  26  Nov.  z868.    O.    Par. 

1868.  (L.  P.  V.  168) 

Henry,  L.     (Un)  proc^  de  presse  en  1821;  discours,  24  Nov.  1877.    O, 

Par.   1877.     (L-  P.  V.  169) 
High,  J.  L.     Great  chancellor  and  other  papers;  with  a  sketch  of  the 

author's  life  by  E.  B.  Smith,     i  por.  O.     Chic.  190 1. 
Hitchcock,  H.     Defects  in  corporation  laws :  paper  read  before  the  Missouri 

State  Bar  Association,  July  1885.     O.     St  L.  1886.     (L.  P.  v.  182) 
Homblower,  W.  B.     Address  at  opening  of  col.  of  law,  Syracuse  University. 

(5  Couns.  31) 

Fifty  years  of  reformed  procedure;  annual  address  before  Indiana 

State  Bar  Association,  June  29,  1898.    JO.     (Indianapolis)  1898.    (L.  P. 
V.  188) 

Huff  cut,  £.  W.     Decade  of  progress  in  legal  education:  address  (before 

Amer.    Bar  Association),   Saratoga,   Aug.    28,    ^1902.     O.     n.  p.  n.  d. 

(L.  P.  V.  192) 
Ingersoll,  R.  G.     Argument  at  trial  of  C.  B.  Reynolds  for  blasphemy, 

Morristown  N.  J.,  May  19-20,   1887.     O.     N.  Y.  1888.     (Tr.  v.  i88) 
Jordain Reparation  des  erreurs  judidaires;  discours,  iC  Oct.  1890. 

O.     Toulouse  1890.     (L.  P.  v.  168) 
Judson,  F.  N.     Argument  in  case  of  Wabash  R.  R.  Co.  v.  Hannahan  et  al.; 

U.  S.  Cir.  Ct.,   1903.     O.     St  L.   (1903).     (L.  P.  v.  194) 
Knowlton,  H.  M.     Address  before  Sup.  Judicial  Ct.  of  Mass.,     Feb.  4, 1901. 

{see  Boston  John  Marshall  day  proc.) 
La  Baume,  M.  de.     (L*)  ^cole  de  droit  de  Montpellier;  discours,  5  Nov. 

1869.  O.     Montpellier  1869.     (L.  P.  v.  163) 

Lacan,  A.  J.  B.     (Le)  bAtonnat;  discours,  30  Nov.  187a.     O.     Par.  1872. 

(L.  P.  v.  168) 
Ladd,  S.  B.     John  Marshall:  address  delivered  before  Kansas  City  Bar 

Association,  Feb.  4,  1901.     O.     Kansas  City  1901.     (L.  P.  v.  183) 
Lagudrie,  V.  de.     Napoleon  dans  le  code  civil;  discours,  3  Nov.  1864.     O. 

Limoges  (1864).     (L.  P.  v.  162) 
Latour,  R.     (La)  plaidoirie  devant  les  tribimaux  et  I'ordre  des  avocats 

discours,   16  Oct.   1890.     O.     Orleans  1890.     (L.  P.  v.  164) 
LeBerquier,  J.     (Le)  barreau  dans  le  pass^  et  le  present;  discours,  i  Dec. 

1884.  .  O.     Par.  1884.     (L.  P.  v.  169) 
Lehmann,  F.  W.     John  Marshall:  address  before  Bar  Association  of  Des 

Moines,  Iowa.     O.     (Des  Moines  1901)     (L.  P.  v.  183) 
Lescouvd  Du  jury  et  des  cours  d 'assises  en  Angleterre;  discours, 

3  Nov.  1864.     Aix  1864.     (L.  P.  V.  157) 
Linson,  J.  J.     Address  to  graduating  class,  Albany  Law  School,  May  29, 

1902.     O.     (Alb.  1902)     (L.  P.  V.  190) 
Llanos  y  Torriglia,  F.  de.     Discurso  en  la  sesion  inaugural  del  curso  de 

1900-1.     O.     Madrid  1900. 
Logan,  W.  S.     Address  at  Lake  Mohonk  arbitration  conference,  3  June 

1896.     O.     (Brooklyn  1900)     (L.  P.  v.  146) 

Address  at  Lake  Mohonk  international  conference,  June  i,  1899. 

O.     (N.  Y.  1899)     (L.  P.  V.  170) 

Limitation  of  inheritances;  annual  address  before  N.   Y.  State 


Bar  Association,  Jan.   16,  1900.     O.    n.  p.  n.  d.     (L.  P.  v.  178) 
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-—  &  Romero,  M.    Addresses  before  Azner.  Social  Science  Associa- 
tion, Sep.  5,   1895.     O.     Brooklyn   189S.     (L.  P.  v.  146) 
IfOmbArd,  L.  F.     Discours,  3  Nov.  1883.     O.     Rennes  1883.     (L.  P.  v.  147) 
Lioranger,  L.  J.     De  Tincapacit^  legale  de  la  fenime  marine;  thdse  pour  le 

doctorat,  28  juin  1899.     O.     Montreal   1901. 
I#iirton,  H.  H.     John  Marshall:  address  (before)  Tennessee  Bar  Associa- 
tion, Feb.  4,  1901.     O.     (Portland)    1901.     (L.  P.  v.  183) 
McAdam,  D.     Address,  Society  of  Medical  Jurisp.,  Nov.   11,   1895.     O. 

N.  Y.  189S. 
McEwen,  M.  et  al.     Arguments  on  investigation  of  government  hospital 

for  insane  at  Washington  D.  C,  1867.    O.     (Wash.  1867)     (L.  P.  v.  191) 
MacFarland,  W.  W.     Evolution  of  jurisprudence:  paper  (before)  Amer. 

Bar  Association,  1893.     O.     Phil.  1893.     (L.  P.  v.  182) 
XcPherson,  J.  R.     Proceedings  at  a  complimentary  dinner.     (56   Leg. 

Int.  250) 
Xallory,  G.  H.     Arguments  in  matter  of  contested  seats;  N.  Y.  constitu- 
tional convention,  1894.     O.     (Alb.  1894)     (L.  P.  v.  145) 
Martinez  de  Arredondo,  F.     Estudio  sobre  interpretacion  de  los  artictilos 

3**.  y  4°.  constitucionales.     O.     Mexico  1897.     (L.  P.  v.  190) 
Martim  Des   avocats;   discours,    15    Nov.    1886.      O.     Par.  1886. 

(L.  P.  V.  169) 
ICller,  A.  S.     Speech,  Senate  of  R.  I.,  Feb.  16,  1894.     O.     Providence 

1894.     (L.  P.  V.  145) 
MiUSi  L.  L.     Address'on  John  Marshall  before  bench  and  bar  of  Michigan, 

Feb.  4,   1901.     (see  Michigan  John  Marshall  day  proc.) 
lOranda  7  Marr6n,  R.     Estudio  sobre  validez  6  nulidad  del  contrato  de 

explotacion  de  minas  d  partido.     O.     Mdxico   1895.     (L.  P.  v.  190) 
Moore,  J.  B.     John  Marshall:  (address  before  Delaware  bar,  Feb.  4,  1901). 
■    O.     Bost.  1901.     (L.P.  V.  184) 

Moiillot,  A.     Discours,    15    Nov.    1873.      O.      Par.    1874.     (L.  P.  v.  147) 
(L)^loquence  judiciaire  en  France  au  i6e  si^cle;  discours,  4  Nov. 

1879.     O.     Douai  1879.     (L.  P.  v.  161) 
MortoHi  E.  W.     Argument  in  matter  of  town  of  Holbrook  (Mass.)  before 

legislative  committee  on  towns,  Feb.  7,  1872.     O.     Bost.  1872.     (L.  P. 

V.  186) 
neveu-Lemaire  De  I'^loquence    du  barreau    fran9ais;    discours,  4 

Nov.   1879.     O.     Rouen  1879.     (L.  P.  v.  167) 
Kew  York  State  Bar  Association.     Addresses  on  tl;e  peace  congress  and 

creation  of  an  international  ct.     D.     (Alb.  1899) 
Ridas-Gaillard,  L.     Des  origines  de  r^loquence  judiciaire  en  dehors  ud 

barreau;  discours,  3   Nov.   1866.     O.     Caen   1866.     (L.  P.  v.  159) 
nicolet,  J.     Du  devoir  de  Tavocat;  discours,   23   Nov.    1878.     O.     Par. 

1878.     (L.  P.  V.  169) 
Iloyes,  W.  S.  G.     Webster's  debt  to  Mason    in    Dartmouth  Col.  case. 

(28  Am.  L.  Rev.  356) 
Olney,  R.     Address  before  Boston  bar,  Feb.  4,  190 1.     (see  Boston  John 

Marshall  day  proc.) 
Ostrander,  R.   C.     Address  on  John   Marshall   before   Ingham   Co.   Bar 

Association,  Feb.  4,  190 1.     {see  Michigan  John  Marshall  day  proc.) 
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Palfrey,  J.  G.     Remarks  on  proposed  state  constitution  (of  Mass.)  bjr  a 

free-soiler  from  the  start.     O.     Bost.  1853.     (L.  P.  ▼.  181) 
Pavey,  F.  D.    Argxmient  and  brief  favoring  special  tariff  act  for  Cuba, 

submitted  Jan.   1902.     O.     N.  Y.  1902.     (L.  P.  v.  186) 
Pennypacker,  S.  W.    Address,  Sep.  16,  1895:  Phil.  Common  Pleas  (Sa 

Leg.  Int.  382) 
P<5ret  De  I'^lection  des  juges;  discours,  16  Oct.  1886.     O.     Poitien 

1886.     (L.  P.  V.  167) 
Phelps,  E.  J.i  Argument  for  defendant  in  Langdon  v.  Vermont  &  Canada 

R.  R.  Co.  before  the  Sup.  Ct.  of  Vt.,  1879.     O.     Bost.  1879.     (L.  P.  v.  i8a) 
Pickstone,  C.  H.     One  law  for  the  rich  and  another  for  the  poor:  address 

before  Incorporated  Law  Society.     (52  Alb.  L.  J.  281) 
Piepers,  M.  C.     M^moire  sur  le  droit  civil,  p^nal  et  fiscal  auquel  sont 

soumis  les  Strangers  r^sidant  aux  Indies  orientales  n^rlandaises.     O. 

LaHaye  1900.     (L.  P.  v.  174) 
Plaisant,  A.     (Les)   Strangers  en   France;  discours,   16  Oct.    1890.    O. 

Rouen  1890.     (L.  P.  v.  167) 
Piatt,  H.  G.     John  Marshall:  address  (before  Oregon  Bar  Association), 

Feb.  4,  1901.     O.     (Portland)  1901.     (L.  P.  v.  183) 
Porter,  W.  W.     Consideration  of  some  of  the  opportimities  and  obliga- 
tions of  the  lawyer  of  today:  address  before  Philadelphia  Law  School 

of  Temple  Col.,  June  10,  1902.     O.     (Phil.  1902)     (L.  P.  v.  193) 
Potter,  W.  P.     Address  to  graduating  class  of  Philadelphia  Law  School 

of  Temple  Col.,  Ap.   2,   1901.     O.     (Phil.  1901)     (L.  P.  v.  193) 
Proctor,  L.  B.     Historic  old  Albany:  address  before  Albany  Historical 

Society,  Nov.  14,  1898.     F.     (Alb.  1898)     {see  his  Writings) 

Fr.  the  Albany  Argus 

(A)  legal  melodrama.     Q.     Alb.  1887.     (see  his  Writings) 

Livingston    county    courthouse,    its    stirroundings    and    historic 

memories.     O.     (Alb.  1897)     {see  his  Writings) 

Newspaper  clippirn^s 

Read,  E.  G.     Address  before  legal  profession  of  N.  C,  July  24,  1884.     0. 

Raleigh   1884.     (L.  P.  v.  146) 
Renouard,  A.  C.     Discours,  3  Nov.  1875.     O.     Par.  1875.     (L.  P.  v.  148) 
Reynaud,'^G.     Etude  de  legislation  compar^e— questions  de  nationality; 

discours,  3  Nov.  1877.     O.     Rouen  1877.     (L.  P.  v.  167) 
Rodman,  W.  B.     Proceedings  of  Sup.  Ct.  of  N.  C.  on  presentation  of  his 

portrait,     {see   ii6j;N.   C.    1075) 
Roesch,  G.   F.     Address;  N.   Y.   Col.  of  Pharmacy,  Oct.   9.    1895.     0. 

N.  Y.  1895. 
Rogers,  H.  W.     Address  on  legal  education    before    Illinois    State  Bar 

Association,  July  1897.     O.     n.p.n.d.     (L.  P.  v.  181) 
Rogers,  S.  S.     Argument  for  prosecution  in  matter  of  charges  against 

A.  Beck,  sheriff  of  Erie  co.,  before  governor  of  N.  Y.,  Feb.  1894.     0. 

n.  p.  1894.     (L.  P.  V.  182) 
Royer,  P.   H.  E.  de.     Discours,   3   Nov.    1854.     O.     Par.    1854.     (L.  P. 

V.  148) 
Saint-Luc-Courborieu  Discours,    5    Nov.    1857;    cour    d'apper  de 

Limoges.     O.     (Limoges];i8S7)     (L.  P.  v.  162) 
Samuel,  J.     Address  delivered  on  opening  of  law  library  of  Law  Associa- 
tion  of   Philadelphia.  Mar.  30,  1898.     O.     (Phil.  1898)     (L.  P.  v.  172) 
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SemmeiBi  T.  J.  Civil  law  as  transplanted  in  La. :  paper  read  before  Ameri- 
can Bar  Association,  Aug.  10,  1882.     O.     Phil.  1883.     (L.  P.  v.  190) 

Senard,  A.  M.  J.  Science  de  Tavocat ;  discours,  12  Dec.  1874.  O.  Par. 
1875.     (L.P.  V.168) 

Sevauz  De  la  repression  du  vagabondage;  discours,  17  Oct.  1892. 

O.     Montpellier  1892.     (L.  P.  v.  163) 

Simonton,  C.  H.  John  Marshall:  address  before  Sup.  Ct.  of  S.  C,  Feb. 
4,  1901.     O.     (Columbia  1901)     (L.  P.  v.  185) 

Smith,  C.  E.     Address  to  graduating  class,  Albany  Law  School,  May  31, 

1900.  T.     n.p.n.d.     CL.  P.  v.  177) 

Smith,  J.     John  Marshall:  annual  address  before  N.  H.  Bar  Association, 

Feb.  4,  190 1.     O.     Concord  190 1.     (L.  P.  v.  185) 
Speer,  E.     John  Marshall:    address  before  Chatham  co.  (Ga.)  bar,  Feb.  4 

1901.  O.     Macon  Ga.  1901.     (L.  P.  v.  185) 

Speyer,  H.  Vices  de  notre  procedure  en  cour  d 'assises;  ^tude  de  legisla- 
tion compar^e.     O.     Bruxelles  1898. 

Stockton,  A.  A.  Monroe  doctrine  and  other  addresses.  D.  St  John's 
N.  B.  1898. 

Stocquart,  E,  (La)  personnalite  juridique  de  la  femme  marine  en  Angle- 
terre.     O.     Bruxelles  1900.     (L.  P.  v.  176) 

(La)   vie  judiciaire   k  New  York;  conference  donn^e  au  jeune 

barreaude  Bruxelles,  15  Dec.  1899.     O.     Bruxelles  1900.     (L.  P.  v.  176) 

Stone,  E.  F.  Address  before  Essex  bar  on  opening  of  new  courthouse 
at  Salem,  Feb.  2,  1889.     O.     Salem  1889.     (L.  P.  v.  195) 

Parsons    and    constitutional    convention    of    1788.     O.     (Salem) 

1899.     (L.  P.  V.  195) 

Storey,  M.     American  Legislature:  annual  address  before  American  Bar 

Association,  1894.     O.     n.  p.  1894.     (L.  P.  v.  182) 
Sutherland,  J,     Argument  for  appellant  in   DePeyster  v.   Michael.     O. 

N.  Y.  1851.     (L.  P.  V.  191) 
Tainturer  (La)   p^nalit^  chez  les  Ath<5niens  au  si^cle  de  P^riclds; 

discours,  16  Oct.  1889.     O.     Douai  1889.     (L.  P.  v.  161) 
Thayer,  J.  B.     Address  in  Cambridge,  Feb.  4,  1901.     {see  Boston  John 

Marshall  day  proc.) 
Thayer,  M.  R.     Proceedings  at  complimentary  dinner  tendered  him  at 

Lawyers'  Club,  Philadelphia.  Feb.  8,  1896.     i  por.     (see  $  Pa-  dist.  i) 
Thurston,  B.  F.     Argument  in  Washburn  Moen  Mfg.  Co.  et  al.  v.  Rhodes. 

O.     Chic.  1885.     (L.  P.  v.  178) 
Tripp,  B.     John  Marshall:  address  before  Bar  Association  of  S.  D.,  Feb. 

4,    1901.     O.     Yankton   (1901).     (L.  P.  v.  183) 
Tucker,  H.  StG.     Address  before  Boston  bar,  Feb.  4,  190 1.     (see  Boston 

John  Marshall  day  proc.) 
Tucker,  J.  R.     Address  on  Virginia  judges  and  jurists,  Feb.  7,  1895.     O. 

Lynchburg  1895.     (Bd.  wtth  i  Va.  L.  Reg.) 
Tuley,  M.  F.     Banquet  to,  by  Chicago  bar,  1902.     (17  Chic.  L.  J.  (W.)  175) 
U.   S. — Supreme  Court.      (Proceedings  at)   breakfast  to  the  justices  by 

the  bar  of  Philadelphia,  Sep.   15,  1887.     O.     Phil.     1888. 
Villard,  E.     Beccaria  et  la  rdforme  p^nale;  discours,  17  Oct.     1892.     O. 

Nancy  1892.     (L.  P.  v.  164) 
-^ (Le)  droit  de  punir  et  Joseph  de  Maistre;  discours,  16  Oct.  1886. 

O.     Nancy   i886.     (L.  P.  v.  164) 


154  NEW    YORK   STATE    LIBRARY 

Wales,  T.  £.  &  Hard,  £.  R.  Proceedings  at  banquet  in  honor  of,  at  dose 
of  50  years  at  the  bar,  Mar.  29,  1895.     O.     (Buxiington  Vt.  1895) 

Walton,  C.  W.  Proceedings  on  his  retirement  £r.  the  bench,  (sft  90 
Me.  603) 

Ward,  H.     Life  and  speeches;  comp.  by  H.  Ward  jr.     O.     Bu£Falo  190a. 

Ward,  H.  H.  John  Marshall:  address  before  Sup'r  Ct.  of  Del.,  Feb.  4, 
1901.     O.     n.p.n.d.     (L.  P.  V.  185) 

Newspaper  slips 

Watson,  D.  K.     Growth  of  crim.  law  of  U.  S.:  lecture  before  law  school 

of  Columbia  University.     O.     n.p.n.d.     (L.  P.  v.  186) 
Wayne  county  (Michigan)   courthouse.     Dedication,   1902.     Q.     Detxxnt 

1903. 
Woolsey,  T.  D.     Historical  discourse;  with  an  oration  by  E.  Pierrepont 

LL.D.,  before  alumni  of  law  dept.  of  Yale  CoL,  June  24,  1874.     O. 

(New  Haven)    1874.     (L.  P.  v.  188) 
Woolworth,  J.  M.     John  Marshall:  address  before  Omaha  Bar  Association, 

Feb,   4,   1901.     O.     Omaha   1901.     (L.  P.  v.  184) 
Wynne,    W.     Defence    of    Francis    Atterbury,    late    lord     Bishop    01 

Rochester,  at  the   bar   of   House  of  Lords  on  Thursday  the  9th  and 
'     Saturday  the  nth  of  May,   1723.     F.     Lond.  1723. 

Arkansas:  Reports 

Arkansas — Supreme  Court.     Reports,    v. 5  7-70,  O.      Little  Rock   1894- 

1902. 

By  T.  D.  Crawford 

Martin,  T.  B.  Decisions  in  equity  in  the  cts.  of  the  first  chancery  dist., 
1895-1900;  ed.  by  J.  H.  Stevenson.     O.     Little  Rock  1901. 

Arkansas:  Reports,  Digests  of 

Crawford,   T.    D.     Digest   of   v.  1-62.     2  v.  Q.     N.  Y.  1897. 

Arrest 

Leading    articles:    by   private   person  or  by  officer.     2   Pa.   L.  Ser.   14 
extent  of  right  to  bind  and  search.     56  Cent.  L.  J.  303 
handcuffing  accused  persons.     60  J.   P.   50 
-  wh3t-is  an  arrest?     32   Ca.  L.  J.  499,  534 

Assam,  Law  of 
India — Governor  general  in  council.     Assam  code  (1897).     Q.     Calcutta 
1897. 

Assessment.     See:  Assessors        Taxation 
Assessors 

Lansing,  W.     Assessors  manual  (in  N.  Y.).     O.     Alb.  1895. 

Morehouse,  G.  C.     Supervisors  and  assessors  manual  (for  N.  Y.).     Ed.  3. 

O.     Alb.  1897. 
Ed.  6.     O      Alb.  1900. 

Assignments 

Headley,  R.  Law  of,  imder  N.  Y.  statutes;  with  forms  by  B.  McClung. 
O.     Alb.  I896.N 
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Leading  ctrticles:  as  to  property  outside  the  state.     42  Cent.  L.  J.  71 

fraudulent  preferences.     35  Ca.  L.  J.  322 

power  of  corporations  to  prefer  creditors.     2  North w,  L.  R.  167;  3  id. 
Z15,  206 

preferences  in  general  assignments.     4  Am.  La^v^y.  344 
S«f  also:  Fraudulent  conveyances         Insolvency 

Attachment 

Bradner,  G.  W.     Practice  in,  for  N.  Y.     O.     Alb.  1895. 

Cabab^,  M.     Attachment  of  debts.     Ed.  3.     D.     Lond.  1900. 

Waples,  'R,     Treatise  on.     Ed.  2.     O.     Chic.  1895. 

Leading    articles:    has    garnishing    creditor    a    specific    lien?     51    Cent. 

L.J.  25 
of  funds  due  persons  from  public  corporations.     55  Alb;  L.  J.  153 

Attorney  general 

Leading  articles:   history  of  the  office.     16  Chic.  L.J.  177 
See  also  Opinions 

Attorneys 

Christian,  £.  B.  V.     Short  history  of  solicitors.     D.     Lond.  1896. 
Foley,  A.  P.     Treatise  on  law  affecting  solicitors.     O.     Lond.  1897. 
White,  A.  M,     Treatise  on  solicitors      O      Lond.  1894 
Leading  articles:  compensation  of.     15  Chic.  L.  J.  636 

enforcement  of  lien  under  N.  Y.  code.     2  Columb.  L.  R.  449 

law  rel.  to  liens.     44  Cent.  L.  J.  118 

liability  for  erroneous  advice.     4  Yale  L.  J.  55 

misconduct  at  trial.     45  Cent.  L.  J.  292 

must  use  reasonable  care  and  skill.     5  Law  N.  (Am.)  184 

retainer.     36  Ca.  L.  J.  651 

settlement    of    suits.      33  Am.   L.   Reg.   (n.  s.)  121;  21  Ca.  L.  T.  389; 
98  Law  T.  489;  113  Law  T.  27,  534 

solicitor's  retainer.     34  Ir.  L.  T.  359,  369,  379.  423.  433.  463.  533 

svunmary  proceedings  against.     46  Cent.  L.  J.  23 
See  also:  Advocacy        Champerty  and  maintenance        Legal  profes.sion 

Liens 

Auctions 

Bateman,  J.     Treatise  on:  ed.  7  by  P.  F.  Evans.     D.     Lond.  1895. 
Hart,  H.     Law  rel.  to  auctioneers.     Ed.  2.     O.     Lond.  1903. 
See  also  Judicial  sales 

Auditors 

Pizley,  F.  W.     Auditors;  under  acts  of  Parliament.     Ed.  7.     Q.     Lond. 
1896 

Australasia,  Law  of 

Torrens  Australasian  digest  of  cases  unuer  "real  property  acts";  ed.  by 
G.  W.  Power  et  al.     O.     Brisbane  1899. 

Australian  ballot  system 

Leading  articles:  law  rel.  to  marking  ballots      4  Law  N.  (Am.)  104 
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Austria,  Law  of 

Austria — Reichsrath.      Constitucion,    c6digos  y  leyes  189a.      (Coleodon 

de  las  instit.  polit.  y  jurid.  v.  9) 
Nuevas  leyes  y  c6digos  1894-98.     (Coleccion  de  las  instit.  etc — 

Complemento  v.  2,  4,  6.  8,   10) 
D^inigl,  B.       Elemente    des    Osterreichischen     privat-  und    OffentHchen 

rechtes.     D.     Wien  1899. 

Authorities 

Leading  articles:   American   authorities   in  English  cts.     2  Law  N.  (Am.) 

165 
American  decisions  in  Canada  and  England.     35  Ca.  L.  J.  518 
citation  of  poetry  by  cts.     4  Law  N.  (Am.)  164 
citation  of  Bible  by  cts.     3  Law  N.  (Am.)  187 
reports  and  citations.     5  Law  N.  (Am.)  84 

Automobiles 

Leading    articles:    on   the   highway.     56  Cent.  L.  J.  281;  5  Law  N.  (Am.) 
87 

Average 

Leading  articles:  general  average.     9  Harv.  L.  R.  185 
Award.     See  Arbitration  and  award 
Babylon,  Law  of 

Hammurabi,  king  of  Babylon,  B,  C,  228 §-2242.     Code  of  laws;  trans,  by 

C.  IL  W.  Johns.     D.     Edin.  1903. 
Rudolph,    J.     Moses  und   Hammurabi.      O.     (Cleveland)  1903.      (L.  P. 

V.   195) 

Bailments 

Beal,  E.     Law  of;  with  notes  to  Canadian  cases  by  A.  C.  F.  Botdton.     Q. 

Lond.  1900. 
Browne,  I.     Elements  of  law  of.     O.     N.  Y.  1896. 
Jones,  W,     ^ssay  on  law  of;  ed.  2  with  notes  by  J.  Balmanno.     O.     Lond. 

rcpr.   Phil.    1804. 
Lawson,  J.  D.     Principles  of  Amer.  law  of.     O.     St  L.   189S. 
Paine,  W.     Bailments.     Q.     Lond.  1901. 
Schouler,  J.     Treatise  on.     Ed.  3.     O.     Bost.  1897. 
VanZile,  P.  T.     Elements  of  law  of.     O.     Chic.  1902. 
Leading  articles:  burden  of  proof.     49  Cent.  L.  J.  61 

law  rel.  to  deposits.     46  Cent.  L.  J.  130 
See  also:  Carriers         Innkeepers         Pledge         Safe   depK>sit   companies 

Telegraph  companies  Telephone  companies         Warehouses 

Baltimore,  Law  of 

Baltimore — City  council.     Street  index;  to  ordinances  (1797-Sep.  1900) 
affecting  streets;  comp.  by  G.  W.  McCreary.     O.     Bait.   1900. 

Baluchistan,  Law  of 

India — Governor  general  in  council.     Baluchistan  code  (1890).     Q.     Cal- 
cutta 1890. 
(1900).     Q.     Calcutta  1900. 
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Bankruptcy 

American  bankruptcy  reports,    v.  1-9,  O.    Alb.  1899-1903. 

▼.  i-a  ed.  by  W.  M.  Collier 

V.  3-s  ed.  by  W.  M.  Collier  &  J.  W.  Eaton 

▼.  6  ed.  by  W.  M.  Collier,  J.  W.  Eaton  &  J.  T.  Cook 

V.  7-9  ed,  by  W.  M.  Collier  &  J.  T.  Cook 

Black,  H.  C.     Handbook  of  bankruptcy  law.     O.     St  Paul  1898. 
Bradbury,  H.  B,     Note  on  jurisd.  of  state  and  federal  cts.  in  actions  by 

and  against  trustees.     O.     N.  Y.  1900. 
Brandenburg,  £.  C.     Index  digest  of  decisions,  1800-99.    Q-     Chic.  1899. 
Law  of;  including  national  law  of  1898,  as  amended.     Ed.  3.     O. 

Chic.  1903. 
Bump,  O.  F.     Law  and  prac;    rev.  ed.  11  to  1898  by  E.  Williams.     O. 

Wash.  1898. 
Bush,  J.  A.     National  bankruptcy  act  of  1898  with  notes,  procedure  and 

forms.     O.     N.  Y.  1899. 
Collier,  W.  M.     Law  of  bankruptcy  and  national  act  of  1898.     O.     Alb. 

1898. 

Ed.  3  rev.  by  J.  W.  Eaton.     O.     Alb.  1900. 

Ed.  4  by  W.  H.  Hotchkiss.     O.     Alb.  1903. 

Davies,  T.     Laws  rel.  to  bankrupts  (with  many  rep.  of  cases  not  else- 
where published).     F.     Lond.  1744. 
Lowell,  J.  &  J.  A.     Treatise  on  law  of.     O.     Bost.  1899. 
Smith,  J.  W.     Equitable  remedies  of  creditors.     O.     Chic.  1899. 
XT.  S. — Courts.     Official  rules  and  forms  in  force  (1899).     O.     Rochester 

1899. 
U    S. — Supreme  Court.     General  orders  and  forms,  28  Nov.   1898.     O. 

Wash.  1899. 

O.     Wash.  1898.     (L.  P.  V.  171) 

annot.  by  H.  C.  Black,     {see  32  C.  C.  A.  i) 

Williams,  Sir  R.  L.  V.     Law  and  prac. ;    ed.  6  by  E.  W.  Hansell.     O. 

Lond.  1894. 
Leading  articles:  after-acquired  property.     103  Law  T.  54 

earmarked  money.     11  Scot.  L.  R.  132 

effect  of  bankrupt  law  as  to  landlord  and   tenant.     39  Am.  L.  Reg. 
(n.  s.)  656 

law    of,    in    Ireland.     30  Ir- L.  T.  369,  379,  403,  421,  431,  441,  481,  501, 

511. S31 
letter  and  the  law.     17  Chic.  L.  J.  (W.)  67 

preferences.     14  Am.  Leg.  N.  35 

right  of  set-off.     i  Columb.  L.  R.  377 

what  are  fraudulent  debts?     49  Cent.  L.  J.  146 

See  also  Insolvency 

Banks  and  banking 

Banking  law  journal ;  ed.  by  T.  B.  Paton.     v.  10-20,  O.     N.  Y.  1894-1903. 
Grant,  J.     Treatise  on;   ed.  5  by  C.  C.  M.  Plumptre  and  J.  K.  Mackay. 

O.     Lond.  1897. 
Hall,  C.  R.     Banking  laws  of  N.  Y.  and  national  bank  act;  with  notes  and 

forms.     O.     Alb.  1895. 
Maclaren,  J.  J.     Law  rel.  to,  in  Canada.     O.     Toronto  1896. 
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Morse,  J.  T.     Treatise  on  the  law  of;  ed.  4  by  F.  Parsons,      av.  O.     Bost 

1903. 
New  Jersey — Legislature.     Laws  of  New  Jersey  rel.  to,  in  force  Mar.  34, 

1899;  comp.  by  J.  B.  Dill.     O.     (Orange)  1899. 
New  York  (state) — Legislature.     Revision  of  laws  affecting  banks,  «etc. 

as  amended  to  1894;  with  notes  by  A.  Hamilton.     O.     Alb.  1894. 
1896,   1898-1903;  with  notes  by  A.  Hamilton,     yv.  O. 

N. Y.  1896-1903. 
Paine,  W.  S.     Laws  of  N.  Y.  rel.  to,  also  national  bank  act.     Ed.  4.     O. 

N.  Y.  1894. 

Ed.  5.     O.     Rochester  1903. 

Reid,  W.  A.     Law  rel.  to.     {see  his  Treatise  on  corporate  finance) 

Selover,  A.  W.     Law  of  bank  collections.     O.     St  Paul  190 1. 

Smith,  E.  A.     Digest  of  leading  cases,  for  1877.     O.     N.  Y.  1877. 

U.  S. — Comptroller  of  the  currency.     Digest  of  national  bank  decisions. 

O.     Wash.  1895. 

O.     (Wash.  1902) 

Watson,  A.  R.     Law  of  clearing  house.     D.     N.  Y.  1902. 

Zane,  J.  M.     Law  of;  with  federal  statutes  applicable  to  national  banks. 

O.     Chic.  1900. 
Leading  articles:  alternative     or     trust     deposits.     14  Bank.  L.  J.    179; 
also  articles  in  17-20  Bank.  L.  J. 

bank  notices  as  contracts.     15  Bank.  L.  J.  199 

banking  system  of  China.     18  Bank.  L.  J.  591 

banks  as  borrowers.  •   14  Bank.  L.  J.  87 

banks  as  renters  of  safe  deposit  boxes.     14  Bank.  L.  J.  59;  loi  Law  T. 

bills  of  lading  as  collateral  security.     16  Bank.  L.  J.  487 
certificates  of  deposit.     18  Bank.  L.  J.  897 
compulsory  disclosure  of  bank  deposits.     15  Bank.  L.  J.  85 
evolution  of  banking  law.     10  Am.  Lawy.  250 
forgery  by  use  of  rubber  stamp.     37  Am.  L.  Reg.  (n.  s.)  745 
identification  of  payees.     15  Bank.  L.  J.  321 
liability  of  irregular  indorsers.     16  Bank.  L.  J.  266 
rights  of  checkholder.     46  Cent.  L.  J.  302;  2  Columb.  L.  R.  193 
See  also:     Checks         Notaries 

Bar.     See  Legal  profession 

Bar  associations.     See  Law  societies 

Bastardy 

Leading  articles:  legitimacy  and  marriage.     16  Harv.  L.  R.  22 
Behring  sea  arbitration.     See  Bering  sea  arbitration 
Belgium.  Law  of 

Belgium — Parliament.     Codes  miniers;   recueil  par  P.  Plichon.     O.     Par. 

1895. 
Constitucion,  c6digos  y  leyes  1901.     (Coleccion  de  las  instit.  polit. 

y  jurid.  V.  i) 

Nuevas  leyes  y  c6digos  1894-98.     (Coleccion  de  las  instit.  etc. — 


Complemento  v.  2,  4,  6,  8,  10) 
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DeLevali  G.     Short  treatise  on   Belgian  law  and  legal   procedtire.     & 

Lond.  Z898. 
Giron,  A.     Dictionnaire  de  droit  administratif  et  de  droit  public.     3V.  O, 

Bruxelles  1895. 
Raikes,  F.  W.     Maritime  codes  of  Holland  and  Belgium,  trans,  and  annot. 

O.     Lond.  1898. 

Belgium:  Reports 

Belgium — Cours  et  tribunauz.  Pasicrisie  beige;  recueil  g^n^ral  de  la 
jurisp.  des  cours  et  tribunaux  de  Belgique,  1814-1900.  Sov.  O.  BnuD- 
elles  1 840-190 1. 

Table,  1814-70.     3  V.  O.     Bruxelles  1854-73. 

Bench.    See  Judicial  officers 
Benefit  societies 

Joyce,  j.  A.  Treatise  on  insurance,  including  also  mutual  benefit  soci- 
eties.    4v.  O.     San  Fran.  1897. 

niblack,  W.  C.     Law  of  voluntary  societies.     Ed.  2.     O.     Chic.  1894. 

Leading  articles:  right  of  members  to  sick  and  distress  benefits.  42 
Cent.  L.J.  175;  43  id.  193 

Bengal,  Law  of 

Mitra,  S.  C.     Land  law  of.     {see  Tagore  law  lectures,  1895) 

Bengal:  Reports 

Bengal — ^Nizamut  adawlut.     Cases  determined,     v.  1-4,  9,  in  9  v.  O.    Cal- 
cutta 1852-60. 

v.Q  by  J.  Carrau 

Bengal— Sudder    dewanee    adawlut.     Summary  decisions,    1834-5  5 •    1^- 

Calcutta  1855. 

Calcutta  law  reports;  ed.  by  P.  O'Kinealy  et  al.  13V.  O.      Calcutta  repr, 

1883-93. 

V.  x-a  by  P.  O'Kinealy 

V.  3-X2  by  p.  O'Kinealy  &  G.  S.  Henderson 

V.  13  by  G.  S.  Henderson 

Coryton,  J.     High  court.     2  ptin  i  v.  O.     Calcutta  1864-66. 

Gasper,  N.  M.     Reports  of  cases  decided  by  late  Sup.  Ct.  of  Calcutta  on 

reference  fr.   Calcutta  ct.   of  small  causes,     v.  i,pti-2,0.     Calcutta 

1867-68. 
TnHian     law     reports;      Calcutta     series,     v.  20-29  in  15  v.  O.     Calcutta 
1893-1902. 

By  T  .  A.  Pearson  &  J.  V.  Woodman 

Montriou,  W.  A.     Cases  of  Hindu  law.     O.     Calcutta  1853. 

Supreme  Ct.   at   Fort   William  in   Bengal,    1846.     O.     Calcutta 

(18S0). 
Revenue,  civil  and  crim.  reporter,     v.  1-5,  Q.     Calcutta  1866-68. 

Bering  sea  arbitration 

Bering  sea  arbitration:  case,  counter  case,  argument,  appendixes,  maps 
etc.  of  U.  S.  submitted  to  Tribunal  of  Arbitration,  Paris  1893.  8v.  O. 
Wash.  1892. 

Fur  seal  arbitration;  proceedings  of  Tribunal  of  Arbitration  at  Paris, 
1893.     i6v.  O.     Wash.  1893-9S.    . 
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Berne,  Law  of 

Berne — Conseil  national.  Constitucion,  c6digos  y  leyes  2892.  (Coleo- 
don  de  las  instit.  polit.  y  jurid.  v.  8) 

Betting.    See  Gaming 

Beverly,  England 
Beverly  town  documents ;  ed.  by  A.  F.  Leach.     Q.     Lond.  1900.     (Selden 

Society,  v.  14) 

Bibliography:  Auction  sales 

Arnold,  J.  H.  V.     Library  sale  (trials).     O.     N.  Y.  1900. 
Brinley,  G.     Library  sale.     Sv.  O.     Hartford  1878-93. 
Hough,  F.  B.     Library  sale.     O.     (N.  Y.  1900) 

Bibliography:  Booksellers  catalogues 

Banks  &  Brothers.     Catalogue  of  law  books;  comp.  by  H.  E.  Griswold, 

O.     Alb.  1894. 

— ' with  addenda  to  Nov.  1896.     O.     Alb.  1897. 

Blake,  W.  W.     Catalogues  of  secondhand  Mexican  books  and  mss.  (col- 
lected)    O.     Mexico  1 899-1902. 
Boston  Book  Co.     {see  Legal  bibliography) 
Fiske  So  Co.     Continuous  law  book  catalogue,  1891-1900.     Q.     Kansas 

City  1900. 
Kelly  Law  Book  Co.     Catalogue  of  engraved  por.  of  British  judges  and 

other  eminent  lawyers,     ob.  S.     Lond.  (1903).     (L.  P.  v.  200) 
Legal  bibliography,  Nov.    i88i-Jan.    1903 ;  by    Soule    &  Bugbee,    and 

Boston  Book  Co.     F.     Bost.  1881-1903. 
Little,  Brown  &  Co.     Quillets  of  law  and  law  book  bulletin,  May  1878 — 

Dec.  1892.     F.     Bost.  1878-92. 
Marchal  &  Billard.     Bibliographic  des  livres  de  droit  et  de  jurisp.  pub. 

jusqu'au  23  Oct.  1896.     O.     Par.  1897. 

27  Oct.  1899.     O.     Par.  1900. 

Muhlbrecht,  O.     Litteratur  der  rechts-  und  staatswissenschaften ;    v.  a, 

1893-1900.     O.     Ber.  1901. 
Soule  &  Bugbee.     {see  Legal  bibliography) 
Sweet  &  Maxwell.     Catalogue  of  modem  British  and  colonial  law  books. 

O.     Lond.  1895. 
Welter,  H.     Bibliographic  g^n^rale  et  complete  des  livres  de  droit  et  de 

jurisp.  1902.     O.     Par.' 1903. 

Bibliography:  Law  books 

(Abbreviations  of  titles  of  rep.,  textbooks  etc.)  O.  Northport  N.  Y. 
T896. 

tr.  Amer.  and  Eni?.  cncyc.  of  law.  v  i. 

Boston  Book  Co.  English  ruling  cases  with  Amer.  notes,  Commendation 
of.     il.  Q.     Bost.  (1902). 

Cane,  A.  Tables  and  abbreviations  of  rep.  of  England,  Ireland  and  Scot- 
land prior  to  1865.     D.     Lond.  1895. 

Jelf,  E.  A.     Where  to  find  your  law.     Q.     Lond.  1900. 

Soule,  C.  C.     Abbreviations  used  in  law  books.     O.     Bost.  1897. 
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Bibliography:  Libraries,  Catalogues  of 

Cbioago  Law  Institute.     Index  catalogue  to  Dec.  31,   1901.     O.     Chic. 

1902. 

Supplemental  catalogue,  1887-93.     O.     Chic.  1894. 

Colorado— ^Supreme   Court  library.     Catalogue,   1896.     D.     Denver  1896. 
Cowen,  E.     Alphabetical  catalogue  of  law  books  in  my  library,   1836. 

Q.     n.  p.  n.  d. 
Ma. 
EUicott  Square  Law  Library,  Buffalo  N.  Y.     Catalogue;  comp.  by  R.  H. 

Reid.     O.     Buffalo  1897. 
Guatemala — Facultad  de  derecho  y  notariado  del  centro.     Catdlogo  de  la 

biblioteca.     Q.     Guatemala  1898. 
Hampden  county,  Massachusetts — ^Law  library.     Catalogue,  190 1 ;  (comp. 

by)  H.  P.  Small.     O.     Springfield  190 1. 
India na — Law  library.     Catalogue;   by  J.  C.  McNutt.     O.     Indianapolis 

X898. 

I — State  Library.     Catalogue  of  law  books.     O.     Topeka  1902. 
Society  of  Upper  Canada.     Subject  index,   1900;  comp.  by  W.  G. 

Eakins.     O.     Toronto  1900. 
IfaBsachusetts — State  Library.     Catalogue  of  laws  of  foreign  countries,  by 

E.  M.  Sawyer.     O.     Bost.  190 1. 
Michigan — State  Library.     Catalogue  of  the  law  dept.,  1896.     O.     Lansing 

Z896. 
Montana — Law  library.     Catalogue,  Jan.  1898.     O.     Helena  1898. 
Mutual  life  Insurance  Co.  of  N.  Y.     Catalogue  of  law  dept.,  1895.     O. 

N.  Y.  1895. 
Hew  York — Supreme  Court,  first  judicial  district.     Subject  catalogue  of 

law  library;  prepared  by  H.  E.  Griswold.     O.     N.  Y.  1899. 
north    Dakota — State    (law)    Library.     Catalogue,  1894.     O.     Bismarck 

1894. 

1 90 1.     O.     Bismarck  190 1. 

Ohio — Supreme    Court   law    library.    Catalogue;  by    F.    N.    Beebe.     Q. 

Columbus  190 1. 
Pennsylvania— State  Library.     Catalogue  of  law  books.     Q.     (Harrisburg) 

X899. 
St  Louis  Law  Library  Association.     Catalogue.     O.     St  L.  1895. 
Tokyo  University  library.     Catalogue;  pt  2,  jurisp.  etc.     O.     Tokyo  1897. 

Bicycles 

Chalmers,  D.     Law  as  it  affects  cyclists.     D.     Lond.  1899. 
Clementson,  G.  B.     Road  rights  and  liab.  of  wheelmen.     S.  Chic.  1895. 
Leading  articles:  bicycle  and  common  carrier.     12  Harv.  L.  R.  119 
rights,  duties  and  liabilities  of  bicyclists.     33  Am.  L.  Rev.  231;  35  Ca. 

L.J.  130;  43  Cent.  L.  J.  263;  50  id.  205;  28  Ir.  L.  T.  287,  297;    51 

Leg.  Int.  300,  3S2,  358,  424;  I  Va.  L.  Reg.  646 

Bills  and  notes 

Bigelow,  M.  M.     Law  of.     Ed.  2.     O.     Bost.  1900. 

Byles,  J.  B.     Treatise  on  law  of;  ed.  16  by  M.  B.  Byles  and  W.  J.  B. 
Byles.     O.     Lond.  1899. 
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Chalmers,  M.  D.     Digest  of  law  of.     £d,  5.     O.     Lend.  1896. 

Ed.  6.     O.     Lond.  1903. 

Chitty,  J.    Treatise  on  bills  of  exchange;  Amer.  ed.  11  by  J.  C.  Perkins. 

O.     Springfield  Mass.  1849. 
Maclaren,  J.  J.     Bills  of  exchange  act  of  Canada,  1890,  with  notes.     Ed.  a. 

O.     Toronto  1896. 
Tiedeman,  C.  G.     Treatise  on  law  of.     O.     St  L.  1898. 
Leading  articles:  alterations  of.     40  Cent.  L.  J.  143 

contract  of  indorsement.     31  Am.  L.  Rev.  213 

fraud  which  vitiates  signing  and  delivery.     49  Cent.  L.  J.  384 

law  rel.  to  title  notes.     46  Cent.  L.  J.  215 

problems  in  overdue  paper.     1 1  Harv.  L.  R.  40 
See  also:     Interest         Negotiable  instruments        Notaries         Usury 

Bills  of  lading 
Scnitton,  T.  E.     Contract  of  affreightment  as  expressed  in.     Ed.  4.    O. 

Lond.  1899. 
Leading  articles:  fictitious  bills  of  lading.     5  Couns.  159 

for  goods  not  shipped.     7  Yale  L.  J.  169,  219 

Ilarter  act,  the.     33  Am.  L.  Rev.  801 
See  also  Shipping 

Bills  of  sale 
Barron,  J.  A.  &  O'Brien,  A.  H.     Chattel  mortgages  and  bills  of  sale  (in 

Canada).     O.     Toronto  1897. 
Weir,  J.     Law  of.     O.     Lond.  1896. 

Biography 

Abbatucci,  J.  P.  C.  &  Colonna  D'Istria,  L  A.  comte.     Inauguration  des  por.; 

discours  par  Germanes  et  B^cot.     O.     Bastia  1866.     (L.  P.  v.  149) 
Abbott,  A.     (3  Univ.  L.  R.  151) 
Abbott,   B.    F.     Address   on   Chief   Justice   Marshall.     (Ga.    Bar   Assoc 

L.  P.  v.  181) 
Adams,  E.  B.     Address  on  John  Marshall,     {see  St  Louis  bench  and  bar. 

John  Marshall  day  proc.      p.  79) 
Aiken,    S.     Sermon    on    death    of    Hon.    S.  Hubbard.     O.     Bost.  1848. 

(L.  P.  V.  193) 
Aldrich,   E.     Address   on   Chief   Justice   Marshall.     (N.    H.    Bar   Assoc. 

L.  P.  V.  183) 
Allard,  P.     Eloge  de  A.  Letourncux.     O.     Alger  1890.     (L.  P.  v.  149) 
AUen,  W.  J.     (28  Chic.  L.  N.  136;  191  111.  51) 
Allinson,  E.  P.     In  memoriam.     (10  Pa.  dist.  769) 
Allison,  J.     In  memoriam.     (53  Leg.  Int.  87;  6  Pa.  dist.  791) 
Allou,  E.     Eloge  de,  par  E.  Cr^mieux.     O.     Par.  1889.     (L.  P.  v.  154) 
Allou,  R.  &  Chenu,  C.     Grands  avocats  du  si^le.     20  por.  O.     Par.  (1896). 
Altgeld,  J.  P.     (17  Chic.  L.  J.  (W.)  303) 
Alverstone,  R.  E.  Webster,  ist  baron,     il.  (13  Green  B.  459) 

Alviset Eloge  de  Boyvin.     O.     Besanyon  1859.     (L-  P-  v.  157) 

Amboise,  G.  d'     Eloge  de,  par  E.  Hardouin.     O.     Rouen  1874.     (L-  P. 

V.  166) 
American  colonial  bar.     il.  (11  Green  B.  220,  262) 
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AmfrvYille,  G.  d'.     Eloge  de  La  Borie.     O.     Limoges  1877.     (L.  P.  v.  162) 

— ^—  Eloge  de  Treilhard.     O.     Limoges  1879.     (L.  P.  v.  162) 

Anderson,  C.     In  memoriam.     (109  Ga.  841) 

Andrews,  C.  B.     In  memoriam.     (75  Ct.  729) 

Aransas  Sup.  Ct.;  by  G.  B.  Rose.     (4  Green  B.  417) 

Arnold,  J.  £.     (14  Green  B.  305) 

Arnold,  M.     In  memoriam.     O.     (Phil.  1903) 

Atkinson,  W.  Y.     (112  Ga.  958) 

Atwood,  W.     Biographical  sketch;  by  C.  P.  Daly.     (7  Green  B.  121,  188, 

943) 
Austin,  J.     (11  Law  S.  Help.  133) 

Austin,  S.  L.     (10  Hawaii,  723) 

Babb,  J.  E.     John   Marshall:  address.     O.     (Boise  1901)     (L.  P.  v.  185) 

Bac,  T.     Eloge  de,  par  M.  Meynieux.     O.     Limoges  1887.     (L.  P.  v.  162) 

Backus,  F.  T.     (3  West.  R.  L.  J,  53) 

Bacon,  N.     In  memoriam.     (124  Mich,  xli) 

Bailey,  J.  M.     In  memoriam.     (28  Chic.  L.  N.  60;  162  111.  9) 

Baker,  D.  J.     In  memoriam.     (183  111.  9) 

Baker,  J.  A.     In  memoriam.     (90  Tex.  viii) 

Baldus  de  Ubaldis.     (12  Yale  L.  J.  8) 

Baldwin,  C.  C.     In  memoriam.     (9  Ohio  Cir.  Ct.  rep.  apx.  p.  i) 

Baldwin,    S.    £.     Address    on    John    Marshall,     {see   Connecticut    John 

Marshall  day,  10  Yale  L.  J.  184) 
Bale,  Sir  H.     (i  Natal  L.  Q.  i) 

Banaston,  P.     Eloge  de  Hubert.     O.     Par.  1888.     (L.  P.  v.  165) 
Bard,  A.     Eloge  de  O.  Barrot.     O.     Par.  1877.     (L.  P.  v.  153) 
Barrot,  O.     Eloge  de,  par  A.  Bard.     O.     Par.  1877.     (L.  P.  v.  153) 
Bartholomew,  J.  M.     In  memoriam.     (10  N.  D.  xvii) 
Bartlett,  I.     (6  Green  B.  105) 
Bartlett,  S.     Proceedings  at   Boston,  Mar.    23,    1889,  ^^  death  of.     Q. 

n.p.n.d. 
Bastiat,  F.     Eloge  de.  par  L.  Diffre.     O.     Toulouse  1869.     (L.  P.  v.  167) 
— —  Eloge  de,  par  P.  Gardelle.     O.     Pau  1879.     (L-  P.  v.  150) 
Batchelor,  J.  B.     In  memoriam.     (132  N.  C.  1152) 
Battle,  W.  H.     Obituaries,  funeral  and  proc.  in  memory  of.     O.     Raleigh 

N.  C.  1879. 
Baudouin,  L.     Eloge  de,  par  A.  A.  J.   Ronjat.     O.     Par.  1886.     (L.  P. 

V.  156) 
Beasley,  M.     (20  N.  J.  Law  J.  68) 

Proceedings  in  Sup.  Ct.  in  reference  to.     (59  N.  J.  Law  xxxi) 

B^chon,  R.     Eloge  de  P.  Flotte.     O.     Riom  1891.     (L.  Pi  v.  150) 

Beck,  J.  M.     (89  la.  iv) 

Address  on  John  Marshall,     {see  Chicago  bar.     John  Marshall  day 

proc.     p.  140) 
Bedford,  G.  S.     (11  Med.  Leg.  J.  102) 

Beekman,  H.  R.     Memorial  proc.  in  honor  of.     (34  Misc.  835) 
Belcher,  L  S.     In  memoriam.     (139  Cal.  731) 

Belin,  C.     Eloge  de  La  Reynie.     O.     Limoges  1874.     (L.  P.  v.  162) 
Bell,  C.  H.     Bench  and  bar  of  N.  H.     O.     Bost.  1894. 
Bellart,  W.  F.     Eloge  de,  par  A.  Martini.     O.     Par.  1893.     (L.  P.  v.  155) 
Bellidvre,  P.  de     Eloge  de,  par  M.  Sauzet.     O.     Lyon  1876.     (L.  P.  v.  163) 
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Benedict,  C.  L.     Proceedings  in  memory  of.     O.     (Burlington  1901) 

Benjamin,  J.  F.     Reminiscences  of.     (10  Green  B.  396) 

Bennett,  J.  E.     (4  S.  D.  xxiii) 

Bennett,  J.  R.     In  memoriam.     (106  Wis.  xxix) 

Benton,  T.  H.     (13  Green  B.  371 ;  2  Kan.JCity  B.  Month.  116) 

B^enger,  R.     Eloge  de  Rabot.     O.     Grenoble  1863.     (L.  P.  v.  161) 

Berry,  C.  H.     In  memoriam.     (79  Minn.  1) 

Berryer,  P.  A.     Eloge  de,  par  J.  Develle.     O.     Par.  1870.     (L.  P.  v.  148) 

Bertauld  Eloge  de  Renouard.     O.     Par.  1879.     (L.  P.  v.  156) 

B^rulle,  P.  A.  de  &  P.  T.  de.     Etude  sur,  par  M.  Piollet.     O.     Grenoble 

1888.     (L.  P.v.  161) 
Bickerton,  R.  F.-    (10  Hawaii,  717) 
Biddle,  G.  W.     ($4  Leg.JInt.  220) 
Bills,  J.  C.     In  memoriam.     (104  la.  v) 
Bingham,  H.     (13  Green  B.  105) 
Bishop,  J.  P.     (36  Am.  L.  Rev.  i) 
Black,   J.    C.     John  Marshall:  address.     O.     Springfield  O.  1896.     (L.  P. 

V.  184) 
Blackburn,  Colin  Blackburn,  ist  baron.     (40  Sol.  J.  190) 
Blair,  J.  L.     Address  on  John   Marshall,  Feb.  4,   190Z.     (see  St  Louis 

bench  and  bar.     John  Marshall  day  proc.     p.  64) 
Blair,  J.  P.     Address  on  John   Marshall  day.     O.     N.^O.  190 x.     (L.  P. 

V.  183) 
Blatchford,  S.     (150  U.  S.  707) 

In  memoriam.     Q.     (Wash.  1893) 

Bleckley,  L.  E.     (15  Green  B.  555) 

Bloch  Eloge  de  Fod^r^.     O.     Chamb^ry  1879.     (L.  P.  v.  160) 

Boggs,  C.  C.     Address  on  John  Marshall,     (see  Chicago  bar.    John  Marshall 

day  proc.     p.  188.) 
Bohier,    N.     Eloge    de,    par    G.    Calmon.     O.     Bordeaux  1880.     (L.  P. 

V.  158) 

Boissard  Eloge  de  Jordan.     O.     Lyon  1873.     (L.  P.  v.  163) 

Boivin-Champeaux  Eloge  de  T.  Erskine.     O.     Caen  1864.     (L.  P. 

V.  150) 
Bonaparte,  C.  J.     John  Marshall :  address.     O.     Bait.  190 1.     (L.  P.  v.  185) 
Bonhoure,  A.     Eloge  de  Cr^mieux.     O.     Par.  1885.     (L.  P.  v.  154) 
Boston  bar.     John   Marshall:  addresses  deHvered  at  Boston  and  Cam- 
bridge; ed.  by  M.  F.  Dickinson.     O.     Host.  190 1. 
Bosworth,  B.  M.     In  memoriam.     (21  R.  I.  587) 
Bosworth,  J.  S.     Funeral  address;  by  Rev.  C.  H.  Parkhurst.     O.     (N.  Y. 

1884)  (L.  P.  V.  190) 
Boulay  de  la  Meurthe,  A.  J.  C.  J.     Etude  sur,  par  L.  Sadoul.     O.     Nancy 

1880.     (L.  P.v.  164) 
Boulloche,  P.     Eloge  de  P.  Target.     O.     Par.  1892.     (L.  P.  v.  155) 
BourguevUle,  C.  de.     Eloge  de,  par  M.  Lerebours-Pigeonni^re.     O.     Caen 

1878.     (L.  P.v.  159) 
Bowen,  C.  S.  C.  Bowen,  ist  baron.     (loi  Law  T.  207;  10  Law  Q.  Rev.  an) 

Biographical  sketch;  by  Sir  H.  S.  Cimningham.     sq.  O.     Lond. 

1897. 

Judicial  characteristics.     (10  Harv.  L.  R.  351) 
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Bowler,  R.  B.     (48  Ohio  L.  B.  143) 

BojTvin,  M.     Eloge  de,  par  M,  Alviset.     O.  .  Besan9on  1859.     (L.  P.  v. 

157) 
Bntcton,  H.  de.     (loi  Law  T.  350) 
Bimdley,  C.  comp.     Miscellaneous  writings  of  J.  P.  Bradley,  with  sketch 

of  his  life.     O.     Newark  190a. 
Bimdle7|  J.  P.     (20  N.  J.  Law  J.  259,  299;  21  id.  135) 
Life  and  character;    by    Cortlandt    Parker.     (28   Am.    L.    Rev. 

481) 

Miscellaneous  writings;  with  sketch  of  his  life  by  C.  Bradley.     O. 


Newark  1902. 
BradweUi  J.  B.     Address  on  John  Marshall,     {see  Chicago  bar.     John 

Marshall  day  proc.     p.  86) 
Bnulwell,  Mrs  M.     (26  Chic.  L.  N.  200,  208) 
BramweU,  G.  W.  Wilshere,  ist  baron.     Some  accoimt  of,  and  his  opinions 

by  C.  Fairfield,     i  por.  O.     Lond.  1898. 
Brewster,  F.  C.     (12  Green  B.  381) 
Brickell,  R.  C.     In  memoriam.     (127  Ala.  25) 
Brigham,  J.  R.     In  memoriam.     (97  Wis.  xxxi) 
BiinkerhofP,  J.     (i  West.  R.  L.  J.  31) 

Bri88on,B.     Eloge  de,  parM.  D'Herbelot.     O.     Par.  1877.     (L.  P.  v.  165) 
Brooks,  J.  W.     History  of  Ct.  of  Common  Pleas  of  city  and  co.  of  N.  Y. 

O.     N.  Y.  1896. 
Brosses,  C.  de.     Eloge  de,  par  M.  Cunissett.     O.  "^ Dijon  1886.     (L.  P. 

V.  160) 
Brougham,  H.  P.  Brougham,  jst  baron.     Etude  sur,  par  F.  Chauveau. 

O.     Par.  1873.     (L.  P.  V.  148) 
Brown,  J.  H.     In  memoriam.     (48  W.  Va.  vii) 
Brown,  N.     Oration  on  John  Marshall,     {see  Milwaukee  Bar  A.ssociation. 

Proceedings,  John  Marshall  day.     p.  5.) 
Browne,  I.     In  memoriam     (59  Alb.  L.  J.  212) 
Brun,  A,     Eloge  de,  par  M.  Poignand.     O.     Besan9on  1864.     (L.  P.  v. 

ISO 
Buck,  H.  R.     Proceedings  of  Sup.  Ct.  of  Montana  on  the  death  of.     (20 

Mont.  591) 
Bullitt,  J.  C.     (59  Leg.JInt.  394^ 
Burgess,  L.  J.     (51  Ohio  st.  v) 
Burks,  E.  C.     (94  Va.  v;  3  Va.  L.  Reg.  323) 
Burr,  A.     Address  by  L.  B.  Proctor.     F. .   (Alb.)  n.  d. 

Newspaper  clippings 
As  a  lawyer,  by  E.  L.  Didier.     (14  Green  B.  451) 

Burton,  G.     (22  Ca.  L.  T.  195) 
Burts,  J.  H.     (33  Tex.  crim.  app.) 
Butler,  A.  R.  B.     In  memoriam.     (  iii  Wis.  xxix) 
Butler,  J.  M.     In  memoriam.     (141  Ind.  708) 
Butler,  W.  A.     (64  Alb.  L.  J.  394) 
Bytes,  Sir  J.     (11  Green  B.  485) 
Cady,  D.     (9  Green  B.  93) 

Caklwell,  J.  W.     Bench  and  bar  of  Tenn.     O.     Knoxville   1898. 
Caldwell,  W.  C.     Address  on  John  Marshall.     O.     (Lebanon  190 1)     (L. 
P.  V.  184) 
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Calhoun,  J.  C.     Sketch  and  criticism.     (59  Alb.  L.J.  x  7,  129) 
California  bench  and  bar^  Hist  of;  ed.  by  O.  T.  Shuck.    Q.    Lea  Angeles 

1901. 
Calm^es,  A.  J.  V.     Eloge  do,  par  L.  Mattel.    O.     Bastia  1876.     (L.  P 

V.  149) 
Calmon,  G.     Eloge  de  Bohier.     O.     Bordeaux  1880.     (L.  P.  v.  158) 
Campbell,  J.     (i  Leg.  Adv.  (Denv.)  389) 
Campbell,  J.  V.     Proceedings  of  Sup.  Ct.  of  Mich,  in  memory  of.     O 

Lansing  1890. 
Campbell,  John  Campbell,  ist  baron.     Lives  of  chief  iustices  of  England; 

new  ed.  by  J.  Cockroft.     5v.  il.  por.  Q.     Northport  N.  Y.  1894-99. 
Canada  and  provinces.     Biographical  data  of  justices,     {seg  Canadian 

legal  directory.     1878.     p.  199-279) 
Carnot,  F.  J.  C.     Eloge  de,  par  G.  Febvret.     O.     Dijon  1885. 
Carpentier  Eloge  de  P.  A.  Merlin.     O.     Douai  (1874).     (L.  P.  v. 

150) 
Carson,  H.  L.     Hist,  of  Sup.  Ct.  of  U.  S.,  with  biographies  of  the  justices. 

Ed.  2.     2V.  il.  por.  Q.     Phil.  1902. 
Carter,  C.  L.     (9  Hawaii  776) 
Carter,  J.  C.     Address  on  W.   M.   Evarte.     O.     (N.  Y.  1901)     (L.  P.  v. 

188) 
Cary,  J.  W.     (14  Green  B.  507 ;  90  Wis.  liv) 
CastelH,  J.  M.  de.     Etude  sur,  par  V.  Farinole.     O.     Bastia  1873.     (L. 

P.  V.  157) 
Castle,  H.  N.     (9  Hawaii  781) 
Caton,  J.  D.     (27  Chic.  L.  N.  418;  162  DL  15) 

Early  bench  and  bar  of  Illinois.     O.     Chic.  1893. 

Chaiz  d'Est-Ange,  G.  L.  A.  V.  C.     Eloge  de,  par  R.  Roussett.     O.     Par. 

1879.     (L.  P.  V.  153) 
Chamberlain,  V.  B.     (63  Conn.  611) 

Chamberlin,  F.     In  memoriam.     (68  Conn.  593) 

Champeauz      Boivin-.     See  Bcivin-Champeaux ' . 

Champlin,  J.  W.     In  memoriam.     (127  Mich,  xxxv) 

Chapman,  C.  R.     In  memoriam.     (68  Conn.  596) 

Charrins  Eloge  de  Romiguidres.     O.     Par.  1863.     (L.  P.  v.  148) 

Chauveau,F.     Etude  sur  Lord  Brougham.     O.' .Par.  1873.     (L.  P.  v.  148) 

Chenu,  C.     Eloge  de  J.  B.  M.  Duvergier.     O.     Par.  1880.     (L.  P.  v.  1S3) 

Ch^vrier  Eloge  de  Talon.     O.  •  Par.  1872.     (L.  P.  v.  165) 

Chicago  bar.     John  Marshall  day  proc.     Q.     (Chic.  1901) 

Chicago   bench  and   bar.     Biographical  sketches,     il.  Q.     (Chic.  1883) 

Choate,  J.  H.     Address  on  R.  Choate.     (58  Alb.  L.  J.  298;  32  Am.  L.  Rev. 

831) 
Choate,  R.     Address  on;  by  J.  H.  Choate     (58  Alb.  L.J.  298;  32  Am. 

L.  Rev.  831) 

Sketch;  by  N.  J.  D.  Kennedy.     (11  Jurid.  Rev.  113) 

Church,  S.  E.  &  Grover,  M.     Comparative  view  of;  by  L.  B.  Proctor. 

Ed.  1-2.     F.     (Alb.  1887)     (see  his  Writings) 
Cieutat,  L.     Eloge  de  Maynard.     O.     Agen  1879.     (L.  P.  v.  156) 
Clark,  A.  R.  lord.     (12  Scot.  L.  R.  126;  15  id.  193) 
Clark,  G.  J.     Life  sketches  of  eminent  lawyers.      2V.  O.     Kansas  City 

Mo.  1895. 
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CUttrki  M.  L.     In  memoiiam.     (14  O.  Cir.  Ct  rep.  i) 

darky  R.  H.     In  memoiiam.     (99  Ga.   812) 

Ckurk,  S.  F.     In  memoriam.     (64  Ark.  659) 

CSkiy,  H.     As  a  lawyer.     (37  Am.  L.  Rev.  i) 

Clinton,  H.  L.     (10  Green  B.  133) 

Ck)g8ton,  J.  B.     In  memoriam.     (65  Kan.  xi) 

Cobby  N.     In  memoriam.     (56  Kan.  xvi) 

Cockbum,  Sir  A.     (14  Harv.  L.  R.  79) 

-^-^—  Judicial  work  of.     (10  Jurid.  Rev.  395) 

Cockbum,  H.     (52  Alb.  L.  J.  205) 

Cockrill,  S.  R.     In  memoriam.     (68  Ark.  613) 

Cohen,  R.  A.     Biography  of  the  terrible  judge,  Hon    M.  R.  Cullen.     O. 

St  L.  1874.     (Tr.  V.  131) 
Coke,  Sir  E.     (9  Law  S.  Help.  366) 

V.  Lord  Bacon.     (3  Kan.  City  B.  Month.  6) 

Coiei  C.  J.     In  memoriam.     (66  Conn.  603) 

Coleridge,  J.  D.  Coleridge,  ist  baron.     (29  Law  J.  366;  5  Law  N.  (Am.)  169) 

-  Recollections  of;  by  W.  Fishback.     D.     Indianapolis  1895. 
Collard,  P.  P.  Royer-.    See  Royer-Collard,  P.  P. 

Cokmna  d'Istria.     See  Abbatucci,  J.  P.  C.  &  Colonna  d'Istria,  I.  A.     comte. 
Colty  LeB.  B.     Address  on  John  Marshall;  R.  I.  Bar  Association.     (L  P. 

▼.  184) 
Oooaway,  A.  B.     In  memoriam.     (7  Wy.  iv) 
Conely,  £.  F.     In  memoriam.     (129  Mich,  xxxvii) 
Conkting,  J.  C.     In  memoriam.     (183  111.  15) 
ConkUng,  R.     (3  Brief  P.  D.  P.  52) 
Connecticut — State  Bar  Association.     John  Marshall  day  in  Conn.     (10 

Yale  L.  J.  184) 
Connecticut  bench  and  bar.     See  Loomis,  D.  &  Calhoun,  J.  G. 
Connelly,  C.  J.  E.     Discours  de  Troplong.     O.     Par.  1869.     (L.  P.  v.  148) 
Cooley,  T.  M.     (6  Law  S.  Help.  358) 

In  memoriam.     (119  Mich,  xxxvfi) 

Conrvoisier,   J.  B.     Etude  sur,  par   M.    Loiseau.     O.     Besan9on    1854. 

(L.  P.v.  I  si) 
Cowen,  E.     In  memoriam.     O.     (Tmy  1900) 
Coze,  A.  C.     In  Marshall's  day  and  ours.     (3  Columb.  L.  R.  88) 
Cnft,  H.     Address  on  C.  F.  Trigg.     O.     Memphis  1880      (L.  P.  v.  178) 
Cranch,  W.     (2  Hayw.  &  H.  435) 
Crawford,  T.  H.     (2  Hayw.  &  H.  440) 

Cr^mieuz,  E.     Eloge  de  E.  Allou.     O.     Par.  1889.     (L.  P.  v.  154) 
Crdmieuz,  I.  M.  A.     Eloge  de,  par  A.   Bonhoure.     O.     Par.  1885.     (L. 

P.v.  154) 
Croene,  T.  de.     Eloge  de,  par  L.     Gaultier  de  La  Ferri^re.     O.     Rouen 

1878.     (L.  P.v.  167' 
Crumrine,  B.     Courts,  bench  and  bar  of  Washington  co..  Pa.      il.  por.  Q, 

Wash.  Pa.  1902. 
Cruppi,  J.     Eloge  de  Lacordaire.     O.     Par.  1878.     (L.  P.  v.  169) 
CttUen,  M.  R.,    the  terrible  judge.     Bioeraphy  of;  by  R.  A.  Cohen.      O 

St  L.  1874.     (Tr.  v.  131) 
ConiaBett  Eloge  de  Brosses.      O.     Dijon  1886.     (L.  P.  v.  160) 
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Cuxminghanii  Sir  H.  S.     Biographical  sketch  of  Lord  Bowen.     Ed.  a. 

sq.  O.     Lond.  1897. 
Curran,  J,  P.     (la  Green  B.  57) 
Curtis,  6.  M.     Personal  sketches  of  N.  Y.  city  bench  and  bar.     (50  Alb. 

L.  J.  63) 
Da,  H.     Eloge  de  C.  A.  Delangle.     O.     P^r.  1881.     (L.  P.  v.  153) 
Dagallier  — -      Eloge  de  Merlin.     O.     Douai  1888.     (L.  P.  v.  161) 
Daguilhon-Pujol,  G.     Eloge  de  J.  Favre.     O.     Par.  i88a.     (L.  P.  v.  153 
Daly,  C.  P.     (108  Law  T.  38) 
D'Amfreville,  G.    See  Amfreville,  G.  D.* 
Danforth,  G.  F.     (60  Alb.  L.  J.  19S,  ai6) 
Daniel,  W.    jr.  (7  Va.  L.  Reg.   i) 
Daniels,  C.     In  memoriam.     (58  Alb.  L.  J.  330) 

Darche  Etude  sur  Perreciot.     O.     Besan9on  1868.     (L.  P.  v.  158) 

Davis,  C.  K.     In  memoriam.     (81  Minn,  xxiii) 

Davis,  D.  F.     In  memoriam.     (90  Me.  591) 

Davis,  W.  T.     History  of  bench  and  bar  of  Suffolk  co.,  Mass.     1894. 

(see  Professional  and  industrial  hist,  of  Suffolk  co.  1894.     v.  i.     General 

library  974.46 — qP94) 

History  of  judiciary  of  Mass.     O.     Bost.  1900. 

Day,  J.  G.     In  memoriam.     (105  la.  v) 

Dayton,  W.  L.     (23  N.  J.  Law  J.  354;  24  id.  389,  42a,  4S3) 

Delangle,  C.  A.     Eloge  de,  par  H.  Da.     O.     Par.  1881.     (L.P.  v.  153) 

Eloge  de  Dupin.     O.     Par.  1866.     (L.  P.  v.  156) 

Demartial,  H.     Eloge  de  Vergniaud.     O.     Limoges  1885.     (L.  P.^v.t6a) 

Depue,  D.  A.     In  memoriam.     (67  N.  J.  Law.  xli) 

Desty,  R.     (52  Alb.  L.  J.  251) 

Detroit  bench  and  bar.     See  Wayne  co.  Mich.     Dedication  of  the  new 

courthouse. 
Develle,  J,     Eloge  de  Berryer.     O.     Par.  1870.     (L.  P.  v.  148) 
Devimeuz  Eloge   de   F.   Vermeil.     O.     Bourges    1879.     (L.  P.  v. 

150) 
DeWitt,  W.  H.     In  memoriam.     (26  Mont.   565) 
De  Wolfe,  S.     In  memoriam.     (25  Mont.  577) 

Dexter,  S.     Sketch  of,  by  J.  Story.     O.     Bost.  1816.     (L.  P.^v.  193) 
Dickinson,  D.  A.     Proceedings  in  memory  of.     (86  Minn,  xxv) 
Diffre,  L.     Eloge  de  Bastiat.     O.     Toulouse  1869.     (L.  P.  v.  167) 
Dillard,  J.  H.     In  memoriam.     (118  N.  C.  1274) 
Dillon,  J.  F.     Commemorative  address  on  Chief  Justice  'Marshall.    0. 

N.  Y.  1901. 
Dillon,  J.  F.     contp.  &  ed.    See  Marshall,  J.     Life,  character  and  judicial 

services.     1903. 
Doe,  C.     (9  Green  B.  245) 
Doolittle,  J.  R.     (15   Green  B.   203) 
— ^—  Proceedings  of  Wisconsin  State  Bar  Assoc,  in  memory  of.     (98 

Wis,  xxxix) 
Doolittle,  T.  E.     In  memoriam.     (67  Conn.  595) 
Dougherty,  D.     (9  Green  B.  141) 
Dougherty,  J.  H.     William  M.  Evarts,  lawyer  and  statesman.     O.     N.  Y. 

1901.     (L.  P.  V.  185) 
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I>oti|jUu8|  S.  A.    As  a  lawyer.     (15  Green  B.  455) 

I>oti|^Uu8,  S.  T.     Proceedings  on  presentation  of  his  por.     (121  Mich. 

XKXV) 

DiaperyA.S.    John  Marshall :  an  address.    O.     (Champaign  1901)     (L.  P. 

V.  185) 
Dnfkure,  J.     Eloge  de,  par  R.  Poincar^.    O.    Par.  1883.     (L.  P.  v.  153) 

Dufresne,      Fauconneau-.    See  Pauconneau-Dufresne • 

Dundy,  E.  S.     (7  Chic.  L.  J.  861) 

Diipin,  A.  M.  J.  J.     Eloge  de,  par  C.  A.  Delangle.    O.     Par.  1866      (JL. 
P.r.  156) 

' Eloge  de,  par  A.  T.  Martin.     O.     Par.  1874      (L.  P.  v.  152) 

— ; Eloge  de,  par  C.  Guyho.     O.    Amiens  1889.     (L.  P.  v.  151) 

Dnrand,  G.  H.     In  memoriam.     (117  A^ich.  xli) 

Bnval,  E.  R.     Eloge  de  Martignac.     O.     Bordeaux   1866.     (L.  P.  v.  158) 

Dovergier,  J.  B.  M.     Eloge  de,  par  C.  Chenu.     O.     Par.  1880.     (L.  P. 

V-  153) 
Bdmimds,  6.  F.     (17  Chic.  L.  J.  793) 

Xlbert,  S.  H.     In  memoriam.     (a 6  Col.  xxiii) 

BIdredge,  B,  B.     In  memoriam.     (115  Wis.  xxxiii) 
.    XDiott,  £.  S.     In  memoriam.     (113  Wis.  zli) 

XlHott,  V.  A.     In  memoriam.     (25  Col.  xix) 
p  -UiSy  A.  H.     In  memoriam.     (65  Kan.  vi) 

^  f  Xfaner,  L.  Q.  C.    Constitution  and  government  of  N.  J.,  with  biographical 
sketches  of  bench  and  bar.     O.     Newark  1872. 

Jbnmet,  T.  A.     (8  Green  B.  273) 

Xndicott,  W.  C.     In  memoriam.     (177  Mass.  607.) 

Brie  county,  New  York,  bar.     Biographical  sketches  of.    O.    Alb.  1899, 
Fr.  Alb.  L.  J.  Jan.  7,  1899. 

J,  H.     (52  Alb.  L.  J.  13) 

),    T.     Eloge    de,    par    M.    Boivin-Champeaux.     O.-    Caen  1864. 
(L.  P.  V.  I  So) 
Blclands,  F.  d'.     Eloge  de  Savaron.     O.     Riem  1884.     (L.  P.  v.  166) 
Bther,  W.  B.  Brett,  ist  viscount,     (24  Law  Mag.  &  R.  395) 
Bstimauville  de  Beaumouchel,  R.  D.  d'.    See  Desty,  R. 
Bade,  J.  F.     Eloge  de.     {see  Mairet,  G.     (Les)  premier  presidents.     L. 

P.  V.  167) 
Bvans,  Sir  W.  D.     Life  and  writings;  by  J.  Nicholson.     D.     Lond.   1845. 
Evarts,  W.  M.     (8  Green  B.  93) 

Address  on;  by  J.  C.  Carter.     O.     (N.  Y.  1901)     (L.  P.  y.  188) 

His  career  as  a  lawyer  and  statesman;  by  J.  H.  Dougherty.     O. 

N.  Y.  1001.     (L.  P.  V.  185) 

Swing,  T.     In  memoriam.     (56  Kan.  xiv) 

Fairfield,  C.     Some  account  of  G.  W.  Wilshere,  baron  Bramwell  of  Hever. 

ipor.  O.     Lond.  1898. 
Farinole,  V.     Etude  sur  J.  M.  de  Castelli.     O.     Bastia  1873.     (L.  P.  v. 

157) 
Fauconneau-Dufresne Eloge  de  M,  De  Serre.     O.    UDimar''ii$04. 

(L.  P.  V.  I  So) 
Favre,  J.     Eloge  de,  par  G.  Daguilhon-Puiol.     O.     Par.  1882.     (L.  P.  v. 

153) 
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Febvret,  6.     Eloge  de  Camot.     O.     Dijon  1885.     (L.  P.  v.  160) 

Felch,  A.     In  memoriam.     (106  Mich,  xxxiii) 

Proceedings  of  Sup.  Ct.  of  Michigan  on  presentation  of  his  portrait. 

(100  Mich,  xxxi) 
Felker,  C.  W.     In  memoriam.     (115  Wis.  xxix) 
Field,  D.  D.     Proceedings  of  Williams  College  alumni  in  memory  of.     O. 

N.  Y.  1895.     (L.  P.  V.  146) 
Field,  S.  J.     In  memoriam.     (59  Alb.  L.  J.  338;  123  Cal.  699 ;  173  U  S.  708) 
Field,  W.  A.     In  memoriam.     (174  Mass.  591) 
Fish,  J.  T.     In  memoriam.     (108  Wis.  xxix) 
Fisher.  W.  A.     In  memoriam.     (93  Md.  xxx) 

Fishback,  W.     Recollections  of  Lord  Coleridge.     D.     Indianapolis  1895. 
Flandin,  E.     Eloge  de  Tocqu^ville.     O.     Pau   1887.     (L.  P.  v.  165) 
Flogny,  G.     Eloge  de  Jules  Nicolet.     O.     Par.  1884.     (L.  P.  v.  153) 
Flotte,  P.     Eloge  de,  par  R.  B^chon.     O.     Riom  189 1.     (L.  P.  v.  150) 
Fod^r^,  F.  E.     Eloge  de,  par  M.  Bloch.     O.     ChamWry  1879.     (L.  P.  v. 

160) 
Fogler,  W.  H.     In  memoriam.     (96  Me.  578) 
Follett,  D.  L.     In  memoriam.     (60  Alb.  L.  J.  3,  17) 
Follett,  J.  F.     Address  before  Toledo  Bar  Association:  on  Marshall.    O. 

Cin.  1901.     (L.  P.  V.  184) 
Forrest,  W.   S.     Address  on  John.  Marshall,     {see  Chicago   bar.    John 

Marshall  day  proc.     p.  65)  • 

Fortescue,  Sir  J.     (loi  Law  T.  375) 
Fountainhall,  John  Napier,  lord.     (9  Jurid.  Rev.  59,  173) 
Fourcade,  M.     Eloge  de  Lain^.     O.     Par.  189 1.     (L.  P.  v.  154) 
Foumier,  J.     Eloge  de  J.  A.  J.  Gaudry.     O.     Par.  1888.     (L.  P.  v.  154) 
Franck-Carr^,  P.  F.     Eloge  de.     {see  Mairet,  G.     (Les)  premier  pr^dents. 

L.  P.  V.  167) 
Freeman,  N.  L.     (151  111.  ix) 

French,  ix.  B.     Address  on  Chief  Justice  Marshall.     (N.  H.  Bar  Associa- 
tion.    L.  P.  V.  183) 
French  bar.     See  Allou,  R.  &  Chenu,  C. 
Fuller,  H.  W.     (13  Green  B.  S5^) 

Fuller,  M.  W.     Address  on  Chief  Justice  Marshall,     {see  180  U.  S.  643) 
Fullerton,  John  Fullerton,  lord.     (13  Jurid.  Rev.  379) 
Gains,     (io  Law  N.  50) 
Gallup,  B.  A,     (28  Chic  L.  N.  121) 

Gardelle,  P.     Eloge  de  F.    Bastiat.     O.     Pau  1879.     (L.  P.  v.  150) 
Garland,  A.  H.     In  memoriam.     (66  Ark.  633) 
Gaudry,  J.  A.  J.     Eloge  de,  par  J.  I  oumier.     O.     Par.  1888.     (L.  P.  v. 

154) 
Gaultier  de  la  Ferri^re,  L.     Eloge  de  Crosne.     O.     Rouen  1878.     (L.  P. 

V.  167) 
George,  J.  Z.     In  memoriam.     (75  Miss.  974) 
Georgia  Bar   Association.     Addresses  in  honor  of    John    Marshall     O. 

Atlanta  1901.     (L.  P.  v.  181, 184) 
Georgia  Sup.  Ct.;  by  W.  B.  Hill.     (4  Green  B.  18.  65) 
Gerbier,  P.  J.  B.     Eloge  de,  par  H.   Thieblin.     O.     Par.  1875.     (L.  P. 

v.  152) 
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Gemuuies  &  B^cot  Inauguration  des  portraits  de  J.  P.  C. 

Abbatucd  etde  I.  A.  Colonna  d'Istria.    O.     Bastia  1866.     (L.  P.  v.  149) 
Gifford,  Sir  R.     (24  Law  Mag.  &  R.  178) 

/Bilardiii,  J.  A.     Eloge  de,  par  M.  Manuel.     O.     Par.  1876.     (L.  P.  v.  165) 
Gilchrist,  R.     (21  N.  J.  Law  J.  195,  228) 
Gilfillan,  J.     In  memoriam.     (59  Minn.  539) 
Gilmore,  W.  J.     (54  Ohio  st.  v) 

Gimelle,  E.     Eloge  de  Maistre.     O.     ChamWry  1869.     (L.  P.  v.  160) 
Glover,  W.  B.     In  memoriam.     (66  Conn.  605) 
*Gluck,  J.  F.     In  memoriam.     (57  Alb.  L.  J.  311) 

In  memoriam;  address  by  L.  B.  Proctor.     Q.     Alb.  1898.     (see 

his  Writings) 

Pr.  Alb.  L.  J. 
Godelle,  C.     Eloge  de  Roederer.     O.     Metz  1865.     (L.  P.  v.  163) 
Gowan,  J.  R.     Sketch  of.     (36  Ca.  L.  J.  513) 
Granger,  M.  T.     In  memoriam.     (66  Conn.  600) 
Gray,H.     (14  Green  B.  403;  182  Mass.  613) 

Address  on  Chief  Justice  Marshall.     (180  U.  S.  643) 

Proceedings  of  U.  S.  Sup.  Ct.  on  death  of.     (187  U.  S.  xxxv) 

Green,  H.     (57  Leg.  Int.  342,  383,  402,  410;  197  Pa.  xix) 

Green,  H.  W.     (22  N.  J.  Law  J.  44,  68) 

Green,  J.  S.     (14  Green  B.  205) 

Green,  M.  C.     In  memoriam.     (34  App.  Div.  633) 

Green,  S.  M.     In  memoriam.     (117  Mich,  xlvi) 

Greene,  H.  S.     In  memoriam.     (183  111.  17) 

Gregory,  S.  S.  Address  on  John  Marshall,  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  7) 

Grenier,  E.     Etude  sur  Groulart.     O.     Rouen  1868.     (L.  P.  v.  166) 

Grenier,  J.     Eloge  de,  par  M.  Guyot.     O.     Riom  189 1.     (L.  P.  v.  iSo) 

Gresham,  W.  Q.     In  memoriam.     (141  Ind.  706;  24  U.  S.  App.  693) 

Grider,  L.     (2  Kan.  City  B.  Month.  191) 

Griggs,  J.  W.     (10  Green  B.  89) 

Gro8Scup,P.  S.   John  Marshall:  an  address.    O.    (Chic.  1901)    (L.  P.  v.  184) 

(see  Chicago  John  Marshall  day  proc.) 

Grotius,  H.     (19  Law  N.  179) 

Groulart,  C.  Etude  sur,  par  E.  Grenier.  O.  Rouen  1868.  (L.  P. 
V.  166) 

Grover,  M.     Sketch  of;  by  L.  B.  Proctor.     (57  Alb.  L.  J.  229) 

&  Church,  S.  E.     Comparative     view     of ;  by     L.     B.     Proctor. 

Ed.  1-2.     F.     (Alb.  1887)     (see  his  Writings) 

Guerry,  M.  A.  de.     See  Maubreuil,  M.  A.  de  Guerry,  comte  de. 
Gttyho,C.     Elogede  A.  M.  J.  J.  Dupin.     O.     Amiens  1889.     (L.  P.  v.  151) 
Gttyot,  M.     Eloge  de  J.  Grenier.     O.     Riom  1891.     (L.  P.  v.  150) 
Hagarty,  J.  H.     Sketch  of.     (20  Ca.  L.  T.  171) 
Hagerman,  J.     Address  on  John  Marshall,     (see  St  Louis  bench  and  bar. 

John  Marshall  day  proc.      p.  47) 
Halhim,  J.     Diary  of  an  old  lawyer.     Q.     Nashville  1895.* 
Halsey,  J.     In  memoriam.     (67  Conn.  598) 
Halsted,  O.  S.     (23  N.  J.  Law  J.  227) 
Halsted,  W.     (20  N.  J.  Law  J.  133) 
Hamilton,  C.  A.     In  memoriam.     (113  Wis.  xlvii) 


Ija  NEW   YORK   STATE    LIBRARY 

Hammond,  N.  J.     In  memoriam.     (no  Ga.  919) 

Hamien,  Sir  J.     (96  Law  T.  527) 

Hardin,  O.  A.     Proceedings  on  death  of.     (60  App.  Div.  633) 

Hardouin,  E.     Bloge  de  D'Amboise.     O.     Rouen  1874.     (L.  P.  v.  166) 

Harlay,  A.  de.     Eloge  de,  par  £.  Le  Boucher.     O.     Orleans  1865.     (L.  P. 

V.  163) 
Harmon,  J.     Address  on  John  Marshall,     (see  Ohio  State  Bar  Association. 

Addresses  in  honor  of  John  Marshall,     p.  127) 
Harper,  S.  A.     In  memoriam.     (106  Wis.  xl) 
Harris,  H.     Biographical  sketch  of;  by  L.   B.   Proctor.     O.     Alb.  1900. 

(L.  P.  V.  180) 

Memorial  of.     3  por.  Q.     (Alb.  1901) 

Harrison,  B.     As  a  lawyer  and  orator;  by  W.  W.  Thornton.     (14  Green 

B.  49) 

Memorial  of  bar  of  Indiana  on  death  of.     O.     Indianapolis  1901. 

Haskell,  T.  H.     In  memoriam.     (95  Me.  590) 

Hawes,  P.     Biographical  sketch  of;  by  G.  R.  Hawes.     (5  Am.  Lawy.  350) 

Hayne,  R.  Y.     (11  Green  B.  97) 

Healy,  J.  P.     Memoir  of;  by  G.  Morse.     O.     Bost.  1882..    (L.  P.  v.  190) 

Hubert,  M.'P.     Eloge  de,  par  P.  Banaston.     O.     Par.  1888.     (L.  P.  v.  165) 

Hendricks,  T.  A.     As  a  lawyer.     (15  Green  B.  255) 

Herbelot  d».     Eloge    de    Brisson.     O.      Par.  1877.      (L.  P.  v.  165) 

Herschell,  Farrer  Herschell,  ist  baron.     (106  Law  T.  444;  173  U.  S.  707) 
High,  J.  L.     Great  chancellor  and  other  papers,  with  a  sketch  of  the 

author's  life  by  E.  B.  Smith,     i  por.  O.     Chic.  1901. 
Hill,  H.  W.     Address  on  Chief  Justice  Marshall.     (Ga.  Bar  Assoc.     L.  P. 

V.  181) 
HiU,  N.     (8  Green  B.  185) 
History  of  bench  and  bar  of  N.  Y. ;  ed.  by  D.  McAdam  et  al.     2  v.  Q.     N.  Y. 

1897. 
Hitchcock,  H.     (36  Am.  L.  Rev.  412) 

Address  on  John  Marshall,     {see  St  Louis  bench  and  bar.  John 

Marshall  day  proc.     p.  24) 

Hitchcock,  P.     (i  West.  R.  L.  J.  125) 

Hoadly,  G.     (48  Ohio  L.  B.  75) 

Hoar,  E.     (163  Mass.  597) 

Hoar,  E.  R.     Tributes  to  memory  of,  1895.     O.     Camb.  1895. 

Hobart,  G.  A.     (23  N.  J.  Law  J.  68) 

Holmes,  O.  W.     (36  Am.  L.  Rev.  710;  15  Green  B.  i) 

Hooker,  J.     In  memoriam.     (73  Conn.  745) 

Horton,  A.  H.     In  memoriam.     (65  Kan.  ix) 

Howe,  T.  O.     (15  Green  B.  509) 

Hojrt,  H.  W.  R.     (64  Conn.  593) 

Hubbard,  S.     Sermon  (on) ;  by  S.  A^ken.     O.     Bost.  1848.     (L.  P.  v.  193) 

Hutchinson,    J.     Catalogue   of    notable  middle    templars.     O.     (Lond.) 

1902. 
Hyde,  A.  P.     (63  Conn.  614) 
Illinois  bench  and  bar.     See  Caton,  J.  D. 
Illinois  Sup.  Ct.;  by  J.  E.  Babb.     (3  Green  B.  217) 
Indiana  bench  and  bar.     See  Tavlor,  C.  W.     . 
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IniHana  Sup.  Ct ;  by  W.  W.  Thornton.     (4  Green  B.  207,  249) 

Ing^noUy  C.  R.     In  memoriam.     (75  Ct.  732) 

IndeU,  J.    (124N.  C.  878) 

Ireland,  J.     (89  Tex.  v) 

Jackson,  A.    As  a  lawyer.     (15  Green  B.  349) 

Jackson,  H.     In  memoriam.     (99  Ga.  805) 

Jackson,  H.  E.     (52  Alb.  L.  J.  99;  159  U.  S.  701 ;  37  U.  S.  App.  779) 

James,  E.  C.     Memorial  of.     O.     (N.  Y.  1901)     (L.  P.  v.  188) 

(63  Alb.  L.  J.  173) 

Jay,  J.     Sketch  of  his  life;  by  L.  B.  Proctor.     (4  Am.  Lawy.  152) 

Jeiferson,  T.     As  a  lawyer.     (15  Green  B.  153) 

Jeffreys,  Sir  G.     (loi  Law  T.  376) 

Jeny Eloge  de  Renouard.     O.     Bourges  1884.     (L.  P.  v.  159) 

Jewett,  J.  N.  Address  on  John  Marshall.  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  21) 

Johnson,  D.  H.     In  memoriam.     (107  Wis.  xxxiii) 

Jones,  F.  R.     Sketch  of  John  Marshall;  il.^    (13  Green  B.  53) 

Jones,  George,  *'Count  Johannes.**     (8  Green  B.  435) 

Jones,  W.  S.    John  Marshall:  an  address.     (Md.  Bar  Assoc.  L.  P.  v.  185) 

Jorant Etude  sur  J.  B.  F.  de  La   Seigli^re.     O.     Bordeaux  1864. 

(L.  P.v.  158) 

Jordan,  C.     Eloge  de,  par  M.  Boissard.     O.     Lyon  1873.     (L.  P.  v.  163) 

Jodd,  S.  C.     (28  Chic.  L.  N.  37) 

WmmukH  Sup.  Ct.;  by  H.  Inman.     (4  Green  B.  321) 

Kent,  H.  T.  Address  on  John  Marshall.  (5^^  St  Louis  bench  and  bar. 
John  Marshall  day  proc.     p.  55) 

Kent,  J.     (An)  American  chancellor;  by  C.  B.  Elliott.     (37  Am.  L.  Rev. 

321) 

Autobiography.     (9  Green  B.  206) 

Biographical  sketch;  by  C.  S.  Martin.     (7  Green  B.  153) 

Trials  and  triumphs  of  a  young  lawyer  (a  sketch);  by   L.  B. 

Proctor,     (see  his  Writings) 

Kentucky  lawyers  of  past  and  present;  il.     (9  Green  B.  260,  305,  341) 
Kerbertin,  G.  de.     Eloge  de,  par  O.  Martin.     O.     Rennes  1892.     (L.  P. 

V.  166) 
Kirkpatrick,  T.  J.     (8  Va.  L.  Reg.  609) 
Knowlton,  H.  M.     Address  (on  John  Marshall),     {see  Boston  bar.   John 

Marshall  day  proc.     p.  3) 
Knox,  P.  C.     (13  Green  B.  281) 
Koemer,  G.     In  memoriam.     (162  111.  20) 
Krez,  C.     In  memoriam.     (97  Wis.  xxxiv) 
La    B^nodidre,    F.    de.     Eloge    de    Ravez.     O.     Bordeaux  1873.     (L*  P- 

V.  158) 
Labori,  F.     (11  Green  B.  541) 
La  Borie,  J.  de.     Eloge  de,  par  G.   D'Amfreville.     O.     Limoges  1877. 

(L.  P.  V.  162) 
Labroqn^e,  A.     Eloge  de  Pibrac.     O.     Toulouse  1877.     (L.  P.  v.  168) 
Lacan,  J.  B.  A.     Eloge  de,  par  R.  Viviani.     O.     Par.  1890.     (L.  P.  v.  154) 
LachAQdy  C.  A.     (14  Jurid.  Rev.  228) 
Lacordaire,  H.     Eloge  de,  par  J.  Cruppi.     O.     Par.  1878.     (L.  P.  v.  169) 
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Lacy   B.  W.     In  memoriam.     (91  Va.  v) 

Ladd,  S.  B.  John  Marshall:  an  address.  O.  Kansas  City  Mo.  1901. 
(L.  P.v.  183) 

Lain^  Eloge  de.  par  M.  Fourcade.     O.     Par.  189 1.     (L.  P.v.  154) 

Lamar,  L.  Q.  C.  Life,  times  and  speeches;  by  £.  Mayes.  O.  Nashville 
1896. 

L'Anglarle,  J.  G.  Favard,  baron  de.  Eloge  de,  par  C.  Mars.  O.  Riom 
1876.     (L.  P.  V.  166) 

La  Reynie,  N.  de.  Eloge  de,  par  C.  Belin.  O.  Limoges  1874.  (L.  P. 
V.  162) 

Larombidre,  L.  V.  L.  J.  Eloge  de,  par  M.  Puech.  O.  Par.  1893.  (L.  P. 
V.  165) 

La  Salcette dc.     Eloge  de  Vaulx.     O.     Alger  1888.     (L.  P.  v.  157) 

La  Seigli^re,  J.  B.  F.  de.  Etude  sur,  par  M.  Jorant.  O.  Bordeaux  1864. 
(L.  P.v.  158) 

La  Vacquerie,  J.  de.  Eloge  de,  par  M.  Pierron.  O.  Douai  (1878). 
(L.  P.v.  161)  . 

Lawton,  A.  R.     In  memoriam.     (99  Ga.  824) 

Lea,  J.  N.     In  memoriam.     (50  La.  ann.  vii) 

Leary,  J.  W.     In  memoriam.     (97  Wis.  xl) 

Le  Boucher,  E.     Eloge  de  Harlay.     O.     Orleans  1865.     (L.  P.  v.  163) 

Le  Febvre,  N.  J.  Eloge  de,  par  M.  Villard.  O.  Nancy  1877.  (L.  P. 
V.  164)  ' 

Legar^,  H.  S.     In  memoriam.     (57  Alb.  L.  J.  343) 

Lehmann,  F.  W.  John  Marshall:  an  address.  O.  (Des  Moines  190 1) 
(L.  P.v.  183) 

Lerebours-Pigeonni^re Eloge   de    Bourgueville.     O.     Caen     1878. 

(L.  P.  V.  159) 

Le  Rous,  G.     Eloge  de  D.  O'Connell.     O.     Par.  1876.     (L.  P.  v.  152) 

Leroy  Etude  sur  Saint-R^al.     O.     Chamb^ry  1866.      (L.  P.  v.  159) 

Letoun.euz,  A.    Eloge  de,  par  M.  Allard.    O.    Alger  1890.     (L.  P.  v.  149) 

Libbey^  A.     (86  Me.  584) 

Libby,  C.  F.     John  Marshall:  an  address.     O.     Brunswick  1901. 

Lincoln,  Maine,  bar;  il.     (12  Green  B.  71) 

Lindsay,  W.  Address  on  John  Marshall,  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  161) 

Lippincott,  J.  H.  Proceedings  in  Sup.  Ct.  on  death  of.  (65  N.  J.  law 
xxxv) 

Litchfield  co.  bar,  50  years  at  the;  lecture  by  C.  F.  Sedgwick.  Q.  Litch- 
field 1870. 

Littleton,  Sir  T.     (9  Green  B.  513;  loi  Law  T.  257) 

Livingston,  E.     (2  Columb.  L.  R.  24) 

Livingston,  R.  R.     Biographical  sketch;  by  I.  BroN\'ne.     (6  Green  B.  393) 

Lockwood,  D.  B.     In  memoriam.     (68  Conn.  594) 

Lockwood,  Sir  F.     (10  Green  B.  181) 

Lodge,  H.  C.  Address  on  John  Marshall,  (see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  103) 

Loiseau  E  ude  sur  J.  B.  Courvoisier.     O.     Be8an9on  1854.    (J-*-  P- 

V.  151) 

Etude    sur    J.     B.    V.    Proudhon.     O.     Besan9on  1857.     (L.  P. 

V.  151) 
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Lomaz,  J.  T.     (9  Green  B.  373) 

Song,  O.  S.     In  memoriam.     (44  W.  Va.  vii) 

Loomis,  D.  &  Calhoun,  J.  G.    Judicial  and  civil  hist,  of  Conn.     Q.     Bost. 

1895. 
I'<>**y>  J-  W.     In  memoriam.     (113  Wis.  xxix) 
Louisiana  Sup.  Ct.;  by  L.  C.  Quintero.     (3  Green  B.  113) 
Low,  W.  G.     Some  recollections  of  B.  D.  Silliman.     (35  Am.  L.  Rev.  259) 
Loysel,  A.     Eloge  de,  par  P.  Wteau.     O.     Amiens  1867.     (L.  P.  v.  157) 
Ludlow,  G.  C.     In  memoriam.     (66  N.  J.  law  xxx\) 
Lumpkin,  S.     Address  on  Chief  Justice  Marshall.     (Ga.  Bar  Assoc.  L.  P. 

V.  181) 
Lurton,  H.  H.     John  Marshall :  an  address.     O.     (Portland)  190 1.      (L.  P. 

V.  183) 
Lyon,  R.  F.     (93  Ga  829) 
KcAdam,  D.  et  al.     ed.     History  of  bench  and  bar  of  N.    V.     2 v.  Q. 

N.  Y.  1897. 
KcCormick,  J.  G.  &  Battle,  K.  P.     Personnel  and  legislation  of  N.  C. 

(constitutional)  convention  of  186 1.     O.     Chapel  Hill  1900. 
McDuffie,  G.     (11  Green  B.  i) 
KcGill,  A.  T.     (23  N.  J.  Law  J.  165) 
— ^—  Resolutions  as  to  death  of.     {see  60  N.  J.  Eq.) 
.  McGowan,  S.     Proceedings  of  Sup.  Ct.  of  S.  C.  on  death  of.     (51  S.  C. 

573) 
Kclver,  H.     Memorial  exercises.     (66  S.  C.  547) 

Mackenzie,  Sir  J.     (13  Jurid.  Re\ .  261) 

KcKinley,  W.     In  memoriam.     (13  Hawaii,  739) 

Proceedings  in  honor  of.     (129  N.  C.  717) 

McMillan,  S.  J.  R.     In  memoriam.     (67  Minn,  x^vii; 

McMurtrie,  R.  C.     (51  Leg.  Int.  374) 

McVeagh,  W.     Acdress  on  Chief  Justice  Marshall.     (180  U.  S.  643) 

Maine — Constitutional    convention,    181^20.     Biographical    sketches    of 

members,    (in   Maine — Constitutional    convention,    181Q-20.      Debates 

and  journal) 
Maine  Sup.  Ct.;  by  C.  Hamlin.     (7  Green  B.  457, 504,  553) 
Mairet,  G.     (Les)  premier  presidents  de  la  cour  d'appel  de  Rouen.     O. 

Rouen  1880.     (L.  P.  v.  167) 
Maistre,  J.  de.     Eloge  de,  par  E.  Gimelle.     O     Chamb^ry  1869.     (L   P. 

V.  160) 
Malesherbes,  C.  G.  de  L.  de.     Eloge  de,  par  O.  de  Valine.     O.     Par.  t86t. 

(L.  P.  v.  164) 
Mallory,  J.  A.     In  memoriam.     (106  Wis.  xxxiii) 
Manau,  J.  P.     Eloge  de  Ronjat.     O.     Par.  1893.     (L.  P.  v.  156) 
Mangin,  C.     Eloge  de,  par  R.   de   Pierrefitte.     CX     Metz  1866.     (L.  P. 

V.  163) 
Mann,  J.  S.     In  memoriam.     (104  Wis.  xli> 
Mann,  W.  B.     (53  Leg.  Int.  462) 

Manuel Eloge  de  Gilardin.     O.     Par.  1876.     (L.  P.  v.  165) 

Marie,  A.  T.    Eloge  de,  par  M.  Reboul.     O.     Par.  1872.     (L.  P.  v.  149) 
Markfaam,  V.  D.     In  memoriam.     (21  Col.  xviii;  6  Col.  App.  xxi) 
Maiquett  T.  M.     (43  Neb.  vii) 
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Mars,  C.     Eloge  de  L'Anglade.     O.     Riom  1876.     (L.  P.  v.  166) 
Marsh,  L.  P.     (19  Col.  xxxiii) 

Manhall,  C.     (x  Md.  L.  Rev.  74,  78,  81 ;  95  Md.  xxviii) 
Manhall,  J.     Bibliography  of.     (62  Alb.  L.  J.  214) 

Sketches  of,  fr.  various  addresses;  il.     (13  Green  B.  157,  213) 

Address  on;  by  J.  E.  Babb.     O.     (Boise  1901)     (L.  P.  v.  185) 

As  a  jurist;  by  J.  F.  Baker.     (63  Alb.  L.  J.  7) 

Address  by  J.  C.  Black.     O.     Springfield  1896.     (L.  P.  v.  184) 

Address  by  J.  P.  Blair.     O.     N.  O.  1901.     (L.  P.  v.  183) 

Address  by  C.  J.  Bonaparte.     O.     Bait.  1901.     (L.  P.  v.  185) 

Tribute  of  Mass.,  addresses  at  Boston  and  Cambridge;  ed.  by  M.  F. 

Dickinson.     O.     Bost.  190 1. 

Address  by  W.  C.  Caldwell.     O.     (Lebanon  1901)     (L.  P.  v.  184) 

John  Marshall  day  proc.  of  Chicago  bar.     Q.     (Chic.  1901) 

John  Marshall  day  in  Connecticut.     (10  Yale  L.J.  184) 

In  Marshall's  day  and  ours;  by  A.  C.  Coxe.     (3  Columb.  L.  R.  88) 

Commemorative  address;  by  J.  F.  Dillon.     O.     N.  Y.  1901. 

Life,    character   and   judicial   services;  memorial   addresses   and 


proc.  on  Marshall  day,  1901;  comp.  and  ed.  by  J.  F.  Dillon.     3V.  il.  O. 
Chic.  1903. 

Address  by  A.  S.  Draper.     O.     (Champaign  1901)     (L.  P.  v.  185) 

Address  by  J.  F.  Follett.     O.     Cin.  1901.     (L.  P.  v.  184) 

Address  by  M.  W.  Fuller.     (180  U.  S.  643) 

Addresses  before  Sup.  Ct.  of  Georgia  in  honor  of.     O.     Atlanta 


1901.     (L.  P.  V.  181,  184) 

Address  by  Justice  H.  Gray.     (180  U.  S.  643) 

Address  by  P.  S.  Grosscup.     O.     (Chic.  190 1)     (L.  P.  v.  184) 

Biographical  sketch  by  Sallie  E.  M.  Hardy.     (8  Green  B.  479) 

Celebration  of  Marshall  day,  Sup.  Ct.  of  Illinois.     (191  111.  9) 

Sketch  of  life  and  work;  by  F.  R.  Jones;  il.     (13  Green  B.  53) 

Address  by   S.    B.   Ladd.     O.     Kansas  City  Mo.  1901.      (L.  P. 


V.  183) 

Address  by   F.    W.   Lehmann.     O.     (Des   Moines    1901)     (L.  P. 


V.  183) 

Address  by  C.  F.  Libby.     O.     Brunswick  190 1. 

Address  by  H.  H.  Lurton.     O.     (Portland)  1901.     (L.  P.  v.  183) 

Address  by  W.  McVeagh.     (180  U.  S.  643) 

Proceedings   of   Maryland   Bar   Assoc,    and    Bar  Association   of 


Baltimore  in  honor  of.     O.     n.p.  n.d.     (L.  P.  v.  185) 

Newspaper  slips 

Proceedings  of  bench  and  bar  of  Michigan*     Q.     Detroit  1901. 

Proceedings  of  Milwaukee  Bar  Association.     O.     (Milwaukee  1901) 

(Address)  by  J.  B.  Moore.     O.     Bost.  1901.     (L.  P.  v.  184) 

Proceedings  of  Bar  Assoc,  of  New  Hampshire.  O.    Concord  1901. 


(L.  P.  V.  183) 

Addresses  before  the  Ohio  State  Bar  Assoc,  in  honor  of.     O. 


Columbus  1 90 1. 

Sketch  of,  by  W.  Olney.     (34  Am.  L.  Rev.  550) 

John  Marshall  day  in  Philadelphia.     O.     Phil.  190 1. 

Address  by  L  N.  Phillips.     O.     St  Paul  1901.     (L.  P.  v.  181.  184) 
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Address    by    H.    G.    Piatt.     O.     (Portland   Ore.)    1901.     (L.  P. 

V.  183) 

In  memoriam;  by  L.  B.  Proctor.     (60  Alb.  L.  J.  230) 

Jefferson's  strictures  on;  by  L.  B.  Proctor,     {see  his  Writings) 

Celebration   by  the  Rhode  Island  Bar  Assoc,  and    Brown  Univ. 


O.     Providence  1901.     (L.  P.  v.  184) 

Sketch  of;  by  A.  Russell.     (35  Am.  L.  Rev.  i) 

Proceedings  of  bench  and  bar  of  St  Louis.     O.     St  L.  1901. 

Address  by  J.  A.  Shauck.     O.     Norwalk  1901. 

Address  by  C.  H.  Simonton.     O.     (Columbia  1901)     (L.  P.  v.  185) 

Address  by  J.  Smith.     O.     Concord  1901.     (L.  P.  v.  185) 

Address  by  E.  Speer.     O.     Macon  Ga.  1901.     (L.  P.  v.  185) 

Address  by  Mr  Justice  Story  in  1835.     O.     Rochester  1900. 

Discourse  by  J.  Story,  Oct.    15,   1835.     O.     Bost.  1835.     (L.  P. 


V.  193) 

Sketch  by  J.  B.  Thayer.     S.     Bost.  1901. 

Address. by  B.  Tripp.     O.     Yankton  (1901).     (L.  P.  v.  183) 

Address  by  H.  H.  Ward.     O.     (L.  P.  v.  185) 


Newspaper  slips 

Address  by  J.  M.  Woolworth.     O.     Omaha  1901.     (L.  P.  v.  184) 

&  Scott,  J.     Address  by  J.  B.  Cassody,  1898.     (33  Am.  L.  Rev.  i) 

&  Story,    J.     Friendship    between;  by    A.     Moses.     (35  Am.  L. 


Rev.  321) 
Kmrtignac,  J.  B.  S.  Gay,  vicomte  de.     Eloge  de,  par  E.  R.  Duval.     O. 

Bordeaux  1866.     (L.  P.  v.  158) 
Martin,  A.   T.     Eloge  de   A.    M.   J.   J.   Dupin.     O.     Par.  1874.  .  (L.  P. 

V.  152) 
Martin,  D.     In  memoriam.     (62  Kan.  vi) 

Martin,  O.     Eloge  de  Kerbertin.     O.     Rennes  1892.     (L.  P.  v.  166) 
Martin,  Sir  S.     (12  Green  B.  105) 

Martini,  A.     Eloge  de  Bellart.     O.     Par.  1893.     (L.  P.  v.  155) 
Maryland  Bar  Association.      Proceedings  in  honor  of  John  Marshall.     O. 

n.p.  n.d.     (L.  P.  v.  185) 

Newspaper  slips 

Maryland  Ct.  of  Appeals;  by  E.  L.  Didier.     (6  Green  B.  225,  274) 

Maryland  early  bar.     (12  Green  B.  577) 

Mason,  J.     (12  Green  B.  497) 

Massachusetts,  History  of  the  judiciary  of.     See  Davis,  W.  T. 

Mather,  R.     Address  on  John  Marshall,     (see  Chicago  bar.  John  Marshall 

day  proc.     p.  15) 
Mattel,  L.     Eloge  de  A.  J.  V.  Calmetes.     O.     Bastia  1876.     (L.  P.  v.  149) 
Maubreuil,  M.  A.  de  Guerry,  comte  de.     Eloge  de,  par  M.  Savignon.     O. 

Douai  1892.     (L.  P.  V.  161) 
Maxwell,  S.     In  memoriam.     (61  Neb.  vii) 

Mayes,  E.     L.  Q.  C.  Lamar,  his  life  and  speeches.     O.     Nashville  1896. 
Maynard,   G.   de.    Eloge   de,   par   L.   Cieutat.    O.    Agen  1879.     (L.  P. 

V.  156) 
Melville,  Henry  Dundas,  ist  viscount.     (14  Jurid.  Rev.  350) 
Mennesson,  O.    Eloge  de  Royer-Collard.     O.     Par.  1876.  ^(L.  P.  v.  152) 
Merlin,  P.  A.     Eloge  de,  par  M.  Carpentier.     O.     Douai  (1874).     (L.  P. 

V.  150) 
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Ek>ge  de,  par  M.  Dagallier.     O.     Douai  1888.     (L.  P.  v.  161) 


Merrick,  £.  T.     In  memoriam.     (49  La.  Ann.  vii) 

Merrimon,  A.  S.  Proceedings  on  presentation  of  his  por.  to  Sup.  Ct. 
(114  N.  C.  930) 

Meynieux  Eloge  de  Bac.     O.     Limoges  1887.     (L.  P.  v.  162). 

Michigan — Legislature.  Action  in  memory  of  John  Marshall,  {see 
Michigan  bar.  John  Marshall  day  proc.) 

Michigan  bar.  John  Marshall  day  proc. ;  ed.  and  comp.  by  W.  L.  January 
Q.     Detroit  1901. 

Middle  temple,  London.  Hutchinson,  J.  Notable  middle  templars.  O. 
(Lend.)  1902. 

Miller,  B.  K.     In  memoriam.     (loi  Wis.  xxxi) 

Miller,  T.     (52  Alb.  L.  J.  303) 

liills,  J.  T.     In  memoriam.     (98  Wis.  xlv) 

Mills,  L.  L.  Address  on  John  Marshall,  (see  Michigan  bar.  John  Mar- 
shall day  proc.) 

Milwaukee  Bar  Association.  Proceedings,  John  Marshall  day.  O.  (Mil- 
waukee 1 901) 

Minnesota  Sup.  Ct. ;  by  C.  B.  Elliott.     (4  Green  B.  113,  161) 

Minor,  J.  B.     (i  Va.  L.  Reg.  473) 

Miot,  A.  F.  Eloge  de,  par  Af.  de  Montera.  O.  Bastia  1865.  (L.  P. 
V.  149) 

Missouri  Sup.  Ct. ;  by  L.  C.  Krauthoff.     (3  Green  B.  157) 

Mitchell,  J.  T.  Address  on  John  Marshall,  {see  Philadelphia,  Law  Asso- 
ciation of,  et  al.     John  Marshall  day  proc.     p.  21) 

Mitchell,  W.     In  memoriam.     (79  Minn,  xxi) 

Molines  Eloge    de    M.     Roissard.     O.     Chamb^ry   1890.      (L.  P. 

V.  151,  160) 

Monboddo,  James  Burnett,  lord.     (8  Jurid.  Rev.  360) 

Moncreiff,  James  Moncreiff,  ist  baron.     (11  Scot.  L.  R.  153) 

Montera  de.     Eloge    de    A.    F.    Miot.     O.     Bastia  1865.     (L.  P. 

V.  149) 

Montgomery,  W.  W.     In  memoriam.     (100  Ga.  795) 

Moore,  A.     (124  N.  C.  878) 

Moore,  B.  F.     (2  South.  L.  J.  222) 

Moore,  J.  B.  John  Marshall;  (an  address).  O.  Bost.  1901.  (L.  P. 
V.  184) 

Morris,  L.  B.     In  memoriam.     (66  Conn.  599) 

Morris,  Michael,  baron  of  Killanin.     (27  Law  Mag.  &  R.  63) 

Morse,  G.     Memoir  of  J.  P.  Healy.     O.     Bost.  1882.     (L.  P.  v.  190) 

Moses,  A.     Friendship  between  Marshall  and  Story.     (35  Am.  L.  Rev. 

321) 
Mowat,  Sir  O.     (18  Leg.  N.  181) 
Munn,  C.  A.     In  memoriam.     (61  Neb.  xxii) 
Nash,  G.  K.     Life  of  A.  G.  Thurman.     (54  Alb.  L.  J.  71) 
Nash,  S.  P.     (10  Green  B.  325) 
Nawahi,  J.  K.     (10  Hawaii,  723) 
Neumann,  P.     In  memoriam.     (13  Hawaii,  734) 
New  Hampshire  Bar  Association.     Proceedings,  John  Marshall  day.     O. 

Concord  1901.     (L.  P.  v.  183) 
New  Hampshire.     Bench  and  bar;  by  C.  H.  Bell.     O.     Bost.  1894. 
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Jersey  bench  and  bar.    Reminiscences  by  L.  Q.  C.  Elmer.     O.    New- 
ark 1873. 
See  Whitehead,  J. 


Jersey  Sup.  Ct.;  by  J.  Whitehead.     (3  Green  B.  355,  401,  453,  493) 
Hew  York  (city) — Court  of  Common  Pleas.     History  of;  by  J.  W.  Brooks. 

O.     N.  Y.  1896. 
Hew  York  bench  and  bar,  History  of;   ed.  by  D.  McAdam  et  al.     av.Q. 

N.  Y.  1897. 
Hew  York  city  bench  and  bar.     Biographical  sketches.     (5  Am.  Lawy. 

352) 
Personal  sketches;  by  G.  M.  Curtis.     (So  Alb.  L.J.  63) 

Hewman,  A.  W.  Proceedings  of  Wisconsin  State  Bar  Association  in  mem- 
ory of.     (98  Wis.  xxix) 

Hiblack,  W.  £.     (134  Ind.  702) 

IHcholson,  J.  Memoirs  of  Sir  W.  D.  Evans,  with  notices  of  other  judges 
of  the  Sup.  Ct.  at  Bombay.     D.     Lond.  1845. 

Hicolet,  J.     Eloge  de,  par  G.  Flogny.     O.     Par.  1884.     (L.  P.  v.  153) 

Horth  Carolina — Constitutional  convention,  1861.  Personnel  and  legis- 
lation; by  J.  G.  McCormick  and  K.  P.  Battle.     O.     Chapel  Hill  1900. 

Horth  Carolina  Sup.  Ct.;  by  W.  Clark.     (4  Green  B.  457,  521,  569) 

Hoyes,  W.  C.     Biographical  sketch;  by  A.  O.  Hall.     (6  Green  B.  545) 

Hugent,  W.  L.     In  memo  nam.     (74  Miss.  901) 

O'Brien,  R.  B.     Life  of  Lord  Russell  of  Killowen.     i  por.  O.     N.  Y.  190 1. 

CKBrien,  W.     (108  Law  T.  138) 

(KConnell,  D.     Eloge  de,  par  G.  Le  Roux.     O.     Par.  1876.     (L.  P.  v.  152) 

CKConor,  C.     Biographical  sketch;  by  L  Browne.     (7  Green  B.  i,  83,  141) 

Offield,  C.  K.  Address  on  John  Marshall,  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  37) 

Ohio  CO.,  W.  Va.     Historical  sketch  of  hfa,r  of.     (W.  Va.  Bar  70,  89) 

Ohio  State  Bar  Association.  Addresses  in  honor  of  John  Marshall.  O. 
Columbus  190 1. 

Ohio  Sup.  Ct.;  by  E.  B.  Kinkead.     (7  Green  B.  105,  168,  225,  273) 

Olney,  R.  Address  (on  John  Marshall),  (see  Boston  bar.  John  Mar- 
shall day  proc.     p.  109) 

Ofaiey,  W.     Chief  Justice  Marshall:  a  sketch.     (34  Am.  L.  Rev.  550) 

Orton,  H.  S.     (90  Wis.  xxxi) 

Ostrander,  R.  C.  Address  on  John  Marshall,  {see  Michigan  bar.  John 
Marshall  day  proc.) 

Palfrey,  Rev.  J.  G.  Sermon  (on)  Hon.  I.  Parker.  O.  Bost.  1830.  (L.  P. 
V.  190) 

Papinianus,  Aemilianus.     (21  Law  N.  273) 

Pardee,  D.  W.     (63  Conn.  607) 

Park,  J.  D.     In  memoriam.     (68  Conn.  59 1^ 

Parker,  C.     Address  on  J,  P.  Bradley.     (28  Am.  L.  Rev.  481) 

Parker,  I.  Sermon  (on),  by  Rev.  J.  G.  Palfrey.  O.  Bost.  1830.  (L.  P. 
V.  190) 

Parker,  J.     (23  N.  J.  Law  J.  323) 

Parkhurst,  Rev.  C.  H.  Funeral  address  (on  J.  S.  Bosworth).  O.  (N.  Y. 
1884)     (L.  P.  V.  190) 

Parsons,  T.  Parsons  and  the  constitutional  convention  of  1788;  by  E.  P. 
Stone.     O.     (Salem)  1899.     i^-  P-  v.  19 S) 
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Patterson,  E.     (A)  successful  life:  address  in  memory  of  C.  A.  Seward. 

O.    Geneva  1898. 
Patterson,  H.  A.     In  memoriam.     (115  Wis.  xxxiii) 
Pattison,  A.  E.     (30  Col.  xxi) 
Paul,  J.     (8  Va.  L.  Reg.  393) 
Peckham,  R.  W.     (8  Green  B.  i) 

Pellot,  C.     Eloge  de,  par  H.  Thevenin.     O.     Rouen  189a.     (L.  P.  v.  151) 
Pennington,  W.     (20  N.  J.  Law  J.  196,  230) 
Pennsylvania  Sup.  Ct.;  by  O.  Wister.     (3  Green  B.  9,  58) 
Penzance,  J.  P.  Wilde,  ist  baron.     (25  Law  Mag.  &  R.  212) 
Perceval,  S.     Life  and  administration;  by  C.  V.  Williams.     D.     Lond. 

1812. 
Perkins,  C.  £.     Address  on  John  Marshall,     {see  Connecticut  John  Marshall 

day,  10  Yale  L.  J.  184) 
Perreciot,  C.  J.     Etude  sur,  par  M.  Darche.     O.     Besan^on  1868.     (L.JP. 

V.158) 
Phelps,  £.  J.     Biographical  sketch.     (2  Brief  P.  D.  P.  266) 
Phelps,  J.     In  memoriam.     (72  Conn.  736) 
Philadelphia,  Law  Association  of,  et  al.    John  Marshall  day  celebration. 

O.     Phil.  1901. 
Phillips,  I.  N.    John  Marshall:  an  address.     O.     St  Paul   190 1.     (L.  P. 

V.  181,  184) 
Phillips,  J.  J.     In  memoriam.     (191  111.  41) 
Pibrac,  G.  du  F.  de.      Eloge  de,  par  A.  Labroqu^re.     O.     Toulouse  1877. 

(L.  P.  V.  168) 
Pierrefitte,  R.  de.     Eloge  de  Mangin.     O.     Metz  1866.     (L.  P.  v.  163) 
Pierron  Eloge    de    La    Vacquerie.     O.     Douai2(i878).J     (L.  P.  v. 

161) 
Pinney,  S.  U.     In  memoriam.     (104  Wis.  xxxi) 
Piollet  Etude  sur  MM.  de  Berulle,    pdre  et  fils.     O.     Grenoble 

1888.     (L.  P.  V.  161) 
Piatt,  H.  G.     John  Marshall:  an  address.     O.     (Portland)  190 1.     (L.  P. 

v.  183) 
Pleasants,  H.  C.     In  memoriam.     (21  Tex.  Civ.  App.  v) 
Poignand  Eloge  d'Antoine  Brun.     O.     Besan^on  1864.      (L.  P.  v. 

iSi) 
Poincar^,  R.     Eloge  de  J.  Dtifaure.     O.     Par.  1883.     (L.  P.  v.  153) 
Pollock,  C.  E.     baron.     (104  Law  T.  77) 
Pomeroy,  J.  N.     (i  Law  Lib'n,  Je  1888,  p.  6) 
Pontac,  A.   de.     Eloge  de,  par  F..  Valler.     O.     Bordeaux  1886.     (L.  P. 

V.  159) 
Poppleton,  A.  J.     (48  Neb.  vii) 

Pothier,  R.  J.     (20  Law  N.  48) 
Prentiss,  S.  S.     (8  Green  B.  353) 

Preston,  W.  C.     (11  Green  B.  393,  466,  525,  586;  12  id.  37) 
Price,  J.  S.     (54  Leg.  Int.  437) 

Proctor,  L.  B.     Abraham  Van  Vechten.     Q.     (Alb.  1898)     {see  kis  Writ- 
ings) 

Address  in  defense  of  Aaron    Burr.      F.      (Alb.)  n.  d.      {see  kis 

Writings) 
Newspaper  dips 
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(Address  on  presentation  of  the)  por.  of  Chief  Justice  Spencer  to 

the  State  Bar  Association.     P.     Alb.  1886.     {see  his  Writings) 

Comparative  view  of  Judges  Church  and  Grover.     Ed.  1-2.     P. 


(Alb.  1887)     (see  his  Writings) 

Hamilton  Harris.     O.     Alb.  1900.     (L.  P.  v.  180) 

Memorial  address  on  J.  P.  Gluck.     Q.     Alb.  1898.     {see  his  Writ- 


ings) 
Fr.  Alb.  Law  J. 

Sketch  of  A.  Spencer.     (4  Am.  Lawy.  8) 

Sketch  of  J.  Jay.     (4  Am.  Lawy.  152) 

Trials  and  triumphs  of  a  young  lawyer:  incidents  in  the  career 


of  J.  Kent.     O.     (Alb.)  n.  d.     {see  his  Writings) 

Character  sketch  of;  by  C.  J.  Hailes.     (61  Alb.  L.  J.  8,  25,  37) 


Proudhon,  J.  B.  V.     Etude  sur,  par  M.  Loiseau.     O.     Besan9on  1857. 
(L.  P.  V.  151) 

Puech  Eloge  de  Larombidre.     O.     Par.  1893.     (L.  P.  v.  165) 

Pujol,  6.  Daguilhon-.     See  Daguilhon-Pujol,  G. 

PoIUam,    D.    L.     Constitutional    conventions    of    Va.  (1776-1901).     O. 
Richmond  190 1. 

lUibotyJ.     Eloge  de,  par  R.  B^renger.     O.     Grenoble  1863.     (L.  P.  v.  161) 

Ranade,  M.  6.     (3  Bom.  L.  R.  J.  149) 

RandaU,  E.  M.     (36  Fla.  xi) 

Randolph,  A.  M.  F.     In  memoriam.     (60  Kan.  viii) 

Randolph,  J.     (10  Green  B.  278) 

Ranney,  R.  P.     (i  West.  R.  L.  J.  i) 

Ravez,  A.  H.  S.  M.     Eloge  de,  par  F.  de  La  Bdnodidre.     O.     Bordeaux 
1873.     (L.  P.  V.  158) 

Reade,  E.  G.     (115  N-  C.  869) 

Reboul,  M.     Eloge  de  M.  Marie.     O.     Par.  1872.     (L.  P.  v.  149) 

Reed,  G.  B.     In  memoriam.     (24  Col.  xvii;  10  Col.  App.  xvii) 

Reed,  H.     (53  Leg.   Int.  106) 

Reader,  H.  J.     In  memoriam.     (8  Pa.  Sup'r  Ct.  rep.  xxvii) 

Renouard,  C.     Eloge  de,  par  M.  Bertauld.     O.     Par.  1879.     (L.  P.  v.  156) 

Eloge  de,  par  M.  Jeny.     O.     Bourges   1884.     (L-  P.  v.  159) 

Rhode  Island  Bar  Association.     John  Marshall  day  celebration.    O.    Provi- 
dence 190 1.     (L.  P.  v.  184) 

Rhodes,  C.     (19  S.  Af.  L.  J.  179) 

Richardson,  W.  A.     (11  Green  B.  349) 

Riely,  J.  W.     In  memoriam.     (98  Va.  v) 

Ripley,  C.  G.     In  memoriam.     (67  Minn,  xxiii) 

Roane,  S.     (2  Va.  L.  Reg.  473) 

Roberts,  C.  B.     In  memoriam.     (89  Md.  xxxv) 

Roberts,  O.  M.     In  memoriam.     (92  Tex.  v;  39  Tex.  Crim.  Rep.  v) 

Robertson,  W.  J.     (7  Va.  L.  Reg.  745,  762) 

Robinson,  C.     Sketch  of.     (35  Ca.  L.  J.  i;  i  Va.  L.  Reg.  631) 

Robinson,  H.  C.     In  memoriam.     (72  Conn.  735) 

Robinson,  J.  ^.     (82  Md.  xix) 

Roederer,    P.    L.     comte.     Eloge    de,    par    C.    Godelle.     O.     Metz  1865. 
(L,  P.  v.  163) 
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Roissard  Eloge  de,  par  M.  Molines.     O.    Chamb^  1890.     (L.  P. 

V.  151,  160) 
Romigui^res,  J.  D.  J.  L.     Eloge  de,  par  M.  Charrins.     O.     Par.  1863 

(L.  P.  V.  148) 
Romilly,  Sir  S.     (15  Harv.  L.  R.  446) 
Ronjat,  A.  A.  J.     Eloge  de,  par  M.  Manau.     O.     Par.  1893.     (L.  P. v.  156) 

Eloge  de  Baudouin.     O.     Par.     i386.  (L.  P.  v.  156; 

Rossi,  L.  £.  P.  de.     Eloge  ae,  par  M.  Sabatier.     O.     Par.  1867.     (L.  P. 

V.  149) 
Rothrock,  J.  H.     In  memoriam.     (108  la.  v) 
Rousset,  R.     Eloge  de  G.  L.  A.  V.  C.  Chaix  d'Est-Ange.     O.     Par.  1879. 

(L.  P.  V.I  S3) 
Royer-CoUard,  P.  P.    Eloge  de,  par  G.  Mennesson.     O.     Par.  1876.     (L.  P. 

V.  152) 

Rumsey,  W.     (65  Alb.  L.  J.  56) 

Proceedings  on  death  of.     (76  App.  Div.  631) 

Runyon,  T.     (23  N.  J.  Law  J.  292) 

Russell,  A.     Eulogy  on  John  Marshall,    (see  Michigan  bar.    John  Marshall 

day  proc;  35  Am.  L.  Rev.  i) 
Russell  of  Killowen,  Charles  Russell,  baron.     Life  of;  by  R.  B.  O'Brien. 

I  por.  O.  N.  Y.  1901. 
Rutherford,  A.     In  memoriam.     (90  Md.  xxxiii) 
Rutland    county,  Vermont,   bar.     Statistics,    with    biographical    notices; 

comp.by   C.    L.    Williams.     O.     Brandon  1847.     (L.  P.  v.  186) 
Ryland,  J.  F.     (4  Kan.  City  B.  Month  148) 
Sabatier,  M.     Eloge  de  Rossi.     O.     Par.  1867.     (L.  P.  v.  149) 
Sadoul,  L.     Etude  sur  Boulay  de  La  Meurthe.     O.     Nancy  z88o.     (L.  P. 

V.  164) 
St  Louis  bench  and  bar.    John  Marshall  day  proc.     O.     St  L.  190 1. 
Saint-Real,  C.  V.  de.    Etude  sur  par  M.  Leroy.    O.    Chamb^ry  1866.    L.  P. 

V.  159) 
Sampson,  W.     (8  Green  B.  313) 
Sanford,  E.  I.     (63  Conn.  609) 
Sapey  Eloge  hist,  de  la  famille  Seguier.     O.      Par.  i860.      (L.  P. 

V.  151) 

Sauzet  Eloge  de  Bellidvre.     O.     Lyon  1876.     (L.  P.  v*  163) 

Savaron,  J.     Eloge  de,  par  F.  D'Esclands.     O.     Riom  1884.     (L.  P.  v. 

166) 
Savignon  de.     Eloge   de   Maubreuil.     O.     Douai  1892.     (L.  P.  v. 

161) 
Scotch  lawyers.     (99  Law  T.  87,  161,  214,  239,  286,  336,  418;  100  id.  34, 

87,  135,  198,488,560) 

Biographical  sketches  and  portraits,     (i-io  Scots  L.  T.) 

Scott,  F.  M.     (10  Green  B.  45) 

Scott,  H.  W.     Distinguished  American  lawyers.     Q.'    N.  Y.  1891. 

Scott,  J.  M.     In  memoriam.     (173  111.  15) 

Scott,  R.  T.     In  memoriam.     (95  Va.  v)  * 

Scudder,  E.  W.     (55  N.  J.  Lawxxxv) 

Sedgwick,  C.  F.     Fifty  years  at  Litchfield  co.  bar.     Q.     Litchfield  Ct. 

1870. 
Seevers,  W.  H.     (94  la.  v) 
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SefpdUffamille,    Eloge  de,  par  M.  Sapey.     O.     Par.  i860.     (L.  P.  v.  151) 
Selbome,  Roundell  Palmer,  earl  of.     (29  Am.L.  Rev.  695;     20  Law'Mag. 

&  R    221) 
Selden,  J.     (loi  LawT.  182) 
Sellers,  D.  W.     (59  Leg.  Int.  6) 
Serre,  M.  de.     Eloge  de,  par  M.  Pauconneau-Dufresne.     O.     Colmar  1864. 

(L.  P.  V.  150) 
Sewall,  R.  K.     Lincoln  (Maine)   bar;  il.     (12  Green  B.  71) 
Seward,  C.  A.     (A)  succtssful  life;  by  E.  Patterson.     O.     Geneva  1898. 
Shakspere,  W.     His  character  as  a  lawyer.     (10  Green  B.  303,  336) 
Shauck,  J.  A.     Address  on  John  Marshall.     O.     Norwalk  1901. 
{see  Ohio  State  Bar  Association.     John  Marshall  day  proc. 

p.  lib) 
Sheldon,  B,  R.     In  memoriam.     (173  111.  9) 

Shepley,  G.  F.  Proceedings  in  U.  S.  Cir.  Ct.  dist.  of  Me.  O.  Portland 
1878.     (L.  P.  V.  145) 

Sherwood,  T.  R.     In  memonam.     (117  Mich,  xxxv) 

Shipman,  N.  Address  on  Marshall.  {See  Connecticut  John  Marshall  day. 
10  Yale  L.  J.  184) 

Shope,  S.  P.  Address  on  John  Marshall,  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  53) 

Shuck,  O.  T.  ed.  History  of  bench  and  bar  of  California.  Q.  Los 
Angeles  190 1. 

Sickles,  H.  E.     (52  Alb.  L.  J.  17) 

SUliman,  B.  D.     Some  recollections  of;  by  W.  G.  Low.     (35  Am.  L.  Rev. 

259) 
Simonton,  C.  H.    John  Marshall :  an  address.    O.    (Columbia  190 1)    (L.  P. 

V.  185) 
Simrall,  H.  F.     In  memoriam.     (79  Miss.  781) 
Sloan,  A.  S.     (90  Wis.  xlvii) 
Sloan,  D.  W.     (2  Md.  L.  Rev.  9) 

dtfa,  A.     Address  on  John  Marshall,     {see  Chicago  bar.     John  Marshall 

day  proc.     p.  60) 

dtfa,  B.     Address  on  Chief  Justice  Marshall.     (Ga.   Jar  Association. 

L.  P.  V.  181) 
Smitfa,  E.  B.     Sketch  of  J.  L.  High,     {see  High,  J.  L.     Great  chancellor. 

1901.     p.  17) 
Smitfa,  E.  P.     (12  Green  B.  437) 
Smitfa,  J.     Address  on  Chief  Justice  Marshall.     (N.  H.  Bar  Association. 

L.  P.  V.  183) 

■  John  Marshall:  an  address.     O.     Concord  1901.     (L.  P.  v.  185) 
Smitfa,  W.     In  memoriam.     (106  Wis.  xxxviii) 
Smyth,  F,     Proceedings  of  bench  and  bar  of  county  of  N.  Y.  in  memory 

of.     I  por.  O.     (N.  Y.  1900) 

(34  Misc.  832) 

Speer,  E.    John  Marshall:  an  address.     O.     Macon  Ga.  1901.     (L.  P.  v. 

185) 
Sipencer,  A.     (Address  on  presentation  of  his)  por.  to  N.  Y.  State  Bar 

Association;  by  L.  B.  Proctor.     F.     Alb.  1886.     (see  hds  Writings) 

Sketch  of;  by  L.  B.  Proctor.     (4  Am.  Lawy.  8) 

Stapleti  W.  R.     In  memoriam      (94  Va.  xxi) 
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Starr,  M.     Address  on  John  Marshlill.     (see  Chicago  bar.    John  Marshall 

day  proc.    p.  45) 
Stayton,  J.  W.     (87  Tex.  v) 
Steele,  T.  E.     In  memoriam.     (72  Conn.  737) 
Sterrett,  J.  P.     (58  Leg.  Int.  58) 
Stockton,  J.  P.     (10  Green  B.  229) 
Stone,  F.     In  memoriam.     (90  Md.  xxxiii) 
Stone,  6.  W.     (100  Ala.  ix) 

Story,  J.     Address  on  Chief  Justice  Marshall,  1835.     O.     Rochester  1900. 
Discourse  on  the  life,  character  and  services  of  John   Marshall. 

O.     Bost.  1835.     (L.  P.  V.  193) 

Sketch  of  S.  Dexter.     O.     Bost.  18 16.     (L.  P.  v.  193) 


Strong,  M.  M.     (90  Wis.  lix) 
Strong,  W.     (52  Alb.  L.  J.  115) 
Stuart,  A.  H.  H.     (2  Va.  L.  Reg.  633) 

Suffolk  CO.  Mass.,  bench  and  bar;  by  W.  T.  Davis,     {see  Professional  and 
Industrial  History  of  Suffolk  co.     1894.     v.  i.    General  library  974.46 

qP94) 
Sullivan,  J.     (12  Green  B.  609) 
Sumner,  E.  B.     In  memoriam.     (75  Ct.  734) 
Sutherland,  6.  E.     In  memoriam.     (107  Wis.  xxix) 
Symes,  G.  G.     (19  Col.  xxxviii;  4  Col.  App.  xviii) 
Tait,  M.     (9  Green  B.  417) 
Talfourd,  T.  N.     (107  liawT.  83.  139) 

Talon,  O.     Eloge  de,  par  M.  Ch^vrier.     O.     Par.  1872.     (L.  P.  v.  165) 
Taney,  R.  B.     (10  Am.  Lawy.  439) 

In  memoriam.     (38  Am.  L.  Reg.  [n.  s.]  201) 

Target,  P.     Eloge  de,  par  P.  Boulloche.     O.     Par.  1892.     (L.  P.  v.  155) 
Taylor,  C.  W.     Biographical  sketches  of  bench  and  bar  of  Ind.     il.  O. 

Indianapolis  1895. 
Tennessee  bench  and  bar.     See  Caldwell,  J.  W. 

Tennessee  Sup.  Ct.;  by  A.  D.  Marks.     (S  Green  B.  120,  171,  225,  275) 
Thayer,  A.  M.     Address  on  John  Marshall,     {see  St  Louis  bench  and  bar. 

John  Marshall  day  proc.     p.  12) 
Thayer,  J.  B.     (15  Harv.  L.  R.  599) 

Address  (on  John  Marshall),     {see  Boston  bar.     John  Marshall 

day  proc.     p.  25) 

John  Marshall:  (a  sketch).     S.     Bost.  190 1. 


Th^vcnin,  H.     Eloge  de  C.  Pellot.     O.     Rouen  1892.     (L.  P.  v.  151) 
Thieblin,  H.     Eloge  de  P.  J.  B.  Gerbier.     O.     Par.  1875.     (L.  P.  v.  152) 
ThieuUen,  J.  N.     Eloge  de.     {see  Mairet,  G.   (Les)   premier  pr^idents. 

L.  P.  V.  167) 
Thompson,  Sir  J.     Character  as  a  lawyer,     (i  Barr.  61) 
Thompson,  R.  W.     (12  Green  B.  269) 
Thornton,  W.  W.     Benjamin  Harrison  as  lawyer  and  orator.     (14  Green 

B.  49) 

D.  W.  Voorhees  as  lawyer  and  orator.     (14  Green  B.  355) 

Thurman,  A.  G.     (53  Ohio  St.  v) 

Life  and  character  of:  address  by  G.  K.  Nash.     (54  Alb.  L.  J.  71) 

TocqueviUe,  A.  de.     Eloge  de,  par  E.  Flandin.     O.     Pau  1887. 

Todd,  S.  J.     In  memoriam.     (115  Wis.  xxxiii) 
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TompkinSi  H.  C.  In  memoriam.  (1x7  Ala.  xi) 
ToomlWi  R.  In  memoriam.  (57  Alb.  L.  J.  283) 
Towoaend,  M.  L     Biographical  sketch;  by  £.  P.  Bollard.     (11  Green  B. 

149) 
Treilhard^  J.   B.     Eloge   de,   par   G.    D'Amfreville.     O.     Limoges  1879. 

(L.  P.  V.  162) 
Tremain,  G.     Memorial  of.     Q.     Alb.  1878. 
Tribonianus.     (22  LawN.  117) 
Trigg,  C.  F.     Memorial  proc.  on  death  of.     O.     Memphis  1880.     (L.  P. 

V.  178) 
Trimble,  J.  McD.     (3  Kan.  City  B.  Month.  3) 
Tripp,    B.    John     Marshall:  an     address.     O.     Yankton  (1901).     (L.  P. 

V.  183) 
Trippe,  R.  P.     In  memoriam.     (112  Ga.  953) 
Troplong,  R.  T.     Discours  de,  par  C.  J.   E.   Connelly.     O.     Par.  1869. 

(L.  P.v.  148) 
Tktimbull,  L.     In  memoriam.     (28  Chic.  L.  N.  354;  165  111.  9) 
Tucker,  H.  StG.     (i  Va.  L.  Reg.  789) 

Address   (on  John   Marshall),     {see  Boston  bar.   John  Marshall 

day  proc.     p.  73) 

Tocker,  J.  R.     (9  Green  B.  201,  il;  3  Va.  L.  Reg.  x) 

Reminiscences  of  Va.  judges  and  jurists.     O.     Lynchburg  X895. 

{in  I  Va.  Law.  Reg.  no.  3,  supp.) 

Taley,  M.  F.  Address  on  John  Marshall,  {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  80) 

Tunnicliff,  D.  G.     In  memoriam.     (196  111.  91) 

Turner,  J.  sr.     (60  Ark.  621) 

Twiss,  Sir  T.     (22  Law  Mag.  &  R.  112) 

XJlili  £.  F.     In  memoriam.     (125  Mich,  xxxv) 

United  States — Congress.  Official  congressional  directory,  5 4-5 8  Con- 
gress.    iSv.     O.     Wash.  189  7-1903. 

United  States  Supreme  Court.  History,  with  biography  of  all  justices; 
by  H.  L.  Carson.     Ed.  2.     2v.  il.Q.     Phil.  1902. 

Valine,  O.  de.     Eloge  de  Malesherbes.     O.     Par.  1861.     (L.  P.  v.  164) 

Valler,  F.     Eloge  de  Pontac.     O.     Bordeaux  1886.     (L.  P.  v.  159) 

Van  Buren,  J.     Biographical  sketch;  by  A.  O.  Hall.     (7  Green  B.  209) 

Vanderburgh,  C.  £.     In  memoriam.     (71  Minn,  xxi) 

Vanderpoel,  A.  J.     (11  Green  B.  460) 

Van  Fleet,  A.  V.     (18  N.  J.  Law  J.  75) 

Van  Vechten,  A.  Interesting  incidents  in  (his)  career;  by  L.  B.  Proctor. 
Q.     (Alb.  1898)     {see  his  Writings) 

Vaulz,  C.  de.     Eloge  de,  par  M.  de  La  Salcette.     O.     Alger  1888.     (L.  P. 

V,  XS7) 
Vauz,  R.     (52  Leg.  Int.  142) 
Vergniaud,    P.    V.     Eloge    de,    par    H.    Demartial.     O.     Limoges  1885. 

(L.  P.  V.  X62) 
Vermeil,  F.     Eloge  de.  par  M,  Devimeux.     O.     Bourges  1879.     (L.  P. 

V.  150) 
Vermont  Sup.  Ct ;  by  R.  S.  Taft.     (5  Green  B.  553;  6  id.  16,  72,  X22,  176) 
VUlMid  Eloge  de  Le  Febvre.     O.     Nancy  1877.     (L.  P.  v.  164) 
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Villequier,  M.  J.  F.  Asselin  de.     Eloge  de.     {see  Mairet,  G.     (Les)  promier 

pr^idents.     L.  P.  v.  167) 
Virgpmia  constitutioiial  conventions,  Z776-Z90Z;  by  D.   L.   PulHam.    O. 

Richmond  1901. 
Virginia  Ct.  of  Appeals;  by  S.  S.  P.  Patteson.     (5  Green  B.  310,  361,  407) 
Virginia  judges  and  jurists;  by  J.  R.  Tucker.     O.     Lynchburg  1895.     (in 

I  Va.  Law  Reg.  no.  3,  supp.) 
Virginia  lawyers  of  past  and  present;  il.     (10  Green  B.  12,  57,  109,  149) 
Viviani,  R.     Eloge  de  Lacan.     O.     Par.  1S90.     (L.  P.  v.  154) 
Voorhees,  D.   W.     As   lawyer  and   orator;  by   W.    W.   Thornton.     (14 

Green  B.  355) 
Vredenburgh,  P.     (21  N.  J.  Law  J.  258,  293,  357;  22  id.  4) 
Vroom,  P.  D.     (21  N.J.  Law  J.  5,35,67,  loi) 
Wade,  B.  F.     (i  West.  R.  L.  J.  61) 
Wait,  J.  T.     In  memoriara.     (74  Conn.  735) 
Walker,  A.  S.     In  memoriam.     (10  Tex.  Civ.  App.  v;  35  Tex.  Crim.  Rep. 

v;  90  Tex.  Rep.  v) 
Walker,  J.  A.     (8  Va.  L.  Reg.  155) 
Walker,  R.  J.     (15  Green  B.  loi) 

Wallace,  C.  Life  and  times  of;  by  W.  H.  Whitsitt.  Q.  Louisville  i888. 
Wallace,  R.  M.     Address,  John  Marshall  day.     (N.  H.  Bar  Association. 

L.  P.  v.  183) 
Wallis,  S.  T.     (77  Md.  xxxiv) 
Walton,  C.  W.     (94  Me.  588) 

Walworth,  R.  H.  Biographical  sketch;  by  I.  Browne.  (7  Green  B.  257) 
Ward,  H.  Life  and  speeches;  (comp.  by)  H.  Ward  jr.  O.  Buffalo  1902. 
Ward,  H.  H.     John  Marshall:  an  address.     O.     n.p.  n.d.     (L.  P.  v.  185) 

Newspaper  slips 

Ware,  A.     Memorial  of.     O.     Portland  1873.     (L.  P.  v.  188) 

Washington  county,  Penn.  bench  and  bar.     See  Crumrine,  B. 

Wateau,  P.     Eloge  de  Loysel.     O.     Amiens  1867.     (L.  P.  v.  157) 

Watkins,  L.  B.     In  memoriam.     (104  La.  ix) 

Watson,  William  Watson,  baron.  (2  Ca.  L.  Rev.  55;  11  Jurid.  Rev.  269; 
15  Scot.  L.  R.  229) 

Wajrne  county,  Michigan.  Dedication  of  the  new  courthouse.  Q.  De- 
troit 1903. 

Webster,  D.     il.     (8  Green  B.  229) 

Webster,  J.  W.     Obituary  sketch.     (70  Conn.  749) 

White,  E.  S.     (65  Conn.  561) 

Whitehead,  J.     Judicial  and  civil  hist,  of  N.  J.     Q.     Bost.  1897. 

Whitney,  S.     (2  Law  Lib'n  20) 

Whitsitt,  W.  H.  Life  and  times  of  Judge  C.  Wallace.  Q.  Louisville 
1888. 

Whyte,  W.  P.  John  Marshall:  an  address.  (Md.  Bar  Association.  L.  P. 
V.  185) 

Williams,  C.  L.  comp.  Statistics  of  Rutland  co.  (Vt.)  bar,  with  bio- 
graphical notices.     O.     Brandon  1847.     (L.  P.  v  186) 

WiUiams,  M.  T.  C.     (3  Kan.  City  B.  Month.  155) 

Willie,  A.  H.     In  memoriam.     (92  Tex.  xiii) 

Wirt,  W.     (10  Green  B.  453) 

Wise,  H.  A.     (12  Green  B.  i) 
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Wolcott,  J.  L.     In  memoriam.     (7  Del.  Chanc.  Rep.  451) 
Wood,  G.     (11  Green  B.  293) 
Woodbuxy,  H.  B.     (9  Ohio.  Cir.  Ct.  Rep.  apx.  p.  i) 

Woods,  W.  A.     Address  on  John  Marshall,     {see  Chicago  bar.  John  Mar- 
shall day  proc.     p.  27) 
Woolworth,  J.  M.     (36  Leg.  Adv.  (Chic.)  1049) 

John  Marshall:  an  address.     O.     Omaha  1901.     (L.  P.  v.  184) 

Wright,  G.  G.     In  memoriam.     (103  la.  vii) 

Wright,  T.  S.     In  memoriam.     (92  la.  v) 

Yellott,  G.     In  memoriam.     (96  Md.  xxix;  2  Md.  L.  Rev.  44) 

Zabriskie,  A.  O.     (20  N.  J.  Law  J.  292,  327,  354) 

See  also  Courts 

• 

Blackmail 

Leading  articles:  law  rel.  to.     43  Cent.  L.  J.  94;  62  J.  P.  99;  i  Scots  L.  T. 
344 

Blasphemy 

Illustrative  cases:     Campion,  W.  et  al.     Lond.  1824.     (Tr.  v.  118) 
Davison,  T.     Lond.  1820.     (Tr.  v.  117) 

Blockade 

Argentine  Republic.     Repiiblica  Argentina  y  el  caso  de  Venezuela  por 
L.  M.  Drago.     Q.     Buenos  Aires  1903. 

Blood  stains 

Leading  articles:     detecting  human  blood.     16  Chic.  L.J.  114,  190,  191 
red  blood  corpuscle.     12  Med.  Leg.  J.  419 

Boarding-house.     See  Innkeepers 

Bolivia,  Law  of 

Bolivia — Congress.     Codigo   civil,   anotado   por  R.   Canedo.     Ed.  2.     O- 
Cochabamba  1898. 

C6digo  mercantil,  anotado  por  N.  M.  Rebolledo.     v.  i,  O.     La  Paz 

1 89 1. 

Nuevas  leyes  y  c6digos,  1895-98.     (Coleccion  de  las  instit.  etc. — 


Complemento  v.  3,  5,  7,  9) 
See  also  Practice 

Bombay:  Law  of 

India — Governor  general  in  council.     Bombay  code   (1894-96).     Ed.  2. 
3V.Q.     Calcutta  1894-96. 

Bombay:  Reports 

Bombay  law   reporter,   1899-1902.    v.  1-4,  in  7,0.     Bombay  1899-1902. 

By  R.  Ranchoddass 

Indian  law  reports;  Bombay  ser.,  1893-1902.     v.  17-26  in  15,0.     Bom- 
bay 1893-1902. 

V.  n-25  by  C.  Boulnois  &  H.  C.  Kirkpatrick 

V.  as-26  by  J,  V.  Woodman  &  H.  C   Kirkpatrick 

Bombay:  Reports,  Digests  of 

Nanabhai,  J.  A  Setalvad,  C.  H.     Digest  of  unrep.  judgments,  High  Ct.  of 
Bombay,  1869-96.     O.     Bombay  1897. 
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Bonds,  Corporate.    See  Securities 

Bonds,  Federal  and  state.    See  Seciirities 

Bonds,  Municipal.  ^See:  Municipal  corporations        Securities 

Bonds,  Railway.     See:  Railways        Securities 

Boston,  Law  of 

Boston — City  council.  Digest  of  statutes  and  ordinances  rel.  to  public 
health,  1873;  ^^^  ®^-  with  notes.     D,     Bost.  1873.     (L*  P*  v.  186) 

Boundaries 

Hunt,  A.  J.  Law  of  boundaries  and  fences;  ed.  4  by  A.  Brown.  O. 
Lond.  1896. 

Walt,  J.  C.  Law  rel.  to.  (see  his  Preliminary  operations  in  engineering. 
1900) 

Leading  articles:    barbed  wire  fences.     3  Law  Gaz.  419 
in  deeds,  mortgages  etc.     41  Cent.  L.  J.  474 

law  rel.  to  fences  at  common  law  and  in  Ontario.     15  Ca.  L.  T.  149 
overhanging  branches  of  trees.     31  Ca.  L.  J.  41 ;  58  J.  P.  489 
spite  fences  and  other  structures.     4  Law  N.  (Am.)  204 

See  also  Deeds 

Bounty.     See  Pensions 

Boycotting 

Leading  articles:    injunction  against.     33  Am.  L.  Rev.  885;  34  id.  i6i 
law  rel.  to.     38  Cent.  L.  J.  427;  15  Green  B.  208;  7  Mich.  L.  J,  i;  xi 
Yale  L.  J.  153 
See  also:     Conspiracy         Strikes 

Brazil,  Law  of 

Brazil — Congress.     Nuevas  leyes  y  c6digos  1890,  1895,  1897.     (Coleccion 

de  las  instit.  etc. — Complemento  v.  i,  3,  7) 
Carvalho,  C.  A.  de.     Direito  civil  brazileiro.     O.     Rio  de  Janeiro  1899. 
La  Grasserie,  R.  de.     R^um^  analytique  de  lois  civiles.     O.     Par.  1897 

(in  his  Code  civil  du  V^n^zu^la) 
Leading   articles:     Brazilian   law   and   judicial   organization.     35  Am.  L. 

Rev.  31 

British  Burma:  Reports 

Lower  Burma — ^Judicial  commissioner.  Criminal  judgments,  1893-94. 
O.  Rangoon  1895.  (in  Moyle,  J.  C.  Criminal  circulars.  1894-95. 
V.  2) 

Moyle,  J.  C.  Criminal  circulars  of  judicial  commissioner.  av.O.  Ran- 
goon 1 89  4-9  s. 

Ripley,  F.  Selected  judgments  of  judicial  commissioner  and  special  ct. 
of  Lower  Burma,  1872-82.     O.     Rangoon  1893. 

Upper  Burma — ^Judicial  commissioner.  Circiilars  (containing  judicial 
decisions),  1891-94.     2v.O.     Rangoon  1892-94. 

British  Columbia,  Law  of 

Martin,  A.     Reports  of  mining  cases  to  Oct.  i.  1902,  with  apx.  of  mining 

statutes,  1 853-1902.     Q.     Toronto  1903. 
Wjrman,  G.     Public  land  and  mining  laws.     S.     Fruitvale  Cal.  1898. 
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British  Columbia:  Reports 

British    Columbia  —  Supreme    Court       Reports,      v.  1-9,  Q.      Victoria 
1889-1903 

V.  I  by  G.  Hunter  &  P.  A.  Irvinflr  v.  6-8  by  G.  Hunter  St  P.  S.  Laxnpman 

V.  a  by  G.  Hunter  &  R.  Cassidy  v.  9  by  P.  S.  Lampman 

V.  3-6  by  R.  Cassidy 

Martin,  A.     Reports  of  mining  cases  to  Oct.  i,  1902.     Q.     Toronto  1903. 

British  Guiana:  Reports 

British  Guiana — Supreme  Court.     Law  reports,     v.  1-3,0.         Demerara 
1892-94. 

By  D.  P.  Chalmers 

Judgments  delivered  1866.     O.     Adelaide  1866. 

(appellate  jurisd.)  1894-97.     O.     Georgetown  1895-98. 


British  Guiana:  Reports,  Digests  of 

Abraham,  E.  A.  V.     Digest  of  cases  in  review  ct.  1856-91.     O.     Demerara 
1892. 

Building  societies 

Davis,  H.  F.  A.     Law  and  prac.  of;  ed.  4  by  J.  E.  Walker.     O.     Lond^ 

1896. 
Endlich,  G.  A.     Law  of  building  associations.     Ed.  2.     O.     Jersey  City 

1895. 
Thompson,  C.  N.     Treatise  on  building  associations,  with  forms.     Ed.  2. 

O.     Chic.  1899. 
Thornton,  W.  W.  &  Blacklcdge,  F.  H.     Law  rel.  to,  with  forms.     O.     Alb. 

1898. 
Wurtzburg,  E.  A.     Law  rel.  to.     Ed.  4.     O.     Lond.  1902. 
Leading  articles:    liability  of  a  borrowing  member  in  case  of  insolvency. 
47  Cent.  L.  J.  443 

power  to  borrow  money.     17  Ca.  L.  T.  34,  57 

BuUdings 

Emden,  A.     Law  rel.  to;  ed.  3  by  Judge  Emden  (and)  H.  Johnston.     O. 

Lond.  189S. 
Lloyd,  A.  P.     Treatise  on  law  of.     Ed.  2.     O.     Host.  1894. 
Roscoe,  £.  S.     Digest  of  cases  rel.  to.     Ed.  4.     D.     Lond.  1900. 
Wait,  J.  C.     Engineering  and  architectural  jurisp.     O.     N.  Y.  1898. 
Williams,  I.  C.     Liability  of  architects,  builders,  contractors  and  owners. 

for  negligence.     Q.     Phil.  1894.     (i  Pa.  L.  Ser.  39) 

See  also  Architects 

Bulgaria,  Law  of 

Bulgaria — Sobranje.     Constitucion,  c6digos  y  leyes,  1893.     (Coleccion  de 

las  instit.  polit.  y  jurid.  v.  10) 
Nuevas  leyes  y  c6digos,  1897.     (Coleccion  de  las  instit.  etc. — Com- 

plemento,  v.  8) 

Burglary 

Leading  articles:    what  constitutes  "breaking."     47  Cent.  L.  J.  114 
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Burial 

baker,  T.     Law  rel.  to;  ed.  6  by  £.  L.  Thomas.     O.     Lond.  1898. 

Hull,  Rev.  W.     Law  of.     O.     Gettysburg  1883.     (L.  P.  v.  145) 

Little,  J.  B.    Law  of.     Ed.  2.     D.     Lond.  1894. 

Pcrlcy,  S.     Mortuary  law.     O.     Bost.  1896. 

Power,  J.     Law  as  to  cemeteries,  tmdertakers,  embalmers  and  burials  in 

N.  Y.,  1901.     D.     Alb.  1901 
Leading  article^:     points  in  law  of.     13  Green  B.  88;  14  id.  586 

rights  of  lot  owners.     40  Cent.  L.  J.  356 
See  also  Corpse 

Burma,  Law  of 

Damathat;  or,  The  laws  of  Menoo;  trans,  fr.  Burmese  by  D.  Richardson 
14V.  in  I,  O.     Maulmain  1847. 

India — Governor  general  in  council.      Burma  code  (1899).      Ed.  3.      Q. 
Calcutta  1899. 

Business  corporations 

Broun-Green  Co.     How  to  incorporate  in  N.  J.,  N.  Y.,  Del.  and  W.  Va. 
D.     N.  Y.  (1889).     (L.  P.  V.  171) 

Q.     N.  Y.  1901.     (L.  P.  V.  179) 

Where  to  incorporate.     O.     N.  Y.  (1901).     (L.  P.  v.  179) 


Conyngton,  T.     Organization  and  management  in  N.  Y.,  with  forms.     O. 

N.  Y.  1900. 
Hammond,  J.  H.     Taxation  of,  in  N.  Y.     O.     N.  Y.  1901. 
White,   F.     Laws  of    N.    Y.    concerning.     Ed.  1-5.     sv.  O.     Alb.  1894- 

1902. 
Leading  articles:    implied  powers  of  president.     39  Cent.  L.  J.  aoo 
See  also  Manufacturing  corporations  • 

Bylaws 

Boisot,  L.     Bylaws  of  private  corporations.     Ed.  2.     O.     St  Paul  1902. 
Mackenzie,  W.  &  Handford,  P.     ed.     Model  bylaws,  rules  and  regulations 

under  public  health  acts.     2 v.  Q.     Lond.  1899. 
Leading  articles:     law  rel.  to.     60  J.  P.  275 

Cabs.     See  London,  Law  of 

Calendars 

New  York — Court  of  Appeals.     1895-1903.     7v.  Q.     Alb.  1895-1903. 
Ohio — Supreme    Court.     Jan.    term,    1902.     O.     Coltunbus  1902.     (L.  P. 
V.  189) 

California,  Law  of 

California — Legislature.     Civil,  penal    and    civil    procedure    codes    X901, 
(with  notes)  by  C.  P.  Pomeroy.,    3V.  Q.     San  Fran.  190 1. 

Supplement.     Q.     San  Fran.  1902. 

Civil,  penal,  political  and  civil  procedure  codes  1897;  comp.  by 


J.  A.  Deering.     4V.  S.     San  Fran.  1897. 
1899.     4v.  S.     San.  Fran.  1899. 


Horticultural     statutes    with     decisions.     O.     Sacramento  190 1. 

(L.  P.  V.  189) 
Henning,  W.  F.     ed.     Constitution,  with  notes.     T.  Los  Angeles  1894. 
See  also  Practice 
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ia:  Reports 

California — Supreme  Court.  Reports,  v.  99-139,0.  San  Fran.  1894- 
1903- 

By  C.  p.  Pomeroy 

Coffey,  J.  V.     Decisions  in  probate,     v.  1-2,  O.     San  Fran.  1 894-1902. 
V.  1  by  T.  J.  Lyons  &  E.  Tausrky 
V.  a  by  E.  Tauszky 

difomla.  Reports,  Digests  of 

Deering,  J.  J.     Digest  of  Cal.  rep.  (v.  1-136).     6v.  Q.     San  Fran.  1895- 

1902. 
Hester,  M.  C.     California  case  and  citation  index  to  v.  1-113  Cal.  rep.     O. 

Los  Angeles  1 89  7 . 

euiada,  Law  of 

Abbott,  H.     Treatise  on  railway  law.     O.     Montreal  1896. 

Anglin,  F.  A.     Limitations  of  actions  against  trustees.     O.     Toronto  1900. 

Barron,  J.  A.  &  O'Brien,  A.  H.     Chattel  mortgages  and  bills  of  sale.     O. 

Toronto  1897. 
Bell,  £.  &  Dunn,  H.  L.     Treatise  on  mortgages  of  real  estate  (in  Canada, 

except  Quebec) .     O.     Toronto  1899. 
Brunet,  L.     (L) 'habeas  corpus  ad  subjiciendum.     O.     Montreal  190  z. 
Canada — Parliament.     Criminal  code,  1892,  and  evidence  act,  1893,  with 

notes  by  J.  Crankshaw.     O.     Montreal  1894. 

Ed.  2.     O.     Montreal  1902. 

Cartwright,  J.  R.     ed.     Cases  decided  on  British  N.  A.  act  1867.     v.  1-5, 

O.     Toronto  1882-97. 
Clarke,  S.  R.     Treatise  on  landlord  and  tenant.     O.     Toronto  1895. 
Clement,  W.  H.  P.     Law  of  Canadian  constitution.     O.     Toronto  1892. 
Holt,  C.  M.     Treatise  on  insurance  law.     O.     Montreal  1898. 
Howell,  A.     Admiralty  law;  rules  1893,  with  notes.     O.     Toronto  1893. 
Kingsford,  R.  E.     Manual  of  evidence  in  civil  cases.     Ed.  2.  ^  D.    Toronto 

1897. 

Langelier,  F.  De  la  preuve  en  matidre  civile  et  conunerciale.  O.  Mont- 
real 1895. 

Lefroy,  A.  H.  F.     Law  of  legislative  power.     O.     Toronto  1897-98. 

Macli^n,  J.  J.  Bills  of  exchange  act  1890,  with  notes.  Ed.  2.  O. 
Toronto  1896. 

Law  rel.  to  banks  and  banking.     O.     Toronto  1896. 

Mcpherson,  W.  D.  &  Clark,  J.  M.     Law  of  mines.     Q.     Toronto  1898. 

Masten,  C.  A.     Canadian  company  law.     O.     Toronto  1901. 

Pope,  J.  ed.  Confederation;  unpublished  documents  on  British  N.  A. 
act.     O.     Toronto  1895. 

Ridout,  J.  G.     Treatise  on  patent  law.     O.     Toronto  1894. 

Snow,  F.  L.     Legal  compendium  1899.     Q*     Montreal  (1899). 

Tremeear,  W.  J.  Treatise  on  Canadian  law  of  conditional  sales  of  chattels 
and  chattel  liens.     O.     Toronto  1899. 

Wheeler,  J.  6.     Confederation  law.     Q.     Lond.  (1896). 

White,  W.  J.  Treatise  on  Canadian  company  law,  with  forms.  Q. 
Montreal  1901. 
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Leading  articles:    civil  and  common  law  in  Canada,     z  i  Jurid.  Rev.  aSl ; 
5  Revue  lAg.  (n.  s.)  329 

constitutional  rights  of  Canada,     z  Barr.  Z05,  Z50 

criminal  law  of  Canada.     38  Ca.  L.  J.  225 

extra-territorial  crim.  legislation.     19  Ca.  L.  T.  z,  38 

marriage  laws.     2  Ca.  L.  Rev.  527 

practice  as  to  receivers.     21  Ca.  L.  T.  261,  309 

railway  contracts  limiting  liability.     20  Ca.  L.  T.  z,  25 

regulation  of  liquor  traffic.     32  Ca.  L.  J.  430 
See  also:    Customs         History  of  law         Practice         Treaties 

Canada:  Reports 

Canada — ^Exchequer  Court.     Reports,     v.  3-7,  O.     Ottawa  189 3-1902. 

By  C.  Morse. 

Canada — Supreme  Court.     Reports,     v.  22-32,0.     Ottawa  189 4- 19 03. 

V.  22-24  by  G.  Duval 

V.  25-32  by  C.  H.  Masters 

Canadian  crim.  cases  azmot.     v.  1-6,  O.     Toronto  Z898-Z903. 

By  W.  J.  Tremeear 

See     also:    Manitoba        New     Brunswick        Nova     Scotia        Ontario 
Quebec 

Canada:  Reports,  Digests  of 

Canadian  azmual  digest,   1896-1901;  by  C.   H.   Masters  and  C.   Morse. 

6v.  O.     Toronto  189  7- 1902. 
Cassels,  R.     Supreme  Ct.  1875-93.     O.     Toronto  Z893. 
Coutl^e,  L.  W.     Supreme  Ct.  1893-98.     O.     Toronto  Z899. 

Canadian  fisheries.    See  Law  of  nations 

Canon  law 

Leading  articles:    sketch  of  civil  and  canon  laws  in  England.     35  Am.  L. 
Reg.  (n.  s.)  141 

Cape  Colony.     See  Cape  of  Good  Hope 

Cape  of  Good  Hope,  Law  of 

South  African  legal  handbook,  1903;  ed.  by  W.  H.  S.  Bell  and  M. 'Nathan. 

O.     Grahamstown  1902. 
See  also  Practice 

Cape  of  Good  Hope:  Reports 

Cape  times  law  rep.     (see  Sheil,  J.  D.  v.  1-2) 

Eastern  districts'  ct.  rep.     v.  6-15,  O.     Cape  Town  Z891-1902. 

V.  6-8  by  A.  C.  Dulcken 
V.  9-15  by  R.  M.  King 

Griqualand — High  court.     Reports,     v.  6-8,    O.     Cape  Town  1893-99. 

V.  6  by  F.  J.  Collinson 

V.  7  by  H.  Burton 

V.  8  by  H.  Burton  and  P.  M.  Laurence 

Juta,    H.     Supreme    Ct.     v.  8-10, 0.     Cape    Town     1893-94. 

Cont,  as  Supreme  Ct.  rep. 

V.  10  by  H.  H.  Juta  &  C.  H.  Tredgold 
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Searle,  M.  W.     Supreme  Ct.  1864-67.     v.  5,0.     Cape  Town  1894. 
Sheil,  J.  D.     Supreme  Ct.     v.  i-ii,  O.'   Cape  Town  1892-1902. 
Supreme  Court  reports,     v.  11-17,  O.     Cape  Town  189 5-1903. 

For  V.  x-io,  see  Juta,  H. 

V.  11-13  by  C.  H.  Tredgold  &  W.  P.  Buchanan 

V.  14-16  by  W.  P.  Buchanan        v.  17  by  W.  P.  Buchanan  &  F.  G.  Gardiner 

Watermeycr,  E.  B.     Supreme  Ct.  1857.     O.     Cape  Town  n.d. 

Cape  of  Good  Hope:  Reports,  Digests  of 

Cape  law  journal.     Digest  of  v.  1-17,  1 884-1900;  ed.  by  W.  H.  S.  Bell. 

O.     Grahamstown  190 1. 
Searle,  M.  W.  &  Jones,  H.     All  the  cts.,  1888-93.     O.     Cape  Town  189S. 
Ward,  D.     Criminal  cases  in  Sup'r  Cts.  to  1896.     O.     Lond.  1897. 

Capital  punishment.     See  Punishment. 

Car  trusts.    See  Railways 

Carriers 

Carver,  T.  G.     Treatise  on  the  law  rel.  to  carriage  of  goods  by  sea.     Ed.  3 

Q.     Lond.  '1900. 
Fetter,  N.     Treatise  on  law  of  carriers  of  passengers.     2v.  O.     St  Paul 

1897. 
Ray,  C.  A.     Negligence  of  carriers  of  freight.     O.     Rochester  1895. 
Schouler,  J.     Treatise  on  bailments,  etc.     Ed.  3.     O.     Bost.  1897. 
Leading  articles:    baggage  in  custody  of  passenger.     40  Cent.  L.  J.  444; 
II  la.  Univ.  L.  B.  23 

baggage,  what  is  and  what  is  not.     57  Alb.  L.J.  261;  102  Law  T.  79; 
38  Cent.  L.  J.  5;  2  Pa.  L.  Ser.  104,  117 

by  water — ^liable  to  passengers.     52  Cent.  L.  J.  65,  83 

contract  against  liability.     59  Alb.  L.  J.  165;  2  Pa.  L.  Ser.  197,  229 

contract  against  liability  in  case  of  passes.     56  Cent.  L.J.  204;  57  id. 
83;  3  Northw.  L.  R.  191 

delays  to  passengers,     no  LawT.  212 

government  control  of  freight  rates.     37  Am.  L.  Reg.  (n.  s.)  721 ;  38  id. 
151,  288,  355 

history  of  carrier's  liability.     11  Harv.  L.  R.  158 

liability  of  sleeping  car  co.     44  Cent.  L.  J.  283 

presumptive  negligence  of.     59  Alb.  L.  J.  145 

traveling  on  railway  without  a  ticket.     98  Law  T.  515,  538 

who  are  passengers?     54  Cent.  L.  J.  86 
See  also:     Negligence         Railways 

Cases  cited,  etc. 

See  the  digests  and  indexes  of  the  various  reports 

Cases,  Collections  of 

See  the  particular  subject  of  each  collection 

Catalogues  of  books.     See  Bibliography 

Cayuga  Indians.     See  Treaties 

Cemeteries.     See:  Burial  Ecclesiastical  law  Religious  cor- 

porations 
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Central  America,  Law  of 

Central  America,  Greater  republic  of.     Nuevas  leyes  y  c6digos,  1896, 1897. 
(Coleccion  de  las  instit.  etc. — Complemento  v.  5.  7) 

Certiorari 

Bailey,  W.  F.     Law  of  jurisd.     2v.  O.     Chic.  1899. 

Spelling,  T.  C.     Treatise  on  injunction,  certiorari ^tc.     Ed.  2  rev.     2 v.  0. 

Bost.  1901. 
Leading  articles:    in  assessment  cases  in  N.  Y.     i  Columb.  L.  R.  419, 

law  rel.  to.     49  Cent.  L.  J.  406;  19  N.  J.  Law  J.  132,  164,  196. 

Ceylon,  Law  of 

Pereira,  J.  C.  W.     Institutes  of.     v.  i,  O.     Colombo  1901. 
Thesawaleme ;  or,  The  laws  and  customs  of  Jaffna,  1 801-61;  new  ed.  by 
H.  F.  Mutukisna.     O.     Colombo  1862. 

Ceylon:  Reports 

Austin,  N.  J.     Decisions  of  Sup.  Ct.  on  appeal,  1833-59.     O.     Colombo 

1862. 
Beling,  W.  W.  &  Vanderstraaten,  J.  W.     Orders  of  Sup.  Ct.  in  Police  Ct. 

cases,  1846-62.     O.     Colombo  1863. 

pt  2,  1863-68;  ed.  by  W.  W.  Beling.     O.     Colombo  1869. 

Ceylon — Supreme  Court.     Ceylon  law  rep.     3V.  ini,Q.     Colombo  1 892- 

94. 

V.  1  by  T.  E.  de  Sampayo  &  J.  Van  Langenberg 

V.  a  by  H.  L.  Wendt  &  T.  E.  de  Sampayo 

V.  3  by  H.  L.  Wendt.  T.  E.  de  Sampayo  St  F.  M.  de  Saram 

Supreme  Ct.  circular.     9V.  in  4,  Q.     Colombo  1881-92. 

V.  X  by  P.  Rdmi  Ndthan  v.  4-7  by  J.  H.  Templer 

V.  2  by  P.  Rdmd  NAthan  &  J.  H.  Templer       v.  8  by  J.  H.  Templer  &  H.  L.  Wendt 

V.  3  by  E.  C.  Dumbleton  &  J.  H.  Templer       v.  0  by  H.  L.  Wendt 

Digest  of  V.   1-9;  comp.  by  H.  Tiruvilangam.     Q.    Co- 


lombo 1894. 

Supreme  Ct.  rep.     v.  1-3,  O.     Colombo  1893-95. 


V.  I  by  W.  Pareira  &  C.  M.  Fernando 

V.  2  by  C.  M.  Fernando,  H.  A.  Loos  &  H.  A.  Jayewardene 

V.  3  by  H.  A.  Loos  &  H.  A.  Jayewardene 

Joseph,  A.  O.  &  Beven,  E.     Decisions  of  Sup.  Ct.  1859.     D.     Colombo 

1863. 
Lorenz,   C.   A.     Appeal    rep.,  Sup.    Ct.    1856-59.     3V.  ini,0.     Colombo 

1860-71. 
Marshall,  Sir  C.     Supreme  Ct.  1833-36.     D.     Par.  1839. 
Murray,  A.     Cases  by  the  Sup.  Ct.  Dec.  1846-Aug.  1847.     O.     Colombo 

1848. 
Well,  L.     Decisions  of  Sup.  Ct.  on  appeals  fr.  cts.  of  requests,  1845-55.     D. 

Colombo  1858. 
R^md  Ndthan,  P.     Supreme  Ct.  1872,  1875,  1876.     O.     Colombo  1890. 
Thesawaleme;  or,   The  laws  and  customs  of  Jaffna,  with  decisions  of 

courts,  1801-61;  new  ed.  by  H.  F.  Mutukisna.     O.     Colombo  1862. 
Wendt,  H.  L.     Supreme  Ct.  1882-83.     O.     Colombo  1884. 
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Ceylon:  Reports,  Digests  of 

Tiruvilangam,  H.     Digest   (Sup.   Ct.   of  Ceylon),    1820-95.     pt  1-14, 0. 
Colombo  1 896-1902. 

Champerty  and  maintenance 

Leading  articles:    maintenance.     115  Law  T.  2 1 7 
See  also  Attorneys 

Chancery.     See:  Courts        Practice 

Charges 

Durfee,  J.     To  grand  jury,  Mar.  term,  Sup.  Judicial  Ct.,  Bristol  K.  I., 

1842.     O.     n.  t-p.     n.p.  n.d.     (Tr.  v.  120) 
Jenkins,  Sir  L.     To  grand  jury  of  admiralty  ct.,  Dec.  2,  1668.     (23  Law 

Mag.  &  R.  23) 

Charitable  trusts.     See  Charities 
Charitable  uses.     See  Charities 

Charities 

Chaplin,  S.     Treatise  on  express  trusts  and  powers  under  N.  Y.  law.     O. 
N.  Y.  1897. 

Fowler,  R.  L.     Law  of  charitable  uses  in  N.  Y.     O.     N.  Y.  1896. 

Hobhouse,  A.     Dead  hand:  addresses.     D.     Lond.  1880. 

Leading  articles:    charitable  bequests.     26  N.  J.  Law  J.  67 
charitable  uses  in  N.  Y.     2  Columb.  L.  R.  10 
gifts  for  a  noncharitable  purpose.     15  Harv.  L.  R.  509 
gifts  to  charities.     35  Am.  L.  Reg.  (n.s.)  685 
remoteness  of  charitable  gifts.     7  Harv.  L.  R.  406 ;  8  id.  2 1 1 
what  a  public  body  is.     17  Scot.  L.  R.  238 

See  also:    Cy-prds        Trusts  and  trustees 

Charter-parties 

Leggctt,  E.     Treatise  on.     O.     Lond.  1894. 

Scnitton,  T.  E.     Contract  of  affreightment  as  expressed  in.     Ed.  4.     (). 
Lond.  1899. 

Chattel  mortgages.     See  Mortgages  of  personal  property 

Checks 

Leading  articles:    certified  checks.     14  Bank.  L.  J.  643 

clearing  house  indorsement  stamps.     20  Bank.  L.  J.  573 

effect  of  forged  signatures.     35  Ir.  L.  T.  187 

identification  of  payees.     20  Bank.  L.  J.  83 

necessity  of  a  payee.     20  Bank.  L.  J.  361 

time  limit  for  negotiation.     20  Bank.  L.  J.  289 
l^ee  also:    Banks  and  banking         Bills  and  notes 

Children.     See  Infancy 

Chili,  Law  of 

Ballesteros,  M.  E.     Lei  de  organizacion  i  atribuciones  de  los  tribunales  de 
Chile.     2v.'.0.     Santiago  de  Chile  1890. 
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Boza,  A.  &  Anguita,  R.     Lejislacion  poUtica,  administrativa  i  judicial; 

coleccion  de  las  leyes  i  decretos  vijentes  en  30  de  Jiuiio  de  1898.     a  v.  P. 

Santiago  de  Chile  1898. 
Chili — Congress.     Code  de  commerce;  trad,  et  annot.  par  H.  Prudhonime. 

O.     Par.  1892. 

C6digos  chilenos.     O.     Valparaiso  1886-94. 

Nuevas  leyes  y  c6digos,  1895-98.     (Coleccion  de  las  instit.  etc. — 

Complemento  v.  3,  s,  7,  9) 

La  Grasserie,  R.  de.      R^umd  analytique  du  code  civil  chilien.      O. 
Par.  1896. 

China,  Law  of 

Alabaster,  £.     Notes  and  comm.  on  Chinese  crim.  law.     O.     Lend.  1899. 

China — ^Emperor  in  council.     Nuevas  leyes  y  c6digos,  1896,  1898.     (Colec- 
cion de  las  instit.  etc. — Complemento  v.6,  10) 

Leading  articles:    conveyancing  in  China.     36  Am.  L.  Rev.  825 
landmarks  of.     14  Green  B.  466,  534,  578 
law  of  the  family.     14  Jurid.  Rev.  378 
right  of  foreigners  to  hold  land.     15  Harv.  L.  R.  191 
suits  by  or  against  foreigners.     19  Law  Q.  Rev.  316 

Chinese.     See  Aliens 

Choses  in  action 

Warren,  W.  R.     Law  rel.  to.     O.     Lond.  1899. 
Leading  articles:  situs  of.     11  Harv.  L.  R.  95 

Christian  Science.    See  Medical  profession 
Christianity 

Aldrich,  P.  E.     Christian  religion  and  the  common  law.     O.     n.  p.  1889. 

(L.  P.  V.  146) 
Leading  articles:     and   the  common  law;  by  A.  W.  Barber.      14  Green 
B.  267 

church  and  state  in  American  law.     32  Am.  L.  Rev.  529 

Church  of  Ireland 

Warren,  R.  R.     Law  of:  an  essay.     O.     Dub.  1895. 
Churches.     See  Religious  corporations 
Circumstantial  evidence 

Kirwan,  W.  B.     Kirwan  case,  il.  danger  of  conviction  on  circumstantial 

evidence.     O.     Dub.  1853. 
Lailler,  M.  &  Vonoven,  H.     (Les)  erreurs  judiciaires  et  leurs  causes.    0. 

Par.  (1896). 
Theory  of  presumptive  proof;  or,  An  inquiry  into  the  nature  of  circimi- 

stantial  evidence,  including  examination  of  evidence  on  the  trial  of 

Capt.  Donnellan.     O.     Lond.  181 5. 
WiU,  A.  P.     Treatise  on.     O.     Phil.  1896. 
Wills,  W.     Essay  on  principles  of.     Ed.  3.     O.     Lond.  1850. 

Ed.   5  by  A.  Wills.     O.     Lond.  1902. 

Leading  articles:     Great  test  case:  being  a  review    of  the  trial  of  D.  D. 
Howe;  by  L.   B.  Proctor,     {see  his  Writings) 
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Law  and  superstition  (review  of  trial  of  M.  McKay) ;  by  L.  B.  Proctor. 

(5ft  his  Writings) 
Legal  melodrama:  being  a  review  of  the  trial  of  George  Aimes;  by 

L.  B.  Proctor,     {see  his  Writings) 
unique  case,  a.     11  Green  B.  298 
fllustrative  cases:    Mudgett,  H.  W.     Phil.  1895. 
Trefethen,  J.  A.     et  al.     Bost.  1892. 

ties.    See  Mvinicipal  corporations 

dzenship 

Lapradelle,  A.  G.  de.     De  la  nationality  d'origine.     O.     Par.  1893. 
Leading  articles:    by  birth.     29  Am.  L.  Rev.  385;  30  id.  241,  53S;  32  id. 

554 
citizenship  and  allegiance.     17  Law  Q.  Rev.  271 ;   18  id.  49 

our  new  peoples,  what?     3  Columb.  L.  R.  13 

persons  bom  in  a  country  of  parents  who  are  citizens  of  another  country, 

4  Am.  Lawy.  348 

under  14th  amendment  of  U.  S.  Constitution.     30  Am.  L.  Rev.  535 

See  also:    Expatriation         Naturalization  # 

.vil  damage  acts.    See  Excise  law 

.vil  engineers.    See  Architects 

Lvil  law.    See  Roman  or  civil  law 

Ml  service  laws 

Collier,  W.  M.     Civil  service  law  of  N.   Y.     O.     Alb.  1901. 


Coulon,  P.  Memorial  of,  to  Congress  of  U.  S.,  Mar.  1802.  F.  Wash. 
1802.     (L.  P.  V.  201) 

Preston,  S.  H.     Unclaimed  money.     Ed.  3.     D.     Lond.  (1896). 

United  States — ^Treasury,  Dept.  of— Second  comptroller.  Digest  of  deci- 
sions.    O.     Wash.  1893-99. 

V.  3  by  J.  0-  Kern 

V.  4  by  F.  H.  Morris 
Leading  articles:    crown  maxims  and  ct.  of  claims,    i  Chic.  L.  J.  (n.  s.)  x 
See  also  Alabama  claims 

lassification  of  law.  See  Jurisprudence 
tearing  house.  See  Banks  and  banking 
lubs 

Leach,  A.  F.     Club  cases.     O.     Lond.  1879. 

Leading  articles:    and  licensing  laws.     16  Law  S.  Jour.  192 

liability  of  members  for  dues.     49  Cent.  L.  J.  305 

niles  of.     38  L.  J.  128 

trustees'  right  to  indemnity.     19  Law  Q.  Rev.  386 
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Codification 

Clarke,  R.  F.     Science  of  law  and  law  making.     O.     N.  Y.  1898. 

Leading  articles:     Bentham  and  the  codifiers.     13  Harv.  L.  R.  344 
codification  of  laws  of  Great  Britain.     9  Jurid.  Rev.  i 
history  of,  in  Europe.     12  Cape  L.  J.  16,  81 
is  the  law  for  the  people  or  for  the  lawyers?     i  Ca.  L.  R.  14 

Coif,  Order  of  tiie.     See  Serjeant  at  law 

Collateral  attack  on  judicial  proceedings. 

See  also  Judgments 

Collateral  inheritance.    See  Taxation 

Collateral  securities.    See  Pledge  ^ 

Collections  of  cases 

See  the  particular  subject  of  each  collection 

Collisions  at  sea 

Matsunami,  N.     Treatise  on,  according  to  English  law.     O.       Lend.  1900. 
Spencer,  H.  R.     Treatise  on  marine  collisions.     O.     Chic.  1895. 
Leading  articles: '  where  both  ships  are  at  fault.      12  Law  Q.  Rev.  260; 
13  id.  17,  241 

Colombia,  Law  of 

Colombia — Congress.     Nuevas  leyes  y  c6digos,   1895-98      (Coleccion  de 
las  instit.  etc. — Complemento  v.  3,  5,  7,9) 

Colonial  law 

Jenkjrns,  H.     British  rule  and  jurisd.  beyond  the  seas      O.     Ox.  1902. 

Colorado,  Law  of 

Colorado — ^Attorney  general.     Report,  1 889-1 900.     5v.  O      Denver  1890- 

1900. 
Webber,  H.  W.     History  of  a  Colorado  real  estate  mortgage.     O.     Denver 

1895. 
See  also  Practice 

Colorado:  Reports 

Colorado — Court  of  Appeals.     Reports,     v.  3-15,0.     N.  Y.  1894-1902. 

v.3-9  by  T.  M.  Robinson  . 

v.xo-is  by  J.  A.  Gordon 

Colorado — Supreme  Court.     Reports,     v.  19-30,  O.     N.  Y.  1894-1903. 

V.15-16  by  W.  E.  Beck 
V.I 7- 33  by  T.  M.  Robinson 
V. 24-30  by  J.  A.  Gordon 

Colorado  decisions ;  opinions  of  Sup.  Ct.  and  Ct.  of  Appeals  annot.    v  1-4, 
O.     Denver  1900— 1903. 
By  J.  W.  Mills 

Cplorado:  Reports,  Digests  of 

Morrison,  R.  S.     All  the  cts.  to  1900.     O.     Denver  1900, 
Commercial  agencies 

Leading  articles:     law  rel.  to.     35  Am.  L.  Reg.  (n.  s.)  31 
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Commercial  paper 

McMastefi  J.  S.     Irregular  and  regular  commercial  paper.     New  ed.  enl. 

ob.  Te.     N.  Y.  1902. 
Randolph,  J.  F.    Treatise  on  law  of.     Ed.  2.     3V.  Q.     St  Paul  1899. 

Cozmnercial  trusts.    See  Trusts,  Commercial 

Cozmnon 

Hunter,  Sir  R.     Preservation  of  open  spaces.     O.     Lond.  1896. 
Ed.  2  rev.     O.     Lond.  1902. 

Common  carriers.    See  Carriers 
Common  law 

Broom,  H.    Commentaries  on;  ed.  9  by  W.  P.  A.  Archibald  and  H.  A. 

Colefax.     O.     Lond.  1896. 
Daly,  C.  P.    Common  law;  an  address.    O.     N.  Y.  1894. 
Shirley,  W.  S.    Leading  cases,  with  notes ;  ed.  5  by  R.  Watson.    O.    Lond. 

1896. 
Leading  articles:     common  law  of  federal  cts.     36  Am.  L.  Rev.  498;  a 
Northw.  L.  R.  200. 

continuity  of.     11  Harv.  L.  R.  423 

expansion  of.     3  Columb.  L.  R.  505 

history  of.     11  Law  S.  Help.  137, 166,  200,  232 

what  it  is.     53  Alb.  L.  J.  230  ] 
See  also:    American  law        England,  Law  of        History  of  law 

Companies.    See  Joint  stock  companies 

Comparative  jurisprudence 

Bodeuz,  M.     Etudes  sur  le  contrat  de  travail.     O.     Louvain  1896. 
Brodie-Innes,  J.  W.     Comparative   principles  'of  laws   of  England  and 

Scotland,  cts.  and  procedure.     O.     Edin.  1903. 
Burgess,  J.  W.     Political  science  and  comparative  constitutional  law. 

2V.  O.     Bost.  1902. 
Daniel Du  syst^me  Torrens  compard  au  regime  hypoth6caire  et 

au  mode  de  transmission  de  la  propri^t^  immobilidre  en  droit  fran^ais* 

O.     Bourges  1887.     (L.  P.  v.  159) 
Denis,  H.    Treatise  on  law  of  the  contract  of  pledge.     O.     N.  O.  1898. 
Gillard,  A.     (La)  constitution  de  I'hypoth^que  conventionelle.     Q.     Par* 

x8gz. 
Glasson,  £.     (Le)  manage  civil  et  le  divorce.     Ed.  2.     O.     Par.  1880. 
Howe,  W.  W.     Studies  in  civil  law  and  its  rel.  to  law  of  England  and 

America.     D.     Bost.  1896. 
Lapradelle,  A.  G.  de.     De  la  nationality  d'origine.     O.     Par.  1893. 
Legislation  p^nale  compar^e;  v.i  Le  droit  crim.  des  ^tats  europ^ens  ed. 

par  F.  von  Liszt.     Q.     Ber.  1894. 
Lehr,  £.     (Le)  manage  le  divorce  dans  les  principaux  pays  civilis^.     O. 

Par.fi899. 
lfack,*£.     Proc^ure  p^nale  compart.     O.     Par.  1884.     (L.  P.  v.  189) 
Maitland,  F.  W.     ed.     Select  passa^ges  fr.  works  of  Bracton  and  Azo.     Q. 

Lond.  1895.     (Selden  Society,  v.  8) 
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Morice,  G.  T.     English  and  Roman-Dutch  law;  being  a  Btatement  of 

differences.     O.     Grahamstown  1903. 
Phillips,  H.  A.  D.    Comparative  crim.  jurisp.     2V.  O.    Calcutta  1889. 
Revue  de  droit  international  et  de  legislation  compar^e,  par  E.  RoUn  et  al. 

V.  25-34,  O.     Bnixelles  1893-1902. 
Rudolph,  J.     Moses  und  Hammurabi.     O.     (Cleveland)  1903.     (L.  P.  v. 

19s) 
Saint  Genis,  V.  de.     (L)'h3rpothdque  judiciaire  en  France  (et)  dans  les 

diff^rentes  legislations  etrang^res.     O.     Pontainebleau  1881. 
Salzedo,  N.  &  Clotet,  L.     (Le)   droit  commercial  frangais  et  Stranger. 

V.  I,  O.     Par.  1894. 
Society  de  legislation  compaiee.     Rapport  (stir  le)  notariat.     O.     Par.  n.  d. 
Stocquart,  E.     Contrat  de  travail.     D.     Bruxelles  1895. 
Weiss,    G.    de.     (L) 'expropriation    pour   cause   [d 'utility     publique.    O. 

Lausanne  1897. 
Leading  articles:     Anglo-Saxon  and  Roman  crim.  law.      8  Green  B.  410 

civil  and  common  law.     3j  Am.  L.  Rev.  28 

civil  code  of  Japan  and  French  civil  code.     11  Yale  L.  J.  296,  3S4,  403 

contract  in  England  and  Scotland.     15  Jurid.  Rev.  391 

law  of  France  and  of  Scotland.     14  Jurid.  Rev.  17;  7  Revue  lAg.  (n.s.) 

365 
the  pledge-idea.     10  Harv.  L.  R.  321,  389;  11  id.  18. 
See  also  Conflict  of  laws 

Comparative  legislation.    See:  Comparative  jurisprudence       L^is- 
lation 

Compensation.     See  Eminent  domain 

Composition.    See  Debtor  and  creditor 

Confessions 

Leading  articles:    by  accused  persons.     32  Ir.  L.  T.  109 
history  and  criticism  of.     33  Am.  L.  Rev.  376 
in  crim.  law.     5  Madras  L.  J.  12,  23,  31,  74,  123,  218;  6  id.  87 
law  of,  in  N.  Y.     65  Alb.  L.  J.  67 
law  rel.  to.     2  Bom.  L.  R.  J.  217 

Confessions,  Published.    See  Trials,  Individual 

Conflict  of  judicial  decisions 

King,  W.  W.     Conflicting  civil  cases  in  Tex.  rep.  v.  2.     O.     St  L.  1902. 
Leading  articles:     federal  and  state  cts. — Gelpcke  v.  Dubuque.      38  Am. 
L.  Reg.  (n.  s.)  473,  529,  593,  657 

Conflict  of  laws 

Dicey,  A.  V.     Digest  of  law  of  England  with  reference  to ;  with  notes  of 

Amer.  cases  by  J.  B.  Moore.     O.     Lond.  1896. 
Journal  du  droit  international  prive ;  pub.  par  £.  Clunet  et  al.     v.  1-30, 0. 

Par.  1874-1903. 
Lafleur,  E.     Conflict  of  laws  in  Quebec.     O.     Montreal  1898. 
Minor,  R.  C.     Conflict Jof  Jaws.     O.     Bost.  1901. 
Rattigan,  Sir  W.  H.     Private  international  law.     O.     Lond.  1895. 
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Leading  articles:    as  affecting  divorces.     3  Couns.  7 
boundary  lines.     9  Harv.  L.  R.  464 
contracts  by  correspondence.     32  Am.  L.  Rev.  339 
operation  of  foreign  general  assignments  as  affected  by. 

52  Alb.  L.  J.  90 
review  of  Hamlyn  &  Co.  v.  Talisker  Distillery,  L.  R.  (1894)  A.  C.  20a. 
9  Harv.  L.  R.  371 
See  also  Law  of  nations 

Congo,  Law  of 

Congo — Chambres  legislatives.     Codes  congolais  et  lois  usuelles,  annot. 
par  A.  Lycops.     S.     Bruxelles  1900. 

Connecticut^  Law  of 
Beach,  F.  G.    Corporation  act  of  1901,  with  notes.     Ed.  8.     O.     Hartford 

Carter,  C.  W.     Handbook  for  probate  cts.     S.     Norwich  1894. 
Connecticut  civil  officer;  ed.  17  by  J.  G.  Mitchell.     O.     Hartford  1902 
Fowler,  W.  C.     Local  law  in  Mass.  and  Conn.,  historically  considered; 

and,  The  historical  status  of  the  negro  in  Conn.     O.     Alb.  1872-75. 
Loomis,  D.  &  Calhoun,  J.  G.    Judicial  and  civil  hist,  of  Conn.     Q.     Bost 

1895. 
See  also  Practice 

Connecticut:  Reports 

Connecticut — Supreme   Court.     Reports,     v.  63-75,  O.     N.  Y.  1894-1903. 

By  J.  P.  Andrews 

Connecticut:    Reports,  Digests  of 

Andrews,  J.  P.  &  Fowler,  G.  B.     Index  digest  to  1895.     Q.     N.  Y.  1896. 
Baldwin,  S.  E.     Supreme  Ct.  of  Errors  and  Sup'r.  Ct.  and  U.  S.  cts.  for 

Conn,  to  1899,  rev.  by  G.  E.  Beers.     2 v.  Q.     Hartford  1900. 
Mitchell,  J.  G.     Connecticut  citations,  1 785-1901.     O.     Hartford  1902. 

Consent 

Chand,  H.     Principles  of  law  of.     Q.     Bombay  1897. 

Conspiracy 

Chalmers-Hunt,  D.  R.     Law  rel.  to  trade  imions.     O.     Lond.  1902. 
Sddy,  A.  J.     Law  of  combinations,  embracing  conspiracy.     2V.  O.     Chic. 

X901. 
Leading  articles:    as  ground  for  civil  action.     31  Ir.  L.  T.  423 

at  common  law — ^review  of  cases.     3  Columb.  L.  R.  447 

judge-made  law  of.     37  Am.  L.  Rev.  33 
Illustrative  cases:    Dayton   Manufacturing   Co.   v.    Metal   polishers    etc 
tmion  no.  5  et  al.  Dayton  190 1.     (Tr.  v.  130) 

Selby,  H.  et  al.     Lond.  1847.     (Tr.  v.  128) 
See  also:  Boycotting        Strikes 

Constables 

Southwick,  £.  F.     Constable's  guide  in  N.  Y.     D.     Dunkirk  1900. 
See  also:  Police  officers 
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Constitutional  conventions 

Hill|  H.  W.     Development  of  constitutional  law  in  N.  Y.  and  the  constitu- 
tional convention  of  1894.     O.     Buffalo  1896. 
Leading  articles:    powers  of.     7  Va.  L.  Reg.  79.  100 

Constitutional  conventions,  journals,  debates  etc. 

Alabama — Constitutional  convention,  zgoz.  Constitution  in  effect  Nov. 
28,  1901.     64  p.  O.    n.p.n.d.     (L.  P.  v.  192) 

Official  proc.  (and  debates),  May  21 — Sep.  3,  1901.     6  +286  p.  P*. 

Montgomery  1901. 

California — Constitutional  convention,  1878-79.  Constitution  adopted 
1879;  annot.  by  E.  F.  Treadwell.     S.     San  Fran.  1902. 

Connecticut.  Celebration  of  250th  anniversary  of  adoption  of  first  con- 
stitution of  Conn.  Jan.  24,  1889  by  Conn.  Hist.  Society,  etc.  98  p. 
O.     Hartford  1889. 

Connecticut — Constitutional  conventions.  Constitutions  of  1638,  1662  and 
181 8,  with  notes  by  C.  J.  Hoadly  and  table  of  statistics  comp.  by  A. 
Chamberlain.     127  p.  O.     Hartford  190 1. 

(in  Conn. — Constitutional  convention,  1902.     Documents) 

Historical  notes  on  constitutions,  1639-1818;  by  J.  H.  Trumbull. 

62  p.  O.     Hartford    (repr.)    190 1.     (in  Conn. — Constitutional   conven- 
tions.    Constitutions) 

{in  Conn. — Constitutional  convention,  1902.     Documents) 


Connecticut — Constitutional  convention,   i8z8.    Journal  of  proc.,   Aug. 

26-Sep.    16,  1 8 18.     121  p.  O.     Hartford  (repr.)  190 1.         (in  Conn. — 

Constitutional  conventions.     Constitutions) 

(in  Conn. — Constitutional  convention,  1902.     Documents) 

Connecticut — Constitutional     convention,     1902.     Journal.       493    p.  0. 

Hartford  1902. 

Preliminary  journal.     467p.  O.     Hartford  1902, 

(Collected  docvunents).     O.     v.  p.  1901-2. 

Printed  resolutions,  nos.    1-155.     Q.     (Hartford  1902) 

Delaware — Constitutional  convention,  1896-97.    Journal,  Dover,  Dec.  i, 

i896-(June  4,   1897).     580+1+42P.  O.     Georgetown  1897. 

Finland — ^Parliament.     Constitution  du  grand  duch^.     O.     Par.  zqoo. 

Florida — Constitutional  convention,  Z865.  Journal,  and  constitution 
adopted,  1865.     34+22  +167  p.  O.     Tallahassee  1865. 

Hayti — Corps  l^gislatif.  Code  civil  annot.,  pT€o6d6  de  la  constitution  du 
9  Oct.     1899,  par  L.  Bomo.     D.     Port-au-Prince  1892. 

Indiana  (territory) — Constitutional  convention,  z8z6.  Journal,  Corydon, 
June  2,   i8i6.     69  p.  O.     Louisville  1816. 

Iowa  (territory) — Constitutional  conventions,  Z844,  Z846.  Fragments  of 
the  debates,  1844,  1846;  comp.  and  ed.  by  B.  F.  Shambaugh.  O. 
Iowa  City  1900. 

Kansas  (territory) — Constitutional  convention,  z859.  Proceedings  azid 
debates,  Wvandot.  July  5,  1859;  rep.  by  A.  E.  Drapier;  (with  consti- 
tution and    ordinances    adopted).     4+46+439+16  p.  O.     Wyandot 

18S9. 
Louisiana — Constitutional  convention,  Z852.    Journal,  (July  5-3  z,  1852). 
O.     N.  O.  1852. 
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Z898.     Official  journal  of  pix)c.,  Feb.  8-  (May  12),  1898.  385  + 

77  P-  O.     N.  O.  1898. 

Constitutioii   adopted   May    la,    1898.     129 +2 +15  p.  O.  N.(Sl 


1898. 
Xaine — Constitutional  convention,  1819.     Debates  and  journal,  1819-20. 

6+40+436  +  135  +12  +120  p.  O.     Augusta  1894. 
— ^—  Constitution  of  state  of  Maine,  18 19.     (in  Maine — Constitutional 

convention,   18 19.     Debates  etc.     1819-20} 

Constitution  (in  force  1902),  with  notes  by  L.  D.  Carver.     Q.- 


Augusta 1902. 
Minissippi  (territory) — Constitutional  convention,  18x7.     Toumal  of  con-^ 

vention  of  western  part  of  Mississippi  territory,  held  in  Washington^ 

July  7-Aug.  IS,  18 1 7.     108  p.  D.     Port  Gibson  repr,  183 1. 
Iftorifwrippi — Constitutional  convention,  1832.     Journal,  Jackson,  Sep.   10 

-Oct.  26,  1832.     304  p.  D.     Jackson  1832. 
^—  185 1.    Journal  (Jackson,  Nov.  10-17,  185 1).     79  p.  O.     Jackson 

1851. 
Wnouri  (territory) — Constitutional  convention,  1820.    Journal,  (St  Louis, 
-    June  i2-July  19,  1820).     48  p.  O.     St  L.  1820. 
Montana     (territory) — Constitutional     convention,     1884.      Constitution 

adopted  1884  (with  ordinances).     D.     Helena  1884. 
Hew  Hampshire — Constitutional  conventions.     Manual  of  Constitution  of 

state  of  N.  H.  comp.  and  ed.  with  sketch  of  the  Constitutions  of  the 

state  by  J.  F.  Colby.     O.     Concord   1902. 
Hew  York — Constitutional  convention,  1821.     (Collection  of  46  documents, 

consisting  of  rep.  of  committees  and  proposed  amendments  to  Constitu- 
tion).    Various  paging,  O.     (Alb.  182 1) 
^—  Convention  manual;  constitutional  guide  to  objects  of  N.   Y. 

state   convention.     39  p.  nar.  D.     N.  Y.  182 1.     {General  library  040 — 

Pi.  v.  34) 
Hew  York — Constitutional  convention,  1894.    Journal,  [May   8~Sep.    29, 

1894.     2v.  (973  p.)  O.     Alb.  1894. 
— ^  Documents,  May|8-Sep.  29,  1894,  no.  1-72.     2v.  O.     (Alb.  1894) 

Complete 
no,  1-71.     2V.  O.     (Alb.  1894) 


Noe.  x8-ao,  93,  95.  36,  7a  wanting 

Manual,  May  8-Sep.  29,  1894,  embracing  forms,  rules,  statistics. 


oottstitutions,  etc.     9V.  O.     Alb.  1894. 
ConUfUs: 

pti,  v.z     Secretary's  manual.     447p.  pta,  v. a  American  constitutions. 

ptz,  V.9     Delegates' manual,  cont.   bio-  8a7  +  a35p. 

graphical  sketches,  por.  etc.  pta,  v.3  Foreign  constitutions. 

183P.  439  + Sip. 

ptz,  v.3     Oelegate's'^diary.     i7ip.  pta,  v.4  Statistics.     73op« 

pta,  v.z     American  constitutions.  pta,  v.5  **             7a3  +  3  +  9op. 

7  +  Z41  a  +  Z47p.  pta,  v.6  Annotated  constitution. 

z  as  5p. 

-'  Daily  calendar  and  general  orders  on  third  reading.     O.     (Alb. 

1894) 

Record,  May  8-Sep.  29,  1894,  no.  1-142  (cont.  debates  etc.)     6v. 


(2698  p.)  Q.     (Alb.  1894) 
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Revised  record  (of  the  debates),   May  8-Sep.  29,  1894;  rev.  by 


W.  H.  Steele,     sv.  (i  191 +1202 +1242  4-1280 +  1 117  p.)  O.     Alb.  1900. 
Amendments  to  existing  Constitution,  proposed   at  convention 


held  May  8-Sep.  29,   1894.     3V.  Q.     (Alb.  1894) 

Annotated  Constitution  of  (1894).     1312  p.  O.     Alb.  (189S). 


New  York — Constitutional  conventions.  Present  Constitution  (1894}  and 
old  Constitution  (1846)  compared  and  annot.  by  G.  A.  Glynn.  O. 
Alb.  (1894). 

North  CaroUna — Convention,  1861-62.  Ordinances  and  resolutions  passed 
at  sessions  1-4,  held  May,-June,  Nov.-Dec.  1861,  Jan.-Feb.,  Ap.-May 
1862.     176+ 10  p.  O.     Raleigh  1862. 

Personnel  and  legislation  of,  by  J.  G.  McCormick  and  K.  P.  Battle. 

O.     Chapel  Hilljiooo. 

North  Carolina — Constitutional  convention,  1865-66.  Ordinances  and  reso- 
lutions passed,  2d  session,  1866.     57-f  6-f  3p.  O.     Raleigh  1866. 

Pennsylvania — Constitutional  convention,  1872-73.  Constitution  (in  force 
1874.     O.     Harrisburg  1892.     (L.  P.  v.  187) 

Rhode  Island.  (The)  Dorr  war;  or,  The  constitutional  struggle  in  Rhode 
Island  (in  184a);  by  A.  M.  Mowry.     Q.     Providence  1901. 

Khode  Island — Constitutional  convention,  1824.  Constitution  adopted, 
1824.     i8p.  O.     Providence  1824 

1841.  Proposed  constitution  adopted  by  the  people's  (Dorr)  con- 
vention, Nov.  18,  1 84 1.     8p.  Q.     (Providence  1841) 

-1842.     Constitution  adopted  by  the  (charter  government)  conven- 


tion, Feb.  19,  1842,     O.     Providence  1842.     (L.  P.  v.  146) 

South  Carolina — Constitutional  convention,  1895.  Journal,  Nov.  lo-Dec 
4,  1895.     O.     Columbia  1895. 

South  Carolina — ^Provincial  congress.  Journal,  1776;  (cont.  Constitution 
adopted).     134  p.  O.     Charles-Town,  repr.  London  1776. 

Texas — Constitutional  convention,  1868-69.  Jovunal  of  reconstruction  con- 
vention, session  2,  held  Dec.  7,  1868-Feb.  6,  1869.  576  p.  O.  Austin 
1870. 

United  States — Federal  convention,  1787.  U.  S. — Rolls,  Bureau  of.  Doc- 
umentary hist,  of  Constitution  of  the  U.  S.,  1 787-1870.  3V.  Q.  Wash. 
1894-1900.     (U.  S. — House  doc,  S6th  Congress,  2d  session,  v.  iio-ia) 

Journal,  Analysis  of;  by  H.  P.  Richardson.     O.     San  Fran.  1899 

Utah  (territory) — Constitutional  convention,  1895.  Official  report  of  proc. 
and  debates  of  convention  assembled  Mar.  4,  189S  to  adopt  a  constitu- 
tion for  state  of  Utah.     2  v.  O.     Salt  Lake  City  1898. 

Virginia — Constitutional  conventions.  History  of  Va.  conventions  by 
J.  N.  Brenaman,  with  Constitutions  of  1867-68  and  1901-2.  O.  Rich- 
mond 1902. 

Virginia — Constitutional  convention,  1901-2.  Journal  (and  documents) 
of  the  convention  Richmond,  June  12,  1901  -(June  26,  1902).  574  p. 
+  v.  p.  O.     Richmond  190 1. 

Wyoming  (territory) — Constitutional  convention,  1889.  Journal  and  de- 
bates, Sep.  2-30,  1889.     864 +60 +  16  p.  O.     Cheyenne  1893. 
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Constitatioiial  history 

Cooky  W.  B.  jr.    Constitutiotial  history  of  Connecticut  colony,  i635-6o» 

O.     (Ithaca  1896) 
Ms  typewritten 

Pike,  L.  O.     Constitutional  hist,  of  House  of  Lords.     O.     Lond.  1894^ 
Frothero,  G.  W.     ed.     Select  statutes  and  other  documents  of  Elizabeth 

and  James  I.     D.     Ox.  1894. 
Rogers,  H.  W.     Introduction  to  constitutional  hist,  of  U.  S.     O.     N.  Y. 

1889.     (L.  P.  V.  181.) 
U.    S. — Rolls,   Bureau  of.       Documentary    history    of    Constitution    of 

U.  S..  1787-1870.      3v.  Q.     ^Wash.  1894-1900.      (U.  S. — House  doc, 

56th  Congress,  2d  session,  v.   1 10-12) 

Constitutional  law,  American 

Baker,  F.  A.     Brief  on  power  of  Congress  to  coin  money  and  regulate  the 

value.     O.     Detroit  1899. 
Bikl^,  H.  W.     Constitutional  power  of  Congress  over  the  territory  of  U.  S. 

O.     (Phil.  1901) 

Sap(dcment  to  Am.  L.  Reg  (n.  s.)  Aug.  190X 

Black,  H.  C.     Handbook  of  Amer.  constitutional  law.     O.     St  Paul  1895. 
Bomeman,  H.  S.     Fourteenth  amendment  to  Constitution  of  U.  S.     Q, 

Phil.  1895.     (i  Pa.  L.  Ser.  373) 
Boutwell,  G.  S.     Constitution  of  U.  S.  at  end  of  first  century.     O.     Bost. 

189S. 
Brannon,  H.     Treatise  on  rights  and  privileges  guaranteed  by  the  14th 

amendment.     O.     Cin.  1901. 
Bullitt,  W.  G.     Review  of  Constitution  of  U.  S.     O.     Cin.  1899. 
Butler,  C.  H.     Treaty-making  power  of  U.  S.     2v.  O.     N.  Y.  1902. 
Cooley,  T.  M.     General  principles  of  constitutional  law  in  U.  S. ;  ed.  3 

by  A.  C.  McLaughlin.     D.     Bost.  1898. 
Treatise  on  constitutional  limitations;  ed.  7  by  V.  H.  Lane.     O. 

Bost.  1903. 
Delafield,  L.  L.     Opinion  as  to  use  of  Myer's  ballot  machine  at  elections 

(inN.Y.)     Q.     N.  Y.  (1894). 
Foster,  R.     Commentaries  on  Constitution  of  U.  S.    v.  i,  O.     Bost.  1895. 
Gardiner,  C.  A.     Constitutional  and  educational  solution  of  the  negro 

problem:  an  address,  June  29,  1903.     O.     Alb.  1903. 
Guthrie,  W.  D.     Lectures  on  the  14th  amendment,  Ap.-May  1898.     O. 

Bost.  1898. 
Henning,  W.  F.    ed.     Constitution  of  California,  with  notes.     T.     Los 

Angeles  1894. 
Hoadly,  G.     Constitutional  guarantees  of  the  right  of  property  as  affected 

by  recent  decisions.     O.     N.  Y.  1889.     (L.  P.  v.  179) 
Judson,  F.  N.     Treatise  on  power  of  taxation,  state  and  federal,  in  U.  S. 

O.     St  L.  1903. 
Lleber,  G.  W.     Use  of  army  in  aid  of  civil  power.     O.     Wash.  1898. 
Magoon,  C.  £.     Reports  on  law  of  civil  government  in  territory  subject 

to  military  occupation  by  U.  S.     Ed.  2.     O.     Wash.  1902. 

I,  W.  M.    Growth  of  Constitution  in  the  federal  convention  of  1787, 

O.     Phil.  1900. 
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New    York — Constitutional    convention,    1894.    Constitution    of    N.    Y. 

adopted  1894,  with  notes  etc.  by  R.  C.  Gumming  et  al.    O.     Alb.  1894. 
Constitution  of  U.  S.  and  Constitution  of  N.  Y.  in  force  Jan,  i, 

1895,  with  notes  by  A.  J.  Parker  jr.     O.     Alb.  1895. 
Richardson,  H.  P.    Jotimal  of  federal  convention  of  1787  analjrzed.    O. 

San  Fran.  1899. 
Thayer,  J.  B.     Cases  on  constitutional  law,  with  notes,    av.  O.    Camb 

Mass.  1895. 
Tucker,  J.  R.    Constitution  of  U.  S.,  a  critical  discussion;  ed.  by  H.  St  G. 

Tucker.     2 v.  O.    Chic.  1899. 
United  States — ^Federal  convention,  1787.    Constitution  of  U.  S.,  with 

notes  of  decisions  by  £.  £.  Bryant.    O.    Madison  190Z. 
Young,  J.  .  Referendum;  address  before  Vt.  Bar  Association,  Oct.  38, 

190a.    O.    Montpelier  1902.    (L.  P.  v.  194) 
Leading  articles:    acquisition  of  territory  by  conquest  or  treaty.     62  Alb. 

L.  J.  137 
appointment  of  U.  S.  senators,  how  attacked.    38  Axn.  L.  Reg.  (n.  s.) 

72Z 
coal  mines  and  the  law.     14  Green  B.  5x4,  570 
coal  mines;  government  control.    65  Alb.  L.  J.  57;  37  Am.L.  Rev.  545; 

57  Cent.  L.  J.  25;  17  Chic.  L.  J.  (W.)  718,  737.  815,  819 
coal  mines;  government  ownership.    35  Chic.  L.  N.  124,  132;  z6  Harv. 

L.  R.  476 
commerce  clause.     17  Chic.  L.  J.  (W.)  723,  750,  758 
delegation  of  legislative  authority — ^referendum.     47  Cent.  L.  J.  251 
"due  process  of  law."    32  Am.  L.  Rev.  14;  37  id.  641,  8ox;  17  Chic.  L. 

J.  (W)  424,  432 
elasticity  of  U.  S.  Constitution.     14  Harv.  L.  R.  200,  273 
ex  post  facto  laws.     2  Law  N.  (Am.)  loi 
federal  taxation  of  inheritance.     34  Am.  L.  Reg.  (n.  s.)  179 
fourteenth  amendment,     i  Pa.  L.  Ser.  373 
labor  legislation.     29  Am.  L.  Rev.  236 

legal  status  of  the  Filipinos.     39  Am.  L.  Reg.  (n.  s.)  193,  332 
local  self-government.     13  Harv.  L.  R.  441,  470,  638;  14  id.  20,  116 
Louisiana  purchase.     64  Alb.  L.  J.  112 

meaning* of  "final  passage  of  the  bill,"  by  J.  P.  Knott.     (L.  P.  v.  140) 
military  status  v.  civil  law.     31  Am.  L.  Rev.  342 
minority  representation  in  N.  Y.     54  Alb.  L.  J.  346;  55  id.  17" 
power  of  federal  government  to  protect  its  officers  and  to  control  anarchy. 

35  Am.  L.  Rev.  807 
power  of  president  to  sign  bills  after  adjournment  of  Congress.     32  AsL 

L.  Rev.  209 ;  39  Cent.  L,  J.  68 
power  to  regulate  charges  of  corporations  and  others  discharging  pub- 
lic duties.     31  Am.  L.  Rev.  68$;  32  id.  501 ;  5  Yale  L.  J.  49 
privileges  and  immunities,     i  Mich.  L.  Rev.  286,  364 
privileges  and  immunities  of  state  citizenship.     48  Cent.  L.  J.  431 
right  of  executive  department  to  interpret  the  Constitution.     5  Am. 

Lawy.  167 
right  of  president  to  govern  Philippines,     i  Columb.  L.  R.  33 
some  results  of  Dartmouth  College  case.     4  Mich.  L.  J.  251 
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State  laws  in  federal  cts.     57  Cent.  L.  J.  145 

state  laws  limiting  hours  of  labor.     53  Cent.  L.  J.  384 

state  regulation  of  railway- rates  of  fare  and  freight.     9  Harv.  L.  R.  324; 

15  id.  249.353 
•  suits  against  a  state.     34  Am.  L.  Rev.  689 

suits  between  states.     2  Columb.  L.  R.  283,  364 
taxing  powers  of  U.  S.     51  Alb.  L.  J.  200 

XJ.  S.  Sup.  Ct.  as  expoimder  of  Constitution.     30  Am.  L.  Rev.  55 
veto  power  of  American  judiciary.     4  Brief  P.  D.  P.  120 
wages  to  coal  miners.     17  Chic.  L.  J.  (W.)  JS26;  35  Chic.  L.  N.  31 
what  are  contracts  within  Constitution  of  U.  S.     63  Alb.  L.  J.  411        • 
what  is  the  original  package  doctrine?     35  Am.  L.  Rev.  669 
Se€  also:    Claims         Expansion,  Territorial         Habeas  corpus         Inter- 
state commerce        Legal  tender  acts       Legislation      Pardon       Police 
power        Taxation        Treaties 

Constitutional  law,  Australian 

Clark,  A.  L     Studies  in.     O.     Melbourne  1900. 

Moore,  W.  H.     (Treatise  on)  Constitution  of  commonwealth  of  Australia. 

O.     Lond.  1902. 
Quick,  J.  &  Garran,  R.  R.     Annotated  Constitution  of  the  commonwealth. 

Q.     Sydney  1901. 

Constitutional  law,  British 

Anson,  Sir  W.   R.     Law  and  custom  of  Constitution,  pt  1-2.     Ed.  2. 

av.  O.     Ox.  1892-96. 
Broom,'  H.     Constitutional  law  viewed  in  rel.  to  common  law;  ed.  2  by 

G.  L.  Denman.     O.     Lond.  1885. 
See  also:    Constitutional  history        Crown 

Constitutional  law,  Canadian 

Clement,  W.  H.  P.     Law  of  Canadian  Constitution.     O.     Toronto  1892. 
Lefroy,  A.  H.  F.     Law  of  legislative  power  in  Canada.     O.     Toronto  1897- 

98. 
Wheeler,  J.  G.    Confederation  law  of  Canada.     Q.     Lond.  (i8ip6). 

Constitutional  law,  German 

Geffcken,  H.    Verfassung  des  Deutschen  reichs.     O.     Lpz.  190Z. 

Constitutional  law,  Japanese. 

Ito,    H.    count.    Commentaries    on    Constitution    of   Japan;  trans. 

M.  Ito.    O.    Tokyo  1889. 
Tanaka,  Y.    Constitution  de  I'empire  du  Japon.    O.     Par.  1899. 

Constitutions 

Borgeatsd,  C.    Adoption  and  amendment  of,  in  Europe  and  Amer. ;  trany 

by  C.  D.  Hazen.    O.    N.  Y.  1895. 
Pope,  J.    ed.    Confederation;  unpub.  documents  on  the  British  N.  A. 

act.    O.    Toronto  1895. 
Switurland — Conseil    g^n^ral.     Recueil    des    constitutions    f^^rales    et 

.cantonales.    O.     Berne  1891. 

■  supplement  1-8.     O.     Berne  189  2-1901  • 


208  NEW   YORK   STATE    LIBRARY' 

Leading  articles:    fact  and  fiction  in  Constitution  of  Canada.     7  Revue 
L6g.  (n.  s.)  144 
history  of  Scottish  Constitution.     10  Jurid.  Rev.  64;  11  id.  ao9 
hundred  and  ten  years  of  U.  S.  Constitution.^   38  Am.  L.  Reg.  (n.  s.) 

417,  494,  56s,  622,  670,  747;  39  id.  18,  90,  294,  340,  406 
observations  on  Constitution  of  Canada.     29  Am.  L.  Rev.  32 
See  also:    Constitutional  conventions,  journals,  etc.         (Card  catalogue 
of)  Statute  law  and  state  papers 

Constils 

Flaischlen,  G.  S.     Des  attrTbutions  des  constds  en  matidre  de  notariat  et 

d'etat  civil.     O.     Par.  1892. 
Hodges,  F.  E.     Consular  jurisd.  in  the  Niger  coast.     O.     Lond.  1895. 
Paepe,  P.  de.     Etudes  sur  la  competence  civile  des  ^tats  Strangers  et  de 

leurs  agents  consul  aires.     O.     Par.  1894. 
United  States — State,  Dep't  of.     Regulations  for  consular  service  of  U.  S. 

O.     Wash.  1896. 
Leading  articles:    our  consular  cts.  in  China.     34  Am  L.  Rev.  826 

Contempt  of  court 

Bailey,  W.  F.     Discussion  of  law  of.     O.     Eau  Claire  1897.     (L.  P.  v.  170) 

Law  of  jurisd.     2V.  O.     Chic.  1899. 

Oswald,  J.  F.     Treatise  on.JJEd.  2.     O.     Lond.  189S. 
Starkie,  T.       {see  his  Law  of  slander  and  libel.     1897) 
Leading  articles:    by  publication.     56  Alb.  L.  J.  61,  79 

case  of  M'Hugh.     66  J.  P.  497 

history  of.     58  Alb.  L.  J.  396 

in  federal  cts.     3 5  Chic.  L.  N.  30 
Illustrative  cases:    Oswald.  E.     Phil.  1788.     (Tr.  v.  130) 

Contingent  remainders.     See  Remainders 
Contracts 

Addison,  C.  G.     Treatise  on  law  of ;  ed.  10  by  A.  P.  P.  Keep  and  W.  E. 

Gordon.     O.     Lond.  1903. 
Anson,  Sir  W.  R.     Principles  of  English  law  of;  Amer.  ed.  1  by  E.  W. 

Huffcut.     O.     N.  Y.  1895. 

Beach,  C.  F.  jr.     Treatise  on  modem  law  of.     2 v.  O.     Indianapolis  1896. 

Buckler,  W.  H.     Origin  and  hist,  of  contract  in  Roman  law.     D.     Lond. 

189S. 
Yorkc  prize  essay.  1893 

Clark,  W.  L.  jr.     Handbook  of  law  of.     O.     St  Paul  1894. 

Eddy,  A.  J.     Law  of  combinations ;  contracts  in  restraint  of  trade.     2 v.  0. 

Chic.  1 90 1. 
Finch,  G.  B.     Selection  of  cases  on;  ed.  2  by  R.  T.  Wright  and  W.  W. 

Buckland.     Q.     Camb.  Eng.  1896. 
Hammon,  L.  L.     General  principles  of  law  of.     O.     St  Paul  1902. 
Boilings  worth,  S.  S.     Treatise  on  law  of.     O.     Phil.  1896. 
Huffcut,  E.  W.   &  Woodruff,  E.  H.    American  cases  on.     Ed.  a.    0. 

Alb.  1900. 
Jolly,  W.  A.     Contracts  in  restraint  of  trade.     Ed.  a.     D.     Lond.  1900. 
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),  S.  M.     Principles  of  law  of;  ed.  4  by  A.  £.  Randall.     O.     Lond. 
1902. 
Hewlandy  J.    Treatise  on.     O.     Phil.  1808. 

Parrand  &  Co/s  premium  ed. 

PUBODS,  T.     Law  of;  ed.  9  by  J.  M.  Gould.     3V.  O.     Bost.  1904. 

Pollock,  Sir  F.     Principles  of.     Ed.  6.     O.     Lond.  1894. 

Leading  articles:     alterations  of.     40  Cent.  L.  J.  143 

breach  of  one  instalment  of  a  divisible  contract.     39  Am.  L.  Reg.^(n.  s.) 

391.  468 
by  mail  or  telegraph.     39  Am.  L.  Reg.  (n.  s.)  354;  i  Pa.  L.  Ser.  887 
common  law  theory  of.     39  Ca.  L.  J.  379 
conditions  precedent  or  subsequent.     51  Alb.  L.  J.  340 
considerations  moving  from  third  persons.     9  Harv.  L.  R.  233 
construction — doctrine  of  ejusdem  generis.     31  Ca.  L.  J.  146,  187 
contract  in  Roman  law.     39  Ca.  L.  J.  498 

contracts  in  restraint  of  trade.     41  Cent.  L.  J.  496;  12  Jurid.  Rev.  283 
covenants  in  restraint  of  legal  prac.     2  Brief  90,  116 
divisible  contracts.     39  Am.  L.  Reg.  (n.  s.)  i 
doctrine  of  consideration.     27  Law  Mag.  &  R.  272 ;  28  id.  25 
executory — power  of  one  party  to  stop  performance.     53  Cent.  L.  J. 

247 
fate  of  Lawrence  v.  Fox  in  N.  Y.     61  Alb.  L.  J.  228 
illegal  consideration.     50  Cent.  L.  J.  443 
impossibility  of  performance.     42  Cent.  L.  J.  26;  50  id.  65;  i^Columb. 

L.  R.  529. 
in  favor  of  third  person.     8  Harv.  L.  R.  93;  15  id.  767;  16  id.  43;  105 

LawT.  485;  107  id.  2 
joint  and  several.     57  Cent.  L.  J.  283 
law  rel.  to  "options."     36  Ca.  L.  J.  521 

lobbying  contracts  void.     34  Am.  L.  Rev.  205 ;  38  Cent.  L.  J.  123 
locus  poenitentiae.     9  Am.  Lawy.  386 
mistake  of  fact  in  avoidance.     64  Alb.  L.  J.  148 
mutual  promises.     14  Harv.  L.  R.  496 

in  the  civil  law.     13  Harv.  L.  R.  80 

obligation — remedy.     16  Harv.  L.  R.  262 

performance  **to  satisfaction."     9  Yale  L.  J.  114 

place  of  contract.     51  Cent.  L.  J.  64 

principle  of  Lawrence  v.  Fox.     5  Couns.  125 

promise  to  leave  property  by  will.     97  Law  T.  397 

promise  to  make  will.     .^.^  Am.  L.  Reg.  (n.  s.)  721 

promise  to  pay  reward.     33  Am.  L.  Reg.  (n.  s.)  223  383Cent.  L.  J.  491. 

54  id.  184 
renunciation  of.     i  Pa.  L.  Ser.  760 

repudiation  of.     14  Harv.  L.  R.  317,  421 ;  6  West.  R.  L.  J.  163 
review  of  Buchanan  v.  Tilden,  158  N.  Y.  109.     2  BrieflP.  D.  P.  345 
to  pay  in  specific  coin.     30  Am.  L.  Rev.  716 
unilateral  and  bilateral.     50  Cent.  L.  J.  305,  327 
wagering  contracts.     22  Ca.  L.  T.  377 
what  is    a  promise  in  law?     16  Harv.  L.  R.  319 
why  am  I  obliged  to  keep  my  word?     58  Leg.  Int.  279 
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See  also:    Btiildings        Camen        Conflict  of  laws        Duress      -  Ftiad 
Married  women        Master  and  servant        Mistake        PubHc  poHqr 
Sale  of  personal  property        Specific  performance        Statute  of  frauds 
Contributory  negligence.    See  Negligence 

Conversion.    See  Torts 

Conveyancing 

Elphinstone,  Sir  H.  W.     Introduction  to;  ed.  4  by  the  author  and  J.  W. 

Clark.     O.     Lond.  1894. 
Jones,  L.  A.     Forms  in.     Ed.  4.     O.     Bost.  1894. 
Key,  T.  &  Elphinstone,  Sir  H.  W.     Precedents  in;  ed.  4  by  T.  Key  and 

C.  H.  Brown.     2 v.  O.     Lond.  1894. 
Leading  articles:    "as  if  she  had  died  intestate  and  without  having  been 
married."     47  Sol.  J.  64,  85, 105,  530 

drafting  of  legal  documents.     104  Law  T.  170,  195,  241,  264 

Convictions 
Paley,  W.    Law  and  prac.  rel.  to  summary  convictions;  ed.  7  by  W.  H. 
Macnamara.K    O.     Lond.  1892. 

Coorg,  Law  of 

India — Governor  general  in  coundL    Coorg  code  (1893).    Q*    Calcutta 

1893. 

Copyhold 
Brown,  A.     Law  and  prac.  tmder  copyhold  act,  1894.    Ed.  a.    D.    Lond. 
189S. 
Copyright 

Birrell,  A.     Seven  lecttires  on.     D.     Lond.  1899. 

Droit]d'auteur:  organ  de  Tunion  Internationale,    v.^i-13  in  4V.  F.    Berne 

1888-1900. 
Edmunds,  L.  .  Law  of  copyright  in  designs.     O.     Lond.  1895. 
Germany — Reichstag.     Law    of;  English    trans,    of    acts    of    1901.    0. 

Lond,  1902. 
Lyon-Caen,  C.  &  Delalain,  P.     Lois  frangaises  et  ^trang^res  sur  la  pro- 
pria t6  litt^raire  et  artistique;  supplement,  1890-96.     Q.     Par.  1896. 
Macgillivray,  E.  J.     Treatise  on,  in  dominions  of  the  crown  and  U.  S.    0. 

Lond.  1902. 
Scrutton,  T.  E.     Law  of.     Ed.  3.     O.     Lond.  1896. 

Ed.  4.     O.     Lond.  1903. 

Solberg,  T.     Directions  for  securing  copyrights.     O.     Wash.  1899. 
United  States — Congress.    Copyright   enactments,    1 783-1900;  comp.  by 

T.  Solberg.     O.     Wash.  1900. 
Leading  articles:    Canadian  copyright.     37  Ca.  L.  J.  370 

copyright  in  original  paintings.     96  Law  T.  433,  458 

dramatic  copyright,     i  Mich.  L.  Rev.  102,  179 

in  music.     103  Law  T.  170 

in  rep.  of  speeches.     44  Sol.  J.  22,  670 

is  copyright  a  chose  in  action?     11  Law  Q.  Rev.  223,  238 

newspapers  and  periodicals.     57  Cent.  L.  J.  2Z 

what  is  an  author?     12  Jurid.  Rev.  217 
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Connidrs 

BoySy  W.  F.  A.     Treatise  on,  in  Canada.     Ed.  3.     O.     Toronto  1893. 
Select  cases,  fr.  the  Coroners  Rolls,  A.  D.  1 265-1413,  with  a  hist,  of  the 

office;  ed.  by  C.  Gross.     Q.     Lond.  1896.     (Selden  Society,  v.  9) 
Leading  articles:    coroners*  jurymen.     67  J.  P.  73 1  97 

history  of  ct.     22  Ca.  L.  T.  307 

whether  inquisition  is  evidence.     33  Am.  L.  Reg.  (n.  s.)  264 

Corporations 

American  and  English  corporation  cases;  ed.  by  W.  M.  McKinney  et  al. 
V.  42-48,  O.     Northport  N.  Y.  1894-9S. 

new  ser.     v.  1-18,  O.     Northport   N.  Y.  &  Charlottesville   Va. 

(i896)-i903. 

V.  x-a  by  F.  C.  Smith 
V.  3-x8  by  T.  J.  Michie 

Digest  of  V.  1-40;  by  W.   M.   McKinney.     U.     XNorthport  N.  Y. 


1894. 
American    corporation    legal    manual,    v.  2-5, 7, 9-12,0.     Plainfield    & 
Newark  189  4-1 904. 

v.a-s,7  by  C  L.  Borgmeyer 

v.Q-xa  by  £.  0*  Keasbey  &  A.  V.  D.  Honeyman 

American  railroad  and  corporation,  reports;  ed.  by  J.  Lewis,    v.  8-12,  O. 

Chic.  1894-96. 
Broun-Green  Co.     How  to  incorporate  in  N.  J.,  N.  Y.,  Del.  and  W.  Va. 

D.     N.  Y.  (1899).     (L.  P.  v.  171) 
How  to  incorporate  in  N.  J.,  N.  Y.,  Del.,^W.  Va.     O.     N.  Y.  1901. 

(L.  P.  v.  179) 

Where  to  incorporate;  laws  of  N.  J.,  N.  Y.,  Del.,  W.  Va.,  a  com* 


parison.     O.     N.  Y.  (1901).     (L.  P.  v.  179) 
Clark,  W.  L.  &  Marshall,  W.  L.    Treatise  on  law  of  private  corporations. 

3V.  O.     St  Paul  1901. 
Conyngton,   T.     Manual    of    corporate    management,    cont.    forms.    0» 

N.  Y. 1903. 
Cook,  W.  W.     Treatise  on  law  of  corporations  having  capital  stock. 

Ed.  4.     3V.  O.     Chic.  1898. 
Ed.  S.     3V.  O.     Chic.  1903. 

For  ed.x-3  stt  his  Treatise  on  stockholders 

Elliott,  C.  B.     Treatise  on  law  of  private  corporations.     Ed.  3  rev.     O. 

Indianapolis  1900. 
Hirschl,  A.  J.     Combination,  consolidation  and  succession  of.     O.     Chic. 

Z896. 
National  Incorporating  Co.     Corporation  handbook;  corporation  laws  of 

leading  states.     O.     N.  Y.  1902.     (L.  P.  v.  192) 
Notes  of  cases  rel.  to  railways  and  corporations,    v.  5-10  in  2v,  O.     North* 

port  N.  Y.  1890-95. 
Noyes,  W.  C.     Treatise  on  law  of  intercorporate  rel.     O.     Bost.  1902. 
Parker,  J.  S.     Where  and  how;  corporation  laws  of  N.  Y.,  Me.,  W.  Va., 

N.  J.,  Del.,  S.  D.,  Mass.     O.     N.  Y.  1903. 
Reid,  W.  A.    Treatise  on  law  rel.  to  corporate  finance.     2 v.  O.     Alb.  1896. 
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Taylor,   H.   O.    Treatise   on  law   of   private   corporations.     £d.  3.    O. 
Phil.  1894. 
I Ed.  4.     O.     Phil.  1898. 

Ed.  5.     O.     N.  Y.  1902. 

Thompson,  S.  D.     Commentaries  on  law  of  private  corporations.     7v.  O. 
San  Fran.  1895-99. 

Leading  articles:    at  common  law.     42  Am.  L.  Reg.  (n.  s.)  529 
brief  study  of  law  of  association.     40  Am.  L.  Reg.  (n.  s.)  255 
corporate  voting.     10  Harv.  L.  R.  428 

effect  of  consolidation  for  rights  of  action.     36  Am.  L.  Rev.  60 
franchises  and  change  of  sovereignty.     3  Colxmib.  L.  R.  241 
incidents  of  irregular  incorporation.     36  Am.  L.  Reg.  (n.  s.)  18,  161 
jurisdiction  over  foreign  corporations.     1 2  Harv.  L.  R.  i 
liability  for  malicious  acts.     15  Ca.  L.  T.  293 
Northern    securities    cases.     3  Columb.  L.  R.  168,  221,  30^,  i  Mich.  L. 

Rev.  251 
power  of  president  to  bind  by  contracts.     42  Cent.  L.  J.  194 
purchase  of  their  own  stock.     40  Am.  L.  Reg.  (n.  s.)  398 
recent  corporation  law  by  U.  S.  Sup.  Ct.     34  Am.  L.  Reg.J[(n.  s.)  296, 

448. 
restrictions  on  foreign  corporations,     i  N.  Y.  L.  Rev.  229 
sale  of  franchises.     55  Alb.  L.  J.  231 
steel  corporation  cases.     3  Coltunb.  L.  R.  470 

visitors  of  eleemosynary  corporations  and  their  jurisd.     xS  Ca.  L.  T.  173 
voting  trusts.     36  Am.  L.  Rev.  222 
where  to  incorporate.     3  Brief  P.  D.  P.  162,  293 
withdrawal  from  public  employment.     16  Harv.  L.  R.  55^ 

See  also:     Auditors         Business   corporations         Bylaws         Directors 
Foreign  corporations        Joint  stock  companies  Manufacturing  cor- 

porations Membership     corporations  Municipal     corporations 

Promoters  Railways  Religious  corporations  Stockholders 

Ultra  vires 

Corpse 

Perley,  S.     Mortuary  law.     O.     Best.  1896. 
Leading  articles:    dissection.     55  Alb.  L.  J.  434 

rights  in.     59  Alb.  L.  J.  277;  7  Scots  L.  T.  119 
See  also:     Burial         Cremation 

Costa  Rica,  Law  of 

Costa  Rica — Chamber  of  representatives.     Nuevas  leyes  y  cddigos  1893, 
1895-98.     (Coleccion  de  las  instit.  etc.     Complement©  v.  i,  3,  5,  7,9) 

Costs 

Bain,  D.     Compendium  of,  in  N.  Y.     O.     N.  Y.  1897. 

Bradner,  G.  W.     Practice  in  matters  of,  (in  N.  Y.)     O.     Rochester  1894. 

Milliman,  G.  E.     Law  of,  in  N.  Y.     O.     Rochester  1904. 

Counterclaim.    See  Set-ofE 

County  officers.     See  Public  offices  and  officers 
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tampons.    See  also:    Bills  and  notes        Secnirities 
rOiurts 

Bftllesteros,  M.  E.     Lei  de  los  tribunales  de  Chile.     2v.  O.     Santiago  de 

Chile  1890. 
Brooks,  J.  W.     History  of  Ct.  of  Common  Pleas,  city  of  N.  Y.     O.     N.  Y. 

Z896. 
Carter,  A,  T.     History  of  English  legal  institutions.     O.     Lond.  1902. 
Clevenger,  W.  M.  &  Keasbey,  E.  Q.     Courts  of  N.  J.     O.     Plainfield 

1903. 
Crumrine,  B.     Courts,  bench  and  bar  of  Washington  co.,  Pa.     il.  por.  Q. 

Wash.  Pa.  1902. 
Slojy  H.     (Le)  chef  de  la  justice  de  France.     O.     Besan9on  187 1.     (L.  P. 

V.  iSi) 
Fau  De   Torganisation   judiciaire   en   Alg^rie.     O.     Alger    1873. 

(L.  P.  V.  149.  IS7) 
France — Cour    de    cassation.     Arrets    rendus,    1821-70.     O.     Par.  1870, 

(L.  P.  V.  156) 
Garland,  A.  H.     Experience  in  Sup.  Ct.  of  U.  S.     O.     Wash.  1898. 
History  of  bench  and  bar  of  N.  Y.;  ed.  by  D.  McAdam  et  al.     2V.  Q. 

N.  Y.  1897. 
Howard,  T.  E.     Indiana  Sup.  Ct.,  with  account  of  cts.  preceding  it.     O. 

South  Bend  1900.     (L.  P.  v.  177) 
N.  Ind.  Hist.  Soc.  xmbn. 

Hudson,  W.     ed,     Leet  jurisd.  in  Norwich,  13th  and  Z4th  centuries.     Q. 

Lond.  1892.     (Selden  Society,  v.  s) 
Inderwick,  F.  A.     (The)  king's  peace:  hist,  sketch  of  English  law  cts.     D. 

Lond.  1895. 
Indiana   Sup.   Ct.;  by   T.    E.    Howard.     O.     South   Bend    1900.     (L.  P. 

V.  177) 

N.  Ind.  Hist.  Soc.  pubn. 

Leadam,  I.  S.     History  of  Ct.  of  Requests,     (in  Selden  Society,  v.  12) 

IiescouY^  Du  jury  et  des  cours  d 'assises  en  Angleterre.     O.    Aix 

1864.     (L.  P.  V.  157) 
Lindsay,  J.  D.     Court  of  star  chamber,     {see  articles  in  6,  7  Green  B.) 
McAdam,  D.  et  al.     ed.     See  History  of  bench  and  bar  of  N.  Y. 
Horthend,  W.  D.     (Early  cts.  of  Mass.)     O.     Salem  1885. 
Proctor,   L.    B.     Livingston   co.    courthouse.     O.     (Alb.  1897)     (see  his 
Writings) 
NewtxMper  slips 

Renouard,  M.  Considerations  sur  I'histoire  de  la  cour  de  cassation.  O. 
Par.  1875.     (L.  P.  V.  148) 

Kichardson,  W.  A.  History,  jurisd.  and  prac.  of  the  Ct.  of  Claims  of  U.  S. 
O.  tWash.  1882.     (L.  P.  V.  174) 

Robinson,  C.  History  of  High  Ct.  of  Chancery;  v.  i,  to  1546.  O.  Rich- 
mond Va.  1882. 

Royer,  P.  H.  E.  de.  Des  origines  et  de  rautorit^  de  la  cour  de  cassation. 
O.     Par.  1854.     (L.  P.  V.  148) 

Simpson,  J.  H.  Guide  to  law  and  prac.  of  Ct.  of  Record  for  the  hundred 
of  Salford.     Ed.  3.     O.     Lond.  1903. 

Townshend,  C.  J.  History  of  Ct.  of  Chancery  (and  other  cts.)  in  Nova 
Scotia.     O.     Toronto  1900. 
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Watson,  E.  J.     (History  of  crim.  cts.  of  Bristol,  Eng.  in  13th  centuxy. 

Sea  England:  Reports.     Brist61  pleas  of  the  crown,  1902 
Wollaston,  G.  W.    Court  of  claims  cases  and  evidence:  containing  (hist. 

of  Ct.  of  Claims).     O.     Lond.  (1903). 
;    Leading  articles :  appellate  jurisd.  of  House  of  Lords.     17  Law  Q.  Rev. 

155,357 

century  of  English  judicature;  il.     13-14  Green  B. 

century  of  federal  judicature;  il.     15  Green  B. 

County  Ct.  in  13th  century.     40  Am.  L.  Reg.  (n.  s.)  284 

Court  of  Claims  (England),  hist.  of.     36  L.  J.  634;  37  id.  32 

early  English  cts.     5  West.  R.  L.  J.  12 

ecclesiastical  cts.     23  Ca.  L.  T.  369 

English  law  cts.;  il.     7  Green  B.  65,  329,  377,  416;  8  id.  287.  330J370, 
403,  460 

first  trial  term  of  Ct.  of  Chancery,  in  N.  Y.     49  Alb.  L.  J.  236 

history  of  Prerogative  and  Orphans  Ct.  of  N.  J.         26  N.  J.  LawJJ.  105, 
169,  209 

history  of  Vice  Admiralty  Ct.     22  Law  Mag.  &R.  142 

Illinois  cts.,  hist.  of.     17  Chic.  L.  J.  (W.)  75 

in  province  of  Mass.  bay.     34  Am.  L.  Rev.  566 

judiciary  prior  to  federal  Constitution.     48  OhioL.  B.  154 

Kentucky  Ct.  of  Appeals.     12  Green  B.  342,  408,  458,  516 

London  law  cts.     29  Am.  L.  Rev.  395 

Maine  Sup.  Ct.;  il.     7  Green  B.  457,  504,  553;  8  id.  14,  61,  in 

Maryland  Ct.  of  Appeals;  il.     6  Green  B.  225,  274 

Maryland's  first  cts.     2  Md.  L.  Rev.  40,  54 

Mexico  Sup.  Ct.;  il.     8  Green  B.  203 

Mississippi  Sup.  Ct.;  il.     11  Green  B.  503 

nation's  anchor — U.  S.  Sup.  Ct.     57  Alb.  L.  J.  166 

N.  Y.  Ct.  of  Errors,  its  decisions,  etc.     29  Am.  L.  Rev.  32 t 

Ohio  Sup.  Ct.;  il.     7  Green  B.  105,  168,  225,  273 

origin  of  Chancery  Cts.  in  N.  Y.     56  Alb.  L.  J.  173 

origin  of  King's  Bench  division.     26  Law  Mag.  &  R.  297 

Parliament  of  Paris  in  i6th  century.     13  Jurid.  Rev.  33 5,  439 

Porto  Rico  Sup.  Ct.;  il.     14  Green  B.  186 

Privy  Council.     39  Ca.  L.  J.  218 

Virginia  colonial  bench  and  bar.     12  Green  B.  470 

Water  Ct.  of  Saltash.     20  Law  Mag.  &  R.  19  $ 

West  Va.  Sup.  Ct.;  il.     12  Green  B.  187,  234,  292 

Wisconsin  Sup.  Ct.;  il.     9  Green  B.  17,  63,  no,  169,  213 
See  also:  Calendar^        Judicial  systems       Jurisdiction       Practice       Re- 
ports        Rules  and  orders 

Cotirts  martial.     See  Military  and  naval  law 

Covenants 

Simsy  H.  U.    Treatise  on  covenants  which  run  with  land.     O.    Chic. 

1901 
Leading  articles:  for  quiet  enjo3rment.     44  Sol.  J.  464 

of  warranty.     38  Cent.  L.  J.  406 

restrictive  covenants,     z  Univ.  L.  R.  298 
See  also  Titles  to  land 
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Creditors'  bills 

Smith  J.  W«  Equitable  remedies  of  creditors  in  rel.  to  fraudulent  con- 
veyances. O.     Chic.  x899« 

Waity  F.  S.  Treatise  on  fraudulent  conveyances  and  creditors'  bills. 

Ed.  3.     O.  N.  Y.  1897. 

Cremation 

Perley,  S.    Mortuary  law.    O.     Bost.  1896. 

Criminal  conversation 

Leading  articles:  action  for.     30  Ir.  L.  T:  125,  135 

Criminal  law 

Abbotty  A.    Brief  for  trial  of  crim.  cases.     Ed.  2.     O.     Rochester  1903. 
Alabaster,  E.    Notes  and  comm.  on  Chinese  crim.  law.     O.     Lond.  1899. 
American  crim.  reportSy  with  notes,    v.  9,  O.    Chic.  1896.) 

By  J.  G.  Gibbons 

Bishop,  J.  P.    Commentaries  on  law  of  statutory  crimes  ;^ed.  3  by  M.  C. 

Early.     O,     Chic.  1901. 
Bujard,  J.    De  la  revision  des  proc^  crim.  et  de  la  reparation  due  aux 

victimes  des  erreurs  judiciaires.     O.    Aix  1890.     (L.  P.  v.  157) 
Canada — ^Parliament    Criminal  code,  1892,  with  notes  by  J.  Crankshaw. 

O.    Montreal  1894. 

Ed.  2.     O,    Montreal  1902. 

Canadian  crim.  cases  annot    v.  z-6, 0.    Toronto  1898-1903. 

By  W.  J.  Tremccar 

Chand,  IH.    Principles  of  law  of  consent  with  special  reference  to  crim. 

law.    Q.    Bombay  1897. 
Clark,  W.  L.  &  Marshall,  W.  L.    Treatise  on  law  of  crimes.     2v.  D.     St 

Paul  1900. 
Davis,  A.  McF.     Law  of  adultery  and  ignominious  punishments.     O. 

Worcester  1895. 
Federal  and  state  crim.  reporter.    3V.  O.    Albany  1896-97. 

By  W.  H.  SavernaU 

Hughes,  C.    Criminal  law.     O.     Indianapolis  1901. 

McClain,  E.    Treatise  on.     2 v.  O.     Chic.  1897. 

Macdonald,  J.  H.  A.    Treatise  on  crim.  law  of  Scotland.     Ed.  3.     O, 

Edin.  1894. 
Russell,  Sir  W.  O.    Treatise  on  crimes  and  misdemeanors;  ed.  6  by  H. 

Smith  and  A.  P.  P.  Keep.     3V.  Q.     Lond,  1896. 
Shields,  L  H.     Penal  code  (crim.  law  of  Penn.)     3V.  O.     Phil.  1894. 
Starling,  M.  H.     Indian  crim.  law.     Ed.  6.     O.     Bombay  1893. 
Stephen,  Sir  J.  F.    Digest  of  crim.  law ;  ed.  5  by  H.  L.  Stephen.     O.     Lond. 

1894. 
Thomas,  J.  L.     Law  of  lotteries,  frauds  and  obscenities  in  the  mails.     O. 

St  L.  1903. 
Warburton,  H.    Selection  of  leading  cases  in,  with  notes.     Ed.  3.     O. 

Lond.  1903. 
Wharton,  F.    Treatise  on;  ed.  10  by  W.  D.  Lewis.     2V.  O.     Phil.  1896. 
Leading  articles:  "attempt"  and  "intent."    zoLawQ.  Rev.  164 

attempt  to  commit  crimes.     4  Law  Gaz.  331 ;  40  Sol.  J.  656 

attempts  to  commit  impossible  crimes.     46  Cent.  L.  J.  464 
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breach  of  the  peace.     3  Scots  L.  T.  151,  163 

can  husband  be  accessory  after  wife's  crime?     64  J.  P.  129 

constitutional  right  to  a  public  trial.     40  Cent.  L.  J.  7 

coxpus  delicti.     18  Crim.  L.  M.  289 

corpus  delicti  in  poisoning  cases.     45  Cent.  L.  J.  72 

crime  induced  by  a  decoy.     16  Chic.  L.  J.  173;  i7  Crim.  L.  M.  529 

disturbances  at  public  meetings.     64  J.  P.  561,  579 

disturbing  religious  meetings.     63  Alb.  L.  J.  24 

extra  territorial  crime.     3  Brief  P.  D.  P.    422;  2  Law  N.  (Am.)  162 

functions  of  prosecuting  officer.     18  Crim.  L.  M.  415 

"guilty  intent."     39  Ca.  L.  J.  691 ;  33  Ir.  L.  T.  i,  15,  53 

inviolability  of  the  human  body.     9  Green  B.  441 

is  religious  belief  a  defense  for  failure  to  perform  a  legal  duty?     55 

Cent.  L.  J.  44 
law  rel.  to  commitments.     40  Cent.  L.  J.  471 
presumption  of  innocence.     6  Yale  L.  J.  185 
reasonable  doubt.     9  Green  B.  97 
shooting  at  escaping  convicts.     61  J.  P.  35 
twice  in  jeopardy.     So  Cent.  L.  J.  143;  61  J.  P.  609 

See  also:  Abduction  Abortion  Ancient  law  Arrest  Blasphemy 
Confessions  Conspiracy  Convictions  Drunkenness  Evi- 
dence Forgery  History  of  law  Homicide  Incest  Insanity 
Juries  Larceny  Pleading  and  practice  in  criminal  cases  Punish- 
ment      Self-defense       Treason       Trials 

Criminal  procedure.     See  Pleading  and  practice  in  criminal  cases 
Crown 

Anson,  Sir  W.  R.     Law  and  custom  of  the  Constitution,  pt  2.     Ed.  2. 

O.     Ox.  1896. 
Hall,  W.  E.     Treatise  on  foreign  powers  and  jurisd.  of  British  crown.     O. 

Ox.  1894. 
Leading  articles;  as  a  corporation.     17  Law  Q.  Rev.  131 

Cuba,  Law  of 

Spain — Cortes.     Code  of  commerce,  1897.     O.     Wash.  1899. 

. Translation  of  civil  code  in  force  1899.     O.     Wash.  1899. 

Translation  of  Constitution  of  Cuba,  1897.     O.     Wash.   1899. 

(In  Spain — Cortes.     Translation  of  notarial  laws  in  force  in  Cuba  and 
Porto  Rico.    1899. 

Translation  of  general  law  of  public  works,   law   of  railroads, 

municipal  and  provincial  laws,  few  of  waters,  law  of  ports  and  regula- 
tions for  execution  of  police  law  ol  railroads  in  Cuba.     O.     Wash.  1899. 
Translation  of  law  of  dvii  procedure  for  Cuba  and  Porto  Rico, 


with  notes.     O.     Wash.  190 1. 

Translation  of  law  of  crim.  procedure  for  Cuba  and  Porto  Rico, 

with  Spanish  text,   190 1,  with  notes.     O.     Wash.  1901. 

Translation    of     law    of     eminent     domain,     railroads,    police 


law  of  railroads  and  adaptation  of  electoral  law  in  Cuba  and  Porto 
Rico.     O.     Wash.  1899. 
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Translation  of  mining;  law  and  regulations  in  force,  1899.    O. 

Wash.  1900. 

Translation  of  mortgage  law.     O.     Wash.  1899.     (L.  P.  v.  ^71) 

Translation  of  mortgage  law  1893,  with  general  regulations  for 


its  execution.    O.     Wash.  1899. 

Translation  of  notarial  laws  in  force  1899.     O.     Wash.  1899. 

Translation  of  penal  code  in  force  1899.     O*     Wash.  1900. 


Walton,  C.  S.    Civil  law  in  Spain  and  Spanish  America.     O.     Wash.  1900. 
Se0  also  Practice  ^ 

Custom.    See  Usage 
Customs 

Canadian  yearbook,  1903.     O.    Toronto  1903. 

Carr,  W.  W.    Judicial  .interpretation  of  U.  S.  tariff  acts.     O.     Phil.  1894. 

Gourick,  D.  A.  Digest  of  current  decisions  and  opinions  rel.  to.  v.  1-12 
in  4  V.  O.     Wash.  1 889-1900. 

United  States — Congress.  Customs  laws  of  1894  and  1890,  with  statistical 
tab.  Ed.  2.  O.  Wash.  1894.  (Senate  rep.  no.  559,  S3d  Congress,  ses- 
sion 2) 

United  States — Treasury  Dept     Customs  regulations.     O.     Wash.  1900. 

Digestjof  decisions  of  dept.  rel.  to,  1898-1901.     O.     Wash.  1902. 

1898-1902.     O.     Wash.  1903. 


Synopsis  of  decisions  on  tariff  &  other  laws,  1 893-1903.     lyv.  O. 

Wash.  1 894-1 903. 

Cy-pr^8 

Leading  articles:     history  of.     8  Harv.  L.  R.  69 

Cjrprus:  Reports 

Cyprus — Supreme  Court.     Reports,  1 883-1 901.     v.  1-5,  O.     Nicosia  1893- 
1902. 

Dakota*.  Reports,  Digests  of. 

Tilton,  H.  G.     Index  digest  to  rep.  of  Dakota  territory  and  N.  and  S. 
Dakota,  to   1897.     S.     Sioux  City  la.  1897. 

Damages 

Joyce,  J.  A.  &  H.  C.     Treatise  on.     3V.  O.     N.  Y.  1903. 

Hayne,  J.  D.     Treatise  on ;  ed.  5  by  J.  D.  Mayne  and  L.  Smith.     O.     Lond. 

1894. 

Ed.  6.    O.    Lond.  1899. 

Sutherland,  J.  G.     Treatise  on  law  of ;  ed.  3  by  J.  R.  Berryman.     4v.  O. 

Chic.  1903. 
Voorheis,  G.  P.     Treatise  on  law  of  measure  of  damages  for  personal 

injuries.     O.     Norwalk  O.  1903. 
Watson,  A.     Treatise  on  law  of  damages  for  personal  injuries.     O.     Char- 
lottesville Va.  1 90 1. 
L^adifig  articles:    liability    of  corporations    for  exemplary  damages.     4 1 
Cent.  L.  J  308 

mental  anguish  in  telegraph  cases.     44  Cent.  L.  J.  176 

mental  suffering.     55  Cent.  L.  J.  202 

misleading  signposts  (decisions).     96  Law  T.  580;  97  id.  6,  31 
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nervous  shock.     6i  J.  P.  307;  8  Va.  L.  Reg.  23S,  3x1 
penalties  and  liquidated  damages.     46  Cent.  L.  J.  5 
prospective  profits.     5  Cotins.  z 

Dead  body.    See  Corpse 

Debentures.    See  Securities 

Debtor  and  creditor 

Smith,  J.  W.     Equitable  remedies  of  creditors^  in  rel.  to  fraudulent  con- 
veyances.    O.     Chic.  1899. 
Waples,  R.     Law  of,  rel.  to  situs  of  debt.     O.     Chic.  1898. 
See  also:  Assets       Fraudulent  conveyances 

Deceit 

Leading  articles:    doctrine  of  the  scienter.     3  Pa.  L.  Ser.  65 

fraudvdent  prospectuses.     30  Ir.  L.  T.  209,  219 

law  rel.   to.     21  Law  S.  Jour.  97 

liability  for  negligent  language — ^review  of  Deny  v.  Peek.     14  Harv. 
L.  R.  184 
See  also  Fraud 

Deeds 

Devlin,  R.  T.     Treatise  on.     Ed.  2.     3V.  O.     San  Fran.  1897. 

Smith,  Sir  W.  C.     Observations  on  the  proof  of.     (see  his  Law  tracts,  v.  i) 

Leading  articles:    delivery  on  death  of  grantor.     33  Am.  L.  Reg.  (n.  s.)  141 

of  a  testamentary  character.     35  Chic.  L.  N.  172 

violation  of  restrictions.     50  Cent.  L.  J.  384 
See  also:    Boundaries       Covenants       Registration     Titles  to  land 

Defamation.    See  Libel  and  slander 
Defenses.     See  Actions  and  defenses 
Delaware,  Law  of 

Smith,  J.  E.     Law  of   private  companies,  with]  notes. ^0.     Phil.  1899. 

Delaware:  Reports 
Delaware — Court  of  Chancery.     Reports,     v.  6-7,  O.     Rochester  1895-99. 

V.6  by  W.  SauUbury 
V.7  by  J.  L.  Wolcott 

Houston,  J.  W.     Court  of  Appeals,     v.  7-9,  O.     Dover  1894-95. 
Marvel,  D.  T,     Reports  (various  cts.)     v.  1-2,  O.     Wash.  Del.  1898-99. 
PennewiU,  J.     Various  cts.     v.  1-3,  O.     Wilmington  1899-1903. 

Delaware:  Reports,  Digests  of 

Ridgely,  H.  jr.     To  1893.     O.     Dover  1894. 

Denmark,  Law  of 
Denmark — ^Rigsdag.     Nuevas  leyes  y  c6digos,  1895-98.     (Colecdon  delas 

instit.  etc. — Complemento  v.  4,  6,  8,  10) 
Lehr,  E.     El^ents  de  droit  civil  scandinave.     O.     Par.  1901. 

Dentists 
Purrington,  W.  A.     Review  of  decisions  affecting.     O.     N.  Y.  1899. 

Theory  and  enforcement  of  dental  legislation.     O.     (N.  Y.  1901) 

(L.  P.  V.  191) 
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Leading  articles:    dentists  and  use  of  anesthetics.     loi  Law  T.  4 
See  <tlso  Medical  profession 

Descent 

See  also  Succession 

Dictionaries  of  law 

Bouvier,  J.     Law  dictionary;  new  ed.  (16)  by  F.  Rawle.     2 v.  Q.     Bost. 

1897. 
Brissonius,  B.     De  verborum  significatione;  seu,  Dictionarium  juridicum, 

cura  J.    G.    Heinecii   cum   praefatione  J.  H.  BoehmerL     P*.     Halae. 

Magd.  1743- 
Shumaker,  W.  A.  &  Longsdorf ,  G.  F.     Cyclopedic  dictionary  of  law,  with 

collection  of  legal  maxims.     O.     St  Paul  1901. 
Stroud,  F.    Judicial  dictionary  of  words  and  phrases  judicially  interpreted. 

Ed.  2.     3V.  Q.     Lond.  1903. 
Wharton,  J.  J.  S.     Law  lexicon;  ed.  10  by  J.  M.  Lely.     Q.     Lond.  1902. 
Leading  articles:    history  of.     28  Am.  L.  Rev.' 53 1 
See  also:    Encyclopedias  of  law       Maxims       Words  and  phrases 

Digests  and  indexes,  General 

See  also  particular  subjects  digested  or  indexed 

Diplomacy 

Archives  diplomatiques,  1893-1903.    v.  107-45,  O.     Par.  1893-1903. 

V.  X34,  aot  yet  pub. 

Directories  of  lawyers 

Algeria,     (see  Martindale's  Am.  L.  Direct.) 

Argentine  republic,     (see  Martindale's  Am.  L.  Direct.) 

Australasia,     (see  Law  list.) 

Austria-Hungary,     (see  Martindale's  Am.  L.  Direct.) 

Azores,     (see  Martindale's  Am.  L.  Direct.) 

Bahama  islands,     (see  Martindale's  Am.  L.  Direct.) 

Banks's  N.  Y.  state  lawyer's  diary  x'903,  1904.     av.  O.    Alb.  1903-04. 

Bechuanaland.     (see  Martindale's  Am.  L.  Direct.) 

Belgium,     (see  Martindale's  Am.  L.  Direct.) 

Bender,  M.  pub.  Bender's  lawyers  diary  and  directory  for  N.  Y.  189S- 
1902.     8v.  O.     Alb.  189S-1901. 

Bermuda,     (see  Martindale's  Am.  L.  Direct.) 

BoUyia.     (see  Martindale's  Am.  L.  Direct.) 

Brazil,     (see  Martindale's  Am.  L.  Direct.) 

British  colonies,     (see  Law  list) 

Canada — ^Provinceis.  (see:  Canadian  law  list  Hubbell's  legal  direc- 
tory Martindale's  Am.  L.  Direct.  Snow,  F.  L.  Legal  compen- 
dium) 

Canadian  law  list  1898;  ed.  by  H.  R.  Hardy.     O.     Toronto  1898. 

Cape  of  Good  Hope,  (see:  Martindale's  Am.  L.  Direct.  South  African 
legal  handbook) 

Celebes,     (see  Martindale's  Am.  L.  Direct.) 

Ceylon,     (see  Martindale's  Am.  L.  Direct.) 

ChilL     (see  Martindale's  Am.  L.  Direct.) 

China,     (see  Martindale's  Am.  L.  Direct.) 
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Cleveland,  E.  J.  Cleveland's  collection  agency  attorneys  directory  and 
lawyers  list,  1901-03.     2v.  Q.     Canton,  Pa.  1901-02. 

Cochin  China,     (see  Martindale's  Am.  L.  Direct.) 

Colombia,     {see  Martindale's  Am.  L.  Direct.) 

Colorado — Supreme  Court.     Roll  of  attorneys,  1861-1902.     (28  Col.  v) 

Costa  Rica,     {see  Martindale's  Am.  L.  Direct.) 

Cuba,     {see  Martindale's  Am.  L.  Direct.) 

Denmark,     {see  Martindale's  Am.  L.  Direct.) 

Ecuador,     {see  Martindale's  Am.  L.  Direct.) 

Egypt,     {see  Martindale's  Am.  L.  Direct.) 

Essex  county,  Massachusetts,  1770-1885.  {see  Northend,  W.  D.  Ad- 
dress. 1880.) 

In  X893  catalogue. 

Fiji  islands,     {see  Martindale's  Am.  L.  Direct.) 

Formosa,     {see  Martindale's  Am.  L.  Direct.) 

France,     {see  Martindale's  Am.  L.  Direct.) 

Germany,     {see  Martindale's  Am.  L.  Direct.) 

Gould,  W.  R.     Gould's  lawyers  diary,  1869.     S.     N.  Y.  1869 

Greece,     {see  Martind^e's  Am.  L.  Direct.) 

Guatemala,     {see  Martindale's  Am.  L.  Direct.) 

Guiana,     {see  Martindale's  Am.  L.  Direct.) 

Hawaiian  islands,     {see  Martindale's  Am.  L.  Direct.) 

Hayti.     {see  Martindale's  Am.  L.  Direct.) 

Honduras,     {see  Martindale's  Am.  L.  Direct./ 

Hubbell,  J.  H.  Legal  directory  for  U.  S.  and  Canada,  1894-1904.  izv.  0. 
N.Y.  1893-1903. 

Illinois — ^Judiciary  dept     Directory  of,  to  June  1901.     (94  111.  App.  iii) 

Dec.  1901.     (97  111.  App.  iii) 

Feb.  1902.     (98  111.  App.  iii) 

Aug.  1902.     (102  111.  App.  iii) 

Jan.  1903.     (103  111.  App.  iii) 

India,     {see  Martindale's  Am.  L.  Direct.) 

Inner  temple.  Masters  of  the  bench,  1450-1883  and  masters  of  the  tem- 
ple, 1 540-1883.     O.     Lond.  1883. 

Ireland,  Incorporated  Law  Society.  Calendar  and  law  directory,  1894-95. 
2V.  D      Dub.  1894-95. 

Italy,     {see  Martindale's  Am.  L.  Direct.) 

Japan,     {see  Martindale's  Am.  L.  Direct.) 

Java,     {see  Martindale's  Am.  L.  Direct.) 

Law  list  (England  and  Wales),  for  1894-1903,     lov.  D.     Lond.  1 894-1903. 

1804-09  ^y  J-  S.  Purcell 

1900-3  by  E.  Cleave  ^ 

Liberia,     {see  Martindale's  Am.  L.  Direct.) 

Madagascar,     {see  Martindale's  Am.  L.  Direct.) 

Madeira,     {see  Martindale's  Am.  L.  Direct.) 

Malta,     {see  Martindale's^^Am.  L.  Direct.) 

Martindale,  J.  B.     American  law  directory,  1892-97,  1901-2,  1904.    9V.  0. 

Chic.  1892-1904. 
Martinique,     {see  Martindale's  Am.  L.  Direct.) 
Mauritius,     {see  Martindale's  Am.  L.  Direct.) 
Mercantile  adjtistei  and  lawyer  and  credit  man;  Nov.   x899-Oct.  1903. 

I2V.  O.     N  Y.  1899-1903. 
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MeziGO.     {s€€  Martindale's  Am.  L.  Direct.) 

Montaiuu    Judicial  districts,  1902.     (25  Mont,  vii) 

Mozambique,     {see  Martindale's  Am.  L.  Direct.) 

HataL  (see:  Martindale's  Am.  L.  Direct.  South  African  legal  hand- 
book) 

Hetherlands.     {see  Martindale's  Am.  L.  Direct.) 

Hew  Caledonia,     {see  Martindale's  Am.  L.  Direct.) 

Hew  Hampshire.  List  of  lawyers  1894.  {see  Bell,  C.  H.  Bench  and 
barofN.  H.     1894) 

Hew  South  Wales,     {see  Martindale's  Am.  L.  Direct.) 

Hew  South  Wales  law  almanac,  1898,  1901,  1903.  3V.  S.  Sydney  1898- 
1903. 

Hew  York — Court  of  Appeals.  Certified  copy  of  official  register  of  attor- 
neys of  the  state.     F.     Alb.  1899. 

Hew  York  state  legal  directory,  1895-96.     O.     Rochester  1895. 

Hew  Zealand,     {see  Martindale's  Am.  L.  Direct.) 

Hicaragua.     {see  Martindale's  Am.  L.  Direct.) 

Horway.     {see  Martindale's  Am.  L.  Direct.) 

Orange  Free  State,  {see:  Martindale's  Am.  L.  Direct.  South  African 
legal  handbook) 

Oregon.     Roll  of  attorneys,  1896-1903.     (42  Ore.  629) 

Paraguay,     {see  Martindale's  Am.  L.  Direct.) 

Peru,     {see  Martindale's  Am.  L.  Direct.) 

Philippine  islands,     {see  Martindale's  Am.  L.  Direct.) 

Porto  Rico,     {see  Martindale's  Am.  L.  Direct.) 

Portugal,     {see  Martindale's  Am.  L.  Direct.) 

Queensland,     {see  Martindale's  Am.  L.  Direct.) 

Rhodesia,     {see  South  African  legal  handbook) 

Russia,     {see  Martindale's  Am.  L.  Direct.) 

Rutland  county,  Vermont,  bar.  Statistics,  with  biographic  notices  and 
Kst  of  county  officers,  1 781-1847 ;  comp.  by  C.  L.  Williams.  O.  Bran- 
don 1847.     (L.  P.  V.  186) 

St  Pierre  and  Miquelon.     {see  Martindale's  Am.  L.  Direct.) 

Samoa,     {see  Martindale's  Am.  L.  Direct.) 

San  Salvador,     {see  Martindale's  Am.  L.  Direct.) 

Santo  Domingo,     {see  Martindale's  Am.  L.  Direct.) 

Scottish  law  list,  1894-1903.     lov.  S.     Edin.  1894-1903. 

Servia.     {see  Martindale's  Am.  L.  Direct.) 

Siam.     {see  Martindale's  Am.  L.  Direct.) 

Siberia,     {see  Martindale's  Am.  L.  Direct.) 

Sierra  Leone,     {see  Martindale's  Am.  L.  Direct.) 

Snow,  F.  L.  Legal  compendium  (of  Canada)  and  diary,  1899.  Q  Mont- 
real (1899). 

^uth  Africa,  {see:  Law  list  Martindale's  Am.  L.  Direct.  South  African 
legal  handbook) 

South  African^Republic.  {see:  Martindale's  Am.  L.  Direct.  South 
African  legal  handbook) 

South  Australia,     {see  Martindale's  Am.  L.  Direct.) 

Spain.     (5#0'^Martindale's  Am.  L.  Direct.) 

Somatnu     {see  Martindale's  Am.  L.  Direct.) 

Sweden.  ^  {see  Martindale's  Am.  L.  Direct.) 
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Switzerland,     (see  Martindale's  Am.  L.  Direct.) 

Syria,     (see  Martindale's  Am.  L.  Direct.) 

Tasmania,     (sfe  Martindale's  Am.  L.  Direct.) 

Transvaal,     (see  South  African  legal  handbook) 

Tunis,     (see  Martindale's  Am.  L.  Direct.) 

Turkey  and  dominions,     (see  Martindale's  Am.  L.  Direct.) 

United  States — ^Justice,  Dept  of.     Register.     Ed.  zo.    O.     Wash.  iSgS* 

Uruguay,     (see  Martindale's  Am.  L.  Direct.) 

Venezuela,     (see  Martindale's  Am.  L.  Direct.) 

Victoria,     (see  Martindale's  Am.  L.  Direct.) 

West  Indies,     (see  Martindale's  Am.  L.  Direct.) 

Directors 

Derry  v.  Peek;  prospectus  makers  and  the  public.     O.     Lond.  (1890). 
Hurrell,  H.  &  Hyde,  C.  G.     Law  of.     Ed.  3.     O.     Lond.  1896. 
Thompson,  S.  D.    Law  rel.  to.     (see  hts  Commentaries  on  corporations) 
Leading  articles:    duties  and  liability  of  bank  directors.     Z3YaleL.J. 

liability  of  directors  of  business  corporations  in  N.  Y.    4  Am.  Lawy. 
304 

Discourses.    See  Argtunents  etc. 

Discovery 

Sutherland,  T.  J.    Law  rel.  to  production  and  inspection  of  books,  etc 

in  pending  cases.     O.     Chic.  1895. 
Leading  articles:    law  rel.  to  in  Canada.     39  Ca.  L.  J.  76a 

law  rel.  to  in  Mass.     16  Harv.  L.  R.  xzo,  193 

Distribution.    See  Succession 
District  of  Columbia,  Law  of 

Bundy,  C.  S.    Justices  manual,  with  forms.     Ed.  9.    O.     Wash.  1896. 
United  States — Congress.    Code  of  law  for,  1901.    O.    Wash.  1901. 

(1902);  comp.  by  C.  Moore.    O.    Wash.  1902. 

Wheeler,  W.    Testamentary  law,  with  forms  of  prac.     O.     Wash.  189I. 

District  of  Columbia:  Reports 

District  of  Coltmibia — Court  of  Appeals.     Reports,    v.  z-az,0.     Balt& 

Wash.  1894-1903. 
By  C.  C.  Tucker 

District  of  Coltmibia — Supreme  Court     Reports,    v.  ai.O.     Bait.  1895. 

By  C.  C.  Tucker  &  W.  C.  Qephane 

Hayward,  J.  A.  &  Hazleton,  G.  C.     Circuit  Court,    v.  a,  O.     Wash.  189S. 

v.a,  1850-63 

District  of  Columbia:  Reports,  Digests  of 

Maupin,  C.  W.     Digest  to  1899.     Q.    Wash.  1900. 
Divorce.    See  Marriage  and  divorce 
Dogs 

Leading  articles:    joint  torts  by  separate  dogs.     4  Minn.  L.  J.  209 

law  rel.  to.     43  Cent.  L.  J.  459;  3  Scots  L.  T.  6x,  65,  81,  94,  xo8.  118. 

132,  154,  159,  16S, 175,  181 
shooting  dogs  when  trespassing.     67  J.  P.  579 
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Domestic  relations] 

I    I>wiglity  T.  W.     Commentaries  on  law  of  persons;  ed.  by  £.  F.  Dwight. 

O.     Bost.  1894. 
Syenleyy  W.  P.     Law  of.     Ed.  a.     O.     Lond.  1896. 
Rodgersy  W.  C.    Treatise  on.     O.     Chic.  1899. 
Schouler,  J.    Treatise  on.     Ed.  5.     O.     Bost.  1805. 
Leading  articles:    domestic  rel.  law  of  N.  Y.     53  Alb.  L.  J.  350,  382 
S€$  also:  Husband  and  wife        Infancy        Master  and  servant        Parent 

and  chil4 

Domicil 

Leading  articles:    law  rel.  to.     29  Ir.  L.  T.  zo7,  121 
See  also  Conflict  of  laws 

Dower 

Leading  articles:    how  successfully  avoided.     2  Univ.  L.  R.  73 
Sfainage.    See:  Sewers        Waters 
Druggists.    See  Medical  profession 
Dnsnkenness 

McAdam,  D.     Legal  and  medical  aspect  of.    O.     N.  Y.  1894. 
Leading  articles:    and  crime.     27  Law  Mag.  &  R.  144, 308 

Duress 

Chand,  H.     Principles  of  law  of  consent  including  duress.     Q.     Bombay 
1897.  '   *  9 

Leading  articles:    by  threats  of  crim.  prosecution.     52  Cent.  L.  J.  326 
law  rel.  to.     33  Am.  L.  Reg.  (n.  s.)  88$;  41  Cent.  L.  J.  118 

Duties.    See  Customs 
BAsements 

BsnkSy  G.    Treatise  on  law  of  support  for  land,  buildings  and  public 

works.     O.     Lond.  1894. 
Qmle,  C.  J.     Treatise  on;  ed.  7  by  G.  Cave.     Q.     Lond.  1899. 
Goddardy  J.  L.     Treatise  on.     Ed.  5.     O.     Lond.  1896. 
JoneSy  L.  A.     Treatise  on.     O.     N.  Y.  1898. 
Mlchelly  R.  B.     Law  of,  in  India.     Ed.  2.     O.     Madras  1898. 
Theobald,  H.  S.     Law  of  land.     O.     Lond.  1902. 
Waity  J.  C.     Law  rel.  to.     {see  his  Preliminary  operations  in  engineering. 

Z900) 
Leading  articles:    ancient  lights.     109  LawT.  557 

extinguishment  of.     20  Ca.  L.  T.  279 

implied  easements  of  light  and  air.     4  Yale  L.  J.  190 

lateral  support.     54  Cent.  L.  J.  483 

right  to  air.     102  Law  T.  433 

lights  of  way.     15  Ca.  L.  T.  269;  6  Law  Gaz.  260,  277,  293,  324 

support  by  water.     64  J.  P.  Si;  107  Law  T.  468 

Ecclesiastical  law 

8niithy  T.  £.    Summary  of  law  and  prac.     Ed.  4.     O.     Lond.  1895. 
See  also:    Canon  law        Pews        Religious  corporations 
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Ecuador,  Law  of 

Ecuador — Congress.     Ley  de  aduanas,  1899.     O.     Qtaito  1899. 

Nuevas  leyes  y  c6digos,  1898.     (Colecdon  de  las  insUt.  etc.^ 

Complemento  v.  9) 

Education 

McMurrich,  W.  B.  &  Roberts,  H.  N.     School  law  of  Ontario,  with  notes. 

O.     Toronto  1894. 
Organ,  T.  A.     Law  rel.  to  schools  and  teachers.     D.     Leeds  (1900). 
Owen,  Sir  H.     Elementary  education  acts,  1 870-1901  with  notes.     Ed.  19. 

O.     Lond.  1902. 
Leading   articles:    compulsory   education   outside   the   province   of   law. 
65  Alb.  L.J.  171 

schoolmaster's  birch.     12  Green  B.  249 

visitors  of  colleges  and  schools  and  their  jurisd.     15  Ca.  L.  T.  173 

Egypt,  Law  of 

Adda,  B.  &  Ghalioungui,  £.  D.  trans.  (Le)  Wakf;  ou,  Immobilisation 
d'apr^s  les  principes  du  rite  Hanafite.     O.     Alexandrie  1893. 

Egypt — Khedive.  Egyptian  codes.  D.  Lond.  1892.  (in  Egypt — Court 
of  Appeal.     General  rules  of  ct.     1892) 

Nuevas  leyes  y  c6digos,   1896.     (Coleccion  de  las  instit.  etc. — 

Complemento  v.  6.) 

Ejectment 

Williams,  J.  H.  &  Yates,  W.  B.     Law  of.     O.     Lond.  1894. 
See  also:    Actions  and  defenses         Titles  to  land 

Election 

Leading  articles:    equitable  doctrine  of.     38  Cent.  L.  J.  24 

Elections,  American 

Jewett,  F.  G.  comp.     Manual  for  election  officers  and  voters  in  N.  Y.    0. 
Alb.  1894. 

Alb.  189S. 
Alb.  1896. 
Alb.  1897. 
Alb.  1899. 
Alb.  1902. 
McCrary,  G.  W.     Treatise  on;  ed.  4  by  H.  L.  McCune.     O.     Chic.  1897. 
New  York — ^Assembly.     Cases  of  contested  elections,  1 777-1899;  by  A.  E. 

Baxter.     O.     N.  Y.  1899. 
New  York — Legislature.     Code  of  election  laws  (1894-98);  Banks  &  Bros. 

ed.     5v.  O.     Alb.  1894-98. 
United    States — House    of   Representatives.    Contested    elections     1789- 

1901;  by  C.  H.  Rowell.     O.     Wash.  1901. 
United  States — Senate.     Contested  elections   1 789-1893;  by  G.   8.  Taft; 

ed.  2  by  G.  P.  Furber.     O.     Wash.  1893. 
Leading  articles:    primary  election  laws,     i  Mich.  L.  Rev.  466 
See  also:     Australian  ballot  system        Presidential  elections        Suffrage 
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Elections,  British 

Rogers,  F.  N.     Law  and  prac;  pt  3,  municipal  and  other  elections  and 
petitions;  ed.  17  by  S.  H.  Day.     O.     Lond.  1894. 

Elective  franchise.     See  Suffrage 

Electric  lighting 

Michael,  W.  H.  &  Will,  J.  S.     Law  rel.  to  gas  and  electric  lighting  (in 

England) ;  ed.  4  by  J.  S.  Will.     O.     Lond.  1894. 
Will,  J.  S.     Law  rel.  to.     O.     Lond.  1898. 

Ed.  2.     Q.     Lond.  1900. 

See  also  Electricity 

Electric  railways.    See  Electricity 
Electric  wires 

Keasbey,  E.  Q.     Law  of  electric  wires.     Ed.  2  rev.     O.     Chic.  1900. 
See  also  Electricity 

Electricity 
American  electric  cases;  ed.  by  W.  W.  Morrill,    v.  1-7,  O.    Alb.  1894- 

1902. 
Barnard,  W.  V.  R.     Electric  law  of  N.  Y.     O.     N.  Y.  1895. 
Brice,  S.     Law  rel.  to  tramways  and  light  railways;  ed.  2  by  author  and 

B.  J.  Leverson.     O.     Lond.  1902. 
Croswell,  S.  G.    Treatise  on  law  rel.  to.     O.     Bost.  1895. 
Joyce,  J.  A.  &  H.  C.     Treatise  on  electric  law.     O.     N.  Y.  1900. 
Leading  articles:    liability  for  escape  of.     i  N.  Y.  L.  Rev.  S6;  2  Northw. 

L.  R.  99 

Elementary  law,  American.    See  American  law 
Elevated  railwajrs.    See  Street  railways 
Elevators 

Webb,  J.  A.     Law  of  passenger  and  freight  elevators.     O.     St  L.  1896. 
Leading  articles:    law  rel.  to.     4  Northw.  L.  R.  255 

Eminent  domain 

Browne,  J.  H.  B.  &  Allan,  C.  £.     Law  of  compensation.     O.     Lond.  1896. 
Jepson,  A.     Lands  clauses  acts;  ed.  2  by  J.  M.  Lightwood.     O.     Lond. 

Z900. 
Lewis,  J.     Treatise  on  law  of,  in  U.  S.     Ed.  2.     2v.  O.     Chic.  1900. 
Lloyd,  £.     Law  of  compensation;  ed.  6  by  W.  J.   Brooks.     O.     Lond. 

1895. 
Marks,  J.     Addresses  in  constitutional  convention,  N.  Y.  1894,  on  trial 

by  jury  in  cases  of  property  taken  for  public  use.     O.     N.  Y.  1894. 

(L.  P.  V.  145) 
Randolph,  C.  F.     Law  of,  in  U.  S.     O.     Bost.  1894. 
Leading  articles:    exigencies  of.     65  Alb.  L.  J.  176,  229 

power  to  divert  an  interstate  river.     8  Harv.  L.  R.  138 

taking  corporate  shares.     5  Yale  L.  J.  205 

Employers.    See:  Factories         Master  and  servant        Negligence 
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Employers  liability  acts.    See  Master  and  servant 

Encyclopedias  of  law 
American  and  English  encyclopedia  of  law;  ed.  by  C.  P.  WilHains.    v.  24- 

31,0.     Northport  N.  Y.  1894-96. 
Ed.  2  ed.  by  D.  S.  Garland  et  al.     v.  1-25.  Q.     Northport  N.  Y» 

1896-1903. 
Cyclopedia  of  law  and  procedure;  ed.  by  W.  Mack  and  H.  P.  Nash«    y. 

i-io,  Q.     N.  Y.  1901-4. 
Encyclopedia  of  pleading  and  prac;  ed.  by  W.  M.  McKinney.     23V.  0. 

Northport  N.  Y.  1895-1902. 

V.23,  index 

Encyclopedia  of  laws  of  England,  ed.  byA,  W.  Renton.     13V.  O.  &  Q. 

(v.  1-2,  O)     Lend.  1897-1903. 
Green's  encyclopedia  of  law  of  Scotland;  ed.  by  J.  Chisholm.     Z3V.  Q. 

Edin.  1896— 1900. 

England,  Law  of 

Blackstone,  Sir  W.  Commentaries  on  laws  of  England,  with  notes  selected 
by  W.  D.  Lewis.     4  v.  Q.     Phil.  1897. 

Student's    Blackstone;  ed.  12    by    R.    M.   N.    Kerr.     D.     Lond. 

1896. 

Bracton,  H.  de  &  Azo.    See  Maitland,  F,  W.  ed. 

Encyclopediajof  laws  of  England;  ed.  by  A.  W.  Renton.  Z3V.  O.  &Q. 
(v.  1-2  O)     Lond.  1 89 7-1 903. 

Great  Britain — ^Parliament.  Code  maritime;  trad,  et  annot.  par  H. 
Fromageot.     O.     Par.  1896. 

Home,  A.  anon.  Mirror  of  justices;  ed.  by  W.  J.  Whittaker.  Q. 
Lond.  1895.     (Selden  Society,  v.  7) 

Maitland,  F.  W.  ed.  Select  passages  from  works  of  Bracton  and  Aso. 
Q.     Lond.  1895.     (Selden  Society,  v.  8) 

Select  pleas,  Starrs  and  other  records  fr.  the  rolls  of  the  exchequer  of  tiie 
Jews,  A.  D.  1220-84;  ed.  by  J.  M.  Rigg.  Q.  Lond.  1902.  (Selden 
Society,  v.  15) 

Stephen,  H.  J.  New  commentaries  on;  ed.  14  by  E.  Jenks.  4V.  0. 
Lond.  1903. 

See  also:    Anglo-Saxon  law         Colonial  law  Common  law  Con- 

stitutional history  Constitutional  law,  British  Courts  His* 
tory  of  law  Judicial  systems  Leading  cases  London,  Law 
of  j  Maxims  Parliament  Practice  Revenue  laws  of  Gtett 
Britain       Statute  law 

England:  Reports 

Acton,  T.  H.     (in  English  rep.  reprint,     v.  12.     Privy  Council) 

Ambler,  C.     (in  English  rep.  reprint,     v.  27.     Chancery) 

Atkyns,  J.  T.     (in  English  rep.  reprint,     v.  26.     Chancery) 

Bamardiston,  T.     (in  English  rep.  reprint,    v.  27.     Chancery) 

Bell,  S.  S.    Scotch  appeals  in  House  of  Lords,     (in  Scots  revised  rep. 

V.  8-9.     House  of  Lords) 
Bligh,  R.     (in  English  rep.  reprint,     v.  4-6.     House  of  Lords) 

(in  Scots  revised  rep.    v.  3.     House  of  Lords) 
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Brittol,  'RtigU«H.     Pleas  of  the  crown,  hundred  of  Swineshead  and  town- 
ship of  Bristol,  Z32z;  ed.  by  E.  J.  Watson.     Q.     Bristol  1902. 
Blown,  J.     (in  English  rep.  reprint,    v.  z-3.    House  of  Lords) 
Brown,  W.     (in  English  rep.  reprint,    v.  2S-29.     Chancery) 
Gary,  Sir  G.     (in  English  rep.  reprint,    v.  21.    Chancery) 
Cases  in  chancery,     (in  English  rep.  reprint,    v.  22.    Chancery) 

temp.  Talbot,     (in  English  rep.  reprint,    v.  25.     Chancery) 

Choyce  cases  in  chancery,     (in  English  rep.  reprint,    v.  21.     Chancery) 
Clark,  C.  &  Finnelly,  W.     (in  English  rep.  reprint,    v.  6-8.     House  of 

Lords) 
Colles,  R.     (in  English  rep.  reprint,    v.  i.     House  of  Lords) 
Commercial  cases,    v.  1-7,  O.    Lond.  1896-190 2. 

V.  x-a  by  T.  Mathew 

V.  3-6  by  P.  O.  Robinaon  &  R.  H.  Balloch 

V.7  by  J.  E.  Aldotts 

Cooper,  G.     (in  English^rep.  reprint,    v.  3$.     Chancery) 

County  courts  and  bankruptcy  cases;  new  ser.    v.  21-25,  Q.     Lond.  1894- 

Z902. 
Cox,  E.  W.    Criminal  law  cases;  by  R.  C.  Glen.     v.  17-19,0.     Lond. 

Z89S-1902. 
— ^—  Joint  stock  companies  cases.     Q.     Lond.  1849. 

Magistrates'  cases,    v.  16-20,  Q.     Lond.  1895-1903. 

Cox,  S.  C.     (in  English  rep.  reprint,    v.  29-30.     Chancery) 

Davies,  T.     Laws  rel.  to  bankrupts  (with  many  rep.  of  cases  not  else- 
where pub.)     F.     Lond.  1744. 
Day,  S.  H.    Election  cases,  1892-93.    O.    Lond.  1894. 
Dickens,  J.     (in  English  rep.  reprint,     v.  21.     Chancery) 
Dow,  P.     (in  English  rep.  reprint,    v.  3.     House  of  Lords) 

(in  Scots  revised  rep.    v.  3.     House  of  Lords) 

Dow,  p.  &  Clark,  C.     (in  English  rep.  reprint,     v.  6.     House  of  Lords) 
Bden,  R.  H.     (in  English  rep.  reprint,    v.  28.     Chancery) 
Bn^^ish  rep.  reprint,    v.  1-34,  Q.     Lond.  1900-3. 

v.i-cx  Hotise  of  Lords 
v.ia-ao  Privy  Council 
v.flXo34  Chancery 

Equity  cases  abridged,     (in  English  rep.  reprint,     v.  21-22.    Chancery) 

Falconer,  T.     Decisions  in  cotmty  cts.  in  cir.  30.     O.     Usk  1870. 

Finch,  Sir  H.     (in  English  rep.  reprint,    v.  23.     Chancery) 

Fox,  J.  S.  &  Smith,  C.  L.     Registration  cases,    v.  z,  O.     Lond.  1895. 

Freeman,  R.     (in  English  rep.  reprint,    v.  22.    Chancery) 

Gilbert,  J.    baron,     (in  English  rep.  reprint,    v.  25.     Chancery) 

Great  Britain  election  petitions;  judgments  of  election  petitions,  1869-74. 

2V.  F.     (Lond.  1869-74) 
Griffin,  R.     Patent  cases,  Z887.     O.     Lond.  z888. 
House   of  Lords   cases,     (in  English  rep.   reprint,     v.  9-iz.     House  of 

Lords) 
Income  tax  cases,    v.  z-23,  in  zv.  O.    Lond.  Z875-8Z. 
Jurist;  or,    Law   and    equity   rep.    for    Z839;  Amer.  ed.     2 v.  O.    N.  Y. 

Z839. 
Kelyng,  W.     (in  English  rep.  reprint,    v.  25.     Chancery) 
Knapp,  J.  W.     (in  English  rep.  reprint,     v.  z2.     Privy  Coimcil) 
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Law  journal  reports;  all  the  cts.,  new  ser.     v.  63-72,  in  30V.  O.     Lond. 
1894-1903. 

v.63-64  by  J.  G.  Witt  &  P.  H.  Colt 
v.65-72  by  J.  Mews 

I«aw  reports.     Appeal  cases  before  House  of  Lords  and  Privy  Council, 
1894-1903.     lov.  O.     Lond.  1894-1903. 

1894  by  A.  p.  Stone 

1895-1003  by  Sir  P.  Pollock  &  A.  P.  Stone 

Chancery  division,  1894-1903.     19V.  O.     Lond.  1894-1903. 

1894  by  G.  W.  Hemming 

1895-1903  by  Sir  F.  Pollock  &  A.  P.  Stone 

Indian  appeals,  before  Privy  Council,     v.  21-30,  O.     Lond.  1894- 


1903- 

v.ai-aa  by  H.  Cowell 

V. 33-30  by  Sir  P.  Pollock  &  A.  P.  Stone 

;  digest  of  v.  1-20,  comp.  by  H.  Cowell.     O.    Lond.  1894. 


King's  Bench  division,  1901-3.     6v.  O.     Lond.  1901-3. 

By  Sir  P.  Pollock  &  A.  P.  Stone 

Probate  division,  1894-1903.     lov.  O.     Lond.  1894-1903. 


1894  by  A.  P.  Stone 

1 895-1903  by  Sir  P.  Pollock  &  A.  P.  Stone 

Queen's  Bench  division,  1894-1900.      14V.  O.     Lond.  1894-1900. 

1894  by  A.  P.  Stone 

X895-X900  by  Sir  F.  Pollock  &  A.  P.  Stone 

CotU.  as  King's  Bench  division 

Law  times  reports;  all  the  cts.,  new  ser.     v.  69-88,  Q.     Lond.  1894-1903. 
Maclean,  C.  H.  &  Robinson,  G.     (in  English  rep.  reprini;.    v.  9.     House 
of  Lords) 

(in  Scots  revised  rep.     v.  7.     House  of  Lords) 

Macqueen,  J.  F.     {in  Scots  revised  rep.     v.  9-10.     House  of  Lords) 
Magisterial  cases,  reprinted  from  '*  Justice  of  the  peace."    v.  1-7,  O. 

Lond.  1897— 1902. 
V.  1-3  by  S.  G.  Lushington 
V.  4-7  by  C.  E.  Allan 

Manson,  E.     Cases  in  bankruptcy,     v.  1-9,  O.     Lond.  1 894-1 902. 
,  Maritime  law  cases,  tiew  ser.     v.  7-8,  Q.     Lond.  1 896-1 900. 

Ed.  by  J.  P.  &  B.  Aspinall 

Mathew,  T.     ed.    See  Commercial  cases,  v.  1-2 

Merivale,  J.  H.     (in  English  rep.  reprint,     v.  3  5-3 6.     Chancery) 

Moore,  E.  F.     (in  English  rep.  reprint,     v.  12-20.     Privy  Council) 

Morrell,  C.  F.     Bankruptcy  cases,     v.  9-10,  O.     Lond.  1893-94. 

Mosely,  W.     (in  English  rep.  reprint,     v.  25.     Chancery) 

Nelson,  W.     (in  English  rep.  reprint,     v.  21.     Chancery) 

Paton,  T.  S.     (in  Scots  revised  rep.     v.  1-2.     House  of  Lords) 

Peere  Williams,  W.     (in  English  rep.  reprint,     v.  24.     Chancery) 

Pratt,  F.  T.     Selection  of  unrep.  cases  in  admiralty,  1740-50.     {see  kis 

Law  of  contraband.     1861) 
Precedents  in  chancery,     (in  English  rep.  reprint,     v.  24.     Chancery) 
Railway  and  canal  traffic  cases;  by  J.  H.  B.  Browne  and  W.  H.  Mac- 

namara.     v.  7-1 1,  O.     Lond.  1891-1903. 
(The)  reports;  all  the  cts.;  ed.  by  J.  Mews.     15V.  O.     Lond.  1894-95. 
Reports  in  chancery,     (in  English  rep.  reprint,     v.  21.     Chancery) 
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Reports  of  patent  cases;  ed.   by  J.   Cutler,    v.  zi-20,  Q.     Lend.  1864- 

X903. 
Revised  reports;  a  repub.  of  cases  of  practical  utility  fr.  1875.     v.  12-62, 

O.     Lond.  1893-1P03. 

V.  12-54  by  Sir  P.  Pollock,  O.  A.  Saunders  &  R.  Campbell 
v.5s-6a  by  Sir  P.  Pollock,  O.  A.  Saunders  &  A.  B.  Cane 

Index  to  V.  1-15.     O.     Lond.  1894. 

V.  1-40.     O.     Lond.  1900. 

Rickards,  A.  G.  &  Saunders,  R.  C.     Locus  standi  rep. ;  ct.  of  referees  on 

private  bills  in  Parliament,  1890-94.     O.     Lond.  1892-95. 
Ridgeway,  W.     {in  English  rep.  reprint,     v.  27.     Chancery) 
Robertson,  D.     (in  Scots  revised  rep.     v.  i.     House  of  Lords) 
Robinson,  G.     (in  Scots  revised  rep.     v.  7.     House  of  Lords) 
Saunders,  R.  C.  &  Austin,  E.     Locus  standi  rep. ;  ct.  of  referees  on  private 

bills  in  Parliament,  1895-99.     O.     Lond.  1900. 
Scots  revised  reports;  House  of  Lords  series.     lov.  Q.     Edin.  1898-1900. 
Select  cases  in  Chancery,  1364-1471;  ed.  by  W.  P.  Baildon.     Q.     Lond. 

1896.     (Selden  Society,  v.  10) 
Select  cases  in  Ct.  of  Requests,  1497-1569;  ed.  by  I.  S.  Leadam.     Q. 

Lond.  1898.     (Selden  Society,  v.  12) 
Select  cases  temp.  King,     (in  English  rep.  reprint,     v.  25.     Chancery) 
Select  pleas  in  Ct.  of  Admiralty;  ed.  by  R.  G.  Marsden.     2v.  Q.      Lond. 

1894-97.     (Selden  Society,  v.  6,  11) 
v.x  1300x404,  1527-45 
v.a  i547-i6oa 

Select  pleas  of  the  forest,  1209-1334;  ed.  by  G.  J.  Turner.     Q.     Lond. 

1901.     (Selden  Society,  v.  13) 
Select  pleas,  Starrs  and  other  records  from  the  rolls  of  the  exchequer  of  the 

Jews,  A.  D.   1220-84;  ed..   by  J.   M.  Rigg.     Q.     Lond.  1902.     (Selden 

Society,  v.  15) 
Shaw,  P.     (in  Scots  revised  rep.     v.  4.     House  of  Lords) 
Shaw,  P.  &  Maclean,  C.  H.     (in  Scots  revised  rep.     v.6-7.      House  of 

Lords) 
Shower,  Sir  B.     (in  English  rep.  reprint,     v.  i.     House  of  Lords) 
Somersetshire  pleas  (civil  and  crim.)  1200-57;  ed.  by  C.  E.  H.  Chadwyck- 

Healey.     O.     (Lond.)  1897. 
Times  law  reports;  all  the  cts.    v.  10-19,  Q.     Lond.  1 894-1903. 

V.X0-X6  by  A.  Russell 
V.17-19  by  W.  P.  Barry 

Tothill,  W.     (in  English  rep.  reprint,     v.  21.     Chancery) 

Vernon,  T.     (in  English  rep.  reprint,     v.  23.     Chancery) 
Vesey,  F.  jr.     (in  English  rep.  reprint,     v.  30-34.     Chancery) 

Supplement,     (in  English  rep.  reprint,     v.  34.     Chancery) 

Vesey,  F.  sr.     (in  English  rep.  reprint,     v.  27-28.     Chancery) 

Belt's  supplement,     (in  English  rep.  reprint,     v.  28.     Chancery) 

Vesey,  F.  &  Beames,  J.     (in  English  rep.  reprint,     v.  35.     Chancery) 

Weekly  notes:    pt  i,  containing  notes  of  cases  heard  and  determined 

1894-1903.     lov.  sq.  O.     Lond.  1894-1903. 
X805-X903  by  Sir  P.  Pollock 

Weekly  reporter;  all  the  cts.    v.  42-5 ii  Q.     Lond.  1 894-1903. 

By  M.  J.  Blake 
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We8t|  M.  J.     {in  English  rep.  reprint,    v.  9.     House  of  Lords) 

{in  English  rep.  reprint,     v.  25.     Chancery) 

Wilson,  J.  &  Shaw,  P.  {in  Scots  revised  rep.  v.  4-6.  House  of  Lords) 
WoUaston,  G.  W.  t  Court  of  Claims  cases  and  evidence:  cont.  a  full  xep. 
1^  of  all^cases  (on  the  coronation  of  King  Edward  7)  argued  before  the  ct. 
'1^  with  petitions  and  judgments.  O.  Lond.  (1903) 
Yearbooks,  z6-i8  Edward  ni;  ed.  and  trans,  by  L.  O.  Pike.  4V.  Q, 
189 6-1903. 

England:  Reports,  Digests  of 

Law  reports.     Digest  of  cases  (1891-95),  by  A.  Pulling.    O.     Lond.  1896. 

(1891-1900);  by  M.  White.    O.     Lond.  1901. 

Mews,  J.    All  the  courts,  annual,  1893-96,  1898-2902.    9V.  O.     Lond. 

2894-1903. 
Digest  of  English  case  law  to  2897.      26y.  Q.    Lond.  2898. 

Equitable  conversion 

Leading  articles:    law  rel.  to.     33  Am.  L.  Reg.  (n.  s.)  49 

Equity 

Bispluun,  G.  T.    Principles  of.    Ed.  6.     O.    N.  Y.  2902. 
Eaton,  J.  W.     Handbook  of  equity  jurisp.    O.    St  Paul  2902. 
Georgetown  University — ^Law,  School  of.    Jurisdictional  rules  and  mairimi 

in,  by  S.  Shepard.     O.     (Wash.)  n.  d.     (L.  P.  v.  272) 
Indermaur,  J.    Manual  of.    "Ed.  3.    O.     Lond.  2894. 
Thomson,  A.    Compendium  of  modem  equity.    O.     Lond.  2899. 
Leading  articles:    equity  jtirisd.     20  Harv.  L.  R.  72 

surplus  income  of  a  limatic.     8  Harv.  L.  R.  472 
See  also:    Adnunistration  of  estates        Creditors'  'bSSlsl      Cy-prte 

Election         tsquitaule  conversion        Fraud  Mistaku  Pleading 

in  civil  actions    Practice    Specific  performance 

Erie  Railway 

Barlow,  F.C.     Facts  for  Mr  D.  D.  Field.     O.     Alb.  2872.     (Tr.  v.  222) 

Essajrs,  Collections  of.    See  Law  tracts 
Estates 

Thomas,  £.  B.     Law  of  estates  created  by  will.     2 v.  O.     N.  Y.  2898. 
Leading  articles:    incidents  of  ownership,  how  far  restricted  at  the  will 

of  the  creator.     39  Am.  L.  Reg.  (n.  s.)  257 
See  also:    Dower       Remainders 

Estoppel 

Ewart,  J.  S.     Exposition  of  principles  of  estoppel  by  2nisrepresentatioxi. 

O.     Chic.  1900. 
Leading  articles:    as  affecting  title.     24  Ca.  L.  T.  121 

as  applied  to  married  women.     39  Cent.  L.  J.  182 

by  misrepresentation.     35  Am.  L.  Rev.  707 
See  also  Res  judicata 


» 
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Bologies.    See  Biography 
Bvidence 

Alibotty  A.     Brief  on  modes  of  proving  facts  in  civil  or  crim.  cases.     Ed.  2 
enl.     O.     Rochester  1901. 

Rules  of  evidence  on  trial  of  civil  actions;  ed.  2  by  J.  J.  Crawford. 

O.     N.  Y.  1900. 

Select  cases,  with  notes.     O.     N.  Y.  1895. 


Best,  W.  M.     Principles  of  the  law  of;  ed.  9  by  J.  M.  Lely.     O.     Lond. 

1902. 
Bnulner,  G.  W.     Rules  of  evidence  by  common  law.    O.    Chic.  1895. 
Browne,  L    Short  studies  in.     O.    N.  Y.  1897. 
Cowen,  E.  &  Hill,  N.  jr.     Notes  to  Phillipps's  treatise  on.      4V.  O.     N.  Y. 

1839. 
Antbon'  intexleaved  copy  with  ma.  notes 

Field,  C.  D.     Law  of,  in  British  India.     Ed.  5.     O.     Calcutta  1894. 
Oillett,  J.  H.     Treatise  on  law  of  indirect  and  collateral  evidence.    O. 

Indianapolis  1897. 
Greenleaf,  S.    Treajttse  on;  rev.   ed.   by   W.    D.   Lewis.      3V.  O.     Phil. 

1896. 
ed.  16  by  J.  H.   Wigmore  &  E.  A.   Harriman.      3V.  O. 

Bo8t.  1899. 
Hume-Williams,  W.  E.  &  Macklin,  A.  R.     Taking  of  evidence  on  com- 

miseion.    O.    Lond.  1895. 
Jones,  B.  W.     Law  of,  in  civil  cases.      3V.  T.     San  Fran.  1896. 
BUngrford,  R.  £.     Manual  of,  in  civil  cases.     Ed.  2.     D.    Toronto  1897. 
LangeUer,  F.     De  la  preuve  en  matidre  civile  et  commerciale.     O.     Mont- 
real 1895. 
miler,  E.  H.     Evidence  as  to  physical  condition  in  negligence  cases.     Q. 

Phil.  1894.     (i  Pa.  L.  Ser.  135) 
Pliipson,  S.  L.    Law  of.    Ed.  3.    O.     Lond.  1902. 
Powell,  E.    Principles  and  prac.  of  the  law  of;  ed.  7  by  J.  Cutler  and 

C.  F.  Cagney.     O.     Lond.  1898. 
JtnsMll,  I.  F.     Philosophy  of  m3rth;  or,  The  difficulties  in  the  way  of 

proof.    O.     N.  Y.  1898.     (L.  P.  v.  171) 
Stephen,  Sir  J.  F.     Digest  of  law  of;  fr.  English  ed.  of  1899,  ^^h  Amer. 

and  N.  Y.  notes  by  G.  E.  Beers.    O.     Hartford  1902. 

ed.  3  fr.  English  ed.  6  by  W.  Reynolds.     D.     Chic.  1896. 

Taylor,  J.  P.    Treatise  on  law  of ;  ed.  9  by  G.  Pitt-Lewis.      2 v.  O.    Lond. 

X895. 
Thayer,  J.  B,    Preliminary  treatise  on  evidence  at  common  law.      2V.  O. 
Bost.  1896-98. 

v.i    Development  of  trial  by  jvucy 
v.a    Other  preliminary  topics 

Underhill,  H.  C.    Treatise  on  law  of  crim.  evidence.     O.     Indianapolis 
1898. 

Treatise  on  law  of.    O.    Chic.  1894. 

Wills,  W.     Theory  and  prac.  of  law  of.     O.     Lond.  1894. 
Leading  arUcles:    admission  of  testimony   taken  on   former   trial.     43 
Cent.  L.  J.  52 
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against  prisoners  of  previous  misdeeds.     39  Cent.  L.  J.  486 ;  67  J.  P.  63 

books  of  account.     42  Cent.  L.  J.  302 

degree  of  proof  where  crime  is  charged  in  civil  action.     47  Cent.  L.  J. 

482 
demurrer  to^evidence.     44  Cent.  L.  J.  $09 

evidence  in  Roman  law.     18  Law  Mag.  &  R.  183 ;  19  id.  64,  979 ;  20  id.  73 
experiments.     34  Am.  L.  Rev.  28 

extrinsic  evidence  in  case  of  written  instruments.     28  Am.  L.  Rev.  321 
history  of  law  of.     1 1  Jurid.  Rev.  i 
illegally  obtained.     60  Alb.  L.  J.  204;  42  Cent.  L.  J.  392 
is  what  a  jury  sees  on  a  view,  evidence?     45  Cent.  L.  J.  51 
N.  Y.  code  of  evidence  proposed  in  1889,  with  notes.     4  Brief  P.  D.  P. 

380 
opinions  by  nonexperts.     47  Cent.  L.J.  2x3 
physical  condition  in  negligence  cases,     i  Pa.  L.  Ser.  135 
price  paid  for  similar  land  in  vicinity.     56  Cent.  L.  J.  45 
reasonable  doubt.     18  Crim.  L.  M.  149 
state  rules  in  federal  cts.     60  Alb.  L.  277 
statements  made  by  accused  persons.     67  J.  P.  325 
telephone  communictioans.     4  Northw.  L.  R.  305 
■  testimony  of  like  effects  from  same  cause.     38  Cent.  L.  J.  535 
what  is  a  book  of  original  entry?     22  N.  J.  Law  J.  zo6 
written  entries,  when  admissible.     21  N.J.  Law  J.  263 
See  also:    Blood  stains       Circumstantial  evidence       Ccmfessions       Dis- 
covery.     Experts        Handwriting        Parol  evidence         Photogn^ihft 
Presumptions  Privileged    communications         Res  gestae        Wit- 

nesses       Practice:  New  York 

Examination.    See  Witnesses 

Excise  law 

Gumming,  R.  C.  &  Gilbert,  F.  B.     Excise  and  hotel  laws  (of  N.  Y.  1896) 

with  notes  and  forms.     O.     Alb.  1896. 

Ed.  3.     O.     Alb.  1897. 

Encyclopedia  of  state  laws  governing  sale  of  liquor;  also,  fancy  mixed 

drinks  and  how  to  mix  them;  comp.  by  Wilson  Pub.  Co.     Q.      Cleveland 

1903- 
Liquor  laws  of  (various  states),  with  articles  on  liquor  traffic;  comp.  by 

Tuttle  Co.     O.     Rutland  1902-3. 

New  York-Legislature.     Liquor  tax  law  of  N.  Y.  (i  899-1 903)  annot.  by 
W.  E.  Schenck.     4V.  O.     (Alb.)  1 899-1903. 

Patterson,  J.     Intoxicating  liquor  licensing  acts,  with  notes.     Ed.  10.    D. 
Lond.  1894. 

Ed.  15  by  W.  W.  Mackenzie.     D.     Lond.  1903. 

Thomann,  G.     Colonial  liquor  laws.     O.     N.  Y.  1887. 

Leading  articles:  bona  fide  traveler.     34  Ir.  L.  T.  473 
civil  damage  law.     44  Cent.  L.  J.  363 
gifts  and  sales  of  liquor.     38  Am.  L.  Reg.  (n.  s.)  17 
is  alcohol  an  intoxicating  liquor?     57  Cent.  L.  J.  3x0 
regulation  of  liquor  traffic  in  Canada.     32  Ca.  L.  J.  430 
selling  liquor  at  clubs.     59  J.  P.  529;  i  Pa.  L.  Ser.  347 
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Bancations 

VkBeman,  A.  C.     Treatise  on.     Ed.  3.     3V.  O.     San  Fran.  1900. 
MfttfaeTy  P.  E.     Compendium  of  sheriff  law,  specially  in  rel.  to  writs  of 
execution.     O.     Lond.  1894. 

Ed.  2.     O.     Lond.  1903. 

See  also  Judicial  sales 

Bzttcutive  oMcers.    See  Public  of&ces  and  officers 

Executors  and  administrators  • 

Browney  W.  H.     Law  of  decedents'  estates  in  Penn.     2 v.  O.     Phil.  1897. 
Goddphin,  J.     (The)  orphans'  legacy;  or,  A  testamentary  abridgment, 

Ed.  3.     O.     Lond.  1685. 
SOy  F.  T.    Care  of  estates.     D.     N.  Y.  1901. 
XcCleUan,  R.  H.     Executor's  guide;  ed.  5  rev.  by  R.  C.  Cumming.     D. 

N.  Y.  1902. 
Schooler,  J.    Treatise  on.     Ed.  3.     O.     Bost.  1901. 
Walker^  W.  6.    Compendium  of  law  rel.  to;  ed.  3  by  E.  J.  Elgood. 

Lond.  1897. 
'Williams,  Sir  E.  V.    Treatise  on;  Amer.  ed.  7  by  J.  F.  Randolph  and  W, 

Taloott.     3V.  O.    Jersey  City  1895. 
Woemer,  J.  G.    Treatise  on  Amer.  law  of  administration.     Ed.  2.      2 v. 
O.     Bost.  1899. 

Wood,  F.     Law  and  prac.  of  administration.     O.     Lond.  1894. 
Leading  articles:    executors  of  deceased  traders.     105  Law  T.  25,  124 

getting  in  testator's  property,     zoi  LawT.  480 
See  also:    Probate,  Court  of       Surrogates 

Expansion,  Territorial 

Kandolph,  C.  F.     Insular  cases.     O.     (N.  Y.  1901)     (L.  P.  v.  187) 
— —  Law   and   policy   of   annexation,   with   special   reference   to  the 
Philippines.     O.     N.  Y.  1901. 

Notes  on  law  of.     O.     N.  Y.  (1900). 


Webster,  S.    Two  treaties  of  Paris  and  the  Sup.  Ct.     D.     N.  Y.  1901. 
Leading  articles:  annexation  and  constitutional  law.     13  Harv.  L.  R.  371 

insular  decisions  of  Dec.   1901.     2  Coltmib.  L.  R.  79 

powers  of  Congress.     5  Am.  Lawy.  307 

status  of  inhabitants  of  ceded  territories.     14  Harv.  L.  R.  262 

status  of  our  new  territories.     12  Harv.  L.  R.  365,  393,  464;  13  id.  155 
See  also  Constitutional  law,  American 

Sxpatriation 

Leading  articles;  right  of  American  citizen  to  expatriate.     37  Am.  L.  Rev. 
191 

Experts 

Lawion,  J.  D.      Law  of  export  and  opinion  evidence.      Ed.  2.     O.     Chic. 

Z900. 
Leading  Articles:  chemical  experts.     42  Cent.  L.J.  323 

medical  experts.     42  Cent.  L  J. 444;  iz  Med.  Leg.  J.  47,  113.  305 

opinion  as  to  idsurance  risk    2  Columb.  L.  R.  67 
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proposed  changes  in  law  of  expert  testimony.  32  Am.  L.  Rev.  851;  11 
Harv.  L.  R.  169;  59  Leg.  Int.  473,  476,  485;  2  Md.  L.  Rev.  63;  3  Pa. 
L.  Ser.  33 

testimony  of.     37  Am.  L.  Reg.  (n.  s.)  735;  43  Cent.  L.  J.  321 ;  x  Ccdumb. 
L.  R.  180;  30  Ir.  L.  T.  169,  199 
See  also  Handwriting 

Express  companies.    See  Carriers 
Exterritoriality 

Leading  articles:  juridical  position  of  foreign  sovereigns  and  ambasaadofi 
in  England.     20  Law  Mag.  &  R.  43 

Extradition 

Clarke  I  Sir  £.     Treatise  on;  ed.  4  by  author  and  E.  P.  Clarke.     O.     Lood. 

1903. 
New  Hampshire — Governor.    Rules  of  prac.  in,  (1889).     O.     Manchefter 

1889.     (L.  P.  V.  178) 
Leading  articles:  interstate  extradition  of  federal  prisoners.  65  Alb.  L.  J.  5 

right  to  try  for  another  crime.     28  Am.  L.  Rev.  568 

Wegener  case.     17  Chic.  L.  J.  (W.)  143 
Illustrative  cases:    Lynchehaun,  J.     Indianapolis  1903. 

Extraterritorial  crime.    See  Exterritoriality 
Factories 

Austin,  E.     Factory  and  workshop  acts,  1878-95.     O.     Lend.  1895. 
Bowstead,  W.     Law  rel.  to  factories  and  workshops,  as  amended,  1901. 

O.     Lond.  1 901. 

Factors  and  brokers 

Hart,  H.     Law  rel.  to  auctioneers,  house  agents,  etc.     £d.  a.     O.     Lond. 

1903. 
Leading  articles:  mining  and  real  estate  brokers,     i  Leg.  Adv.  (Denv.)  i, 
87, 210 

real  estate  brokers.     iS  Chic.  L.  J.  587 
See  also:     Stockbrokers         Stock  exchange 

Facts.  See  also  Juries 
Fairs  and  markets 

Pease,  J.  G.  &  Chitty,  H.     Treatise  on  law  of.     O.     Lond.     1899. 
Farm  titles.    See  Titles toland 
Fees 

Bain,  D.     Compendium  of  costs,  fees  etc.  in  N.  Y.     O.     N.  Y.  1897. 
United  States — Congress.     Digest  of  laws  and  decisions  rel.  to  compensft- 
tion  of  officials  of  U.  S.  cts;  ed.  by  R.  M.  Cousar.      O.     Waah.  1895. 
Leading  articles:  concerning  fees.     2  Kan.  City  B.  Month.  4a 

Fences.    See  Boundaries 
Fisheries.    See  Game  laws 
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Fixtures 

Leading  arHcUs:  as  between  mortgagor  and  mortgagee.     40  Cent.  L.  J.  342 
law  rel.  to.     102  Law.  T.  215 
tapestries.     35  Ir.  L.  T.  99 

Flats.    See  Tenement  houses 

Florida:  Reports 

Florida — Supreme  Court.  Reports,  v.  32-43,  O.  Tallahassee  &  DeLand 
1894-1903. 

v.32-4a  by  W.  B.  Lamar 
V.43  by  J.  B.  Whitfield 

Florida:  Reports,  Digests  of 

Choate,  C.  A.    v.  2  (1889-97).    Q.     St  L.  1898. 
Footpaths.    See  Highways 
Forcible  entry  and  detainer 

Cunningham,  W.  B.     Law  of,  in  Illinois.     Ed.  2.     O.     Chic.  1895. 

Foreclosure 

Hunter,  A.  T.  Practical  treatise  on,  with  notes  and  forms  and  mortgage 
laws  of  Ontario.    O.    Toronto  1899. 

Kerr,  J.  M.  Treatise  on.  {see  Wiltsie,  C.  H.  Treatise  on  law  and  prac 
of  foreclosure,  v.  2.     1897) 

Wiltsie,  C.  H.  Treatise  on,  v.  2,  with  a  supplement  and  additional  chap- 
ters on  mortgage  redemption  by  J.  M.  Kerr.     O.     Rochester  1897. 

See  also  Mortgages  of  real  property 

Foreign  attachment.    See  Attachment 
Foreign  corporations 

Leading  articles:  in  province  of  Quebec.     35  Am.  L.  Rev.  402 
See  also:    Conflict  of  laws        Corporations 

Forensic  eloquence 

Besson,  P.     Essai  sur  T^loquence  judiciaire  au  z8e  siMe.     O.     Besan9on 

1880.     (L.  P.  V.  158) 
Devin,  G.     Eloquence  judiciaire  k  Rome.     O.     Par.  1876.     (L.  P.  v.  147) 
Gr^vy,  F.  P.  J.     De  T^oquence.    O.    Par.  1870.     (L.  P.  v.  167) 
Lombard,  M.     Eloquence  judiciaire  en  France.    O.    Rennes  1883.     (L.  P. 

V.  147) 
Morillot,  A.    Eloquence  judiciaire  ^  Athdnes.    O.     Par.  1874.     (L.  P.  v. 

147) 

(L) 'Eloquence  judiciaire  en  France  au  i6e  sidcle.     O.     Douai  1879. 

(L.  P.  V.  i6i) 

Neveu-Lemaire,  De  T^loquence  du  barreau  fran9ais.     O.     Rouen 

1879.     (L.  P.  V.  167) 

Nidas-Gaillard,  L.  Des  origines  de  I'^loquence  judiciaire  en  dehors  du 
barreau.    O.    Caen  1866.     (L.  P.  v.  159) 

Rowland,  D.  Political  and  parliamentary  orators  and  oratory  in  Missis- 
sippi.    O.     Harrisburg  (1901).     (L.  P.  v.  193) 

Veeder,  V.  V.  ed.  Legal  masterpieces;  specimens  of  argumentation  by 
eminent  lawyers.     2v.  O.     St  Paul  1903. 
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Leading  articles:  court  room  oratory.     60  Alb.  L.  J.  324 
forensic  oratory  at  Athens,     zo  Cape  L.  J.  365;  zz  id.  z,  8z 
how  to  acquire,  etc.     18  Law  S.  Jour.  zz6,  Z38,  z66,  183,  ao7,  39a,  84z; 
19  id.  38,  53,  73 

Forensic  medicine.    See  Medical  jurisprudence 
Forests 

Select  pleas  of  the  foresti  1209-1334;  ed.  by  G.  J.  Turner.     Q.     Lond. 
190 1.     (Selden  Society,  v.  13) 

Forgery 

Ames,  D.  T.     Forgery,  its  detection,  with  numerous  causes  c^dbres.     il.  0. 

San  Fran.  (1899). 
Leading  articles:  fictitious  names.     30  Am.  L.  Rev.  500 

law  rel.  to.     8  Va.  L.  Reg.  79,  32Z 

microscope  and  camera  in  detection  of.     iz  LawS.  Help.  359 

use  of  rubber  stamp.     37  Am.  L.  Reg.  (n.  s.)  745 
See  also  Handwriting 

Formosa,  Law  of 

Okamatsu,  S.     comp.    Provisional   rep.   on  laws   and  customs   in.    Q. 
Kobe  (1900). 

Forms,  General 

Abbott,  B.  v.  &  A.    Clerks'  and  conveyanceia   assistant;  ed.  3  rev.  and 

enl.  by  C.  F.  Birdseye.     O.     N.  Y.  Z899. 
Butts,  I.  R.     Business  man's  law  library.     D.     Bost.  Z858. 
Business  man's  law  library  and  practical  assistant,  with  forms.  D. 

Bost.  i860. 
Clerk's  magazine;  cont.  necessary  and  useful    forms.     £d.  4.     S.    Alb. 

1813. 
Giauque,  F.     Manual  for  notaries  public,  etc.  for  each  state  and  territory, 

with  forms.     Ed.  3.     O.     Cin.  1897. 
McCall,  H.  S.     Clerk's  assistant;  ed.  5  by  W.  H.  Silvemail.     O.     N.Y. 

1898. 

ed.  6  by  H.  B.  Bradbury.     O.     N.  Y.  Z903. 

Multer,  J.  J.     Farmers  law  book  and  town  officers  guide.     Ed.  3.    D. 

Alb.  1852. 
See  also:    Conveyancing         Pleading        Practice         Wills 

France,  Ancient  law  of 

Fauconneau-Dufresne Assises  du  royaume  de  Jerusalem ;  discoms. 

O.  Colmar  1869.     (L.  P.  v.  160) 
Houard,  D.    Traits  sur  les  cout<^mes  anglo-normandes.      4V.  Q.     Rouen 

1776. 
Lindenbrog^us,  F.     Codex  legum  antiquarum.     F.     Francof.  Z6Z3. 

France,  Modem  law  of 

Aimales  de  droit  commercial  et  industriel  frangais,  Stranger  et  intematioiisl. 

V.  Z5-16,  O.     Par.  Z901-2. 
Aubry,  C.  M.  B.  A.  &  Rau,  C.  F.    Cours  de  droit  civil  frangais;  ed.  5  par 

G.  Rau  et  C.   Falcimaigne.     v.  1-4,  O.     Par.  i897~z903. 
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Cordler Condition  de  I'^tranger  en  Prance.    O.    Caen  1887.    (L.  P. 

V.  1 59) 
Coze,  H.  C.    Manual  of  Prench  law  and  commercial  information.     D. 

Par.  1902. 
DegommieTi  R.     (Les)  enqu^tes  parlementaires.     O.     Par.  1899 
]>tmartkl|  H.    Du  jtiry  d'accusation.     O.     Besan^on    1879.     (^<   ^«   ▼• 

JS8) 
Dconolombey  C.    Traits  du  divorce,  suivi  du  commentaire  de  la  loi  du  6 

f^vrier  z893»  rel.  k  la  s^aration  de  corps,  par  P.  Grevin.     O.     Par. 

(1896) 
Vnact — Corpfl  l^gisktif.     Lois  annot.,  par  C.   L.  Jessionesse  et  al;  ser. 

11-12,  1891-1900.     av.  Q.     Par.  1896-1900. 
Oolimndy  L.    Treatise  on   Prench  conmierdal  law.     Ed.  2.     O.     Lond. 

Z898. 
Oferiny  P.    ed.    See  Demolombe,  C.    Traits  du  divorce 
Kelly,  £.     Prench  law  of  marriage;  ed.  2  by  O.  £.  Bodington.     O.     Lond. 

'189S. 
PUdsanty  A.     (Les)    Strangers   en    Prance.     O.     Rouen  1890.     (L.  P.  v. 

167) 

Codes 

CooUmy  H.     (Le)  divorce  par  consentement  mutuel,  suivi  d'un  projet 

de  loL     D.     Par.  1902. 
IMloz,  E.    et  al.     Codes  annot^;  code  des  lois  politiques  et  administra- 

tives  annot.     5v.  Q.     Par.  1887-98. 

▼.4  not  yet  pub. 

Frmnce — Corps  l^gislatif.     Codes  fran^ais;  e^.  50  par  L.  Tripier    et    H. 
Monnier.     S.     Par.  1900. 

Constitucion^  c6digos   y  leyes,    1888.     (Coleccion   de  las  instit. 

polit.  y  jurid.  v.  4,  5) 

French  civil  code,  Mar.  15,  1895;   trans,  and  ed.  by  H.  Cachard. 

O.     Lond.  1895 

Nuevas  leyes  y  c6digos,  1894-98.     (Coleccion  de  las  instit.     etc.— 


Complemento  v.  2,  4,  6,  8,  10) 
Gillardy  A.     (La)  constitution  de  la  h)rpoth^que  conventionelle     O.     Par. 

189Z. 
Ouilloiuardy  L.     De  la  vente  et  de  T^change.     Ed.  2.     O.     Par.  1890-91. 

Traits  du  code  civil,  art.  1583-707 

Des   contrats   al^atoires  et  du  mandat.     Ed.  2.     O.     Par.  1894. 

Traits  du  code  civil,  art.  1964-20x0 

Des  privileges  et  hypothdques.     Ed  2.      2V.  O.     Par.  1897. 


Traits  du  code,  civil,  art.  aoga-xjj 

Du  cautionnement  et  des  transactions.     Ed.  2.     O.     Par.   1895. 


Traits  du  code  civil,  art.  3011-58 

Du  contrat  de  louage.     Ed.  3.     2 v.  O.     Par.  1891. 


Txait^  du  code  civil,  art.  1708-831 

Du  contrat  de  manage.     Ed.  3.     4V.  O.     Par.  1894-96. 


Traits  du  code  civil,  art.  1387-581 

Du  contrat  de  soci^t^.     Ed.  2.     O.     Par.  1892. 


Txait^  du  code  civil,  art.  1833-73 

Du   nantissement   et   du   droit   de   retention.     Ed.  2.     O.     Pai 


1896. 

Tkmit^  du  oode'<Hvil.  art.  3071-91 
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Du  prfit,  du  d^pot,  et  du  s^questre.     Ed.  2.     O.     Par.  1893, 

Traits  du  code  civil,  art.  1874-963 

Lagu^rie,  V.  de.     Napol^n  dans  le  code  civil.    O.    Limoges  (1864).    (L.  P. 

V.  162) 
Saint  Genis,  V.  de.     (L)'hypothdque  judiciaire  en  Prance,  compar^e  auz 
institutions  qui  la  remplacent  dans  les  diff^rentes  legislations  tovngires. 
O.     Fontainebleau  1881. 
.    Troplong,  R.  T.     (Le)  droit  civil  expliqu^,  suivant  I'ordre  des  articles  du 
code : 
De  la  contrainte  par  corps,  commentaire  de  la  loi  du  15  d^.  rS48.    0. 

Par.  1850. 
Des  donations  entre-vifs  et  des  testaments   (art.  893-1  zoo).     4V.  0. 

Par.  1855. 
Des  privileges  et  hypotheques,  commentaire  de  la  loi  du  33  mars  1855. 
O.     Par.  1856. 
Leading  articles:  law  of  the  family.     14  Jurid.  Rev.  281 

revision  of  crim.  proc.     11  Jurid.  Rev.  26 
See  also:    History  of  law        Judicial  systems        Practice 

France:  Reports 

Repertoire   de   legislation  et  de  jurisp   forestieres.     v.   19-22.  in  2v.  0. 

Par.  1893-96. 
Sirey,  J.  B.    Recueil  general  des  lois  et  des  arrdts,  1893-1902.      xov.  Q. 

Par.  1894-1902. 

Fraud 

Kerr,  W.  W.     Treatise  oti  law  of;  ed.  3  by  S.  E.  Williams.     O.     Loud. 

1902. 
Pollock,  Sir  F.     Law  of,  in  British  India.     O.     Calcutta  1894.     (Tagore 

law  lectures,  1894) 
Leading  articles:  concealment  or  silence.     3  Couns.  230 

constructive  fraud.     24  Law  S.  Jour.  172 

misrepresentation  of  facts  contained  in  records.     49  Cent.  L.  J.  245 
See  also:    Deceit         Fraudulent  conveyances        Statute  of  frauds 

Frauds,  Statute  of.    See  Statute  of  frauds 

Fraudulent  conveyances 

Bump,  O.  F.     Treatise  on;  ed.  4  by  J.  McI.  Gray.     O.     Wash.  1896. 
Hunt,  A.  J.     Law  rel.  to;  ed.  2  by  W.  C.  Prance.     O.     Lond.  1897. 
Wait,    F.  S.    Treatise  on.     Ed.  3.     O.     N.  Y.  1897. 

French  bar 

Allou,  E.     Du  r61e  de  Tavocat.     O.     Par.  1867.     (L.  P.  v.  152) 

Cartier  Etude  sur  Tordre  des  avocats.      O.      Par.   1894.     (L.  P. 

V.  155) 

(L)'ordre  des  avocats  et  ses  b^tonniers.     O.     Par.  1893.    (L.  P. 

V.  155) 

Du  Bait (Le)  barreau,  'ses  traditions       O.     Par.   1891.      (L.  P. 

V.  154) 

Du  barreau  et  de  sa  solidarite.     O.     Par.  1892.     (L.  P.  v.  iS4) 

Favre,  J.     (Le)  barreau.     O.     Par.  i860.     (L.  P  v.  152) 
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Forcade  La  Roquette,  J.  L.  V.  A.  de.     Barreau  sous  Louis  14.     O      Par. 

1845.     (L.  P.  V.  168) 
Foucqueteau (Les)  avocats  en  France  et  k  I'^tranger.     O.     Orleans 

1879.     (L.  P.  V.  164) 
Lacan,  A.  J.  B.     (Le)  bitonnat.     O.     Par.  1872.     (L.  P.  v.  168) 
LatouTy  R.     (La)  plaidoirie  devant  les  tribunaux  et  1  'ordre  des  avocats.     O. 

Orleans  1890.     (L.  P.  v.  164) 
Neveu-Lemaire  De  I'^oquence  du  barreau  fran9ais.     O.     Rouen 

1879.     (L.  P.  V.  167) 
Leading  articles:  bar  ,of  France.     3  Jurid.  Rev.  223,  331 

Paris  cts.,  lawyers  and  customs.     6  Am.  Lawy.  331 ;  6  Law  S.  Help.  320 

French  spoliations 

Leading  articles:  theory  of  the  awards.     8  Yale  L.  J.  403 

Fribourgy  Law  of 

Fribourg — Conseil  cantonal.     Constitucion,  c6digos  y  leyes,  ii92.     (Colec- 
cion  de  las  instit.  polit.  y  jurid.  v.  8) 

Friendly  societies 

Brabrook,  E.  W.     Law  of.     Ed.  13.     D.     Lond.  1897. 

Game  laws 

Austin,  H.     American  game  and  fish  laws.     Ed.  5.     D.     Bost.     1898. 
Book  of  the  game  laws,  U.  S.  and  Canada,  v.  z,  Oct.  1890— July  1891.    O. 

N.  Y.  1890-91. 
Demay,  £.     Recueil  des  lois  sur  la  chasse  en  Europe  et  dans  les  principaux 

pays  d'Am^rique,  d'Afrique  et  d'Asie.     O.     Par.  1894. 
Everitt,  N.     Shots  fr.  a  lawyer's  gun  (on  English  game  laws).     Ed.  2. 

il.  O.     Lond.  1903. 
Moore,  S.  A.  &  H.  S.     History  and  law  of  fisheries.     O.     Lond.  1903. 
United  States — ^Agriculture,  Dept  of.    Digest  of  game  laws  (of  the  several 

states)  for  1901;  by  T.  S.  Palmer  and  H.  W.  Olds.     O.     Wash.  190 1. 
Legislation  for  protection  of  birds  other  than  game  birds;  by 

T.  S.  Palmer.     O.     Wash.  1900. 
United   States   and   Canada   game   laws,    zgox.    Ed.  6.    S.     Bridgeport 

Conn.  1901. 
Warry,  G.  T.    Game  laws  of  England,  with  statutes  rel.  to  game.     O. 

Lond.  1896. 
Leading  articles:  game  as  a  commodity  of  commerce.     63  Alb.  L.  J.  383 
See  also  Forests 


Thomas,  J.  L.     Law  of  lotteries,  frauds  and  obscenity  in  the  mails.     O. 

St  L.  1903. 
Yates,  J.  B.  &  Mclnt3rre,  A.     Objections  to  passage  of  "An  act  to  regulate 

the  sale  of  lottery  tickets."     O.     Alb.  1827.     (L.  P.  v.  170) 
Leading  articles:  gift  enterprises.     37  Am.  L.  Reg.  (n.  s.)  217 ;  40  Cent.  L  .J. 

363 
is  "bookmaking"  legal?     40  Sol.  J.  697,  713 

lottery  bonds  in  France.     9  Harv.  L.  R.  386 

C^*   /i/cn    Piiorilism 
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Gamishment.    See  Attachment 
Gas  and  water  supply 

Donahue,  D.  D.    Treatise  on  (law  rel.  to)  petroleum  and  gases.    O. 

Bloomington  111.  1902. 
Michael,  W.  H.  &  Will,  J.  S.     Law  rel.  to ;  ed.  4  by  J.  S.  Will.     O.     Load. 

1894. 
Thornton,  W.  W.    Law  rel.  to  oil  and  gas.    O.    Cin.  1904. 
See  also  Natural  gas 

General    works.    See:    Actions    and    defenses        American    law 
Dictionaries  of  law       Encyclopedias  of  law       England,  Law  of 

Georgia,  Law  of 

Dutcher,  S.    Expressions  construed  by  cts.  of  Ga.    O.    Atlanta  1899. 
Thomas,  H.  W.    Digest  of  railroad  laws  of  Ga.    O.    Atlanta  1895. 

Georgia:  Reports 

Georgia — Supreme  Court.     Reports,    v.  91-1x6, 0.    Atlanta   1894-1905. 

V.  01-97  by  H.  C.  Pecplcs  &  G.  W.  Stevens 
V.  98-1x6  by  G.  W.  Stevens  &  J.  M.  Graham 

Georgia:  Reports,  Digests  of 

Van  Epps,  H.  &  Akin,  J.  W.     Analytical  index-digest  of  rep.  v.  x-ioo, 
also  table  of  all  cases.     3V.  O.    Nashville  1899. 

Germany,  Law  of 

Code,  Civil 

Abhandlungen  zum  Privatrecht  und  civil  Prozesz  des  deutschen   Reichs; 
hrsg.  von  O.  Fischer,     v.  1-9,  O.    Jena  1896-190.^. 

V.  9,  pt  4  bound  separately 

ConUnts: 

V.  X  pt  I  Heymann.  E.  GrundzOjse  des  gesetzlichen  Verwandten-erbrechts 
a  Dans,  E.  Avudegung  der  Rechtsgesch&fte 

3  SchifTner    L.    Pflichtteil.    Erbenausgleichung   und    die   sonstigen   gesetzlichen 

Verm&chtnisse 

4  Gierke,  O.     Bedeutung  des  Palimiszbesitzes 

5  Priedenthal,  F.  Einwendung  und  Einrede 

V.  a,  nt  I  Schwind,  E.  v.    Wesen  und  Inhalt  des  Pfandrechtes 

a  Isay,  H.     WiUenserkl&rung  im  Thatbestande  des  Rechtsgesch&fts 

3  Lennhard.  R.     Erbschaftsbesitz 

4  Ehrlich,  E.     Zwingendes  und  nichtzwingendes  Recht 

V.  3.  pt  X  Habicht,  H.     Einwrirkung  des  B.  G.  B.  auf  zuvor  entstandene  Rechtsverhiltnisse 
V.  4.  pt  f  Schiffncr,  L.     Erbvertrag 

a  Emerich.  H.     Kaiif-  und  Werklieferungsvertrag 

3  Schott,  R.     Armcnrecht  der  deutschen  Civilprozeszordnung 

4lRiczler,  E.     Werkvertrag 
V.  5.  pt  I  HcUwig.  K.     Anspruch  und  Klagrecht 

a  Siber.  H.     Das  gesetzliche  Pfandrecht  des  Vermieters.  des  Verpdchters  und  des 
Gastvirts 
V.  6,  pt  X  Isay,  H.    Gesch4ftafahrung 

a  Wolff,  M.    Bau  auf  fremden  Boden  insbesondere  der  Grenzuberbau 
V.  7,  pt'x  Kleineidam,  P.     Unmdjiichkeit  und  Unvermdgen 

J  Kisch,  W.  Wirkungeu  der  nachtr&glich  eintretenden  Unmdglichkeit  der  ErfOl 
lung'bei  gegenseitigen  Vertr&gen 

3"Knoke,  P.     Recht  der  Gesellschaft 
V.  8.  ptix  Jacobi.  E.    Wertpapiere 

a  Bierxnann.  J.  Widerspruch  und  Vormerkung 

3  Dierschke,  A.    Vorlegung  von  Sachen  zur  Besichtigung 
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▼.  9.  pt  I  BrOckxnann,     A.Rechte  des  GeschAtsfahrers  ohne  Auftrag.^ugleich  ein  Beitrag 
sur  Lehre  vom  Begriff  der  auftnigloaen  Geschftftsbesorgung 
a  Hedemann,  J.  W.     Vergleichsirrtum 

3  Schloszmann,  S.     Irrtum  Aber  wesentliche  Bigenschaften  der  Person  and  der 

Sache,  stagleich  ein  Beitrag  sur  Theorie  der  Gesetsauslegung 

4  Klingmiiller,  P.  Schtildversprechen  und  Schuldanerkenntnia 

Abraham,  H.    Geltendmachung  der  Aufrechnung  und  anderer  Eingrifis- 

rechte  in  der  Vollstreckiuigsinstanz.     O.     Ber.  (1902). 
Albers,  A.     Abgrenzung  von  Kauf ,  Werkvertrag  und  Auftrag  bei  Her- 

stellung  und  Lieferung  einer  Sache  nach  gemeinem  tmd  b^iigerlichem 

Rechte.     O.     Hamburg  1900. 
Bertram,  F.     Rechtliche  Wirkungen  der  Hinterlegimg  der   geschuldeten 

Sache  durch  den  Schuldner  nach  gemeinem  Civilrecht  und  dem  B.  G. 

B.  O.     Wiesbaden  1901. 
Cohn,  F.     Schuldenhaftung  des  nicht  rechtsfflhigen  Vereins  unter  BeHick- 

sichtigimg  seines  rechtlichen  Charakters  nach  gemeinem  Recht  tmd 

B.  G.  B.     O.     Ber.  1900. 
Feustel,  C.    Anspruch  aus  §1007  des  B.  G.  B.  verglichen  mit  den  Klag- 

gebilden  des  fr^heren  Rechts.     O.     Rudolstadt  1900. 
Fitting,  H.     Rechtliche  Natur  der  Anteile  der  Miterben  nach   B.  G.  B. 

mit   Berucksichtigung  des   gemeinem   und   preussischen   Rechts.     O. 

Inowrazlaw  1901. 
Geier,  K.     Begriff  der  Einrede  nach  B.  G.  B.      O.      Altenburg   190 1. 
Germany — ^Reichstag.     (Das)   b^rgerliche  Gesetzbuch,   nebst  dem    Ein- 

fCUirungsgesetz.     Ed.  11.     O.     Ber.  1900. 

Code  civil  et  loi  d 'introduction;  trad,  et  annot.  par  R.  de  La 

Grasserie.     O.     Par.  1897, 

Projet  de  code  civil;  trad,  par  R.  de  La  Grasserie.     O.     Par. 


189^. 
Gierke,    J.     Versicherungsforderung  bei  Verausserung  der  versicherten 

Sache  nebst  Anhang.     O.     Ber.  1898. 
Giese,  W.     Besitzrechtsschutz  im  B.  G.  B.  und  actio  in  rem  Publiciana. 

O.     Ber.  (1901). 
Golde,  M.     Bestandteile  und  Zubeh6r  nach  dem  B.  G.  B.  und  seinem 

Nebengesetzen.     O.     KOstritz  1901. 
Hagen,  W.  von.     (Die)  sogenannte  culpa  in  concreto  nach  B.  G.  B.     O. 

Ber.  190 1. 
Hagenauer,  R.     Hinterlegung  als  Erf^limgssurrogat  nach  B.  G.  B.  tmd 

code  civil.     O.     Strassburg  1901. 
Haver,  W.    Gattungsschuld.     O.     Ber.  (1900). 
Hirschberg,  H.     Miturheberrecht.     O.     Ber.  1901. 
Hirschfeld,  H.     Pfandrecht  des  Vermieters  an  den  eingebrachten  Sachen 

des  Mieters  nach  gemeinem  Recht  und  B.  G.  B.     O.     Ber.  1900. 
Hollander,  G.     Haftung  des  Verkaufers  beim  Erstreiten  eines  beschrankten 

dinglichen  Rechts  oder  Besitzanspruches  an  der  Katifsache  durch  einen 

Dritten.     O.     Ber.  1900. 
Kantorowicz,    M.     Lehre  von  der  Untermiethe  nach  gemeinem  Recht  und 

nach  dem  B.  G.  B.     O.     Ber.  (1900). 
Knuth,  A.     Ueber  die  sogenannte  Chikane  nach  gemeinem  Recht  und 

B.  G.  B.     O.     Kttnigsbergi.  Pr.  1900. 
Kroger,  G.     Haftung  der  juristischen  Personen  aus  unerlaubten  Hand* 

Itingen  nach  gemeinem  Recht  und  B.  G.  B.     O.     Ber.  1900. 
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Letzynsky,  £.    Abstrakte  Natur  der  Bevollmachtigung;  one  Studie  sum 

B.  G.  B.  unter  BeHicksichtigimg  des  gemeinem  Rechts.     O.     Jena  190 1. 
Leyy,  M.     Naturalis  obligatio  in  B.  G.  B.     O.    Jena  1901. 
Lttthardt,  M.     Gnmdlagen  der  Haftpflicht  aus  §823  B.  G.  B.     O.     Saal- 

feld  a.  S.  1900. 
Matthias,  M.     Rechtswirkungen  der  clausula  rebus  sic  stantibus  und  der 

Voraussetzung  rebus  sic  stantibus  im  Reichscivilrechte.    O.     Mersebuxg 

1902. 
M^iller,  H.     Hemmung  der  Anspruchsverjahrung  nach  §202  B.  G.  B.    O. 

Eisenach  190Z. 
IKisier,  H.     Klage  aus  dem  frWeren  Besitz  nach  dem  B.  G.  B.  f{ir  das 

deutsche  Reich  tmter  Beriicksichtigung  ihrer  historischen  Entwickelung. 

O.     Saalfeld  a.  S.  1900. 
Naese,  B.     Gestaltung  der  Wandelung  nach  §  467  B.  G.  B.  unter  kurzer 

Berilcksichtigung  der  Bestimmtmgen  des  rOmischen  Rechts  und  des 

preussischen  allgemeinem  Landrechts.     O.     Leipzig-Reudnitz  1900. 
Oppenheim,  B.     Begriif  und  Stellung  des  Besitzdieners.     O.     Coburg  1900. 
Paech,  F.     Bestandteil  und  Zubeh6r,  eine  Studie  zum  B.  G.  B.     O.     Ber. 

1900. 
Podewils,  K.     Anspruch  des  Gl&ubigers  auf  die  Vorteile  die  der  Schuldner 

aus  der  geschuldeten  Sache  gezogen  hat  oder  h&tte  ziehen  kOnnen 

(unter  Ber^cksichtigung  des  B.  G.   B.)     O.     Ber.   (1899). 

Gekrdnte  Preisschrift 

Vallentin,  B.     Draufgabe   des   gemeinem  Rechts,  die   Draufgabe  des  B. 

G.  B.;  ein  Beitrag  zur  Vergleichung  des  alten  und  des  neuen  Rechts. 

O.     Guben  1900. 
Weidemann,  W.     (Der)  mittelbare  Besitz  des  B.  G.  B.     O.     Ber.  (190a). 
Zersch,  W.     Wie  Unterscheiden  sich  im  Namen  eines  Dritten  geschlossene 

Vertrage  von  solchen  zu  Gimsten  eines  Dritten?     O.     Weimar  1901. 
Leading  articles:  history  of  German  civil  code.     41  Am.  L.  Reg.  (n.  s.)  68$ : 

42  id.  14;  33  Am.  L.  Rev.  396;  35  id.  190;  13  Harv.  L.  R.627 

Code,  criminal  procedure 
Gerland,  H.     Systematische  Stellung  des  Privatklageverfahrens  im  Straf- 

process.     O.     Stut.  190 1. 
Kann,  R.     Klagenmehrheit  bei  einem  Delikt,  pt  z.     O.     Ber.  (1901). 
Katzenstein,  R.     Straflosigkeit  der  actio  libera  in  causa.     O.    Ber.  1901. 
Perels,  L.     Strandungsdelikte  im  deutschen  Recht.     O.     Breslau  1898. 
Stem,  J.     Ueber  das  Verh&ltniss  zwischen  Nothigung  und  Erpressung. 

zugleich  als  Beitrag  zur  Lehre  von  der  Subsidiaritflt  der  Nothigung. 

O.     Ber.  1901. 
Straf rechtliche  Abhandlungen,  hisg.  von  H.  Bennecke  et  al.       v.  1-8,  0. 

Breslau  1896— 1902. 

Contents: 

V.  X.  pt    X      Preudenthal,  B.     Wahlbestechuxu? 

a      Bemau.  R.     Begriff  des  gef&hrlichen  Werkseims  im  |a>3a  St.  G.  B. 
3-4  Doerr,  P.    Ueber  das  Objekt  bei  den  strafbaren  Angriffen  auf  vermdRens- 
rechtliche  Intexessen 

5  Jordan,  H.     Strafbarkeit  des  Stimmenkaufes  im  Aktienrecht 

6  Goldflchmidt,   J.     Strafbarkeit   der   widerrechtlichen    N6tigang  nachjdem 

Reichsstrafgesetxbuch 
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▼. 

•• 

Ptl7 
8 

9 

xo 

XX 
X9 

V. 

5. 

'ptis 

X4 
IS 

x6 

X7 
x8 

V. 

:4. 

pt  19 
90 

Lehn  vom  unbeendigten  und  beendigten  Venuck 


Scherling,  B.    BekAmpfung  von  Sldavenraub  und  Sldavenhandel  seit  Anfang 

dieses  Jahrfaunderts 
LAwenheim,  K.     Vorsats  des  Anstifters  nach  geltendem  Rechte 
Klee,  K.    Zur  Lehre  vom  strafrechtlichen  Vorsatz 
Schlosky,  A.     Mundraub 
Bpstein,  M.    Landesverrat 

Michel,  O.     (Der)  strafbare  Betrug  im  Civilprozess 
Klee,  K.    Wille  und  Brfolg  in  der  Versuchslehre 
Gldcksmann,    A.     Rechtskraft    der    strafprozessualen    Bntscheidung   iiber 

Binztehung  und  Unbrauchbarmachung 
SchwtMiler,     G.     Pariamentarische     Rechtsverletzungen     nach     deutschem 

Reichsrecht 
Peiels,  L.     Strandungsdelikte  im  deutschen  Recht 
Kdhler,  A.    Lehre  vom  Strafantrag 
Ifarcuse,  O.     Bhrenstrafe 
Guthmann,  J.     (Die)  negativen  Bedingungen  in  ihren  Beziehungen  zu  den 

tmechten  Unterlassungsdelikten 
9X      Wacker,  H.     Gef&ngniswesen,  die  staatliche  Zwangserziehung  der  Jugend> 

lichen  und  die  Arbeitshausstrafe  in  Baden 
93      Reuter,  R.     Raufhandel  im  deutschen  Reichsstrafgesetzbuch 

93  Herschel,  J.     Rechtskraft  der  strafptx>zessualen  Entscheidungen  iiber  Bin- 

ziehung  und  Unbrauchbarmachung 

94  Krug,  P.     (Die)  besonderen  Umst&nde  der  Teilnehmer 

95  Prank,  A.     (Der)   subjektive  Thatbestand  des  Deliktes  der  Sachhehlerei, 

nach  1 959  R.-St.-G.-B. 
^«  5i  pt]96       Hetzel,  W.     Untersuchungshaft   nach    deutschem,  dsterreichischem,  fran> 
zOsischem  und  englischem  Rechte 

97  Hartmann,    E.     Kausalproblem    im    Straf recht    mit   besonderer  Berwick* 

sichtigxmg  des  Venuvachungsbegriflfs  des  Strafgesetzbuchs 

98  Weber,  J.     VoUstreckung  von  Vermdjensstrafen  in  den  Nachlass 

▼•  5*  Pt!99        Wolffing,  J.     Rechtliche  Stellung  des   Nebenklagers  im  deutschen  Straf- 
verfahren 

30  Kahn,  O.     Ausserstrafrechtliche  Rechtsirrtum 

31  .  Davidsohn,  L.     Urkundendelikte  an  Postanweisungen 

V.  6,  pt  39-34  Kohler,  M.  M.     Verbrechen  des  unlauteren  Wettbewerbs 

35  Priedenreich,  H.     Lehre  von  den  Kosten  im  Straf prozess 

36  Lutz   F.     BegrifT  der  Oeffentlichkeit  im  Reichsstrafgesetzbuch  und  in~den 

strafrechtlichen  Nebengesetzen 
▼•  7f  pt  37        Preudenthal,  B.     Nothwendige  Teilnahme  am  Verbrechen 

38  Riedinger.  P.     Staatsvcrleumdung 

39  Draheim,  O.     Untreue  und  Unterschlagung 

40  Wuttig,  E.     Fahrl&ssige  Teilnahme  am  Verbrechen 

41  Sturm,  P.     Straf  rechtliche  Verschiildung 

T.  8,  pt]49        Passow,  R.     Kreditgef4hrdung  des  §187  St.-G.-B.  in  historischer.  dogmat- 
ischer  und  kritischer  Darstellung 

43  Hubbe,   H.     Straf  rechtliche  Behandlung  der  verminderten  Zurechnimgs- 

ffthigkeit 

44  Ostem,  A.     Altemativit&t  bei  strafprozessualen  Willenserkl^rungen 

45  Eckstein.  M.     Strafbare  Verletzung  der  Unterhalt^pflicht 

46  Beling.    E.     Beweisverbote    als    Grenzen    der    Wahrheitscrforschung    im 

Straf  prozess 

47  Wertheimer,  R.  T.     Mischgesetze  des  deutschen  Strafgesetzbuches 

Thiel,  K.     (Die)  Natur  der  Publikationsbefgntiis  des  §200  des  Reichsstraf- 

gesetzbuchs.     O.     Mfin.  190Z. 
Leading  articles:  German  code  of  crim.  procedure.     10  Law  Q.  Rev.  16 

Codes,  other 

Averbeck,  B.     Wesen  der  Aktienzeichnung,  Rechte  und  Pflichten  aus  der 
Zeichnung.     O.     Jena  1900. 
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Curtius,  J.  (Die)  Rechtsstellung  der  Komplementare  iind  Kommand* 
itisten  gegendber  der  Koxnmanditgesellschaft  und  deren  GlAubigwn. 
O.     Ber.  (1900). 

Germany — Reichstag.  Code  de  commerce;  trad,  et  amiot.  par  P.  Carpen* 
tier.     O.     Par.  1896. 

Commercial  code;  trans,  by  B.  A.  Piatt.     D.     Lond.  1900. 

Maritime  code;  trans,  by  W.  Arnold.     O.     Lond.  1900. 

Lehmann,  W.    Ueber  die  Haftimg  des  Acceptanten  aus  dem  durch  eineo 

Stellvertreter  vollzogenen  Accept.     O.     Ber.  (1899). 
Nothnagel,  W.     Beschrflnkte  Haftung;  eine  handelsrechtliche  Studie.    O. 

Wien  1900. 
Stapel,  P.     (Der)  rechtliche  Charakter  des  Revisionsverbandes  der  Er- 

werbs-  und  Wirtschaftsgenossenschaften.     O.     Breslau  1902. 
Leading  articles:  German   code  of  civil   procedure,     ax  Law  Mag.  &  R. 
267;  12  Law  Q.  Rev.  17 

General 

Bisoukides,  P.     (Das)  Staatsverbrechen  des  Hochverraths  in  dogmatischer 

Darstellung.     O.     Ber.  1902. 
Deutsche  Kolonialgesetzgebung,  1892-99.    v.  i-4fO.     Ber.  1893-1900. 

V.  I  by  Riebow 

V.  a— 4.  by  A.  Zimmerxnann 

Deutsche  Landesgesetzgebung;  Geietze   und  Verordnungen  der  Btuidei- 

staaten;  von  A.  Lobe.     v.  i,  pt  z,  Q.     Lpz.  1900. 
Dohna-Schlodien,  G.  T.  A.    burggraf  und  graf  mu.     (Die)    Stellung  der 

Busse  im  reichsrechtlichen   System  des  Immaterialgfiterschutses.    O. 

Ber.  (1902). 
Eschstruth,  M.  von.     (Der)  Offentliche  Weg,  nach  dem  heutigen  preus- 

sischen  und  franzdsischen  Recht.     pt  x,  O.     Ber.  (x9oa). 
Germany — Reichstag.     Constitucion,   oSdigos  y  leyes,   1885.     (Colecciox> 

de  las  instit.  polit.  y  jurid.  v.  2) 
Law  of  copyright;  English  trans,  of  acts  of  1 901.    O.    Lond.  190a. 

Nuevas  leyes  y  c6digos,  1894-98.     (0>leccion  dc  las  instit.  etc. 

Complemento  v.  2,4,  6,  8,  10) 

Radbruch,  G.     (Die)  Lehre  von  der  adaquaten  Verursachung.     O.     Ber- 

(1902). 
Sieskind,  P.     Zur  Lehre  von  der  Gehorsamspflicht  der  deutschen  Reichs- 

beamten.     O.     Ber.  1899. 
Tingle,  E.  W.  S.     Germany's  claims  on  German- Americans  in  Germany 

D.     Phil.  1903. 
Volkmar,  E.     Vis  maior  imd  Betriebsgefahr.     O.     Ber.  (1900). 

See  also  Constitutional  history 

Gennany:  Reports 

Germany — Reichsgericht.     Entscheidungen    in    Civilsachen,    v.  1-54. 0. 

Lpz.  1880-1903. 
General  Register  zu  v.  1-50.      3V.  O.     Lpz.  1893-iQoa 


Entscheidimgen  in  Strafsachen.    v.  1-36,  O.     Lpz.  1 880-1 903. 
General  Register  zu  v.  1-35.     O.     Lpz.  1903. 


SUBJECT   INDEX    OP    LAW    ADDITIONS    1894-I903  245 

«lft8 

Leading  arHcUs:    causa  mortis — amount.     37  Am.  L.  Reg.  (n.  s.)  73 

delivery.     38  Cent.  L.  J.  47,  7a 

in  contemplation  of  suicide.     57  Cent.  L.  J.  41 

law  rel.  to.     112  Law  T.  492 

one's  own  check.     36  Am.  L.  Reg.  (n.  s.)  246,  289 

inconsistencies  of  law  of.     29  Am.  L.  Rev.  321 

inter  vivos — ^husband  and  wife.     104  Law  T.  338 

law  rel.  to.     z  Va.  L.  Reg.  87 1 

mortis  causa  and  inter  vivos  in  Scottish  law.     6  Jurid.  Rev.  293 

under  an  engagement  to  marry,     i  Pa.  L.  Ser.  1061 

undue  influence.     33  Jr.  L.  T.  277 

Glossaries.    See  Dictionaries  of  law 
Cold  Coasti  Law  of 

Hayford,  C.    Gold  coast  native  institutions.     O.     Lond.  1903. 
Sariwhy  J.  M.     Fanti  customary  laws.     O.     Lond.  1897. 

OoodwiU 

HopkinSy  J.  L.     Law  of.     {see  his  Unfair  trade.     1900) 
Leading  articles:    law  rel.  to.     33  Am.  L.  Reg.  (n.  s.)  216;  8  Jurid.  Rev.  71 ; 
40  Sol.  J.  109 

Government 

BurgesSy  J.  W.     Political  science  and  comparative  constitutional  law. 

3v.  O.     Bost.  Z902. 
OrlaadOy  V.  £.     Principes  de  droit  public  et  constitutionnel,  avec  notes 

dej.  Timbal.     D.     Par.  1902. 
Rogers,  H.  W.     Law-making  power.     O.     Lansing  1894.     (L.  P.  v.  181) 

Treaty-making  power.     O.     Phil.  1893.     (L.  P.  v.  181) 

Leading  articles:    growth,   dangers  and   powers  of   U.   S.   Constitution. 

63Alb.  L.  J.  132,  185   211 
local  government  of  King  Alfred.     106  Law.T.  291,  313 
See  also:    Constitutional   law         Constitutions         Diplomacy         Legis- 
lation 

Crowns  and  wigs.    See  Legal  profession 
Orand  jury.    See  Juries 
Oreecei  Law  of 

Oreec^ — Boul^.     Constitucion,  c6digos  y  leyes,  1892.     (Coleccion  de  las 
instit.  polit.  y  jurid.  v.  9) 

Nuevas  leyes  y  c6digos,  1895-98.     (Coleccion  de  las  instit.  etc. — 

Complemento  v.  4,  6,  8,  lo) 

Tainturier (La)  p^nalit^  chez  les  ath^niens  au  sidcle  de  P^riclte. 

O.     Douai  1889.     (L.  P.  v.  161) 
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GrisonSi  Law  of 
Grisons — ConseiL     Code  civil;    trad,  et  annot.  par  R.  de  La  Grassede. 
O.     Par.  1893. 

Constitucion,  c6digos  y  leyes,    1892.     (Colecdon  de  las  instit. 

polit.  y  jurid.  v.  8) 

Guaranty 

Colyar,  H.  A.  De.     Treatise  on  law  of  guaranties  and  principal  and  surety . 

Ed.  3.     O.     Lond.  1897, 
Pingrey,  D.  H.    Treatise  on  law  of  suretyship  and  guaranty.     O.     Alb. 

1901. 
Leading  articles:    by  corporations.     31  Am.  L.  Rev.  363 

mercantile  guaranties.     Z09  Law  T.  341 

negotiability  of  guaranties.     44  Cent.  L  J.  225 
See  also  Suretyship 

Guardian  and  ward 

Trickett,  W.     Law  of  guardians  in  Penn.     O.     Phil.  1900. 

Woemer,  J.  G.     Treatise  on.     O.     Bost.  1897. 

Leading  articles:    guardianship  for  spendthrifts.     28  Am.  L.  Rev.  230 

Guatemala,  Law  of 
Guatemala — ^National  Assembly.     C6digo  civil,  c6d]go  de  procedimientos 

y  c6digo  de  comercio,  1877.     O.     Guatemala  1877. 
C6digo  penal,  1889.     Q.     Guatemala  (1899). 

Nuevas  leyes  y  c6digos,  1893,  1895-97.     (Colecdon  de  las  instit. 

etc. — Complemento  v.  i,  3,  S,  7) 

See  also  Practice 

Guiana.     See  British  Guiana 
Habeas  corpus 

Bailey,  W.  F.     Law  of  jurisd.     2v.  O.     Chic.  1899. 

Brunet,  L.     (L) 'habeas  corpus  ad  subjiciendum.     O.     Montreal  1901. 

Spelling,  T.  C.     Treatise  on  injimctions,  habeas  corpus  and  other  extra- 
ordinary remedies.     Ed.  2  rev.     2 v.  O.     Bost.  1901. 

Leading  articles:  in  case  ef  infants.     56  Cent.  L.  J.  385 
in  Scots  law.     8  Jurid.  Rev.  28,  142 

Hackney  carriages 

Bonner,  G.  A.     Law  of  motor  cars,  hackney  and  other  carnages.    0. 
Lond.  1897. 

Handwriting 

Ames,   D.   T.     Forgery,   its   detection   and   illustration   with   numerous 

causes  c^lebres.     il.  O.     San  Fran.  (1899). 
Ewell,  M.  D.     Metric  study  of  2000  check  signatures.     O.     (Chic  1893) 

(L.  P.  v.  145) 
Frazer,  P.     Manual  of  study  of  docimients.     O.     Phil.  1894. 
Hagan,  W.  £.    Treatise  on  disputed  handwriting.     O.     N.  Y.  2894. 
Leading  articles:  expert  testimony.     65  Alb.  L.  J.  9, 108  ' 

history  of  proof  by  comparison.     30  Am.  L.  Rev.  481 

philosophy  of,  and  experts.     17  Bank.  L.  J.  309,  552,  599 

proof  of.     41  Cent.  L.  J.  36a 
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Hawaiian  islands,  Law  of 

Hawaii  (kingdom) — Legislative  Council.  Civil  code,  1859;  <^^  unre- 
pealed laws,  session  laws  185S-59  and  treaties  with  foreign  nations. 
O.     Honolulu  1859. 

— ^—  Compiled  laws.     O.     Honolulu  1884. 

Penal  code,  1850.     O.     Honolulu  1850. 

Hawaii  (republic) — Constitutional  convention,  1894.    Constitution  adopted 

1894.     (9  Hawaii  Rep.  732) 
Hawaii  (republic) — Health,  Board  of.     Laws  rel.  to  health  matters  and 

rules  and  regulations  of  board.     O.     Honolulu  1897. 
Hawaii  (republic) — Legislature.     Civil  laws;   comp.  by  S.  M.  Ballou.     O. 

Honolulu  1897. 
Qvil  code,  1850;  session  laws,  1860-96 

Penal  laws;    comp.  by  S.  M.  Ballou.     O.     Honolulu  1897. 

Penal  code,  i860;  session  laws,  1870-96 

Leading  articles:  sketch  of  Constitution.     4  Yale  L.  J.  53 

Hawaiian  islands:  reports 

Hawaii — Supreme  Court.     Reports,    v.  9-14,  O.    Honolulu  1893-1903. 

Hawaiian  islands:  Reports,  Digests  of 

Hawaiian  digest;  Sup.  Ct.  rep.  v.  1-14,  1847-1903  by  W.  S.  Edings.  O* 
Honolulu  1903. 

Hawkers  and  peddlers 

Leading  articles:  law  rel.  to.     45  Cent.  L.  J.  444 

Hayti,  Law  of 

Hayti — Corps  l^gislatif.  Code  civil;  pr^^^  de  la  constitution  du  9 
octobre  1899  par  L.  Bomo.     D.     Port-au-Prince  1892. 

Code  p6ial  et  code  d 'instruction  crim.,  annot.  par  G.  Chaumette. 

D.     Par.  1 90 1. 

Nuevas  leyes  y  c6digos,  1898.     (Coleccion  de  las  instit.  etc. — Com- 


plemento  v.  9) . 
See  also  Practice 

Health.    See  Public  health 
Hebrew  law 

Amram,  D.  W.    Jewish  law  of  divorce.     D.     Phil.  1896. 

Russia — Czar  and  Senate.    Codification  of  laws  rel.   to   Hebrews.    O. 

Wash.  1 89 1.     (L.  P.  V.  177) 
Leading  articles:  courts  and  crim.  law.     3  Mich.  L.  J.  299 

growth  of  Jewish  law.     8  Green  B.  353,  298 

Hesse-Nassau,  Law  of 

Brauchitschy   M.    yon.     (Die)    neuen    preussischen    Verwaltungsgesetce; 

Gemeindeverfassungsgesetze  f^r  die  Provinz  Hessen-Nassau,  von  A. 

von  Trott  zu  Solz.    O.    Ber.  1898. 
Trott  zu  SolZy  A.  von.    See  Braudiitsch,  M.  von. 

Highways 

Bonner,  O.  A.     Law  of  motor  cars,  hackney  and  other  carriages.     O. 
Lond.  1897. 
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Elliott,  B.  K.  &  W.  F.    Treatise  on  law  of  roads  and  streets.     £d.  a.    O. 

Indianapolis  1900. 
Giauque,  F.    Road  and  bridge  laws  of  Ohio  and  common  law  of  highways. 

O.     Cin.  1895. 
Greene,  H.  N.     Highway  law  of  N.  Y.,  with  notes  and  forms.     O.    Alb. 

1898. 

ed.  2  by  L.  L,  Boyce.     O.     Alb.  190a. 

Hunter,  Sir  R.     Preservation  of  open  spaces,  footpaths  and  other  rights 

of  way.     O.     Lond.  1896. 

' Ed.  2  rev.     O.     Lond.  1902. 

Mason,  H.  D.     New  York  highway  laws  (in  force  1903),  with  annot.  and 

forms.     O.     Alb.  1903. 
Trickett,  W.     Law  of  roads  and  streets  in  Penn.     O.     Phil.  1895. 
Leading  articles:  extent  of  the  public  easement.     57   Cent.   L.  J.    925 

injuries  from  electricity.     56  C^it.  L.  J.  485 

law  of  the  road,     i  N.  Y.  L.  Rev.  183;  4  Yale  L.  J.  137 
See  also:    Automobiles        Bicycles 

Hindu  law.    See  India,  law  of 

History  of  law 

Buckler,  W.  H.     Origin  and  hist,  of  contract  in  Roman  law.     D.     Lond. 

1895. 
Carter,  A.  T.     History  of  English  legal  institutions.     O.     Lond.  1902. 


Outlines  of  English  legal  hist.     O.     Lond.  1899. 


Daly,  C.  P.     Common  law:   its  origin  etc.     O.     N.  Y.  1894. 

Dillon,  J.  F.     Laws  and  jurisp.  of  England  and  America:  lectures  before 

Yale  Univ.,  1892.     O.     Bost.  1894. 
Fowler,  R.  L.     History  of  jurisp.  in  colony  of  N.  Y.     (see  introduction  to 

Bradford's  N.  Y.  colony  laws,  ed.  of  1694,    Grolier  Club  reprint,  1894) 

History  of  law  of  real  property  in  N.  Y.     O.     N.  Y.  189S. 

Hepburn,  C.  M.     Historical  development  of  code  pleading  in  America  and 

England.     O.     Cin.  1897. 
KjTshe,  J.  W.  Norton-     History  of  laws  and  cts.  of  Hongkong.     2 v.  H.  Q. 

Lond.  1898. 
Lee,  G.  C.     Historical  jurisp.:    an  introduction  to  systematic  study  of 

development  of  law.     O.     N.  Y.  1900. 
Lemieuz,   R.     (Les)    origines   du   droit   franco-canadien.     O.     Montreal 

1900. 
Maitland,  F.  W.     English  law  and  the  Renaissance.     D.     Camb.  1901. 

Rede  Lecture,  iqox 

Nelson,  R.  A.     Law  of  property,  its  hist.  etc.     O.     Madras  1895. 
NjTS,  £.     Origines  du  droit  international.     O.     Bruxelles  1894. 
Pollock,  Sir  F.  &  Maitland,  F.  W.     History  of  English  law  before  Edward  i 

(A.  D.  1272).     2v.  O.     Camb.  1895. 
Russell,  I.  F.     (The)  vendetta;  or.  How  law  evolves  from  the  patriarchal 

ceU.     O.     N.  Y.  1897.    (L.  P.  v.  155) 
Thonissen,  J.  J.     Etudes  sur  I'histoire  du  droit  crim.  des  peuples  andens. 

2v.  O.     Lond.  1869. 
Walker,  T.  A.     History  of  law  of  nations,     v.  i.  O.     Camb.  1899. 
Walton,  C.  S.     History  of  law  and  codes  of  Spain,     (see  his  Civil  law  in 

Spain,  p.  i-iiS,  520-26) 
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Warnkdnig,  L.  A.     Histoire  du  droit  belgique.     O.     Bruxelles  1837. 

Watson,  D.  K.     Growth  of  crim.  law  of  U.^S.     O.    n.  p.  n.  d.     (L.  P. 
V.  186) 

Wigmore,  J.  H.     New  codes  and  old  customs  (of  Japan).     O.     (Tokyo 
1892) 

Yale  Law  School — Faculty.    Two  centuries  growth  of  Amer.  law,  1701- 
1901.     O.     N.  Y,  1901. 

Leading  articles:   development  during  middle  ages.     63  Alb.  L.  J.  419 
development  of  jurisp.  in  N.  Y.     5  Am.  Lawy.  346 
history  of  code  Napol^n.     40  Am.  L.  Reg.  (n.  8.)  197 
influence  of  civil  and  canon  law  on  law  of  England,     xoo  Law  T.  554 

See  also  Jurisprudence 

Holidays.    See  Legal  holidays 
Holland.     See  Netherlands 
Homestead  and  exemption  laws 

Comiquet,  L.  A.     (Le)  homestead,  le  foyer  de  famille  insaasissable.     D. 

Par.  1895. 
Leading  articles:   scope  of  term  "  homestead."     55  Cent.  L.  J.  184 

Homicide 

Leading  articles:   by  peace  officers.     46  Cent.  L.  J.  339 

can  a  murderer  acquire  title  by  his  crime?     36  Am.  L.  Reg.  (n.  8.)  225 

duty  of  retreating.     48  Cent.  L.  J.  5 

in  self-defense.     3  Columb.  L.  R.  526 

some  points  in  the  law  of  murder.     67  J.  P.  519,  5 30 

Honduras,  Law  of 

Honduras— Congress.     Nuevas  leyes  y  c6digos,  1895-98.     (Colecdon  de 
las  instit.  etc. — Complemento  v.  3,  5,  7,  9) 

Hongkongi  Law  of 

Kyshe,  J.   W.  Norton-    History  of  laws  and  cts.  of.     2 v.  il.Q.     Lond 
1898. 

Horses 

OUphant,  G.  H.  H.     Law  of;   ed.  5  by  C.  £.  Lloyd.     O.     Lond.  1896. 
Leading  articles:   liability  for  runaways.     5  Law  N.  (Am.)  85 
See  also:    Animals         Gaming 

Hudson's  Bay  Company 

Martin,  A.     Hudson's  Bay  Co's.  land  tenures  (in  Manitoba).     Q.     Lond. 
1898. 

Humor 

Brown,  M.     Wit  and  humor  of  bench  and  bar.     O.     Chic.  1899. 
Bumham,  B.  F.     Leading  in  law  and  curious  in  court.     O.     N.  Y.  1896. 
Chahoon,  G.     Remarks  in  Senate  of  N.  Y.,  Ap.  19,  1897  (on  Hudson  river 

shad  fisheries).     O.     (Alb.  1897)     (L.  P.  v.  192) 
Grimmer,  W.  H.    comp.     Anecdotes  of  bench  and  bar.     D.     Lond.  1852. 
Hallum,  J.     Diary  of  an  old  lawyer;   or,  Scenes  behind  the  curtain.     Q. 

Nashville  1895. 
Milbum,  B.  A.     Curious  cases:    decisions  selected  for  their  readability. 

O.     Charlottesville  Va.  1902. 
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New  York  Sup.  Ct.,  first  department    Call  calendar  at  banquet,  Dec.  35, 

1902.     O.     (N.  Y.  1902)     (L.  P.  V.  194) 
Payne,  L.  £.     Hiunor  of  the  profession.     (6  Am.  Lawy.  129) 
Leading  articles:   contingent  fee,  the.     5  Am.  Lawy.  209 
humors  of  the  Irish  law  cts.     2  Ca.  L.  Rev.  227,  294 
law  student's  dream  after  bar  examination.     8  Green  B.  251 
*'  Mr  Dooley's  "  opinion  of  the  insular  decisions.     9  Law  S.  Help.  233 
old  New  England  lawyers.     30  Am.  L.  Rev.  365 

Htingaryi  Law  of 

Hungary — ^Parliament     Code  de  commerce;   trad,    et  annot.  par  R.  de 

La  Grasserie.     O.     Par.  1894. 
Zeitschrift  Kir   ungarisches   OflfentUches   und   privatrecht;    redigirt   von 

Dr  J.  Sgalitzer  et  al.     v.  1-9,  O.     Budapest  1895-1903. 

Husband  and  wife 

Ballinger,  R.  A.     Treatise  on  property  rights  tmder  commimity  S3rstem. 

O.     Seattle  1895. 
Bullock,  W.  E.     Treatise  on  law  of,  in  N.  Y.     O.     Alb.  1897. 
Crawley,  C.     Law  of.     O.     Lond.  1892. 

Lush,  M.     Law  of;  ed.  2  by  M.  Lush  and  W.  H.  Griffith.     O.     Lond.  1896. 
Leading  articles:   advances  by  third  person  for  wife's  support.     39  Cent. 
L.  J. 189 

custody  of  children.     99  Law  T.  411,  447 

duty  of  wife  to  follow  domicile  of  husband.     53  Cent.  L.  J.  264 

effect  of  legislation  on  liability  for  wife's  torts.     46  Cent.  L.  J.  511 

gifts  between.     104  Law  T.  338 

husband  liable  for  wife's  debts.     102  Law  T.  574 

paraphernalia.     29  Ir.  L.  T.  59 

separation  agreements  under  English  law.     15  Harv.  L.  R.  638 

services  rendered  by  wife  to  husband  under  contract.     50  Cent.  L.  J. 

183 
suits  between.     51  Cent.  L.  J.  284 
\mdue  influence.     36  Ca.  L.  J.  690 
See  also:    Domestic  relations         Infancy         Married  women 

Hypnotism.    See  Medical  jurisprudence 

Idaho,  Law  of 

Idaho — Legislature.     Political,  civil,  ciN^l  procedure  and  penal  codes  (in 
force  190 1)  comp.  and  annot.  by  F.  Martin  et  al.     4V.  O.     Boise  1901. 
See  also  Practice 

Idaho:  Reports 

Idaho — Supreme  Court.     Reports,     v.  2-7,0.     San  Fran.  1903. 

By  S.  Hasbrouck 

Idaho:  Reports,  Digests  of 

Heyburn,  W.  B.     Idaho  laws  and  decisions,  annot.  and  digested.    Q- 

Boise  1900. 
Stewart,  G.  H.     Supreme  Ct.  digest,  1866-99.     O.     Boise  1899. 

Illinois,  Law  of 

Binmore,  H.     Probate  prac.     O.     Chic.  1896. 
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Comiiiighamy  W.  B.  Treatise  on  the  law  of  forcible  entry  and  detainer. 
Ed.  3.     O.     Chic.  1895. 

Jamas,  E.  J.  Information  rel.  to  territorial  laws,  1809-12.  O.  Spring- 
field 1899.     (L.  P.  V.  170) 

Jones,  W.  C.  &  Cunningham,  J.  O.  Treatise  on  jurisd.  and  prac.  in 
County  and  Probate  Cts.  of  111.     Ed.  3.     O.     Chic.  1903. 

Root,  J.  P.     Laws  rel.  to  corporations;    with  notes.     Ed.  6.     O.     Chic. 

189S. 
Ste  also  Practice 

Illinois:  Reports 

nUnoia — ^Appellate  Courts.     Reports,     v.  47-108,  O.     Chic.  1894-1903. 

▼.  47  by  B.  B.  Smith 
V.  4S-108  by  M.  L.  Newell 

Illinois — Supreme  Court.  Reports,  v.  147-203,  O.  Springfield  1894- 
1903. 

V.  147-51  by  N.  L.  Freeman 
V.  i5a-ao3  by  I.  N.  Phillips 

niinois:  Reports,  Digests  of 

ETans,  L.     Illinois  citations  and  overruled  cases.     Q.     Chic.  1899. 
Blinney,  J.   K.     Supreme   and  Appellate    Cts.    to    1895.     4V.  Q.     Chic. 
1893-96, 

See  Vice 


Impeachment  cases 

Beaumont,  J.  chief  justice  of  British  Guiana.  Proceedings  before  judicial 
committee  of  Privy  Council  of  England,  for  his  removal  fr.  the  bench, 
July  6-10,  1868.     O.     Georgetown  1869. 

Haskell,  J.  judge  of  Cir.  Ct.  of  Tenn,  Journal  of  Ct.  of  Impeachment  of 
Tcnn.  by  F.  S.  Heiskell  and  A.  A.  Hall.     O.     Knoxville  1831. 

Jochim,  J.  W.  et  al.  state  canvassers  of  Michigan.  Before  the  governor, 
Feb.  1894.     O.     Lansing  1895. 

Wilfiams,  N.  W.  judge  of  Cir.  Ct.  of  Tenn.  Journal  of  Ct.  of  Impeach- 
ment of  Tenn.  by  F.  S.  Heiskell  and  A.  A.  Hall.     D.     Knoxville  1829. 

Imprisomnent  for  debt 

Leading  articles:  history  of.     55  Alb.  L.  J.  282,  303,  321;  3  Pa.  L.  Ser.  97 

Incest 

Leading  articles:  law  rel.  to.     17  Crim.  L.  M.  389 
Income  tax.    See  Revenue  laws 
Indexes 

Jones,  L.   A.     Index   to  legal  periodical  literature;    v.  2,  1887-99.     Q. 

Bost.  1899. 
Hew  York— State  Library.     Bulletin  of  legislation   1-19,  legislation  by 

states  1 890-1902.     4V.  O.     Alb.  189 5-1 903. 
Park,  O.  A.  comp.     Index  to  publications  of  various  bar   associations   of 

America.     O.     Atlanta  1899. 
Post,  J.  J.     Index  of  wills  (affecting  real  estate,  N.  Y.  city).     Q.     N.  Y. 

1899. 
See  also  the  particular  subjects  indexed 
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India,  Law  of 

Ali,  S.  A.     Mahommedan  law.     £d.  2.     2v.  O.     Calcutta  1892-94. 
Caspenz,   A.     Law   of   estoppel   in    British    India.     O.     Calcutta  1893 

(Tagore  Law  Lectures,  1893) 
Cowell,  H.     Short  treatise  on  Hindu  law,  as  administered  in  the  cts.  of 

British  India.     O.     Calcutta  189$. 
Doss,  L.  M.     Law  of  riparian  rights,  alluvion  and  fishery.     O.     Calcutta 

1 89 1.     (Tagore  Law  Lectures,  1889) 
Field,  C.  D.     Law  of  evidence  in  British  India.     Ed.  5.     O.     Calcutta 

1894. 
Husein,  S.  K.    Treatise  on  right  and  duty,  their  evolution,  etc.,  portion 

of  Muhammedan  law  of  gifts.     O.     Allahabad  1899. 
India — Governor  general  in  council.     India  civil  ct.  manual;    ed.  13  by 

D.  E.  Cranenburgh.     v.  i,  O.     Calcutta  1894. 
India  crim.  ct.  manual;   ed.  9  by  D.  E.  Cranenburgh.     O.     Cal- 
cutta 1894. 

Indian  penal  code  (1901);  ed.  3  with  notes  by  R.  A.  Nelson.     0. 


Madras  1901. 

Mahomed   Yusoof,  M.     Mahomedan  law  rel.  to  marriage,  dower,  divorce, 
etc.     V.  1-2,  O.     Calcutta  1895.     (Tagore  Law  Lectures,  1891-92) 

Michell,  R.  B.     Law  of  easements  and  licenses  in  India.     Ed.  2.    0. 
Madras  1898. 

Mitra,  R.  C.     Law  of  joint  property  and  partition  in  British  India.    0. 
Calcutta  1897.     (Tagore  Law  Lectures,  1895-96) 

Mukhopadhyay,  A.     Law  of  perpetuities  in  British  India.     O.     Calcutta 
1902.     (Tagore  Law  Lectures,  1898) 

Pearson,  T.  A.     Digest  of  statutes  rel.  to  merchant  slupping.     Q.     Cal- 
cutta 1884. 

Pollock,  Sir  F.     Law  of  fraud  and  mistake  in  British  India.     O.     Cal- 
cutta 1894.     (Tagore  Law  Lectures,  1894) 

Ranchoddass,  R.  &  Keshavlal,  D.     Treatise  on  law  of  torts.     O.     Bom- 
bay 1897. 

Saraswati,  P.     Hindu  law  of  endowments.     O,     Calcutta  1897. ^(Tagore 
Law  Lectures,  1891) 

Sarkar,  G.     Hindu  law  of  adoption.     O.     Calcutta  1891.     (Tagore  Law 
Lectures    1888) 

Starling,  M.  H.     Indian  crim.  law,  penal  code  and  other  acts,  with  notes. 
Ed.  6.     O.     Bombay  1893. 

Tagore  Law   Lectures,  1888--89,  1891-98.     iiv.  O.     Calcutta  1891-1902. 

Trevelyan,  E.  J.     Law  rel.  to  minors.     O.     Calcutta  1897. 

Wilson,  Sir /R.  K.     Digest  of  Anglo-Muhammadan  law.     O.     Lond.  189$. 

Introduction  to  study  of  Anglo-Muhammadan  law.     O.     Lond. 

1894. 

Woodroffe,   J.    G.     Law   rel.    to  injimctions  in   British   India,     v.  i,0. 
Calcutta  1900.     (Tagore  Law  Lectures,  1897,  v.  i) 

Leading  articles:  covenants  for  title.     4  Madras  L.  J.  75 
fraudulent  transfers.      3  Bom.  L.  R.  J.  221;  4id.i26,  150 
law  of  confessions.     2  Bom.  L.  R.  J.  217 
law  of  partition.     4  Bom.  L.  R.  J.  221,  247 
Mohammedan  family  law.     1 2  Yale  L.  J.  93 
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prescriptive  right  to  light  and  air.     2  Bom.  L.  R.  J.  193,  377 
right  to  account  in  a  joint  Hindu  family.     4  Madras  L.  J.  355 
sechision  of  women.     4  Bom.  L.  R.  J.  76 
survivorship  in  law  of  inheritance.     3  Bom,  L.  R.  J.  5 
S«r  cUso:  Bengal      Bombay      Coorg      Madras      Northwestern  provinces 
Practice      Ptmjab 

India:  Reports.    See:  Bengal         Bombay         Madras         North- 
western provinces        Sind 

India:  Reports,  Digests  of 

Cranenburgh,  D.  E.    Digest,  1876-94;  (crim.  iv.,  civil  3V.)     3V.  O.     Cal- 
cutta 1893-95. 

Civil  digest,  1895-1900,  v.  3.     O.     Calcutta  1896-1901. 

Criminal  digest,  1876-1900.     O.     Calcutta  1893-1901. 

Ohose,  R.     Index  of  cases  judicially  noticed  (cited  in  Indian  law  rep.) 

1875-94.     O.     Calcutta  1895. 
Ilambyar,    P.    K.     Index    of    cases   judicially    noticed,    18x1-1901.     O. 

Madras  1902. 
Woodman,  J.  V.     Digest  of  Indian  law  cases;  cont.  High  Ct.  rep.  and 

Privy  Council  rep.  of  appeals  fr.  India,  1890-97.     v.  7-8,  Q.     Calcutta 

1894-98. 

Indian  Territory:  Reports 

Indian  Territory,  U.  S.  Ct.  of  Appeals  for.     Reports  of  cases,     v.  z-3,  O. 
Parsons  Kas.  1900-1902. 

V.  i-a  by  J.  F.  Craiff 
V.  3  by  F.  H.  Kellogg 

Indiana,  Law  of 

Henry,  G.  A.     Probate  law  and  prac.  and  laws  of  succession.     Ed.  2.     O. 

Indianapolis  1896. 
Thornton,  W.  W.     Laws  of  private  corporations.     O.     Indianapolis  1902. 
Ste  also  Practice 

Indiana:  Reports 

ly^lfltMi — ^Appellate   Court.     Reports,     v.    7-30.   O.     Indianapolis    1894- 

1903. 

V.  7-14  by  S.  R.  Moon 

V.  15-30  by  C.  F.  Rcmy 

ftyyinna — Supreme  Court.     Reports,     v.   133-59,  O.     Indianapolis   1893- 
1903 

V.  133-44  by  S.  R.  Moon 
V.  145-59  by  C.  P.  Rcmy 

Indiana:  Reports,  Digests  of 

Remy,  C.  F.    Supreme  and  Appellate  Cts.,  1894-1901.     Q.     Indianapolis 
1902. 

Thompson,  J.  W.     New  Indiana  citations,  table  of  cases  (to  1901).     av.  Q 
Indianapolis  1895-1901. 

WooUen,  W.  W.     Supremeand  Appellate  Cts.,  1881-95.     av.  Q.     Indian- 
apolis 1896. 
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Indians,  American 

Morris,  A.     Treaties  of  Canada  with  Indians  of  Manitoba  and  N.  W. 

territories.     D.     Toronto  (1880). 
Murchison,  K.  S.  camp.     Digest  of  decisions  (U.  S.  cts.  and  executive 

departments)  rel.  to  Indian  affairs,     v.  2,0.     Wash.  1901. 

Indictments.     See  Pleading  and  practice  in  criminal  cases 
Industrial  and  provident  societies 

Brabrook,  £.  W.     Law  of  friendly  societies  and  industrial  and  provident 

societies.     Ed.  13.     D.     Lond.  1897. 
Fowke,  V.  de  S.     Industrial  and  provident  societies  act,  1893,  with  notes. 

D.     Lond.  1894. 

Industrial  legislation 

Belgium — Industrie  et  du  travail,  Minist^re  de  P.  Annuaire  de  la  legisla- 
tion du  travail,  1 897-1901.     5 v.  O.     Bruxelles  x 898-1902. 

Bodeuz,  M.     Etudes  sur  le  contrat  de  travail.     O.     Louvain  1896. 

Boilley,  P.     Legislation  intemationale  du  travail.     D.     Par.  1892. 

Stocquart,  £.     Contrat  de  travail.     D.     Bruxelles  1895. 

United  States — Labor,  Commissioner  of.  Labor  laws  of  the  various 
states.     See  Wright,  C.  D. 

Wright,  C.  D.  comp.  Labor  laws  of  the  various  states  and  territories. 
O.     Wash.  1892. 

Ed.  2.     O.     Wash.  1896. 

Leading  articles:  constitutionality  of.  64  Alb.  L.  J.  227;  29  Am.  L.  Rev. 
236 

Infancy 

Hochheimer,  L.     Law  rel.  to  custody  of  infants,  including  forms  and 

precedents.     Ed.  3.     O.     Bait.  1899. 
Lewis,  G.  C.  &  Barrows,  H..M.     Prevention  of  cruelty  to  children  act, 

i8q4.  with  notes.     S.     Lond.  1894. 
Matthews,  J.  B.    Law  rel.  to  children  and  young  persons.    O.    Lond.  1895. 
New  York^Society  f  oi{Prevention  of  Cruelty  to  Children.     Manual  of  statutes 

(of  N.  Y.)  rel.  to  children,  with  notes  and  forms.     O.     N.  Y.  1896. 
Leading  articles:  allurement  of  infants.     31  Am.  L.  Rev.  891. 

children  as  trespassers.     11  Harv.  L.  R.  349,  434 

contracts  of  minors.     45  Cent.  L.  J.  168 

is  a  bicycle  a  **  necessary  "?     17  LawN.  149 
See  also:  Domestic  relations       Husband  and  wife       NegHgence      Next 

friend 

Inheritance.     See  Taxation 
Injtmctions 

Beach,  C.  F.  jr.     Commentaries  on  law  of.     2 v.  O.     Alb.  1895. 

Kerr,  W.  W.     Treatise  on  law  and  prac.  of;  ed.  4  by  E.  P.  Hewitt  et  al. 

O.     Lond.  1903. 
Spelling,  T.  C.     Treatise  on.     Ed.  2  enl.     2V.  O.     Bost.  1901. 
Leading  articles:   against  commission  of  offenses.     xo6  Law  T.   261;  3 
Northw.  L.  R.  219 
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against  labor  organizations.     57  Alb.  L.  J.  377;  28  Am.  L.  Rev.  828;  17 

Cxim.  L.  M.  z ;  4  Law  Gaz.  299 
against  liquor  nuisances.     9  Harv.  L.  R.  521 

federal  injunctions  in  state  afifairs.     2  Law  N.  (Am.)    126,  158,  184 
government  by.     17  Chic.  L.  J.  (W.)  387;  n  Harv.  L.  R.  487;   3  Kan. 

City  B.  Month.  33;  13  Law  Q.  Rev.  347;  3  Va.  L.  Reg.549,  625,  684 
in  personal  contracts.     105  Law  T.  77 
restraint  of  libel  in  England.     42  Am.  L.  Reg.  (n.  s.)  322;  22  Law  Mag. 

&  R.  63 
revival  of  crim.  equity.     16  Harv.  L.  R.  389 
to  protect  right  to  privacy.     34  Am.  L.  Reg.  (n.  s.)  134;  4  Harv.  L.  R. 

Z93;  6  Green  B.  498 
to  restrain  breach  of  express  negative  agreement.     14  Ca.  L.  T.  4,  177 
to  restrain  legal  proceedings,     i  Va.  L.  Reg.  79,  161 
to  restrain  violation  of  contract.     40  Am.  L.  Reg.  (n.  s.)  319 
5#r  also  Privacy 

Inner  temple.     See  Inns  of  court 
Innkeepers 

Cnmming,  R.  C.  &  Gilbert,  F.  B.     Excise  and  hotel  laws  (of  N.  Y..  1896), 

with  notes  and  forms.     O.    Alb.  1896. 

(1897).     Ed.  3.     O.     Alb.  1897. 

Schouler,  J.     Treatise  on  bailments,   etc.     Ed.  3.     O.     Bost.  1897. 
Leading  articUs:  law  rel.  to.     112  LawT.  517 

liability  of.     33  Ir.  L.  T.  511 

lien  on  goods  of  third  person.     59  J.  P.  481 
See  also:  Bailments         Excise  law 

Inns  of  court 

BeUoty  H.  H.  L.     Inner  and  middle  temple;  legal,  literary  and  historic 

associations,     il.  D.     Lond.  1902. 
Hutchinson,   J.     Catalogue   of   notable    middle    templars.     O.     (Lond.) 

1902. 
Loftie»  W.  J.     Inns  of  court  and  chancery,     il.  D.     Lond.  1895. 
Leading  articles:  education  of  English  bar.     15  Green  B.  114 

library  of  middle  temple.     14  Green  B.  475* 

Insanity 

Archbold,  J.  F.     (Statutes  of  Great  Britain  rel.  to  lunacy),  with  rules, 

orders  and  forms;  ed.  4  by  S.  G.  Lushington.     O.     Lond.   189S. 
Clerenger,  S.  V.     Medical  jurisp.  of.     2 v.  O.     Rochester  1898. 
McAdam,  D.     Insanity;    an  address.     O.     N.  Y.  1895. 
Hew  York  (state) — ^Legislature.     Poor,  insanity  and  state  charities  laws 

(1896),  with  notes  and  forms,  by  R.  C.  Cumming  &  F.  B.  Gilbert.     O. 

Alb.  1896. 
Pitt-Lewis,  G.,  Smith,  R.  P.  &  Hawke,  J.  A.     (The)  insane  and  the  law. 

O.     Lond.  1895. 
Leading  articles:  burden  of  proof  in  crim.  cases.     41  Am.  L.  Reg.  (n.  s.) 
264;  49  Cent.  L.  J.  163 

contracts  by  lunatics.     17  LawQ.  Rev.  147 

criminal  responsibility.     28  Law  Mag.'&  R.  66,  187 
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defense' in  crim.  cases.     63  Alb.  L.  J.  429,  459 
English  law  of  lunacy.     9  Green  B.  387,  434,  481,  527 
in  Hindu  law.     7  Madras  L.  J.  190 
kleptomania,     i  Scots  L.  T.  97, 181 
legal  dogmatism  on  insanity.     3  Coims.  35 
lunatics  and  their  estates.     22  Ca.  L.  T.  45,  81 
surplus  income  of  a  lunatic.     8  Harv.  L.  R.  47  a 
various  forms  in  their  rel.  to  crime.     56  Cent.  L.  J.  a8 
See  also:  Drunkenness        Medical  jurisprudence 

Insolvency 

Bishop,  J.  L.     Treatise  on  law  of  N.  Y.  rel.  to  insolvent  debtors.     Ed.  3) 

O.     N.  Y.  1895. 
Hamlin,  C.     Insolvent  law  of  Maine,  with  notes ;  ed,  a  by  I.  W.  Dyer.    O. 

Portland  1896.     (in  Wilson,  G.  A.     Maine  probate  law) 
Leading  articles:  following  trust  fimds.     34  Am.  L.  Rev.  34a 
See  also:  Assigimients        Bankruptcy 

Insurance,  Accident 

Beach,  C.  F.  jr.    Commentaries  on  law  of  insurance,     a  v.  O.     Bost.  1895. 
Berryman,  J.^.     Digest  of  decisions,  1887-1900,  v.  3-4.     av.  Q.    Chic.  1901 
Elliott,  C.  B.    Treatise  on  law  of  insurance.    O.    Indianapolis  1903. 
Holt,  C.  M.    Treatise  on  insurance  law  of  Canada.    O.    Montreal  1898. 
Joyce,  J.  A.     Treatise  on  insurance.     4V.  O.     San  Fran.  1897. 
Kerr,  W.  A.     Law  of  insurance.     O.     St  Paid  1902. 
May,  J.  W.     Law  of;  ed.  4  by  J.  M.  Gotdd.     av.  O.     Bost.  1900. 
Niblack,  W.  C.     Law  of  voluntary  societies.     Ed.  a.     O.     Chic.  1894. 
Richards,  G.     Law  of  insurance.     Ed.  2.     O.     N.  Y.  (1892). 
Leading  articles:  payment  of  premium.     41  Cent.  L.  J.  293 
total  disability.     50  Cent.  L.  J.  404 

Insurance,  Fire 

Beach,  C.  F.  jr.     Commentaries  on  law  of  insurance.     2 v.  O.     Bost.  1895. 
Berr3rman,  J.  R.     Digest  of  decisions,  1 887-1900,  v.  3-4.   2v.  Q.   Chic.  1901. 
Bunyon,  C.  J.     Law  of;  ed.  4  by  F.  E.  Colenso.     O.     Lond.  1893. 
Clement,  G.  A.     Fire  insurance  as  a  valid  contract  in  event  of 'fire.    0. 

N.  Y.  1903. 
Elliott,  C.  B.     Treatise  on  law  of  insurance.     O.     Indianapolis  1902. 
Finch,  J.  A.     Digest  of  insurance  cases  for  1888.     O.     Indianapolis  z888 
Holt,  C.  M.     Treatise  on  insurance  law  of  Canada.     O.     Montreal  1898. 
Insurance  law  journal;  ed.  by  W.  S.  Nichols,     v.  23-32,  O.     N.  Y.  1894- 

1903- 
Joyce,  J.  A.    Treatise  on  insurance.     4V.  O.     San  Fran.   1897. 

Kerr,  W.  A.     Law  of  insurance.     O.     St  Paul  190a. 

^'^y*  J«  W.     Law  of ;  ed.  4  by  J.  M.  Gould,     av.  O.     Bost.  1900. 

Ostrander,  D.    Treatise  on  law  of.     Ed.  2.     O.     St  Paid  1897. 

Richards,  G.     Law  of  insurance.     Ed.  2.     O.     N.  Y.   (189a). 

Leading  articles:  authority  of  an  insurance  agent.     34  Am.  L.  Reg.  (n.  s.) 

654 
divisibility  of  contract.     65  Alb.  L.  J.  307 

effect  of  mortgage  clause  in  the  policy.     34  Am  J  L.  Reg.  (n.  s.)  510 

payment  of  premium.     41  Cent.  L.  J.  293 

waiver  of  conditions.     22  Ca.  L.  T.  124,  155 
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Insarance,  Guaranty 

Beach,  C.  F.  jr.    Commentaries  on  law  of  insurance,     a  v.  O.    Alb.  1895. 

Berryman,  J.  R.     Digestofdecisions,  i887-i9oo,v. 3-4.    2v.  Q.  Chic.  190Z. 

Blliott,  C.  B.    Treatise  on  law  of  insurance.     O.     Indianapolis  1902. 

Frost,  T.  G.    Treatise  on.     O.     Bost.  1902. 

Holt,  C.  M.     Treatise  on  insurance  law  of  Canada.     O.     Montreal  1898. 

Kerr,  W.  A.     Law  of  insurance.     O.     St  Paul  1902. 

May,  J.  W.     Law  of ;  ed.  4  by  J.  M.  Gould.     2 v.  O.     Bost.  1900. 

Insurance  Liability 

De  Leon,  £.  W.  &  Moon,  S.  N.     Law  of  liability.     O.     N.  Y.  1899. 

Insurance,  Life 

Bacon,  F.  H.     Treatise  on  benefit  societies  and  life  insurance.     Ed.  2. 

av.  O.     St  L.  1894. 
Beach,  C.  F.  jr.     Commentaries  on  law  of  insurance.     2V.  O.     Bost.  1895. 
Berryman,  J.  R.     Digestofdecisions,  i887-i9oo,v.  3-4.    2v.  Q.  Chic.  1901. 
Bunyon,  C.  J.     Law  of ;  ed.  3  by  the  author  and  J.  V.  V.  Fitzgerald.     O. 

Lond.  1 89 1. 
Slliott,  C.  B.     Treatise  on  law  of  insurance.     O.     Indianapolis  1902. 
Holt,  C.  M.     Treatise  on  insurance  law  of  Canada.     O.     Montreal  1898. 
Xnsurance  Law  Journal;    ed.  by  W.  S.  Nichols,    v.  23-32,    O.     N.  Y. 

1894-1903. 
Joyce,  J.  A.    Treatise  on  insurance.     4v.  O.     San  Fran.  1897. 
Kerr,  W.  A,     Law  of  insurance.     O.     St  Paid  1902. 
May,  J.  W.     Law  of;  ed.  4  by  J.  M.  Gould.     2 v.  O.     Bost.  1900. 
lUchards,  G.     Law  of  insurance.     Ed.  2.     O.     N.  Y.  (1892). 
Loading  articles:  foreign  law  affecting.     22  Ca.  L.  T.  i 

incontestable  clause.     45  Cent.  L.  J.  425 

insurable  interest     35  Am.  L.  Reg.  (n.  s.)  31;  16  Chic.  L.  J.  859:    17   id 
5;  10  Law  S.  Help.  72 

payment  of  premium.     41  Cent.  L.  J.  293 

statutory  rghts  of  beneficiaries.     36  Ca.  L.  J.  249 

suicide,  effect  of.     41  Cent.  L.  J.  267;  52  id.  107;  17  Chic.  L.  J.  (W.)  97. 
See  also  Annuities 

Insurance,  Marine 

Amould,  J.     Law  of ;  ed.  7  by  E.  L.  de  Hart  and  R.  I.  Simey.     2 v.  Q. 

Lond.  190Z. 
Beach,  C.  F.  jr.     Commentaries  on  law  of  insurance.     2v.  O.     Bost.  1895. 
Berryman,  J.  R.     Digestofdecisions,  188 7-1 900, v. 3-4.   2v.  Q.   Chic.  1901. 
Bum,  J.  L     Practical  treatise  on.     S.     Lond.  repr,  N.  Y.  1801. 
Elliott,  C.  B.    Treatise  on  law  of  insurance.     O.     Indianapolis  1902. 
Joyce,  J,  A.     Treatise  on  insurance.     4 v.  O.     San  Fran.   1897. 
L^,  J.     Laws  of  British  shipping  and  marine  assurance,  incl.  merchant 

shipping  consolidation  act,  1894;  ed.  11  by  J.  A.  Hamilton.     O.     Lond. 

1896. 
Richards,  G.     Law  of  insurance.     Ed.  2.     O.     N.  Y.  (1892).    * 
Tyier,  C.  R.     Law  rel.  to  losses.     O.     Lond.  1894. 
Leading  articles:  when  a  ship  sails.     37  Am.  L.  Reg.  (n.  s.)    201 
See  also:  Average        Shipping 

Insurance,  Mutual  benefit 

L,J.  R.     Digest  of  decisions,  i887-i90o,v.  3-4.    2V.Q.   Chic  iqoi. 
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Elliott,  C.  B.     Treatise  on  law  of  insurance.     O.     Indianapolig  1902. 
Holt,  C.  M.    Treatise  on  insurance  law  of  Canada.     O.     Bfoatreal  1898. 
May,  J.  W.     Law  of;  ed.  4  by  J.  M.  Gould,     a  v.  O.     Bost.  1900. 
Nibladc,  W.  C.     Law  of  voluntary  societies.     Ed.  2.     O.     Chic.  1894. 
Leading  articles:  false  description  of  beneficiary.     57  Cent.  L.  J.  383 
See  also  Benefit  societies 

Interest 

Wateon,  J.  C.     Tables  for  calculation  of  interest.     Q.     Ann  Arbor  (1903).. 
Leading  articles:  history  and  law  of.     6  Jurid.  Rev.  36a;  7  id.  1x9 
See  also:  Bills  and  notes         Usury 

International  arbitration 

Darby,  W.  £.     International  tribunals;  new  ed.     O.     Lond.   1899. 
Hague  tribunal  of  arbitration.     Recueil  des  actes  et  protoooles  oonoemant 

le  litige  du  fonds  pieux  des  Califomies,  190a.     F.     La  Haye  X9oa. 
La  Fontaine,  H.     Pasicrisie  intemationale,  1 794-1900,  hist,  documentaire 

des  arbitrages  intemationaux.     Q.     Berne  1902. 
Logan,  W.  S.     Address  before  Lake  Mohonk  arbitration  oonference,  June 

3,  1896.     O.     (Brooklyn  1900)     (L.  P.  v.  146) 

June  I,  1899.     O.     (N.  Y.    1899)  (L.  P.  v.  170) 

Moore,  J.  B.     History  and  digest  of  international  arbitrations  to  whidi 

U.  S.  has  been  a  party.     6v.  O.     Wash.   1898. 
New  York  State  Bar  Association.    Addresses  on  peace  congress  and  creatkm 

of  an  international  ct.     D.     (Alb.  1899) 
Memorial  to  the  president  recommending  creation  of  an  interna- 
tional ct.  of  arbitration.     O.     (Alb.  1896) 
Leading  articles:  international  arbitration.     31  Am.  L.  Rev.  321;  14  Jurid. 

Rev.  333 
See  also:  Alaskan  boundary       Bering  sea  arbitration       Venezuela  and 

British  Guiana 

International  code 
Association  for  Reform  and  Codification  of  the  Law  of  Nations.     Reports 
(16-20),  1893-1901.     2V.  O.     Lond.  1894-1901. 

Now  International  Law  Association 

International  copyright.    See  Copyright 
International  courts.    See  Law  of  nations 
International  law.    See  Law  of  nations 
Interpleader 

Maclennan,  R.  J.     Law  of.     O.     Toronto  190 1. 
Interpretation,  Legal 

Beal,  £.     Cardinal  rules  of.     O.     Lond.   1896. 

Leading  articles:  law  rel.  to  punctuation.     45  Cent.  L.  J.  229 

See  also  Statutes 

Interstate  commerce 

Prentice,  £.  P.  &  Egan,  J.  G.     Commerce  clause  of  federal  Constitution. 

O.     Chic.  1898. 
Tiedeman,  C.  G.     Law  rel.  to.     (see  his  State  and  federal  oonttol     1900) 
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United   States — ^Interstate    Commerce  Commission.    Annual  report,     v.  7 

-16,  O.     Wash.  1893-1902. 
Licuiing  articles:  commerce  clause  of  the  Constitution.     53  Alb.  L.  J.  359 

growth  of  federal  authority.     64  Alb.  L.  J.  3 1 1 

lottery  tickets  case,     i  Mich.  L.  Rev.  615 

regulation  by  the  states.     50  Cent.  L.  J.  25 

Intoxication.    See:  Drunkenness         Excise  law 
Iowa,  Law  of 

Gftlpin,  H.  F.     comp.     Law  rel.  to  corporations,  with  notes.     O.     Plain- 
field  la.  1894. 
Holmes,  C.  P.     Probate  law  and  prac.     O.     Chic.  1900. 
Jtggard,  B.  A.     Law  of  taxation.     O.     St  Paul  1902. 
Wilson,  Miss  J.  L.     Legal  status  of  women  in.     O.     Des  Moines  1894. 
See  also   Practice 

Iowa:  Reports 

Iowa — Supreme  Court.     Reports,    v.  85-1 18,  O.   Columbia,  1894-1903. 

T.  85-89  by  N.  B.  Raymond 
V.  90-117  by  B.  I.  Salin^rer 
V.  X18  by  W.  W.  Cornwall 

Iowa:  Reports,  Digests  of 

Aitchison,  C.  B.    comp.     Annotations    to  decisions   (x839-Z9oa);   (cita- 
tions).    O.     Rochester  1902. 
McClain,  E.     v.  3.  1887-98.     Q.     Chic.  1898. 

Ireland,  Law  of 

Ginnell,  L.     (The)  Brehon  laws,  a  legal  handbook.     D.     Lond.  1895. 
Leading  articles:    ancient  Brehon  laws.     20  Ca.  L.  T.  127 
See  also  Practice 

Ireland:  Reports 

Irish  law  times  reports,     v.  26-36,  Q.     Dub.  1892-1902.     (Bd.  w.   Irish 
law  times) 

By  H.  M.  PitzGTibbon 

Irish  reports:  all  the  cts.,  1894-1903;  ed.  by  W.  Green.     20V.  O.     Dub. 
Z894-1903. 

By  W.  Green 

Law  reports  (Ireland) ;' all  the  cts.     v.  31-32,0.     Dub.  1893. 

By  W.  Green 
Cani.  as  Irish  rep. 

Irrigation 

Kinney,  C.  S.     Treatise  on  law  rel.  to.     O.     Wash.  1894. 
Long,  J.  R.     Treatise  on  law  of.     O.     St  Paul  190 1. 
See  also  Waters 

Isle  of  Han,  Law  of 

Leading  articles:  legislature  and  judicature.     27  Law  Mag.  &  R.  129 

Isle  of  Han:  Reports 

Bluett,  J.  C.     Advocates  notebook;  notes  of  cases  before  tribunals  of 
O.     Douglas  1847. 
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Italy,  Law  of 

Bowyer,  G.    Dissertation  on  statutes  of  cities  of  Italy.     O.     Lend.   1838. 
Italy — Parliament.     Code  dvil;  trad,  et  annot.  par  H.  Pnidhomme.    0. 
Par.  1896. 

Code  de  commerce;  trad,  et  annot.  par  E.  Turrel.     O.     Par.  1892. 

Code  de  la  marine  marchande;  trad,  et  annot.  par  H.  Prudhomme. 

O.     Par.  1896. 

— Code  p^nal;  trad,  et  annot.  par  E.  Turrel.     O.     Par.  1890. 

Constitudon,   c6digos  y  leyes,    1885.     (Colecdon  de   las  instit. 


polit.  y  jurid.  v.  3) 

Manuale  d'udienza.     T.     Milano  1902. 


ConUrUs: 
Codice  civile 

'     di  commercio 

"     di  procedxira  civile 

"     penale 

"    di  procedxira  penale 

Nuevas  leyes  y  c6digos,  Z894--98.     (Colecdon  edlas  instit.     etc— 

Complemento  v.  2,  4,  6,  8,  10) 

Prime  trattato  complete  di  diritte  amministrative  italiano;  a  cura  di  V.  E. 

Orlando,     v.  1,3,9,  O.     Milano  1900-2. 
Raikes,  F.  W.     Maritime  codes,  trans.  &  annot.     O.     Lond.  1900. 
Lidding  articles:  review  of  Italian  penal  code.     55  Alb.  L.  J.  12  z 
See  also  Practice 

Japan,  Law  of 

Hall,  W.  S.     Manual  of  laws  rel.  to  patents,  trade-marks  and  designs. 

O.     Yokohama  1901. 
Japan — ^Imperial  diet.     Code  dvil;   trad,  par  I.  Motono  et  M.  Tonui.    0. 

Par.  1898. 

Code  de  commerce;    trad,  par  L.  LOnholm.     O.     Tokyo  1898. 

Commerdal  code;  trans,  by  L.  H.  LOnholm.     Ed.  3.     O.     Tokyo 

(1901). 

Nuevas  leyes  y  c6digos,  1896-98.     (Colecdon  de  las  instit.  etc.— 


Complemento  v.  6,  8, 10) 
Wigmore,  J.  H.     New  codes  and  old  customs.     O.     (Tokyo  1892). 
Leading  articles:   administration  of  justice  in  Japan.     36  Am.  L.  Reg.  (n.s.) 
437,  49i» 571, 628. 714 

adoption.     4  Yale  L.  J.  143 

andent  laws  of  Japan,  by  C.  T.  Long,     i  Barr.  1 5 

criminal  code.     4  Mich.  L.  J.  89 

law  of  the  family.     37  Am.  L.  Rev.  530;  12  Yale  L.  J.  26 
See  also  Practice 

Japan:  Reports 

Masujima,  R.     Select  cases  in  Sup.  Ct.     v.  10,  O.     Tokyo  1896. 

Jerusalem 

Fauconneau-Dufresne.  {Les)  assises  du  royaume  de  Jerusalem. 

discours.     O.     Colmar  1869.     (L.  P.  v.  160) 

Jews.    See  also  Hebrew  law 
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Joint  stock  companies 

(Commercial)  law  reports ;  (annot.)  decisions  rel.  to  companies  in  Canadian 

ct8.     V.  1,0.     Toronto  1903 
Commingi  R.  C,  Gilbert,  F.  B.  &  Woodward,  H.  L.    eii.    Annotated 

(stock)  corporation  laws  of  all  the  states.     5 v.  Q.     Alb.  1 899-1903. 
▼.  4-5,  supplement,  1900.  1903 
Bmden,  A.     Winding  up  of  companies  and  reconstruction;   ed.  6  by  H. 

Johnston.     O.     Lond.  1902. 
HeUiwell,  A.  L.     Treatise  on  stock  and  stockholders.     O.     St  Paul  1903. 
Lindleji  Sir  N.     Treatise  on;  ed.  6  by  W.  B.  Lindley.     av.  O.      Lond. 

1902. 
Rawlins,  W.  D.  &  Macnaghten,  M.  M.    Law  and  prac.  in  rd.  to.     Q. 

Lond.  1 90 1. 
Thompson,  S.  D.     Law  rel.  to.     {see  his  Commentaries  on  corporations) 
Leading  articles:   capitalization  of  profits.     15  Jurid.  Rev.  i 

compulsory  duplication  of  stock  certificates.     36  Am.  L.  Reg.  (n.  s.)  8x 

dividends  and  capital.     96  LawT.  577,  601 

powers  of  majority  stockholders.     4  Brief  P.  D*  P.  215 

recent  developments  in  companies  law.     100  Law  T.  28a,  306,  386,  434, 

483 
voting  trusts.     35  Am.  Law  Reg.  (n.  s.)  413 

wrong  without  remedy;  a  satire.     15  Green  B.  234,  274,  339,  373,  436, 
471.526,572 
See  cdso:    Auditors         Corporations         Directors  Stock  Stock 

holders        Ultra  vires 

Judges.    See:  Directories  of  lawyers        Judicial  officers 

Judgments 

Bailey,  W.  F.     Law  of  jurisd.     av.  O.     Chic.  1899. 

Black,  H.  C.     Treatise  on  law  of.     Ed.  a.     a  v.  O.     St  Paul  1902. 

Leading  articles:    are  judgments  quasi-negotiable?     43  Cent.  L.  J.  440 
by  consent.     39  Sol.  J.  260,  279,  294,  311 
execution  of  foreign  judgments  in  England.     53  Alb.  L.  J.  214 
foreign  judgments  in  Amer.  cts.     35  Ca.  L.  J.  474;  3  Yale  L.  J.  56;  6  id. 

71 
obtained  by  fraud.     105  LawT.  123 

satisfaction  by  one  jointly  liable.     48  Cent.  L.  J.  270 

superior  and  inferior  cts.     33  Am.  L.  Rev.  665 

See  also:    Conflict  of  laws        Liens 

Judgments  in  particular  cases.  See  Opinions 
Judicial  errors.  See  Circumstantial  evidence 
Judicial  legislation 

Leading  articles:    Supreme  Ct.  of  U.  S.  in  the  matter.     8  Harv.  L.  R.  328 

Judicial  notice 

See  also  Notice 

Judicial  officers 

Bailey,  W.  F.     Law  of  jurisd.     2 v.  O.     Chic.  1899. 

Batchellor,  A.  S.    Tenure  of  office  of  judges  of  Sup.  Ct.  of  (N.  H.)  under, 
the  Constitution.     O.     Concord  1902.     (L.  P.  v.  194) 
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Hughes,  C.  £.  et  al.     (Opinion  on  constitutionality  of  judicial  retirement 

bill  and  accompanying  documents,  N.  Y.   Dec.    1903)  O.  (N.  Y.  1905) 

(L.  P.  V.  19s) 
Jordain  Reparation  des  erreurs  judiciaries.     O.     Toulouse  1890. 

(L.  P.  V.  168) 
Littleton,    M.    W.     (The)    independent    judge.     O.     (Alb.  1903)     (L.  P. 

V.  194) 

P^ret  De  I'election  des  juges.     O.     Poitiers  1886.     (L.  P.  v.  167) 

Leading  articles:   boss  and  the  bench.     23  N.  J.  Law  J.  135 

courts  and  politics.     12  Green  B.  620 

criticism  of  federal  cts.     5  Couns.  59, 91 

dissenting  opinions.     62  J.  P.  131;  5  W.  Va.  Bar  73,  212 

federal  judiciary  and  the  future  of  the  republic.     $  Am.  Lawy.  310 

how  disqualified  to  sit  in  a  case.     4  Madras  L.  J.  131 

judicial  bias.     15  Jurid.  Rev.  231 ;  42  Sol.  J.  19$ 

judicial  tenure,  by  R.  Choate.     13  Harv.  L.  R.  i 

judiciary  of  Amer.     63  Alb.  L.  J.  139 
See  also  Lord  chancellor 

Judicial  sales 

Freeman,  A.  C.     Law  of  void  judicial  sales.     Ed.  4.     O.     St  L.  1902. 
Kleber,  J.  C.     Void  judicial  and  execution  sales.     O.     N.  Y.  1899. 

Judicial  systems 

Leading  articles:  advisory  opinions  of  judges  of  England.     13  Harv.  L.  R. 

358 
Brazilian  law  and  judicial  organization.     35  Am.  L.  Rev.  31 
judicial  system  of  Belgium.     8  Green  B.  158 
judicial  system  of  France.     14  Green  B.  527;  15  Jurid.  Rev.  362;  19 

Law  Q.  Rev.  263,  402 ;  8  Revue  L^g.  (n.  s.)  413 
judicial  system  of  Germany,     i  Mich.  L.  Rev.  121 
judicial  system  of  Hawaii.     6  Yale  L.  J.  213 
judicial  system  of  Scotland.     5  Yale  L.  J.  109 
judicial  system  of  the  colonies  and  dependencies  of  Great   Britain. 

(see  articles  in  107-8  Law  T.) 

Judicial  writs 

Alderson,  W.  A.     Treatise  on.     O.     N.  Y.  1895. 
See  also  Courts 

Judiciary.     See  Judicial  officers 

Juries 

Austin,  B.     Observations  on  the  pernicious  practice  of  the  law,  by  Honestus 

O.     Bost.  1819.     (L.  P.  V.  41) 
Blashfield,  DeW.  C.    Treatise  on  instructions  to  juries,  including  province 

of  ct.  and  jury.     2 v.  O.     St  Paul  1902. 
Demartial,    H.     Du    jury    d 'accusation.      O.      Besan9on   1879.     (L*  P* 

V.  158) 
Honestus,  pseud.    See  Austin,  B. 

Parker,  F.  J.     Juries  and  cts.  of  law.     O.     Bost.  n.  d.     (L.  P.  v.  170) 
Leading  articles:     abolition  of  grand  jury.     40  Am.  L.    Reg.  (n.  s.)  191; 
5  Am.  Lawy.  487 ;  3  Mich.  L.  J.  257 
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coercion  of  jurors.     4  Law  N.  (Am.)  44 
jtiry-packing.     65  J.  P.  321 
psychologic  study  of  jurors.     60  Alb.  L.  J.  341 
**  scintilla  "  rule.     4  West.  R.  L.  J.  117,  143,  169 
selecting  the  jury.     4  Yale  L.  J.  173 
use  of  intoxicating  liquors.     59  Alb.  L.  J.  308 
Se€  also  Trial  by  jury 

Jurisdiction 

Bailey,  W.  F.     Law  of.     2 v.  O.     Chic'  1899. 

Brown,  T.     Commentaries  on  jurisd.  of  cts.     Ed.  2.     O.     Chic.  1901. 

Cardozo,  B.  N.    Jurisdiction  of  Ct.  of  Appeals  of  N.  Y.     D.     Alb.  1903. 

Thayer,  A.  M.     Jurisdiction  of  federal  cts.     O.     St  L.  1895. 

Works,  J.  D.    Treatise  on.     O.     Cin.  1894. 

Leading  articles:  civil  jurisd.  over  military  reservations.     52  Alb.  L.  J.  13S 

extraterritorial.     19  Ca.  L.  T.  185 

true  meaning  of.     40  Am.  L.  Reg.  (n.  s.)  346 
See  also:    Courts        Judicial  systems        Practice 

Jurisprudence 

Baudouin  (La)  jurisprudence.     O.     Rennes  1879.     (L.  P.  v.  165) 

B^darrides,  A.     Justice  et  charity.     O.     Amiens  1874.     (L.  P.  v.  157) 
BouU^,  G.  P.  Y.  M.     Pascal  et  Domat,  sur  la  justice.     O.     Orleans  z868. 

(L.  P.  v.  164) 
Clarke,  R.^  F.     Science  of  law  and  law-making.     O.     N.  Y.  1898. 
]>echesne,  L.     (La)  conception  du  droit  et  les  id^es  nouvelles.     D.     Par. 

1902. 
Holland,  T.  £.     Elements  of.     Ed.  7.     O.     Ox.  1895. 

Ed.  9.     O.     Ox.  1900. 

Lee,  G.  C.     Historical  jurisp.     O.     N.  Y.  1900. 

MacFarland,  W.  W.     Evolution  of.     O.     Phil.  1893.     (L.  P.  v.  182) 

Markby,  Sir  W.     Elements  of  law  considered  with  ref.  to  principles  of 

general  jurisp.     Ed.  5.     O.     Ox.  1896. 
Robinson,  W.  C.     Elements  of  Amer.  jurisp.     O.     Host.  1900. 
Russell,  I.  F.     (The)  vendetta;   or,  How  law  evolves  fr.  the  patriarchal 

cell.     O.     N.  Y.  1897.     (L.  P.  V.  155) 
Salmond,  J.  W.     Jurisprudence;   or.  The  theory  of  the  law.     O.     Lond. 

1902. 
Smith,  H.  B.     Studies  in  juridical  law.     O.     Chic.  1902. 
Leading  articles:   American  progress  in.     35  Am.  L.  Reg.  (n.  s.)  541 

classification  of  rights  and  wrongs.     13  Harv.  L.  R.  537,  659 

divisions  of  law.     8  Harv.  L.  R.  187 

evolution  of  judicial  opinion.     10  Am.  Lawy.  386 

fashions  in  the  law.     11  Green  B.  487 

growth  of  law.     3  Mich.  L.  J.  331 

justice  according  to  law.     9  Harv.  L.  R.  295 

nature  and  meaning  of  law.     10  Law  Q.  Rev.  228;  11  Yale  L.  J.  195 

path  of  the  law.     10  Harv.  L.  R.  457 

Roman  jurisp.     52  Alb.  L.  J.  171 

scope  of.     35  Am.  L.  Rev.  546 

suggestions  for  improvements  in  law      59  Alb.  L.  J.  5 
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Jurors.    See  Juries 
Justices  of  the  peace 

Btindy,  C.  S.     Justices'  manual  (for  D.  of  C.)  with  forms.     Ed.  a.    0. 

Wash.  1896. 
Comiecticut  civil  officer;    ed.  17  by  J.  G.  Mitchell.     O.     Hartford  190a. 
Dugan,  P.  C.     Law  and  prac.  for,  in  N.  Y.     2 v.  O.     Alb.  1901. 
Freeman,  S.     Massachusetts  justice.     O.     Bost.  1795. 
Stone,  S.     Justices  manual;   ed.  28  by  G.  B.  Kennett.     D.     Lend.  189$. 
Wait,  W.     Law  and  prac.  in  civil  actions  and  proc.  in  Justices  Cts.  in 

N.  Y. :  ed.  7  by  E.  Baylies.     3V.  O.     Alb.  1902. 
Leading  articles:    justices  with  a  bias.     65  J.  P.  386 

Kansas,  Law  of 

Clemens,  G.  C.  Kansas  statutes  concerning  corporations  and  insurance 
companies,  with  notes  and  forms.     O.     Topeka  1902. 

Kansas — Legislature.  Corporation  laws,  including  banking  and  insur- 
ance (1898).     O.     Topeka  1898. 

Leading  articles:   law  of  commercial  paper  in  Kan.     z6  Bank.  L.  J.  537. 

597.657;  17  id.  17.78 
See  also  Practice 

Kansas:  Reports 

Kansas — Courts  of  Appeals.     Reports,    v.  i-zo,  O.    Topeka  1895-1902. 

V.  1-a  by  A.  M.  P.  Randolph 
V.  3-4  by  T.  E.  Dewey 
7.  s-6  bv  G.  C.  Clemens 
V.  7-10  by  T.  E.  Dewey 

Kansas — Supreme  Court     Reports,     v.  $1-65,0.    Topeka  1894-1903. 

V.  51-56  by  A.  M.  F.  Randolph 
V.  57-59  by  G.  C.  Clemens 
V.  60-65  by  T.  E.  Dewey 

Kansas:  Reports,  Digests  of 

Dassler,  C.  F.  W.     1880-93,  v.  2,  new  ed.     Q.     Topeka  1894. 

1858-1901.     Q.     Topeka  1902. 

Valentine,  D.  M.  Digest,  Sup.  Ct.  of  Appeals,  1854-97.  2V.  Q.  Indian- 
apolis 1899. 

Kentucky,  Law  of 

See  also  Practice' 

Kentucky:  Reports 

Kentucky — Court  of  Appeals.  Reports,  v.  93-110,  O.  Frankfort  1894- 
1903. 

V.  g3-98  by  E.  W.  Hines 
V.  99-103  by  C.  C.  Turner 
V.   104-7  by  T.  L.  Edelen 
V.  108-10  by  T.  R.  McBcath 

Kentucky  law  reporter;  all  the  cts.  v.  15-24  in  6v.,  O.  Frankfort  1893- 
1903. 

V.   1S-16  by  W.  J.  Chinn 
V.   17-ao  by  W.  G.  Chapman 
V.  a  I  by  W.  Cromwell 

Kentucky:  Reports,  Digests  of 

Barbour,  J.     Kentucky  digest;  v.  3-4,  1878-95.     Q.     LfOuisville  x8q7. 
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Labor  laws.    See  Industrial  legislation 
Landlord  and  tenant 

Chaplin,  S.     Treatise  on  law  of,  in  N.  Y.     O.     N.  Y.  1899. 

Clarke,  S.  R.    Treatise  on,  (Canada).     O.     Toronto  1895. 

Fawcett,  W.  M.     Treatise  on;  ed.  2   by  J.   M.   Lightwood.     O.     Lond. 

1900. 
Foa|B.     Relationship  of .     Ed.  2.     O.     Lond.  1895. 
HaUy  P.  F.     Massachusetts  law  of.     O.     Bost.  1899. 
lfcAdani,D.     Rights,  duties,  remedies  of.     Ed.  3.     3V.  O.     N.  Y.   1900-z. 
Hftdman,  J.  H.     Law  of,  including  prac.  in  ejectment.     Ed.  5.     O.     Lond. 

X901. 
Woodlftlli  W.     Law  of,  with  forms;    ed.  16  by  J.  M.  Lely.     Q.     Lond. 

1898. 

'— ed.  17  by  J.  M.  Lely.     Q.     Lond.  1902. 

Leading  articles:  covenant  for  quiet    enjoyment.     114  Law  T.   167;    47 
Sol.  J.  169 

covenant  not  to  assign.     29  Ir.  L.  T.  437,  444 

is  landlord  or  tenant  liable  for  a  nuisance?     i  Pa.  L.  Ser.  919 

leasing  premises  infected  with  disease.     61  Alb.  L.  J.  390 

lessor's  covenant  to  repair.     17  Law  Q.  Rev.  26 

HabiHty  for  dangerous  condition  of  premises.     56  Cent.  L.  J.  226 

obligation  of  tenant  to  repair.     37  Ca.  L.  J.  521 

some  new  propositions  in  the  law  of.     16  Chic.  L.  J.  i,  81,  161,  327,  425 
See  also:    Agriculture      Fixtures     Forcible  entry  and  detainer      Leases 

Waste 

Larceny 

Leiuiing  articles:   by  trick.     63  J.  P.  1 7 

conversion  by  bailee.     7  Chic.  L.  J.  (n.  s.)  313 
felonious  intent  a  question  for  the  jury.     59  J.  P.  497 
law  rel.  to.     17  Law  S.  Jour.  189 
money  received  through  mistake.     29  Ir.  L.  T.  323 
possession  of  stolen  property.     45  Cent.  L.  J.  388 
recent  decisions  on  theft.     12  Cape  L.  J.  241 

Law.    See  Jurisprudence 

Law  books.    See  Bibliography 

Law  libraries 

Leading  articles:   advocates  library,     il.     14  Jurid.  Rev.  i,  113,  214 

law  lib.  in  city  of  N.  Y.     10  Am.  Lawy.  541 
See  also  Inns  of  court. 

Law  lists.    See  Directories  of  lawyers 

Law  merchant.    See:  Mercantile  law      Usage 
Law  miscellanies 

Bumham,  B.  F.     Leading  in  law  and  curious  in  ct.     O.     N.  Y.  1896. 
Chittenden,  L.  £.     Legal  reminiscences,     {see  articles  in  5-8  Green  B.) 
CUnton,  H.  L.     Extraordinary  cases.     O.     N.  Y.  1896. 
Garlandi  A.  H.    Experience  in  Sup.  Ct.  of  U.  S.     O.     Wash.  1898. 
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Hill,  F.  T.     Case  aiKl  exceptions:   stories  of  counsel  and    lients.     Ed.  a. 

D.     N.  Y.  1900. 
Proctor,  L.  B.     (Writings,  14,  collected)     F.     Alb.  v.  d. 
Seria  ludo,  by  a  dilettante.     O.     Lond.  1903. 

Southwortb,  A.  S.     (A)  generation  of  the  N.  Y.  bar.     (a  An;i.  Lawy.  198) 
Suffolk  county,  Mass.— Court  of  General  Sessions.     Extracts  fr.  records, 

1764-68.     O.     N.  Y.  1887.     (L.  P.  V.  192) 
Watson,  W.     lard.    Gleanings  fr.  wisdom  of;  comp.  by  R.  M.  Williamson. 

I  por.  D.     Glasg.  (1902). 
Watt,  F.     (The)  law's  lumber  room.     S.     Lond.  1895. 
Willard,  J.  A.     Half  a  century  with  judges  and  lawyers  (of  Mass.)     D. 

Bost.  1895. 
Wynne,  £.     Miscellany,  cont.  several  law  tracts.     O.     (Lond.)  1765. 
Leading  articles:    builders  of  (£ng.)  law  during  Victoria's  reign,     (sm 
articles  in  96-99  Law  T.) 

Dante  as  a  jurist.     22  Law  Mag.  &  R.  85 

dramatic  episode  in  career  of  a  Buffalo  lawyer.     61  Alb.  L.  J.  87 

Law  of  nations 

Balch,  T.     International  cts.  of  arbitration.     £d.  a.     O.     Phil.  1896. 

1874.     Ed.  3.     O.     Phil.  1899. 

B^r^nger,    R.     Des    progr^    du    droit    des    gens.     O.     Grenoble  z866 
(L.  P.  V.  161) 

Bernard,  M.  A.  Manuel  de  droit  international  public  et  priv^.  O.  Mont- 
real 1901. 

Calvo,  C.  Droit  international,  th^rique  et  pratique.  Ed.  a.  av.  0. 
Par.  1870-72. 

Ed.  $.     6v.  O.     Par.  1896. 

Conferences  de  droit  international  priv^.  Actes  (des  conf^ences  1-3) 
1893,  1894,  1900.     F.     LaHaye  1893-1900. 

Congr^s  international  de  droit  maritime  de  Paris,  2900.  Compte  rendu 
par  G.  Marais.     O.     (Havre  1900)     (L.  P.  v.  19a) 

Oct.   1-3,  1000 

Davis,  C.  K.  Treatise  on  international  law,  including  Amer.  diplomacy; 
annot.  and  rev.  by  P.  J.  Healey.     O.     St  Paid  1901. 

Elliott,  C.  B.  United  States  and  northeastern  fisheries.  O.  Minneap- 
olis 1887. 

Glenn,  £.  F.     Handbook  of  international  law.     O.     St  Paid  1896. 

Institut  de  droit  international.  Annuaire,  i877-i9oa.  v.  1-19,  O.  Brux- 
elles  1877-1902. 

Jellinek,  G.     Lehre  von  den  staatenverbindungen.     O.     Ber.  i88a. 

Kosmodike;  periodical  for  international  law  matters,  v.  x-3,Q.  Lond. 
1898-1900. 

Lapradelle,  A.  G.  de.     De  la  nationality  d'origine.     O.     Par.  1893. 

Lawrence,  T.  J.     Principles  of  international  law.     O.     Lond.  1895. 

Nys,  £.     Origines  du  droit  international.     O.     Bruxelles  1894. 

Pradier-Fod^r^,  P.  Traits  de  droit  international  public  europ^en  et 
am^ricain.     v.  5-7,0.     Par.  1891-97. 

Rattigan,  Sir  W.  H.  Netherlands  South  African  railway  question  fr. 
point  of  view  of  international  law.     O.     Lond.  1901.     (L.  P.  v.  189) 

Revue  de  droit  international;  parE.Rolin  et  al.  Y.  aS-jS.O.  Brux- 
elles I 893-1 903. 
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Scott,  J.  B.     Cases  on  international  law,  selected  fr.  decisions  of  English 

and  Amer.  cts.  with  notes.    O.     Bost.  1902. 
Selden,  J.    De  jure  naturali  et  gentitun.    O.    Argent  1665. 
SnoWi  F.     International  law:  a  manual  based  on  lectures  at  Naval  War 

College;  'ed.  2  by  C.  H.  Stockton.     O.     Wash.  1898. 
— ^—  Lectures  on  international  law.     O.     Wash.  1895. 
StO€qiiart,  E.     Studies  in  private  international  law  (marriage  and  divorce). 

O.     Bruxelles  1900.     (L;  P.  v.  176) 
Takahashiy  S.     Cases  on  international  law  during  Chino- Japanese  War. 

O.    Camb.  1899. 
Taylori  H.     Treatise  on  international  public  law.     O.     Chic.  190 1. 

Vulcheff,  M.  G.    Textbook  on  international  law.     O.     Sistove  1892. 

In  BuUearian 
Walker,  T.  A.     History  of.     v.  i,  O.     Camb.  1899. 

Manual  of  public  international  law.     O.     Camb.  1895. 

Westlakei  J.    Chapters  on  principles  of  international  law.     O.     Camb. 

1894. 

Leading  articles:    contracts  by  correspondence.     32  Am.  L.  Rev.  339;  9 
Jurid.  Rev.  161,  291 
development  of  international  law.     35  Am.  L.  Rev.  214 
history  of.     36  Am.  L.  Reg.  (n.  s.)  353,  701 
international  law  in  Amer.  jurisp.     15  Green  B.  164 
modem  international  law  problems.     12  Green  B.  no, 172,  254 
sources  of  international  law.     2  Columb.  L.  R.  51Z ;  18  Law  Q.  Rev.  418 
suzerainty,  definition  of.     25  Law  Mag.  &  R.  413 

Sm  also:    Alaskan  boundary  Bering  sea  arbitration  Blockade 

Citizenship  Claims  Conflict  of  laws  Diplomacy  Exterri- 
toriality International  arbitration  International  code  Mon- 
roe doctrine        Neutrality        Passports        Treaties        War 

Law  of  nature 

Holaindi  R.  I.     Natural  law  and  legal  prac.     O.     N.  Y.  1899. 
Rntfaerford,  T.     Institutes   of  natural  law.     Ed.  3.     2V.  O.      Whitehall 

1799- 
Selden,  J.    De  jure  naturali  et  gentium.     O.     Argent  1665. 

Leading  articles:  history  of.     i  Columb.  L.  R.  11;  2  id.  131;  11  Law  Q. 

Rev.  121 

natural  rights.     36  Am.  L.  Rev.  481 

Law  pamphlets 

Law  pamphlets;    (collection  in  P.)    v.  201.    v.  p.  v.  d. 
^— ^—  (collection  in  O.)     v.  145-^5.     v.  p.  v.  d. 

Law  periodicals 

(Periodicals  wholly  devoted  to  reports  of  cases  will  be  found  under 
reports.) 
Alabama  Law  Journal,    v.  1-4  in  3,  O.     Montgomery  1882-85. 

Only  X  no.  in  v.  4 

Albany  Law  Journal,    v.  49-65,  Q.    Alb.  1 894-1903. 

American  Land  and  Title  Register,    v.  10-13,  F.     Detroit  1900-3. 

Lacks  no.  1-3  of  t.  xo.     No  more  pub. 

American  Law  Register;  new  ser.    v.  33-42  in  14V.,  O.     Phil.  1894-1903. 
American  Law  Review,    v.  28-37,  O.    St  L.  1 894-1 903. 
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American  Lawyer,    v.  a-ii,  Q.     N.  Y.  1 894-1903. 
American  Legal  News.    v.  12-14,  Q.     Detroit  190 z-03. 

ConU.  fr.  Collector  and  Commercial  Lawyer  . 

Australian  Jurist,    v.  1-5  in  a,  Q.     Melbourne  1871-75. 
Australian  Law  Times,    v.  17-23,  P.     Melbourne  189  5-1903. 
Baltimore  Law  Transcript,  Oct.  1868-Peb.  1870.    v.  z-3,  P*.     Bait.  z86fr- 

70. 
Banking  Law  Journal;   ed.  by  T.  B.  Paton.     v.  10-20,0.     N.  Y.  1894- 

1903- 
Bar.     See  West  Virginia  Bar 

Barrister,     v.  1-3,0.     Toronto  1895-97. 

Cont.,  S00  Docket 

Bombay  Law  Reporter;  fortnightly,  1899-1902.  v.  1-4  in  7v.,  O.  Bom- 
bay I 899-1902. 

Brief;   a  legal  review  of  reviews,     v.  1-3,  sq.  O.     Lend.  1894-95. 

Brief  of  Phi  Delta  Phi;  ed.  by  C.  F.  Bostwick  et  al.  v.  a-4,  O.  N.  Y. 
1900-3. 

Business  Law.     v.  i->4in  2v.,  Q.     Chic.  1894-96. 

Cont.  see  Rosenberger's  Law  Monthly 

Canada  Law  Journal,    v.  29-39,  O.     Toronto  1893-1903. 
Canadian  Law  Review,    v.  1-2,  O.    Toronto  1 901-03. 
Canadian  Law  Times,    v.  14-22  in  17V.,  O.    Toronto  1894-1903. 
Canadian  Municipal  Journal;  by  A.  L.  WiUson.    v.  2,  O.    Toronto  1892. 
Cape  Law  Journal;  ed.  by  W.  H.  S.  Bell  et  al.     v.  zo-x7, 0.     Grahams- 
town  1893-1900. 

Cont.  see  South  African  Law  Jotimal 

Digest  of  V.  1-17,  1884-1900  ed.  by  W.   H.  S.   Bdl.     O.    Gra- 

hamstown  1901. 

Case  and  Comment,     v.  1-9,  O.     (Rochester  1894-1903.) 
Central  Law  Journal,    v.  38-57,  Q.     St  L.  1 894-1903. 

Index  digest,  v.  1-54.     Q.     St  L.  1902. 

Chicago  Law  Journal,    v.  15-17  (n.  ser.  5-7),  Q.    Chic.  1894-96. 

Cont.  see  Chicago  Law  Journal  Weekly 

Chicago   Law  Journal  Weekly,     1896-1901.     v.  i-6,  sq.  P.     Chic.  1896- 

1901. 

T902.     v.  i7,sq.  Q.     Chic.  1902. 

Vol.  no.  changed  at  v.  17 

Chicago  Legal  News.     v.  26-35,  F*.      Chic.  1894-1903. 

Cincinnati  Weekly  Law  Bulletin.     See  Weekly  Law  Bulletin 

City  Record;    official  gazette  of  the  city  of  Boston,  1898— 1900.     v.  x-3, 

P.     Best.  1899-1901. 
City  Record;  official  journal  (of  N.  Y.  city),  July  1893-Nov.  1903.     76  V. 

F».      N.Y.  1893-1903. 
Collector  and  Commercial  Lawyer,     v.  4-12  in  15,  Q.     Detroit  1892-1900. 

V.  4-5  imperfect 

Cont.  see  American  Legal  News 

Columbia  Law  Review,  1901-3.     v.  1-3,  Q.     N.  Y.  1901— 3. 

Counsellor;   (pub.  by  students  of  N.  Y.  Law  School),     v.  3—5,  Q.     N.Y. 

1894-96. 
Counsellor's  Magazine,  1 795-1800.     O.     (Lond.  x8oz) 
County  Courts  Chronicle,    v.  34-38,  P.     Lond.  1895-1902. 
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Cndit  Kan.    v.  1-3, 0.    St  L.  1900-02. 

Criminal  Law  Magazine;   ed.  by  J.  S.  Erwin.    v.  16-18,  O.    Jersey  City 

1894-96. 
Current  Comment  and  Legal  Miscellany,    v.  3  (nos.  1-4),  O.     Phil.  1891. 
Direct  Legislation  Record;   ed.  by  E.  Pomeroy.    v.  z-io  in  2v.,  O.     N.  Y. 

ft  Newark  189  4-1 9  03. 
Diiooiitinued 
Docket;   a  record  of  the  cts.  (of  Canada),     v.  z-9  in  2 v.,  Q.     Toronto 

1889-98. 
Droit  d'auteur;   organ  officiel  du  bureau  de  I'union  intemationale  pour 

la   protection   des   oeuvres  litt^raires  et  artistiques.     v.  1-13  in  4V.,  F. 

Berne  1 888-1900. 
Green  Bag.    v.  6-15,  Q.     Bost.  1894-1903. 
Guide;  monthly,    v.  2-4,0.     Kalamazoo  1893-95. 
Blarrard  Law  Review,    v.  8-16,  Q.    Camb.  1 894-1903. 
Insurance  Law  Journal,    v.  23-32,  Q.     N.  Y.  1894-1903. 
Internal  Revenue  Record,    v.  39-41,  Q.     N.  Y.  1893-95. 

Merged  in  U.  S.  Revenue  Journal 
No.  I-X7  only  of  v.  41 

Iowa  State  University    Law    Bulletin,  nos.  9-40,  Oct.   1893-Ap.   1897. 

4V.  O.     Iowa  City  1 89  5-99 . 
Irish  Law  Times  and  Solicitors'  Journal,    v.  28-35,  Q.    Dub.  1894-1902. 
Joint  Stock  Companies'  Law  Journal;  ed.  by  E.  W.  Cox.    v.  i,  O.     Lond. 

1849.     a^  ^^>  ^*  ^'  ^^*    Joint  stock  companies  cases) 
Jones,  L.  A.     Index  to  legal  periodical  literature;    v. 2,  1887-99.      Q. 

Bost.  1899. 
Journal  du  droit  international  priv^.    v.  20-30,  O.     Par.  1893-1903. 
Juridical  Review,    v.  6-15,0.     Edin.  1894-1903. 
Jurist;  or,  Law  and  Equity  Reporter  for  1839;  Amer.  ed.     2 v.  O.     N.  Y. 

1839. 
Justice  of  the  Peace,    v.  58-67,  Q.     Lond.  1894-1903. 
Questions    and  answers   (extracted),    1877-96,  ed.  by     C.      E. 

Allan  et  al.     Q.     Lond.  1902. 
Kansas  City  Bar  Monthly;  official  organ  of  the  Kansas  City  Bar  Associa- 
tion, 1897-1902.     V.  2-6  in  2v.,  O  &  Q  (v.   3,  Q).   Kansas  City  1897- 

1902. 

▼.  t.  4f  5i  6.  imperfect 

Kansas  Lawyer,  1896-1900.     iv.  Q.    Lawrence  1896-1900. 

Incomplete;  several  nos.  missing 

Kentucky  Law  Reporter,    v.  14-24  in  17V.,  O.     Frankfort  1893-19 03. 
Kosmodike;  periodical  for  international  law  matters,     v.  1-3,  Q.     Lond. 

189 8-1900. 
Law  Advertiser,    v.  3-8,  O.     Lond.  1825-30. 
Law  Book  News;  monthly,    v.  1-2. 0.    St  Paid  1894-96. 
Law  Chronicle;  monthly,  June  1854-June  1856.    v.  1-2  (old  ser.)  in  iv.,  O. 

Lond.  1855-56. 
Law  Gazette;  weekly.     8  v.  Q  &  PJ(v.  3-6,  Q).    Lond.  1890-94. 

No.  X05,  x66  wanting 

Law  JoumaL    v.  29-38,  F.     Lond.  1 894-1 903. 

Law    Librarian;  quarterly,    Nov.*)  1887-Nov.    1890.    3V.  in  iv.,  O.    San 
Fran.  1887-go. 
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Law  Library;  ed.  and  pub.  by  L.  Bohm.  v.  i,no.  x,Q.  Milwaukee 
189a. 

No  more  pub. 

Law  Magazine  and  Review.     Ser.  4.     v.  19-28,  O.     Lond.  1894-1903. 

Law  Notes;  monthly,    v.  9, 13-22,  sq.  O.     Lond.  1890-1903. 

Law  Notes;  (monthly)  pub.  by  Edwsud  Thompson  Co.  v.  i-S,  F.  North- 
port  N.  Y.  1897-1902. 

Law  Quarterly  Review;  ed.  by  Sir  F.  Pollock,  v.  10-19,  O.  Lond.  1894- 
1903. 

Law  Register;  (weekly),     v.  18-23,  F.     Chic.  1898-1903. 

Cont.  jr.  Legal  Adviaer.  Chicago 

Law  Students'  Helper,     v.  2-1 1,  Q.     Detroit  1894-1903. 

Law  Students'  Journal,    v.  16-25,  sq.  Q.     Lond.  1894-1903. 

Law  Times,    v.  96-115,  F.     Lond.  1894-1903. 

Lawyer  and  Credit  Man.    v.  5-10  in  7v..  Q  &  F.     N.  Y.  1896-99. 

Lawyer  and  Magistrate;  monthly,     v.  i,  F.     Dublin  1898-99. 

No  more  pub. 

Legal  Adviser,     v.  33-38,  F*.      Chic.  1893-98.    • 

Lfgal  Adviser;  ed.  by  J.  W.  Mills,     v.  1-4  in  5v.,  O.     Denver  1898-1900. 
Legal  and  Insurance  Reporter,  1896-99.    v.  36-40  in  zv.,  P.     PUL  1896- 
99. 

Incomplete;  several  nos.  missing 

Legal  Intelligencer,     v.  51-60,  sq.  F*.      Phil.  1894-1903. 

Legal  News.     v.  17-20, 0.     Montreal  189 4--9 7. 

Luzerne  Legal  Register;  (advertisements),     1893-1902.     4V.  O.      Wilkes- 

barre  1893-1902. 
Madras  Law  Journal,     v.  4-1 1,  Q.     Madras  1895-1902. 
.    Magistrate  and  Municipal  and  Parochial  Lawyer;  ed.  by  A.  Bittleston  and 

E.  W.  Cox.     5  V.  in  2,  Q.     Lond.  1850-53. 
Maryland  Law  Review,     v.  1-2,  Q.     Baltimore  1902-3. 

Conducted  by  Baltimore  Law  School 

Medico-legal  Journal,    v.  11-20,  O.     N.  Y.  1894-1902. 

Mercantile  Adjuster  and  the  Lawyer  and  Credit  Man;  monthly,  Nov.  1899- 

Oct.  1903.     I2V.  O.     N.  Y.  1899— 1903. 
Michigan  Law  Journal,     v.  3-7, 0.     Grand  Rapids  &  Detroit  1894-98. 
Michigan  Law  Review,     v.  i,  O.     Ann  Arbor  1903. 
Minnesota  Law  Journal,     v.  2-5,  Q.     St  Paul  1894-97. 
Natal  Law  Quarterly;  ed.  by  W.  T.  Lee.     v.  i,  O.  .  Durban  1902. 
National  Corporation  Reporter,     v.  7-27,  F.     Chic.  1894-1904. 
New  Jersey  Law  Journal,     v.  17-26,  Q.     Plainfield  1894-1903. 

Index  to  v.  1-23;   by  S.  M.  Burlingame.     O.     Plainfield  190X. 

New  York  City  Record.     See  City  Record. 

New  York  Law  Journal,    v.  10-29  in  30,  F*.      n.  t-p.     N.  Y.  1893-1903. 

New  York  Law  Review,     v.  i,0.     Ithaca  1895. 

Northwestern  Law  Review,    v.  2-4,  O.     Chic.  1894-96. 

Ohio  Law  Bulletin,     v.  47-48, 0.     Norwalk  1902-3. 

Cont.  jr.  Weekly  Law  Bulletin 

Ohio  Legal  News.     v.  1-9  in  8, 0.     Norwalk  1894-190Z. 

Cont.  as  Ohio  Law  Bulletin 

Oklahoma  Law  Journal,     v.  i,  O.     Stillwater  1902-3. 
Patent  and  Trade  Mark  Review,     v.  i,  O.     N.  Y.  190a. 
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VwantjlvaxdtL  Law  Series;  ed.  by  g^raduates  of  l^w  School  of  Univefsity 
of  Penn.    v.  1-3,  O.     Phil.  1895-96. 

▼.  I  in  a  pt 

Revista  de  los  tribunales  7  de  legislacion  universal;  dirigida  por  V.  R. 
Gixon.     V.  30-3S,  O.     Madrid  1896-1901. 

▼.  3z  wfinting 

Seme  de  droit  international,    v.  35-35,  O.     Bruxelles  1893-1903. 
Seme  ^n^ral  du  droit,  de  la  legislation  et  de  la  Jurisp.     v.  17-26,  O. 

Par.  1893-1902. 
Seme  legale  ed.  by  J.J.  Beauchamp;  n.  s.   v.  1-9,  O.  Montreal,  1895-1903. 
— — —  ;  repertoire.     O.     Montreal  1894. 

▼.  a*  €i  old  ser. 

Serne  trimestrielle  de  droit  civil,  1903-3.    v.  1-3,  O.     Par.  1903-3. 
Soaenberger's  Law  Monthly,    v.  5,  nos.  1-5,  O.    Chic  1897-98. 

No  more  pub. 

San  Francisco  Law  Joumal|  1877-78.    v.  i  (433P.)  O.     San  Fran.  1877-78. 
San  Francisco  Legal  News;  ed.  by  M.  M.  Miller,     v.  z-4,  F*.     San  Fran. 
1893-95. 

No  fsoTB  pub. 

Scots  Law  Times,    v.  i-io,  Q.     Edin.  1894-1903. 

Scottish  Law  Review  and  Sheriff  Ct  Rep.    v.  10-19,  Q.     Glasg.  1894-1903. 

Society  of  Comparative  Legislation.    Journal.     3 v.  O.     Lond.  1897. 

Ser.  3.     V.  1-3,  O.     Lond.  1899— 1901. 

Solicitors*  Journal  and  Reporter,    v.  38-47,  F.     Lond.  1894-1903. 
Sootili  African  Law  Journal ;  ed.  by  W.  H.  8.  Bell.     v.  18-30.  O.     Grahams- 
town  190 1-3. 

C!pnI.  fr.  Cape  I#aw  Jotimal 

Southern  Law  Journal;  ed.  by  A.  B.  McEachin.     v.  1-3,  O.     Tuscaloosa 

1878-79. 
Soottem  Law  Review;  ed.  by  W.  R.  Hammond,    v.  i,  O     Atlanta  1903. 

Diaoontinued 

Toledo  Legal  News.    See  Ohio  Legal  News,  v.  z. 

United  States  Revenue  Joumal^and  Internal  Revenue  Record,     v.  41-44,  F. 
N.  Y.  189S-98. 

▼.  S  <^  U.  S.  Revenue  Jotimal  united  with  v.  41  of  Internal  Revenue  Record 

University  Law  Review;  ed.  by  Austin  Abbott,     v.  1-3,  Q.     N.  Y.  1894-97. 
Virginia  Law  Register,    v.  1-8  in  i6v.,  O.     Lynchburg  1895-1903. 

V.  x-3  ed.  by  E.  C.  Burks 

V.  4-8  ed.  by  W.  M.  Lile  ^ 

Washington  Law  Reporter;  ed.   by   R.   A.   Ford.     v.  31-31,  Q.     Wash. 

1893-1903. 
Weekly  Law  Bulletin,     v.  31-46,  Q.     Columbus  O.  1 894-1901. 

C(PNl.  as  Ohio  Law  Bulletin 

Weekly  Notes;  pt  3,  miscellaneous  legal  information,  1 893-1 903.      iiv.  Q. 

Lond.  1893-1903.     (Bd.   w.  Weekly  Notes;  pt  i.  Reports  of  cases) 
West  Virginia  Bar.     v.  i-io,  Q.     Morgantown  1894-1903. 
Western  Law  Times,    v.  5-6,  O.     Winnipeg  1895-96. 
Western  Reserve  Law  Journal.     7  v.  in  6v.,  Q.    Cleveland  1895-1901. 

V.  a,  nos.  5,  6,  8;  v.  3.  no.  7*.  v.  4.  no.  z,  wanting;  v.  7.  pt  z  &  a  only 

Tale  Law  Journal,    v.  3-13,0.     New  Haven  1894-1903. 
Law  reform:  General.    See.  Codification        Trial  by  jury 


272  NEW   YORK   STATE    LIBRARY 

Law  reform,  American:  General 

American  Bar  Association.  Report  of  minority  of  select  committee  on 
relief  of  U.  S.  Sup.  Ct.     O.     New  Haven  1882.     (L.  P.  v.  x86) 

Association  of  the  Bar  of  the  City  of  N.  Y.  Report  of  committee  on  pro- 
posed U.  S.  penal  code  (Nov.  26,  1901).     O.     (N.  Y.  1901)  (L.  P.  v.  188) 

California — Conmiissioners  for  revision  and  reform  of  tiie  law.  Report 
(containing)  recommendations  respecting  code  of  civil  procedure,  Aug. 
1,1900.     O.     Sacramento  1900.     (L.  P.  v.  179) 

O.     Sacramento  1900. 

Fiero,  J.  N.     (The)  reformed  procedure.     O.     Alb.  1896.     (L.  P.  v.  146) 

Illinois — ^Practice  Commission.  Report  (i  899-1 900).  O.  n.  p.  (1900)  (L.  P. 
V.  192) 

Ohio — ^Municipal  Code  Commission.  Revised  municipal  code  (proposed 
1899).     O.     Columbus  1899. 

(proposed  1900).     O.     C^olimibus  1900. 

Ohio — ^Municipal  Code  Committee.     Proceedings  (1902).     O.     Columbus 

1903. 
Pennsylvania.     Law  Association  of  Philadelphia.     Report  of  committee 

on   (reorganization)   of  the  Ct.   of  Common  Pleas.     O.     Phil.    1899. 
(L.  P.  v.  171) 
Leading  articles:  antiquated  cts.  etc.     {see  articles  in  25-26  N.  J.  Law  J.) 
code  of  dvil  procedure  in  111.     17  Chic.  L.J.  (W.)  265,  280,  298 
deluge  of  decisions.     58  Alb.  L.  J.  219 
reform  in  Pa.  prac.,  by  J.  B.  McPherson.     52  Leg.  Int.  98 
uniformity  in  state  laws.     52  Alb.  L.  J.  61 

Law  reform,  American:  New  York 

Abbott,  A.     Shall  code  of  procedure  be  revised,  condensed  and  simplified? 

O.     n.  p.  n.  d.     (L.  P.  v.  182) 
Association  of  the  Bar  of  the  City  of  N.  Y.     Report  of  judiciary  conmiittee 

and  committee  on  amendment  of  the  law  rel.  to  pending  legislation 

affecting  judiciary  in  the  city  of  N.  Y.     O.     (N.  Y.  1902)  (L.  P.  v.  188) 
Bell,  C.     Odell  lunacy  legislation,  how  can  its  repeal  be  best  effected?    0. 

(N.  Y.  1903)  (L.  P.  v.  195) 
Carter,  J.  C.     Report  on  the  nature  of  appellate  jurisd.     O.     n.  p.  1890. 

(L.  P.  v.  182) 
City  Club  of  N.  Y.     Memorandum  in  support  of  Massachusetts  ballot  bill, 

28  Feb.  1900.     O.     N.  Y.  1900.     (L.  P.  v.  192) 
Fiero,  J.  N.     Address  on  code  revision,  Feb.  28,  1900;  with  apx.  rel.  to 

mandamus,  prohibition  and  certiorari.     O.     (Alb.  1900)  (L.  P.  v.  177) 
Shall  statutory  and  code  revision  be  abandoned?  paper  at  annual 

meeting  of  N.  Y.  State  Bar  Association,  Albany,  Jan.  21-22,  X902.    0. 

Alb.  1902.     (L.  P.  V.  193) 

Should  code  of  civil  procedure  be  revised,  etc?     O.     (Alb.  1894) 


(L.  P.  V.  146) 

O.     N.  Y.  1900.     (L.  P.  V.  182) 


s 


Freedman,  J.   J.     Suggestions  to  remedy  delays  in   administration  of 

justice.     O.     (N.  Y.  i903)i(L.  P.  v.  192) 
New  York — Commission  on  Law's  Delays.     Report  to  Legislature,  Jan* 

25,  1904.     O.     Alb.  1904. 
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Hew  Toric — Commission  to  Recoxmnend  Changes  in  Method  of  Legislation. 

Report.     O.     N.  Y.  1895.     (L.  P.  v.  177,  i79) 
Hew  York — CommissioQers  of  code  revision.     Report  (1895).     (5a.  Alb. 

L.J.  390. 408;  S3  id.  6) 
Hew  York — ^Legislature,  Special  committee.     Preliminary  report  on  statu- 
tory revision  commission  bills  by  the  chairman  (A.  J.  Rodenbeck). 

O.     (Rochester)  1900.     (L.  P.  v.  180) 
Hew  York  State  Bar  Association — Law  reform,  Committee  on.     Report, 

X894,  1898.     O.     Alb.  1895-99.     (L.  P.  V.  177) 
Report  rel.  to  increase  of  ntmiber  of  judges  of  Ct.  of  Appeals. 

Q.     (Alb.  1892)  (L.  P.  V.  201) 
Parker,  A.  B.  et  al.     Report  of  committee  concerning  condition  of  statutes 

and  laws  of  N.  Y.,  Jan.  21,  1903.     Ed.  1-2.     O.     Alb.   1903.     (L.  P. 

V.  191) 
Leading  articles:  reforms  in  trial  procedure.     2  Brief  P.  D.  P.  330 

Law  reform^  English 

Century  of  law  reform;  12  lectures  on  changes  in  the  law  of  England, 

delivered  1900-1.     O.     Lond.  190Z. 
Herkless,  W.  R.     Address  on,  before  the  college  session  in  law,  2  Oct. 

1893.     O.     Glasg.  1893.     (L.  P.  V.  146) 
mcoll,  D.     Man's  revenge.     D.     Lond.  (1891). 
Leading  articles:  dvil  procedure  in  England.     53  Alb.  L.  J.  104 

is  law  for  the  people  or  for  the  lawyers?     z  Ca.  L.  Rev.  14 

is  the  law  too  dear?     i  Ca.  L.  R.  65 

needed  crim.  law  reform,     {see  articles  in  9S-99  Law  T.) 

Law  reform,  French 

Bojard,  J.     De  la  revision  des  proc^  crim.  et  de  la  reparation  due  aux 

victimes  des  erreurs  judidaires.     O.     Aix  1890.     (L.  P.  v.  157) 
Charmeil,  M.     Institution  du  jury  en  Prance.   O.     Grenoble  1885.     (L.  P. 

V.  147) 
Sevaux De  la  r^ression  du  vagabondage.     O.     Montpellier  1892. 

(L.  P.  V.  163) 
Villard,  E.     Beccaria  et  la  rdforme  p^nale.     O.     Nancy  1892.     (L.  P.  v. 

164) 

Law  reform,  Porto  Rican 

Porto  Rico — Code  Commission.  Report,  (with)  commentary  on  proposed 
codes.     O.     San  Juan  1902. 

Law  reform,  Scottish.    See  Law  reform,  English 
Law  schools 

Buffalo  Law  School,  Hist.  of.    O.     Alb.  1899. 

Fr,  Alh.  L.  J.  7  Jan.  1899 

Cincinnati  College  Law  School.     Questions  and   answers,    1879-93.     O. 

(Cin.  1894) 

Georgetown  University — Law,  School  of.  Illustrative  cases;  equity  jurisp., 
selected  by  Seth  Shepard.     Q.     St  Paul  1895. 

Montpellier,  Ecole  de  droit  de ;  discours  par  M.  de  La  Baume.  O.  Mont- 
pellier 1869.     (L.  P.  V.  163) 
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Univenity  of  Pennsylyaiiia — ^Law  department.  Proceedings  at  dedication 
of  new  building,  Feb.  ai-aa,  1900;  comp.  by  G.  B.  Nitzsche.  O.  Phil. 
1901. 

Yale  College,  Law  Department  Historical  address  by  T.  D.  Woolsey 
and  oration  by  E.  Pierrepont.     O.     (New  Haven)  1874.     (L.  P.v.  188) 

Leading  articles:  law  schools  of  Paris.     107  Law  T.  458 

proposed  general  school  of  law  in  England.     28  Lawliag.  &  R.  385; 

47  Sol.  J.  634. 668.  826 
purpose  and  method  of.     z8  Law  Q.  Rev.  78,  192 
Roman  law  in  Amer.  law  schools.     36  Am.  L.  Reg.  (n.  s.)  175 
vocation  of  the  law  professor.     39  Am.  L.  Reg.  (n.  s.)  129 
why  crowded.     60  Alb.  L.  J.  167 
work  of  a  school  of  law.     19  Law  Q.  Rev.  55 

Law  schools:  Addresses 

Albany  Law  School,  1894.     Becker,  T.  C. .  (49  Alb.  L.  J.  4x6) 

1896.     Ainsworth,  D.  E.     O.     (L.  P.  v.  145) 

1897.     Herrick,  D-C.       (S 5  Alb.  L.  J.  399) 

1899.     Fort,  J.  F.     S.     Alb.  1899.     (L.  P.  v.  178) 

1900.     Smith,  C.  E.     T.     n.  p.  n.  d.     (L.  P.  v.  177) 

1902.     Linson,  J.  J.     O.     (Alb.  1902)     (L.  P.  v.  190) 

Law  Academy  of  Philadelphia,  1900.     Biddle,  C.  O.   (Phil.)  1900.   (L.  P. 

V.  177) 
Philadelphia  Law  School  of  Temple  College,  1902.     Porter,  W.  W.    O. 
(Phil.  1902)     (L.  P.  V.  193) 

1901.     Potter.  W.  P.     O.     (Phil.  1901)     (L.  P.  v.  193) 

1902.     Gest,  J.  M.     O.     (Phil,  1902)     (L.  P.  v.  193) 

Yale  Law  School,  1877.     Cox,  J.  D.     O.    Toledo  1877.     (L.  P.v.  186) 

189S.     Brown,  H.  B.     (52  Alb.  L.  J.  19,  99) 

1898.     Andrews,  C.     (58  Alb.  L.  J.  6) 

Law  societies 
Alabama  State  Bar  Association.     Proceedings,  1893.     (Am.  Lawy.  Dec. 

1893.) 

Reports  1-22,(1879-99).    7v.  O.     Montgomery  Z882--99. 

American  Bar  Association.    Reports  17-25,  1894-1902.    O.    Phil.   1894- 

1Q02. 
American  Bar  Association — Legal  education,  Section  of.      Proceedings, 

1893-9S.     O.     Phil.  i893-(95)  (L.  P.  v.  178,  180) 

Wage  of  law  teachers;  paper,  Aug.  27.  1897,  by  C.  N.  Gregory. 

O.     (Phil.)  1897.     (L.  P.  V.  178) 

American  Bar  Association — Legal  education  and  admissions  to  the  bar, 
Committee  on.     Report,  1879.     O-     Phil.  1879.     (L.  P.  v.  X82) 

Association  for  the  Reform  and  Codification  of  the  Law  of  Nations.  Reports 
16-20.  1893-1901.     2V.  O.     Lond.  1894-Z90Z. 

Name  changed  to  International  Law  Association 

Association  of  the  Bar  of  the  City  of  New  York.  Proceedings  regardiag 
proposed  charter  of  Greater  N.  Y.     Q.     N.  Y.  (1897).     (L.  P.  v.  201) 

Publications;   v.  6-8.  1894-1902.     O.     N.  Y.  (1894-1902) 

Campbell's  list  of  members  of  an  association  for  the  prompt  seinrioe  ol  legal 
papers  in  N.  Y.     Ed.  19.     D.     N.  Y.  1899.     (L.  P.  v.  x7o) 
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Canada     Bar     Association.    Reports   1-3,   1896-98.    v.  z,  O.    Toronto 

2896-98. 
Chicago  Bar  Association.     Annual  proceedings,     {see  Chic.  L.  N.  various 

years) 
Chicago  Law  Institute.     Annual  reports,     {see  Chic.  L.  N.  various  years) 
Colorado  Bar  Association.     Reports  1-6,  1898-1903.    O.    Denver  1898- 

1903. 

Report,  first  annual  meeting,  1884.     O.     Denver  1884. 

Commercial  Law  League  of  America.  Annual  meetings:  {see  Am.  Leg. 
N.  and  Collect.  &  Com.  Lawy.  various  years) 

Fiero,  J.  N.     Work  of  the  bar  association.     O.     Alb.  189S.      (L.  P.  v.  146) 

Georgia  Bar  Association.  Reports  1-18,  1 884-1901.  9V.  O.  Macon  & 
Atlanta  1885-1901. 

Grafton  and  COos  Counties  (N.  H.)  Bar  Association.     Brief  view  of  influences 
that  moved  in  the  adoption  of  the  federal  Constitution  by  N.  H.; 
annual  address  by  A.  S.  Batchellor  at  Berlin,  Jan.  27,  1899.     O.     Con- 
cord 1900.     (L.  P.  V.  177,  178) 

Proceedings,  1895-98.     v.  3,  O.     (Concord  1895-98) 

Elarvard  Law  School  Association.  Report  of  9th  annual  meeting,  June 
25 1  1895,  in  honor  of  Prof.  C.  C.  Langdell.     O.     Bost.  1895. 

Illinois  State  Bar  Association.  Proceedings,  1894.  (2  Am.  Lawy.  240, 
292) 

Reports  1-27  (1877-1903).     9V.  O.     Springfield  1877-1903. 

Incorporated  Law  Society.    Annual  address,  1895,  by  J.  W.  Budd.     (52 

Alb.  L.  J.  261) 

One  law  for  the  rich  and  another  for  the  poor;  address  by  C.  H. 

Pickstone.     (52  Alb.  L.  J.  281) 

Incorporated  Law  Society  of  Ireland.    Report  of  council,  1897.     O.     Dub. 

1897.     (L.  P.  V.  175) 
Indiana  Bar  Association.     Reports  6-7,  1902-3.    O.    Indianapolis  1902-3. 
Inner  temple.     Masters  of  the  bench,  1 450-1 883  and  masters  of  the  temple 

1540-1883.     O.     Lond.  1883. 
Institute    de    droit    international.     Annuaire,     187 7-1902.     v.  1-19,    O. 

Bruxelles  187  7-1 902. 
International   Law   Association.    See   Association   for   the   Reform   and 

Codification  of  the  Law  of  Nations 
Iowa  State  Bar  Association.     Reports  1-7,  1876,  1894-1901.    4V.  O.     Des 

Moines  etc.  1876— 190 1. 
Kansas  Bar  Association.     Reports  3-19,  1 886-1902.     4V.  O.     Topeka   & 

Clay  Center  1886-1902. 
Kansas  City  Bar  Association,     Proceedings,  annual   banquet    1898.     (3 

Kan.  City  B.  Month.  55) 

1899.     (4  Kan.  City  B.  Month.  92,  139) 

Law  Association  of  Philadelphia.     Charter  and  bylaws,  with  resolutions 

in  force,  Jan.  i,  1901.     O.     Phil.  1901.     (L.  P.  v.  179) 

Rules  of  the  library  committee,    190 1.     O.     Phil.  190 1.     (L.  P. 

V.  179) 
Louisiana  Bar  Association.     Reports  1-4,  1 899-1 902.     O.     N.  O.  1899- 

1902. 
Maine  State  Bar  Association.     Proceedings,  1893.     (Am.  Lawy.  Ap.  1893) 

Reports  1-12,  1892-1903.     3V.  O.     Augusta  1892-1903. 
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Michigan   State   Bar  Association.     Proceedings   1893.     (Am.  Lawy.  July 

1893.  P-  32) 
Missouri  Bar  Association.     Reports   z-5,     1881-85.     O.     St  L.  1882-86. 

13.  14-     (Am.  Lawy.  Aug.  1893,  p.  31;  2  id.  375) 

New  Mexico  Bar  Association.     Reports  1-15,  1886-1901.     3V.  O.      Santa 

Fe  1886-1901. 
New  York  State  Bar  Association.     Address  on  limitation  of  inheritances, 

by  W.  S.  Logan,  Jan.   16,  1900.     O.     Brooklyn  1900.     (L.  P.  v.  178) 
—  Proceedings  of  convention  for  organization,  Albany,   Nov.   21, 

1876,  with  constitution,  bylaws,  etc.     T.     Alb.  1877.     (L.  P.  v.  177) 
Reports  and  proceedings,  17-26,  1894-1903.      lov.O.   Alb.    1894- 


1903. 
New  York  State  Stenographers  Association.     Proceedings  19-27,     1894- 

1902.     3v.  O.     Rochester  1 894-1902. 
North  Carolina  Bar  Association.     Reports  1-4,  1899-1902.     O.     Duxliam 

1899— 1902. 
Ohio  State  B^r  Association.     Reports  1-22,     1880-1901.     zov.  O.      v.  p. 

1880-1901. 
Oregon    Bar    Association.     Reports     z-9,     1891-99,     2 v.  O.      Portland 

1891-1900. 
Park,  O.  A.     comp.     Index  to  publications  of  bar  associations  of  America. 

O.     Atlanta  1899. 
Pennsylvania  Bar  Association.     Reports  z-9,     1895-1903.    9V.  O.      Phil. 

1895-1903. 
Quebec,  Bar  of  Province  of.     Tariffs,  charter  and  bylaws.     O.      Quebec 

1891.     (L.  P.  V.  201) 
Selden  Society.     Publications,     v.  5-15,  Q.     Lond.  1892-1902. 
Soci^t^  d'etud^s  legislatives.     Bulletin,     v.  x-2,0.     Par.  1902-3. 
Society  de  legislation  compar^e.     Annuaire  de  legislation  etrang^re,  1871- 

1900.     v.  1-30,  Q.     Par.  1872-1901. 
Annuaire  de  legislation  frangaise,  1881-190Z.     v.  1-2 1,  Q.     Par. 

1882-1902. 
Table  decennale,  1881-90.     O.     Par.  1891. 


Bulletin,   1869-1902.     v.  1-31,0.     Par.  1872-1902. 

Table.  1869-80.     O.     Par.  1882. 

Rapport  de  la  commission  chargee  d'etudier  la  question  du  no- 

tariat.     O.     Par.  n.  d. 

Session  extraordinaire  de  1889;  celebration  du  2ome  anniversaire 


de  la  fondation  de  la  societe.     O.     Par.  1889. 
Society  of  Comparative  Legislation.     Journal,    v.  1-2;    ser.  2,  v.  1-4,  0. 

Lond.  1897-1902. 
Society  of  Gentlemen  Practisers  in  the  Courts  of  Law  and  Equity.     Records. 

Q.     Lond.  1897. 
South  Carolina  Bar  Association.     Reports  i,  5-7,  1884-85,  1889-91.     2v. 

O.     Charleston  &  Columbia  1885-92. 
Southern  New  Hampshire  Bar  Association.     Reports   z-2,   1892-99.     O 

Concord  1895. 
Tennessee    Bar    Association.     Reports    14-18,     1895-99.     O.     Nashville 

1895-99. 
Texas  Bar  Association.  Reports  1-13,  1882-94.    2V.  O.    Houston  &  Austin 

1884-94. 
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Utah  Bar  Association.    Reports  1-5,  1894-98.  O.  Salt  Lake  City  1894-98. 
Vermont  Bar  Association.        Reports  z-i6,  1878-94.     3V.  O.     Montpelier 

1882-95. 
Virginia  State  Bar  Association.    Proceedings,   1893.     (Am.  Lawy.  Sep. 

1893.  P-  31) 

Reports  i-i 5,  1 888-1903.     9V.  O.    Richmond  1888-1903. 

Washington  State  Bar  Association.    Proceedings,  6-14,  1 894-1902.      3V. 

O.     Olympia  &  Seattle  1 894-1902. 
West  Virginia  Bar  Association.     Proceedings,    1893.     (Am.    Lawy.  Ap. 

1893) 

Reports  6-13,  1892-99.     O.    v.  p.  1892-99. 

See  also  Inns  of  court 

Law  students 

Bar  examination  annual,  1894.    O.     Lond.  1894. 

Bar  examination  guide,  by  H.  D.  Woodcock  and  G.  H.    B.    Kendrick. 

V.  1-4,  O.     Lond.  1 89  5-9  8. 
Bar  examination  journal,    v.  1-2,  4-5,  9-10,  O.     Lond.  1873-92. 

V.  1-9  ed.  by  A.  D.  Tyssen  and  Sir  R.  K.  Wilson 
V.  4-10  ed.  by  A.  D.  Tyssen  and  W.  D.  Edwards 

Chase,  G.     Review  of  Regents  examination  for  degree  of  LL.B.,  June 

189S.     Q.     Alb.  1896.     (L.  P.  V.  201)  • 
Danaher,  F.  M.    Courses  of  study  for  law  clerks ;  paper  before  the  section 

of  legal  education,  Amer.  Bar  Association,  Aug.  29,  1902.     O.     Alb. 

(1902) 

Examinations  in  law  for  admission  to  the  bar  in  the  state  of 

N.  Y.;  paper  before  the  N.  Y.  State  Bar  Association,  1897.     O.    Alb. 

1897. 
England.     Consolidated   regulations  of  the  several  societies  as   to  the 

admission  of  students.     Q.     Lond.  1897.     (L.  P.  v.  201) 
Examination   compend   for   law   students;    questions    and    answers.     S. 

Wash.  1891. 
Finckel,  G.  M.  &  Tanner,  J.  B.     Questions  and  answers  for  law  students. 

S.     Wash.  1892. 
Fox,  A.  G.     Two  years  experience  of  the  N.  Y.  state  board  of  law  examiners ; 

paper  before  the  Amer.  Bar  Association,  1896.     O.     (Phil.)  1896. 
Hartpence,  J.  A.     Reqviirements  for  admission  to  N.  J.  bar.     O.     Trenton 

1899. 
Ireland — Court  of  examiners.     Rules  for  examination.     O.     Dub.  1897. 

(L.  P.v.  I7S) 
y^wMa  state  bar  examinations,  1903.     (66  Kan.  xv) 
Loughran,  F.  E.     comp.     Selected  questions  for  N.  J.  law  students  (fr. 

N.  J.  law  examinations,  1881-9S).     O.     Jersey  City  1896. 
Maryland — Court  of  Appeals.     Rules  regulating  admissions  to  the  bar, 

1898.     O.     Annapolis  (1898).     (L.  P.  v.  175)     (88  Md.  xxvii) 
Massachusetts — Supreme  Judicial  Court     Rules  for  admission  to  the  bar, 

1902.     (see  Perley,  S.     Practice.     1902) 
New  guide  to  the  bar.     Ed.  2.     D.     Lond.  1896. 
New  Jersey — Supreme  Court.     Report  of  committee  on  bar  examinations 

and  admission  to  the  bar,  Nov.  6,  190 1.     O.     Trenton  190Z. 
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New  York — Court  of  Appeals.  Rules  (for)  admission  of  attomeyB  and 
counselors  at  law,  i88a.     O.     Alb.  1883.     (L.  P.  v.  z8o) 

New  York  (state) — Uniyersity.  Professional  education  in  U.S.;  law 
(cont.  requirements  for  admission  to  the  bar  in  all  the  states),  by 
H.  L.  Taylor.     O.     Alb.  1899. 

Ohio— Supreme  Court.  Rules  for  admission  to  the  bar  (1901).  0. 
Columbus  190 1.     (L.  P.  v.  180) 

Rhode  Island — Supreme  Court.  Rules  for  admission  to  the  bar,  1901. 
(22  R.  I.  xH) 

West  Publishing  Co.  comp.  Rules  for  admission  to  the  bar  in  the  sev- 
eral states  and  territories  of  the  U.  S.     O.     St  Paul  190 z. 

Wyoming — Supreme  Court.  Rules  governing  admission  of  attomejrs, 
adopted  10  May  1899.     (6  Wy.  v) 

(in  force  1903)     (10  Wy.  xv) 

Leading  articles:  constitutional  power  of  cts.  over  admission  to  the  bar. 
13  Harv.  L.  R.  233 
criticism  of  N.  Y.  requirements  for  admission  to  the  bar.     5  Am.  Lawy. 

Ill 
examination  questions  and  answers  in  England,     {see  Law  N.  v.  z-22) 

Law  suits,  Management  of.    See  Advocacy 

Law  tracts 

Bradley,  J.  P.  Miscellaneous  writings,  with  review  of  his  judicial  record 
by  W.  D.  Lewis  and  account  of  his  dissenting  opinions  by  A.  Q.  Keas- 
bey;  comp.  by  C.  Bradley.     O.     Newark  1902. 

Smith,  Sir  W.  C.  Tracts  on  legal  and  other  subjects,  v.  z,0.  Lond. 
1811. 

Lawyer  and  client.    See  Legal  profession 

Lawyers.    See:  Directories  of  lawyers        Legal  profession 

Leading  cases 

English  ruling  cases,  annot.  and  ed.  by  R.  Campbell,  with  Amer.  notes 

by  I.   Browne  and  L.  A.  Jones.     26V.  O.     Lond.  &  Bost.  1894-1902. 

Index  to  v.  i-io,  comp.  by  E.  Manson.     O.     Lond.  1897. 

Huffcut,  E.  W.  &  Woodruff,  E.  H.     American  cases  on  contract.     Ed.  2. 

O.     Alb.  1900. 
Jelf,  E.  A.     Fifteen  decisive  battles  of  the  law;  leading  cases  in  the  law 

of  England.     D.     Lond.  1903. 
Shirley,  W.  S.     Selection  of  leading  cases  in  the  common  law  with  notes; 

ed.  5  by  R.  Watson.     O.     Lond.  1896. 
Smith,  J.  W.     Selection  of  leading  cases  on  various  branches  of  the  law, 

with  not^;    ed.  10  by  T.  W.  Chitty,  J.  H.  Williams  and  H.  Chitty. 

2v.  O.     Lond.  1896. 
Tudor,  O.  D.     Selection  of  leading  cases  on  real  property,  conveyancing 

and  construction  of  wills  and  deeds,  with  notes;  ed.  4  by  T.  H.  Carson 

and  H.  B.  Bompas.     Q.     Lond.  1898. 
Warburton,  H.     Selection  of  leading  cases  in  the  crim.  law  with  notes. 

Ed.  3.     O.     Lond.  1903. 
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Leading  articles:  parol  warranties.     35  Ir.  L.  T.  405 
Sw  also:    Covenants        Landlord  and  tenant 

Lectures.    See  Arguments  etc. 
Legacies 

Leading  articles:   between  debtor  and  creditor.     48  Cent.  L.  J.  451 

interest  on.    99  Uaw  T.  105 
See  also  Taxation 

Legal  antiquities.    See:  Courts        History  of  law 

Legal  bibliography.    See  Bibliography 

Legal  biography.    See  Biography 

Legal  composition 

Leading  articles:   style  in  judicial  opinions.     9  Green  B.  521;  10  id.  7 
Legal  directories.    See  Directories  of  lawyers 
Legal  education.    See  Study  of  law 
Legal  ethics.    See  Legal  profession 
Legal  holidays 

See  also  Sunday 

Legal  profession 

Alabama  State  Bar  Association.    Code  of  ethics.     (118  Ala.  xxiii) 
B^olaudy  J.  A.  C.     (L)'avocat.    O.     Par.  1876.     (L.  P.  v.  168) 

Libert^  de  Tordre  des  avocats.     O.     Par.  1877.     (L.  P.  v.  168) 

Fayre,  J.     (L)*avocat.     O.     Par.  1861.     (L.  P.  v.  168) 

Flateofy  O.     (L)*avocat.     O.     Par.  1882.     (L.  P.  v.  169) 

Of^»  P.  P.  J.    Justice  et  Tavocat.     O.     Par.  1868.     (L.  P.  v.  168) 

Helbronnery  H.     Barreau  d'Angleterre.     O.     Par.  1868.     (L.  P.  v.  z68) 

HoUdndy  R.  L     Legal  ethics,     {see  his  Natural  law.     1899.     p.  315) 

LeBerquiefy  J.     (Le)  barreau  dans  le  pass^  et  le  present.     O.     Par.  1884. 

(L.  P.  V.  169) 
Martini,  C.  6.    Des  avocats.     O.     Par.  1886.     (L.  P.  v.  169) 

Xaumtis De  Tavocat.     O.     Agen  187 1.     (L.  P.  v.  156) 

mcolet,  J.     Du  devoir  de  I'avocat.     O.     Par.  1878.     (L.  P.  v.  169) 
Platty  W.  H.     Legal  ethics;  lectures  to  the  first  law  class,  1878-79,  Law 

college,  University  of  Cal.;   class  ed.     (San  Fran.  1879) 
Roy,  J.  E.     (L)'ancien  barreau  au  Canada.     O.     Montreal  1897. 
Senard,  A.  M.  J.     Science  de  I'avocat.    O.     Par.  1875.     (L.  P.  v.  168) 
Warvelley  G.  W.     Essays  in  legal  ethics.     O.     Chic.  1902. 
Leading  articles:    advice  to  young  lawyers.     7  Law  S.  Help.  72,  103 

American  lawyers  and  their  mailing.     31  Am.  L.  Rev.  177 

bar  of  England.     105  LawT.  521 

bar  of  city  of  N.  Y.     7  Yale  L.  J.  327 

cede  of  legal  ethics,  by  T.  P.  Jacobs.     48  Ohio  L.  B.  450 

collisions  between  bench  and  bar.     9  Green  B.  472 

colored  bar  of  Chicago.     29  Chic.  L.  N.  75 
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compensation  for  services.     41  Cent.  L.  J.  187;  6  Law  S.  Help.  9x6 

conduct  of  the  legal  life,     i  Pa.  L.  Ser.  107 

country  lawyers.     6  Am.  Lawy.  138 

duties  of  bench  and  bar.     63  Alb.  L.  J.  3x4;  Kan.  City  B.  Month.  Feb. 

1902,  p. 5 
duty  in  crim.  cases.     62  Alb.  L.  J.  18;  34  Ir.  L.  T.  390;  38  L.  J.  309, 340; 

10  Yale  L.  J.  24 
English,  French  and  Belgian  bars.     14  Law  Q.  Rev.  X69 
English  lawyer  of  today.     10  Am.  Lawy.  10 
etiquette  of  English  bar.     12  Green  B.  95 
Greek  and  Roman  advocates.     100  Law  T.  36X 
higher  standard  for  lawyers,     s  W.  Va.  Bar  92 
in  Madras.     6  Madras  L.  J.  171 
in  Scotland.     5  Yale  L.  J.  109, 175 
in  the  Southern  States.     33  Am.  L.  Rev.  84 
Irish  bar.     97  Law  T.  222,  248 
law  and  lawyers.     7  Am.  Lawy.  9 
law  as  a  business.     10  Yale  L.  J.  275 
lawyer  and  the  state.     10  Yale  L.  J.  301 
lawyer  from  a  moral  standpoint.     50  Alb.  L.  J.  36 
lawyers  and  prac.  in  England  and  U.  S.  compared.     9  Green  B.  223,  255 
legal  profession.     17  Chic.  L.  J.  (W.)  478,  489 
Lincoln's  notes  for  a  lawyer.     4  Brief  P.  D.  P.  366 
**  man  behind  the  books."     i  Okl.  L.  J.  127 
practice  of  law  in  N.  Y.     i  Ca.  L.  R.  8x 
practice  of  law  in  N.  Y.  dty.     xo  Harv.  L.  R.  23 
professional  ethics.     8  Green  B.   209;  15  Law  Q.   Rev.    359;  8  Law  S. 

Help.  1 45 
relation  of  the  bench  to  the  bar.     7  Mich.  L.  J.  75,  X03 
starting  in  law.     10  Law  S.  Help.  19  s 
what  constitutes  a  good  lawyer?     5  LawS.  Help.  2x6 
young  barrister  in  ct.     55  Cent.  L.  J.  225 
young  lawyer  and  his  beginning,     x  South.  L.  R.  (Atl.)  X96 
See  also:    Advocacy  Attorneys  Forensic  eloquence  French 

bar         Serjeant-at-law 

Legal  remedies.    See:  Actions  and  defenses        Remedies 
Legal  tender  acts 

Baker,  F.  A.     Brief  on  power  of  Congress  to  coin  money  and  regulate  the 

value.     O.     Detroit  X899. 
Bradley,  J.  P.     (The)  legal  tender  cases  in  1890.     {see  his  Miscellaneous 

writings) 
Leading  articles:  effect  of.     54  Alb.  L.  J.  216 

Legislation 

Amiaud,  A.  Apergu  de  I'^tat  actuel  des  legislations  civiles  de  rEurope, 
de  TAm^rique.     O.     Par.  1884. 

(in   Saint   Genis.   V.   de.     (L)Tiypoth^uc  judidaire  en 

France.     1881) 

Binney,  C.  C.  Restrictions  on  local  and  special  legislation  in  state  con- 
stitutions.    O.     Phil.  1894. 
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Biideli  L.  Droit  des  femmes  et  le  manage;  Etudes  critiques  de  legisla- 
tion compar^e.     D.     Par.  1893. 

Clifford,  F.     History  of  private  bill  legislation.     2v.  O.     Lond.  1885-87. 

Direct  legislation  record;  ed.  by  E.  Pomeroy.  v  i-ioin2  v,  O.  N.  Y. 
&  Newark  189  4- 19  03. 

nbert,  Sir  C.     Legislative  methods  and  forms.     O.     Ox.  190 1. 

Xayer,  S.  Streiflichter  auf  den  gdgenw&rtigen  Strafprozess  nach  dem 
Stande  der  wesentlichsten  europ&ischen  Gesetzgebungen.  O.  Lpz. 
1886. 

Hew  York — Commission  to  Recommend  Changes  in  Methods  of  Legisla- 
tion,    Report,  Nov.  30,  189S.     O.     N.  Y.  1895.     (L.  P.  v.  177,  179) 

Hew  York^-State  Library.  Bulletin  of  legislation  1-19,  legislation  by 
states  1 890-1902.     4V.  O.     Alb.  189 5-1903. 

Frety  C.  A.  Droit  de  retention  dans  les  legislations  ^trang^res  modemes. 
O.     Par.  n.  d. 

Reyue  trimestrielle  de  droit  civil,  1902-3.    v.  1-2,0.     Par.  1902-3. 

Reynaud,  G.  Etude  de  legislation  compar^e;  questions  de  nationality. 
O.     Rouen  1877.     (L.  P.  v.  167) 

Societe  d'etudes  legislatives.     Bulletin,     v.  1-2,  O.     Par.  1902-3. 

Societe  de  legislation  comparee.  Annuaire  de  legislation  etrangdre,  1871- 
X900.     V.  1-30,  Q.     Par.  1872-1901. 

'— —  Annuaire  de  legislation  franyaise,  1881-1901.  v.  1-2 1,  Q.  Par. 
1882— 1902. 

Table  decennale,  1881-90.     O.     Par.  1891. 


Bulletin,  1869-1902.     v.  1-31,0.     Par.  1872-1902. 

Table,  1869-80.     O.     Par.  1882. 

Session  extraordinaire  de  1889;  celebration  du  2ome  anniversaire 

de  la  fondation  de  la  societe.     O.     Par.  1889. 

Society   of   Comparative   Legislation.    Journal,    v.  1-2;  ser.  2,  v.  1-3,  O. 

Lond.  1897-1901. 
Speyer,  H.     Vices  de  notre  procedure  en  cour  d 'assises.     O.     Bruxelles 

1898. 
Thxing,  H.     Practical  legislation;  composition  and  language  of  acts  of 

Parliament  and  business  documents.     O.     Lond.  1902. 
Leading  articles:    private  bill  legislation  locus  standi.     9  Jurid.  Rev.  47, 

206 
See  also  Government  * 

Legislative  investigations 

Indiana — Senate — Arbitrary  arrests,  Committee  on.  Report  and  evidence, 
1863.     O.     Indianapolis  1863. 

Indiana — Senate — Bank  investigating  committee.  Journal,  testimony  and 
rep.  1857.     O.     Indianapolis  1857. 

Maine — Legislature — Select  committee.  Report  of  committee  to  inquire 
into  condition  of  election  returns  of  Sep.  8,  1879,  with  evidence.  O. 
Augusta  1880. 

Massachusetts — House  of  Representatives.  Report  of  Belchertown  elec- 
tion with  documents.     O.     Bost.  181 1.     (L.  P.  v.  189) 

Maynard,  I.  H.  judge.  Investigation  into  conduct  of,  by  Legislature 
of  N.  Y.  1892:  rep.  proc,  testimony.     O.     (Alb.  1892) 
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lOchigan — ^Legislature.  Testimony  before  joint  committee,  1875,  touch- 
ing administration  of  affairs  of  the  state  prison  at  Jackson.  O.  Lan- 
sing 1875. 

New  York — Canal  inyestigating  commission.  Report  of  commission  ap- 
pointed by  the  governor,  1898;  with  rep.  of  consulting  and  advisory 
engineers,     ob.  T.     (Alb.  1898) 

New  York — Senate.  Proceedings  and  testimony  before  judiciaxy  committee 
on  investigation  of  charges  of  bribery,  1894.    O.    Alb.  1894.  (L.  P.  v.  14S) 

New  York  Assembly  chamber  ceiling.  Proceedings,  testimony  and  rep. 
of  special  committee  appointed  to  investigate  construction.  2V.  O. 
(Alb.  1892) 

North  Carolina — General  Assembly,  Joint  committee  of.  Report  on 
affairs  of  the  N.C.Dep't  of  Agriculture  and  State  Prison.  O.  Raldgh 
1900. 

North  Carolina — General  Assembly — Commission  to  investigate  charges  of 
fraud  and  corruption.  Report  concerning  issue  of  state  bonds  to  rail- 
road companies  made  1871—73.     O.     Raleigh  1873. 

North  Carolina — Senate  investigating  conmiission.  Report  concerning 
issue  of  state  bonds  to  railroad  companies,  Mar.  za»  1870.  O.  (N.  C. 
leg.  doc.  1869-70.     no.  33) 

Pennsylvania — House  of  Representatives.  Testimony,  pxoc.,  and  rep.of 
committee  to  investigate  an  alleged  attempt  of  H.  W.  Conrad  to  bribe 
J.  Krebs.     O.     Harrisburg  1836.     (Tr.  v.  129) 

Pennsylvania — Senate.  Proceedings,  with  testimony  and  rep.  of  com- 
mittee to  investigate  attempt  to  bribe  J.  Krebs.  O.  Harrisbuig 
1836.     (Tr.  V.  129) 

Ruth,.  T.  H.  school  commissioner.  Report  of  joint  committee  of  Legis- 
lature of  South  Dakota  to  investigate  affairs  of.  O.  (Pierre  1895) 
(Bd.  in  Taylor  investigation) 

Taylor,  W.  W.  state  treasurer.  Report  of  joint  committee  of  Legis- 
lature of  South  Dakota  to  investigate  defalcation  of;  with  testimony. 
O.     (Pierre  1895) 

Legitimacy.    See  Bastardy 

Letters.     See:  Arguments  etc.        Cop3rright 

Letters  of  credit.     See  Bills  and  notes   ^ 

Lexicons.    See  Dictionaries  of  law 

Libel  and  slander 

Borthwick,  J.     Treatise  on  law  of,  in  Scotland,  with  apx.  of  cases.    0. 

Edin.  1826. 
Cooper,  F.  T.     Handbook  of  law  of  defamation.     O.     Edin.  1894. 
Fisher,  J.  R.  &  Strahan,  J.  A.     Law  of  the  press.     £d.  a.     O.     Lond. 

1898. 
Fraser,  H.     Principles  and  prac.  of  law  of.     O.     Lond.  1893. 

Ed.  3.     O.     Lond.  190X. 

Hatch,  A.  F.     Statutes  and  constitutional  provisions  on.     O.     Brooklyn 

(1895). 
Newell,  M.  L.     Law  of.     Ed.  2      O.     Chic.  1898. 
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Odfm,  W.  B.    Digest  of  law  of.    Ed.  3.     O.     Lond.  1896. 
Pnnington,  W.  A.     Law  of,  as  affecting  medical  practitioners.      D.    N.  Y. 
Z896. 

^—  Malice    as    an    element  in    defamation.     O.     Alb.  1898.     (L.  P. 
V.  170) 

Malice  in  case  of  defamation  uttered  on  a  privileged  occasion; 


paper  before  the  N.  Y.  State  Bar  Association,  Jan.  19,  1898.     O.     Alb. 
1898.     (L.  P.  V.  191) 

Eie,  T.     Law  of ;  ed.  6  by  H.  C.  Folkard.     O.     Lond.  1897. 
LModing  articUs:  absolute  privilege  as  a  legal  excuse.     46  Cent.  L.  J.  436 
anti-cartoon  bill.     55  Alb.  L.  J.  346 
book  review.     7  Chic.  L.  J.  (n.  s.)  187 
collection  agencies,     x  Revue  \6g,  (n.  s.)  117 
distinction  between  in  English  law.     z8  Law  Q.  Rev.  355,  388 
history  and  theory  of.     3  Columb.  L.  R.  546 
libeling  from  a  sense  of  duty.     58  J.  P.  457 
Hberty  of  the  press.     3  Brief  P.  D.  P.  128,  313 
newspaper  before  the  law.     9  Yale  L.  J.  z 
qualified  privilege.     16  Ca.  L.  T.  53 
seditious  libel  in  U.  S.     41  Am.  L.  Reg.  (n.  s.)  z 

Liberia^  Law  of 

Liberia — ^Parliament.  Constitution,  government  and  digest  of  laws  as 
cozifirmed  and  established  by  Amer.  Colonization  Society,  May  33,  1835. 
O.     Wash.  z83S.     (L.  P.  v.  180) 

lihnuies 

ChamberSy  6.  F.  &  Fovargue,  H.  W.  Law  rel.  to  (in  England).  Ed.  4. 
O.     Lond.  1899. 

Libraries,  Catalogues  of.    See  Bibliography 

Licensing  acts.    See  Excise  law 

Lians 

AthbumeTy  W.     Concise  treatise  on  mortgages,  pledges  and  liens.     O. 

Lond.  Z897. 
Cuminizigy  R.  C.  &  Gilbert,  F.  B.     Lien  laws  of  N.  Y.     O.     N.  Y.  1897. 

Ed.  2.     O.     N.  Y.  1900. 

Hardon,  H.  W.     "  Consent  **  in  N.  Y.  mechanics  lien  law.     O.     (N.  Y.) 

1903.     (L.  P.  V.  194) 
Jones,  L.  A.    Treatise  on  law  of.     Ed.  3.     3 v.  O.     Bost.  1894. 
Snyder,  W.  L.     Lien  law  of  N.  Y.     Ed.  4.     O.     N.  Y.  1903. 
Tftmeear,  W.  J.     Treatise  on  Canadian  law  of  chattel  liens.     O.     Toronto 

1899. 
Ltading  articles:  priorities  among  maritime  liens.     3  Univ.  L.  R.  133,  177, 

204 
See  also  Mechanics  liens 

Life  instsrance.    See  Insurance,  Life 
Limitation  of  actions 

Kellyi  J.  P.  Treatise  on  code  limitations  of  actions  under  all  state  codes. 
O.     St  Paul  1903. 
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Wood,  H.  G.     Treatise  on;  ed.  3  by  J.  M.  Gould.     O.     Bost.  190X. 
Leading  articles:  absence  from  the  state.     40  Cent.  L.  J.  189 

in  case  of  infants.     7  LawGaz.  182,  203 

promise  to  pay.     102  Law  T.  240 

under  insurance  policies.     34  Am.  L.  Reg.  (n.  s.)  52 
See  also  Actions  and  defenses 

Liquor  laws.     See  Excise  laws 
Lis  pendens 

Whitney,  H.  C.     Law  and  prac.  of.     (57  Alb.  L.  J.  272,  288,  304,  320,  336 

352,370) 
Leading  articles:  scope  of.     44  Cent.  L.  J.  34 

List  of  judges,  lawyers  etc.    See  Directories  of  lawyers 

Literature 

See  also  Copyright 

Loan  associations.    See  Building  societies 

London,  Law  of 

Bonner,  G.  A.     Law  of  motor  cars,  hackney  and  other  carriages.    0. 

Lond.  1897. 
Cohen,  H.     Law  of  cabs  in.     D.     Lond.  1899. 
Hunt,  J.     London  local  government.     2 v.  O.     Lond.  1897. 
Leading  articles:    dty  of  London  and  its  charters.     50  Alb.  L.  J.  290 

London  institutions  in  their  legal  aspect,     {see  articles  in  104-9  Law  T.) 
See  also  Thames  river 

Lord  chancellor 

Leading  articles:    history  of  the  office.     8  Law  Gaz.z9,  36,  66,  84,  Z03,  282 

Lost  property 

Baylis,  T.  H.     Introductory  address  and  lecture  on  treasure  trove,  Inner 

temple  hall,  1898.     O.     Lond.  190 1. 
Leading  articles:  rights  of  finder.     loi  Law  T.  390;  105  id.  242 

rights  of  servant  as  finder.     33  Ir.  L.  T.  225 

Lotteries.    See  Gaming 

Louisiana,  Law  of 

Denis,  H.     Treatise  on  law  of  contract  of  pledge,  by  common  and  dvxl 

law.     O.     N.  O.  1898. 
Kerr,  L.     Exposition  of  crim.  laws  of  territory  of  Orleans,  crim.  prac., 

duties  of  officers,  etc.  (French  and  English).     D.     N.  O.1806. 
Louisiana — Legislature.     Revised  civil  code,  1898;  with  notes  by  E.  T. 

Merrick.     2V.  Q.     N.  O.  1900. 
Semmes,  T.  J.     Civil  law  as  transplanted  in  Louisiana;  paper  before 

Amer.  Bar  Association,  Aug.  10,  1882.     O.     Phil.  1883.     (L.  P.  v.  190) 
See  also  Practice 
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Louisiana:  Reports 

Louisiaiia — Supreme  Court     Annual  reports,  v.  45-52,  Z04-9,  O.     N.  O. 
1894-1903. 

V-  4S-"5a  in  xi  v. 

No  vol.  pub.  with  nos.  53-103 

V.  45-46  by  H.  Denis 

V.  47-50  by  W.  H.  Roffers 

V.  5X-109  by  T.  H.  Thorpe 

McGloin,  F.     Reports  of  cases  in  various  cts.  of  appeal,     v.  2,  pts  1-2,  O. 
N.  O.  1884. 

No  more  pub. 

Manning,  T.  C.     Unreported  cases  heard  and  determined  by  Sup.  Ct., 
1877-80.     O.     St  L.  1884. 

Louisiana:  Reports,  Digests  of 

Breauz,  J.  A.     Supreme  ct.,  1888-1900.     O.     N.  O.  1901. 
Lower  Burma.    See  British  Burma  | 
Lower  Canada.    See  Quebec 
Lunacy.    See  Insanity 
Madagascar,  Law  of 

Madagascar — ^AdministratiTe  council.     Nuevas  leyes  y  c6digos,  1896-98. 
(Coleccion  de  las  instit.  etc. — Complemento  v.  6,  8,  10) 

Madras,  Law  of 

India — Governor  general  in  council.     Madras  code.     Ed.  3.     av.  O.     Cal- 
cutta 1903. 

Madras:  Reports 

r    Arbuthnot,  A.  J.     Select  crim.  cases  in  ct.  of  foujdaree  udalut,  z8a6-5o. 
O.     Madras  1851. 
Indian  law  reports;  Madras  series,    v.  16-25,0.     Madras   1893-1902. 
Madras — Court  of  foujdaree  udalut     Reports  of  crim.  cases,     v.  1-12  in 
6,  O.     Madras  1854-62. 

Magistrates.    See  Justices  of  the  peace 
Maine,  Law  of 

Dyer,  I.  W.     Maine  corporation  law;  statutes  rel.  to  business  corporations. 

Ed.  5.     O.     Portland  190 1. 
Hamlin,  C.     Insolvent  law;  ed.  2  by  I.  W.  Dyer.     O.     Portland  1896. 

{in  Wilson,  G.  A.     Maine  probate  law.     1896) 
Wilson,  G.  A.     Maine  probate  law.     O.     Portland  1896. 

See  also  Practice 

Maine:  Reports 

Maine — Supreme  Judicial  Court.     Reports,  by  C.  Hamlin,     v.  86-97,  O. 
Portland  1 894-1903. 

Maine:  Reports,  Digests  of 

Savage,  A.  R.     Index-digest  of  v.  x-88.     Q.     Portland  1897. 
Maintenance.    See  Champerty  and  maintenance 
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Malicious  prosecution 

Smith,  Sir  W.  C.     Observations  on  probable  cause.     (j«r  his  Law  tncts. 

V.I) 

Leading  articles:  advice  of  counsel  as  a  defense.     33  Am.  L.  Reg.  (n.  s.)  591 

Jones  CO.  (la.)  calf  case.     7  Chic.  L.  J.  929 

law  rel.  to.     46  Cent.  L.  J.  236 

of  an  ordinary  civil  action.     41  Cent.  L.  J.  449 

probable  cause  or  malice.     18  Ca.  L.  T.  169 

reasonable  and  probable  cause.     35  Ca.  L.  J.  518,  545,  664 
See  also  Torts 

Malpractice 

Leading  articles:  laws  rel.  to,  in  middle  ages.     15  Green  B.  409 
liab.  of  physicians  and  surgeons.     38  Cent.  L.  J.  loi ;  39  id.  46 

Malta,  Law  of 

Malta — Governor  in  counciL    Civil  and  crim.  laws,  1893-97.     P.     Malta 

1893-97. 

Lois  civiles;  trad,  et  annot.  par  C.  Billiet.    O.     Par.  1896. 

Page,  G.  A.    Guide  to  laws  and  regulations.    D.    Malta  1892. 
See  also  Practice 

Mandamus 

Bailey,  W.  P.     Law  of  jurisd.     2 v.  O.    Chic.  1899. 

High,  J.  L.     Treatise  on  extraordinary  legal  remedies.     Ed.  3.     O.     Chic. 

1896. 
Spelling,  T.  C.     Treatise  on  injunctions,  mandamus  and  other  extnu>idin- 

ary  remedies.     Rev.  ed.  2.     2 v.  O.     Bost.  1901. 
Leading  articles:  against  governor  of  a  state.     16  Chic.  L.  J.  765 ;  4  Mich. 
L.  J.  29s;  3  Univ.  L.  R.  335 

against  inferior  cts.     2  Leg.  Adv.  (Denv.)  333,  591 

against  speaker  of  an  assembly.     38  Cent.  L.  J.  467 

as  a  means  of  settling  strikes.     34  Am.  L.  Reg.  (n.  s.)  102 

history  of.     54  Alb.  L.  J.  29S 

Manitoba,  Law  of 

Martin,  A.  Hudson's  Bay  Co.'s  land  tenures  and  the  occupation  of  Assin- 
iboia  by  Lord  Selkirk's*  settlers,  with  a  list  of  grantees  tmder  the  eari 
and  the  co.     Q.     Lond.  1898. 

Manitoba:  Reports 

Manitoba — ^Eling's    &    queen's    bench.     Manitoba    reports,     v.  9-x3>  O. 

Winnipeg  1894-1902. 
By  G.  Patterson 

Manitoba:  Reports,  Digests  of 

Ewart,  A.  C.     1875-99.     O      Winnipeg  1900. 

Manufacturing  corporations 

Corbin,  W.  H.  Act  rel.  to  corporations  in  N.  J.,  with  notes.  Ed.  S. 
O.     Jersey  City  1894. 

to  1897.     Ed.  10.     O.     Newark  1897. 

Galpin,  H.  F.  £omp.  Law  of  la.  reL  to  corporations;  with  notes  etc 
O.     Plainfield  1894. 


SUBJECT   INDBX   OP   LAW    ADDITIONS    1894-I903  287 

Mazine  insurance.    See  Insurance,  Marine 
Maittime  law 

Sm  also:  Admiralty         Law  of  nations        Shipping 
■aikets.    See  Fairs  and  markets 
Marriage  and  divorce 

Alberda  van  Menkema,  U.  A.     De  divortiis;  praedpue  ob  malitiosam 

desertionem.     O.     Lug.  Bat.  1827. 
Amram,  D.  W.    Jewish  law  of  divorce.     D.     Phil.  1896. 
Bailey,  W.  F.     Law  of  jurisd.     2v.  O.     Chic.  1899. 
Bollock,  W.  E.     Treatise  on  law  of  htisband  and  wife,  including  divorce. 

O.    Alb.  1897. 
D^^y  H.     Etude  sur  le  contrat  de  manage.     O.     Nancy  1883. 
Dizoni  W.  J.     Law  and  prac.  in  divorce.     Rev.  ed.  3.     O.     Lond.  1900. 
DxBh,  H.    Tabulated;digestof  divorce  laws  of  U.  S.     New  ed.     folding  Q. 

N.  Y.  Z901. 
KbOj,  E.     French  law  of  marriage;  ed.  a  by  O.  E.  Bodington.     O.     Lond. 

189s. 
Lehr,  E.     (Le)  mariage,  le  divorce.     O.     Par.  1899. 
Helton,  W.  T.    Treatise  on  law  of  divorce  and  annulment  of  marriage. 

3 v.  O.     Chic.  1895. 
Stocquart,  E.     Studies  in  private  international  law ;  (marriage  and  divorce 

laws  of  various  countries).     O.     Bruxelles  1900.     (L.  P.  v.  176) 
Lteading  articles:  alimony.     10  Law  S.  Help.  368 

annulling  marriage  for  fraud.     47  Cent.  L.  J.  90;  loi  LawT.  224 

at  common  law.     loi  LawT.  575 

character  of  evidence  required  to  convict  of  adultery.     39  Cent.  L.  J.  381 

conflict  of  laws  as  affecting  divorces.     3  Couns.  7 

cruelty  to  a  wife.     65  J.  P.  339 

divorce  in  Canada.     37  Ca.  L.  J.  481 

divorce  question.     3  Brief  P.  D.  P.  385 

foreign  divorces.     104 LawT.  78 

foreign  divorces  and  their  effect  on  property  rights.     56  Cent.  L.  J.  266 

jactitation  of  marriage.     103  LawT.  381 

Jewish  law  of.     28  Chic.  L.  N.  39 5 

law  of  divorce  in  Mo.     3  Kan.  City  B.  Month.  114 

legal  cruelty.     40  Sol.  J.  655 

legal  effect  of  existence  of  venereal  disease.     37  Am.  L.  Rev.  226 

marriage  law  of  Scotland.     28  Law  Mag.  &R.  326,  431 

nullity  of  marriage.     13  Harv.  L.  R.  no;  103  Law  T.  147 

oral  cruelty  as  a  ground  of  divorce.     46  Cent.  L.  J.  81 

physical  examination  in  divorce  cases.     35  Am.  L.  Rev.  698 

"  prohibited  degrees"  in  Ontario.     38  Ca.  L.  J.  99 

proof  of  marriage  in  crim.  cases.     51  Cent.  L.  J.  321 

Scotch  marriages.     1 1  Green  B.  426 

validity  outside  of  jurisd.  where  entered  into.     31  Am.  L.  Rev.  524 

void  Mid  voidable  marriages,     i  Pa.  L.  Ser.  271 
S99  also:  Law  reform        Promise  of  marriage 


a88  NEW    YORK   STATE    LIBRARY 

Marriage  with  deceased  wife's  sister 

See  also  Marriage  and  divorce 

Married  women 

Bullock,  W.  £.     Treatise  on  law  of  husband  and  wife.     O.     Alb.  1897. 
Leading  articles:  anomalies  in  the  law  rel.  to.     ai  Law  S.  Jour.  74;  a$  id. 
250 

English  and  Canadian  property  acts.     37  Ca.  L.  J.  720 

estoppel  in  case  of.     39  Cent.  L.  J.  18  z 

law  of,  in  France.     10 1  Law  T.   105 

right  to  engage  in  business  with  husband  as  agent.     38  Cent.  L.  J.  287 

what  contracts  are  valid.     47  Cent.  L.  J.  363 
See  also:  Husband  and  wife        Women 

Martial  law.     See  Military  and  naval  law 
Maryland,  Law  of 

See  also  Practice 

Maryland:  Reports 

Maryland — Court  of  Appeals.     Reports,     v.  77-96,  O.     Bait.  1894-1903. 

V.  77-79  by  J.  S.  Stockett 
V.  80-96  by  W.  T.  Brantly 

Maryland:  Reports,  Digests  of 

Brantly,  W.  T.    To   1898.     3V.  O.     Bait.  1896-1900. 

Thompson,  H.  O.     Table  of  cases  cited,  to  89  Md.     O.     Bait.  1900. 

Massachusetts,  Law  of 

Fowler,  W.  C.     Local  law  in^  Mass.  and  Ct.  hist,  considered.     O.    Alb. 

1872. 
Freeman,  S.     Massachusetts  justice;  laws  rel.  to  justices  of  the  peace.    O. 

Bost.  179S. 
Fuller,  W.  £.     Probate  laws  of  Mass.,  with  notes.     Ed.  a.     O.     Bost. 

1903. 
Hall,  P.  F.     Massachusetts  law  of  landlord  and  tenant.     O.     Bost.  1899. 
North,  F.  A.     Business  corporations  in  Mass.,  1903,  with  notes  and  forms. 

O.     (Camb.)  1903. 
Rackemann,  C.  S.     Land  registration  act,  Oct.  i,   1898,  with  notes.     O. 

Bost.  1898. 
Shaw,  H.     Settlement  laws  in  their  application  to  poor  relief  outside 

institutions.     O.     Bost.  1900. 
See  also  Practice 

Massachusetts:  Reports 

Massachusetts  (colony) — Court  of  Assistants.     Records,  ed.  by  J.  Noble. 
V.  I,  O.     Bost.  1901. 

V.    I    i673-Qa 

Massachusetts — Supreme  Judicial  Court.     Reports,    v.  159-82,  O.     Bost. 

1894-1903. 

V.  159-77  by  G.  P.  Tucker 
V.  177-82  by  H.  W.  Swift 

Russell,  C.  T.  jr.     Contested  election  cases,  1886-95.     O.     Bost.  1895. 

Senate  and  House 
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Massachusetts:  Reports^  Digests  of 

Massachusetts  digest;  supplement  by  C.  N.  Harris,  1 879-1901  (Mass.  rep. 

V.  128-77)     2V.  Q.     Bost.  1 895-1902. 
Silvemail,  W.  H.     1886-96.    Q.     N.  Y.  1897. 

V.  3  of  Throop's  dij^est 

Master  and  apprentice 

Austin,  E.     Law  rel.  to  apprentices.     O.     Lond.  1890. 
See  also:  Domestic  relations    Master  and  servant 

Master  and  servant 

Alger,  G.  W.  &  Slater,  S.  S.    Treatise  on  N.  Y.  employers  liability  act. 

O.     Alb.  1903. 
Bailey,  W.  F.     Law  of  masters  liability  for  injuries  to  servant.      O.     St 

Paul  1894. 

Law  of  personal  injuries  rel.  to.     2 v.  O.     Chic.  1897. 

BirreU,  A.     Pour  lectures  on  the  law  of  employers  liability  at  home  and 

abroad.     D.     Lond.  1897. 
Bowstead,  W.     Law  rel.  to  workmen's  compensation,  acts  of  1897  and 

1900.     O.     Lond.  1 90 1. 
DeLeon,  E.  W.  &  Moon,  S.  N.     Law  of  liability.     O.     N.  Y.  1899. 
Dresser,  F.  F.     Employers  liability  acts.     O.     St  Paul  1902. 
Holmested,  G.  S.     Workmen's  compensation  for  injuries  act  1892  and 

revised  statute  of  Ontario  1887.  with  notes.  O.  Toronto  1893. 
Labatt,  C.  B.  Commentaries  on  law  of.  v.  1-2 ,0.  Rochester  1904. 
Minton-Senhouse,  R.  M.  &  Emery,  G.  F.    Accidents  to  workmen,  a  treatise 

on  employers  liability  act,  1880.     O.     Lond.  1898. 

Ed.  2  by  R.  M.  Minton-Senhouse.     O.     Lond.  1902. 

Reno,  C.     Treatise  on  law  of  employers  liability  acts.     O.     Host.  1896. 

Ed.  2.     O.     Indianapolis  1903. 

Ruegg,  A.  H.     Employers  liability  act,  1880  and  workmen's  compensation 

act,  1897,  with  forms.     Ed.  3.     D.     Lond.  1898. 

Ed.  6.     O.     Lond.  1903. 

Senhouse,  R.  M.  Minton-.    See  Minton-Senhouse,  R.  M. 
Smith,  C.  M.     Law  of ;  ed.  5  by  E.  M.  Smith.     O.     Lond.  1902. 
Leading  articles:  assumed   risk  and  contributory  negligence.     50  Cent. 
L.  J.  263 

"  assiunption  of  risk."    31  Am.  L.  Rev.  82,  667;  32  id.  57,  515;  36  id. 
387;  56  Cent.  L.  J.  323 

comity  in  enforcement  of  rights  tmder  liability  acts.     49  Cent.  L.  J.  22 

continuance  of  work  by  servant  after  knowledge  of  danger.     34  Ca. 
L.  J.  289 

contract  exempting   employers  from   liability  for  negligence.     7  Yale 

L.  J. 352 
contracts  of  hire.     47  Cent.  L.  J.  426 
contractual  relations,     i  Pa.  L.  Ser.  19 

criminal  liability  of  master  for  servant's  acts.     105  LawT.  219 
duties  of  master.     50  Cent.  L.  J.  425 
employers  liability  in  continental  Europe.     9  Jurid.  Rev.  249,  39$;  10 

id.  46 
independent  contractors.     41  Cent.  L.  J.  6 
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industrial  arbitration  in  N.  S.  W.     14  Jurid.  Rev.  394 

interference  by    third  parties.     28  Am.  L.  Rev.  47 

liability  for  acts  of  special  policemen.     35  Am.  L.  Reg.  (n.  s.)  448 

liability  for  malicious  acts  of  servant.     34  Am.  L.  Reg.  (n.  s.)  120 

liability  for  negligence  of  contractor.     108  Law  T.  74 

liability  for  torts  of  servants.     104  Law  T.  $25 

masters  liability  for  defects  in  appliances  etc.     38  Ca.  L.  J.  973,  313 

review  of  Allen  v.  Flood  and  Quinn  v.  Leathem.     43  Am.  L.  Reg.  (n.s.) 

125;  iSCa.L.T.  120;  23id.  27s;  32  Ir.  L.  T.  4S;33id.  195,  aos;35id. 

505;  II  Harv.  L.  R.  405,  449;  13  Jurid.  Rev.  452;  63  J.  P.  801 ;  36  L. 

J.  446,  454,  462;  17  Law  N.  17;  14  Law  Q.  Rev.  129;  19  id.  37,  182; 

III  Law  T.  361;    114  id.  236;  i  Mich.  L.  Rev.  28;  5  Scots  L.  T.  158, 

166;  42S0I.  J.  108, 128,  408;  45  id.  718 
right  to  inventions  made  by  either  during  employment.     35  Chic.  L. 

N.  210;  I  Mich.  L.  Rev.  384 
right  to  terminate  a  hiring.     34  Ca.  L.  J.  587 
rights  and  duties  of,  as  affecting  public  interests,  by  R.  C.  McMurtrie. 

I  Pa.  L.  Ser.  19 
servant  of  One  master  as  the  special  servant  of  another.     39  Cent.  L. 

J.  341 
under  maritime  law.     54  Cent.  L.  J.  264 

See  also:  Domestic  relations         Negligence        Respondeat  superior 

Mauritius:  Reports 

Mauritius — Supreme   and   other   courts.    Decisions,  1885-99.     15V.  in  8, 

F.     Mauritius  1885-1900. 
1885-86  by  A.  Thibaud  &  A.  Satasier 
1887-93  by  A.  Thibaud 
z8q4-99  by  A.  Thibaud  &  L.  Led^io 

Maxims 

Broom,  H.     Selection  of;  ed.  7  by  H.  P.  Manisty  and  H.  Chitty.    Q. 

Lond.  1900. 
Cotterell,  J.  N.     Latin  maxims  and  phrases.     Ed.  2.     O.     Lond.  1894. 
Hughes,  W.  T.     Technology  of  law.     O.     Denver  1893. 
Jackson,  £.  H.     Law  Latin.     O.     Wash.  1897. 
Tayler,  T.     Law  glossary.     Rev.  ed.  4.     O.     N.  Y.  1856. 
Trayner,  J.     Latin  maxims  and  phrases.     Ed.  4.     O.     Edin.  1894. 
Leading  articles:   actio   personalis  moritur   cum  persona.       19  Ca.  L.  T. 
129,166,201,215;  24  Law  Mag.  &R.  39 

de  minimis  non  curat  lex.     7  Am.  Lawy.  231;  97  LawT.  192 

Latin  maxims  in  English  law.     20  Law  Mag.  &  R.  283 

res  ipsa  loquitur.     57  Cent.  L.  J.  65 

sic  utere  tuo  ut  alienum  non  laedas.     3  Law  N.  (Am.)  106 

use  of,  in  jurisp.     9  Harv.  L.  R.  13 

volenti  non  fit  injuria.     8  Harv.  L.  R.  457;  108  LawT.  5 
See  also  Dictionaries  of  law 

Mechanics  liens 

Boisot,  L.  jr.     Treatise  on.     O.     St  Paul  1897. 

Heydecker,  E.  L.     Commentary  on  mechanics  lien  law  for  N.  Y.    0. 

Alb.  1897. 
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Sirdar,  W.  L.     Lien  law  of  N.  Y.     Ed.  4.     O.     N.  Y.  1903. 

Mechanics  lien  law  of  N.  Y.  •  Ed.  3.     O.     N.  Y.  1896. 

articles:    "  consent  "  in  N.  Y.  mechanics  lien  law.     3  Columb. 


L.R.79 
Sf€  also  Liens 

Medical  jurisprudence 

Beck,  T.  R.  &  J.  B.     Elements  of.     Ed.  6.     av.O.     PJiil.  1838. 

Ed.  12  by  C.  R.  Oilman,     a  v.  O.     Phil.  1863. 

BeU,  C.     Medico-legal  studies,    v.  i,  Q.     n.  p.  1889. 

Claike,  J.  J.     Post-mortem  examinations.     S.     Lond.  1896. 

Ovjf  W,  A.     Principles  of  forensic  medicine.     Ed.  3.     D.     Lond.  1868. 

Hamilton,  A.  McL.    Manual  of.    il.  D.     N.  Y.  1883. 

(ed.  of  1890)     O.     N.  Y.  1890. 

Hamilton,  A.'  McL.  &  Godkin,  L.     System  of  legal  medicine.     2  v.  il.  O. 

N.  Y.  1894. 
Husband,  H.  A.     Students  handbook  of  forensic  medicine  and  medical 

police.     S.     Edin.  1874. 
Blnfft-Ebing,  R.  von.     Psychopathia  sexualis.     Ed.  10.     O.     Chic.  1900. 
Luff,   A.   P.    Textbook   of   forensic   medicine   and    toxicology.      2v.  O. 

Lond.  1895. 
Hacdonald,  A.     (Le)  criminel  type  dans  quelques  formes  graves  de  la 

criminality;  trad,  par  H.  Coutagne.     Ed.  2.     O.     Par.  1894. 
Medico-legal  journal;  ed.  by  C.  Bell.    v.  11-20,0.     N.  Y.  1894-1902. 
Haquet,  A.     Precis  de  chimie  legale.     D.     Par.  1873. 
Poore,  G.  V.     Treatise  on.     il.  O.     N.  Y.  1901. 
Reeae,  J.  J.     Textbook  of.     O.     Phil.  1884. 

ed.  6  rev.  by  H.  Leffmann.     O.     Phil.  1902. 

Taylor,   A.    S.     Manual   of;  Amer.  ed.  6    by    C.    B.    Penrose.     O.     Phil. 

z866. 
ed.  12  by  T.  Stevenson.     D.     Lond.  1891. 


Principles  and  prac.  of.     O.     Lond.  1865. 

ed.  3  by  T.  Stevenson.     2V.  O.     Phil.  1883. 

ed.  4  by  T.  Stevenson.     2 v.  O.     Lond.  1894. 


Tidy,  C.  M.     Legal  medicine.     2 v.  O.     Phil.  1882-84. 

Wittliaus,  R.  A.  &  Becker,  T.  C.    Treatise  on.     4V.  O.     N.  Y.  1894-96. 

Leading  articles:   epilepsy  as  a  defense  to  crime.     5  West.  R.  L.  J.  109 

gunshot  wotmds.     6  Jurid.  Rev.  43 

hypnotism.  51  Alb.  L.  J.  87;  16  Chic.  L.  J.  336;  18  Crim.  L.  M.  i;  5 
Kan.  Lawy.  19;  11  Med.  Leg.  J.  261;  13  id.  239,  351;  3  Am.  Lawy. 
S34;  II  Yale  L.  J.  173 

medicine  in  its  rel.  to  law.     4  West  R.  L.  J.  85 

theory  of  contact  shots.     1$  Med.  Leg.  J.  52;  i7  id.  38 
See  also:    Bloodstains        Drunkenness         Insanity         Poisons 

Medical  profession 

Bayly,  R.  C.     Legal  status  of  doctors.     O.     Decatur  1900. 
Porrington,   W.   A.     Eddyism   before   the   law.     O.     Alb.  1900.     (L.  P. 

V.  191) 
Law  of  libel  and  slander  as  affecting  medical  practitioners      D. 

N.  Y.  1896. 
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Physician's  duty  to  safeguard  information  acquifed  in  the -pro- 


fessional relation.     O.     N.  Y.  1902.     (L.  P.  v.  191) 

Review  of  recent  decisions  affecting.     O.     N.  Y.  1899. 


Roesch,  G.  F.     Address  on  pharmaceutical  jurisp.     O.     N.  Y.  1895. 
Taylor,  A.  N.     Law  in  its  rel.  to  physicians.     D.     N.  Y.  1904. 
Williams,  R.  J.     View  of  laws  rel.  to  (in  Penn).     O.     Phil.  1884. 
Leading  articles:   Christian  science  and  law.     7  Am.  Lawy.  5«  279t  337-  > 
Law  N.  (Am.)  14a 

doctors  versus  law.     13  Green  B.  246 

has  the  physician  ever  the  right  to  terminate  life?     i4Med.  Leg.  J. 

463 
medical  pretenders.     60  J.  P.  323, 339 

See  also:    Dentists        Experts         Malpractice 

Membership  corporations 
Hew  York — ^Legislature.     Membership  and  religious  corporation  laws  (in 
force  1897).     O.     Alb.  1897. 

with  notes  by  R.  C.  Gumming  and  P.  B.  Gilbert,  1895-97, 

1899-1900.  sv.  O.     Alb.  189S-1900. 

Memorials.    See:  Argtmients,  etc.        Biography 
Mercantile  corporations.    See  Manufacturing  corporations 
Mercantile  law 

Leading  articles:   history  of  law  merchant  in  England.     17  Law  Q.  Rev. 
232 
what  is  the  law  merchant?     2  Columb.  L.  R.  470;  3  id.  135 

Mexico,  law  of 

Azcu^y  R.  G.     Estudio  sobre  la  libertad  del  trabajo  y  sus  restricciones. 

O.     Mexico  1897.     (L.  P.  v.  190) 
Gamboa,  J.  M.     Leyes  constitudonales  durante  el  siglo  19.     O.     Mdxico 

1901. 
La  Grasserie,  R.  de.     R^um^  analytique  de  code  civil.     O.     Par.  1895. 
Logan,  W.  S.  &  Romero,  M.     Addresses  on  Mexican  jurisp.,  Amer.  Social 

Science  Association,  Sep.  5,  1895.     O.     Brooklyn  189$.     (L.  P.  v.  146) 
Martinez  de  Arredondo,  F.     Estudio  sobre  interpretacion  de  los  artfculos 

3®  y  4*^  constitudonales.     O.     Mexico  1897.     (L.  P.  v.  190) 
Mexico — Congress.     Code  de  commerce;  trad,  et  annot.   par  H.   Prud- 

homme.     O.     Par.  1894. 

C6digo  dvil,  1884;  primera  edidon  de  bolsillo.     T.     Mexico  1900. 

C6digo  de  colonizadon  y  terrenos  baldios;  formado  por  F.     P. 

de  la  Maza.     O.     Mexico  1893. 

C6digo  de  comerdo.     O.     Mexico  1889. 

C6digo  de  la  renta  federal  del  timbre;  ed.  4  por  J.  de  la  Tom. 


O.     Mexico  1899. 

C6digo  federal  de  procedimientos  civiles;  por  A.  de  J.  Losano. 


O.     Mexico  1897. 

C6digo  militar.     S.     (Mexico  1898) 

C6digo  penal  del  distrito  f^eral.     O.     M^co  1890. 
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C6digo  postal.     O.     Mdxico  1884. 

C6digo  sanitario.     O.     Mdxico  1894. 

Commercial  code;  trans,  fr.  the  Spanish,  with  notes  by  J.   P. 

Taylor.     O.     Mexico  1894. 

Constitudon.     {see   Walton,    C.    S.     Civil   law   in   Spain.    1900. 


p.  527-57.) 

Law  of  fedezal  stamp  tax,  1893;  trans,  by  W.  Thompson.     S. 


Mexico  1893. 

Legislacion  mexicana.     v.  1-33  in  20,  Q.     Mexico  1876-1903. 


▼.  z— Z9  ed.  bv  M.  Dublan  and  J.  M.  Lozano 
V.  10-33  ^'  oy  A.  Dublan  and  A.  A.  Esteva 

— ^—  Manual  de  la  constitudon  politica  y  colecdon  de  leyes  relativas 
por  G.  Garcia.     O.     Mexico  1897. 

Nuevas  leyes  y  c6digos,  1894-98.     (Colecdon  de  las  instit.  etc. 


— Complemento  v.  i,  3,  5,  7. 9) 

Public  lands  law,  1894.     O.     Mexico  (1894). 

Railroad  law;  trans,  by  L.  C.  Simonds.     O.     Mexico  (1899).      (in 


Mexico-Congress.     Public  lands  law,  1894.) 
jfimnda  y  Marron,  R.     Estudio  sobre  validez  6  nulidad  del  contrato  de 

explotadon  de  minas  d  partido.     O.     Mexico  1895.     (L.  P.  v.  190) 
PftUareSy  J.     Legisladon  federal  complementaria  del  derecho  dvil  mexi- 

cano;  apx.  1897,  1898.     O.     Mexico  1897-99. 
Sodri^ez,  R.     Derecho  penal  de  Mexico.     O.     Mexico  1902. 
5^  also  Practice 

Michlgaiii  Law  of 

Mlchigin — ^Attorney    general.     Reports,     1884-1902.     17 v.  O.     Lansing 
1885-1902. 

No  rep.  pub.  1889 
tSqj /qS  wanting 

MlchigMn — Constitutional  convention.     Constitution  (in  force  1895);  with 

notes.   ,  O .     Lansing  1895. 
Michigun — ^Legislature.     Game   and   fish   laws;  (with   village   laws).     O. 

Lansing  1899. 

General  tax  law,    1893-95-97,  with  notes  by   R.   D.   Dix.     O. 

Lansing  1898. 

Insurance,  building  and  business  laws.     O.     Lansing  1899- 1903. 

Manufacturing  and  mercantile  law  with  annot.,  1897.     O.     Lan- 


sing 1897.     (L.  P.  V.  172) 

Mining  laws  with  annot.     O.     Lansing  1898.     (L.  P.  v.  172) 

Railroad  and  mining  laws.     O.     Lansing  1899. 


See  also  Practice 

Michigan ;  Reports 

Michigan — Supreme  Court.     Reports,     v.  97-129,0.     Chic.  1894-1903. 

y.  97-105  by  W.  D.  Fuller 
▼.  io6-aQ  by  J.  A.  Brooks 

IGchigan.  Reports,  Digests  of 

Jacobs,  A.  P.  &  Chaney,  H.  A.    v.  3-4,  1888-98.     Q.     Chic.  1 894-1900. 
Kiddle  temple.    See  Inns  of  court 
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Military  and  naval  law 

Davis,  G.  B.     Treatise  on  military  law  of  U.  S.     O.     N.  Y.  1898. 
Lauchheimeri  C.  H.     Forms  of  proc.  for  courts-martial.     O.     Wash.  1896. 
Lieber,  G.  IT.     Justification  of  martial  law.     O.     Wash.      1898.     (L.  P. 
V.  170) 

Remarks  on  the  army  regulations.     O.     Wash.  1898. 

Magoon,  C.  E.     Reports  on  law  of  civil  government  in  territory  subject 

to  military  occupation  by  military  forces  of  U.  S.     Ed.  2.     O.  '  Wash. 
1902. 
Pratt,  S.  C.     Military  law,  its  procedure  and  prac.     Ed.  9.     S.     Lond. 

1895. 
Stephens,  J.  E.  R.  et  al.     Manual  of  naval  law  and  procedure,  with  naval 

discipline  act  and  forms.     O.     Lond.  1901. 
United    States — Congress.     Military    laws    of    U.  S.     Ed.  3.     O.     Wash. 

1898. 
Ed.  4.     O.     Wash.  1901. 

United  States  laws  rel.  to  navy,  digest  of  decisions  and  opinions; 

comp.  by  W.  H.  Michael.     O.     Wash.  1898. 

United  States — ^War  Department    Cavalry  drill  regulations.     T.     Wash. 
1896. 

Infantry  drill  regulations.     T.     Wash.  1891. 

Manual  for  courts-martial.     D.     Wash.  1898. 

Regulations  for  the  army,   189S;  with  apx.    1899,    1901,    i^oa. 

3v.  O.     Wash.  1899-1902. 

Winthrop,W.     Military  law  and  precedents.     Ed.  2.     av.  O.     Bost.  1896. 

Leading  articles:    case  of  private  Wadsworth.     42  Am.  L.  Reg.  (n.  s.)  63. 
161 
courts-martial.     27  Law  Mag.  &  R.  180 
history  of  martial  law.     18  Law  Q.  Rev.  117,  133,  152 
naval  war  code,     i  Columb.  L.  R.  298 

Mines  and  mining 

Argentine   republic — Congress.     C6digo  de    minerfa.     O.     Buenos  Aires 

1894.     {in  their  C6digos  y  leyes  usuales.) 
Bainbridge,  W.     Law  of;  ed.  s  by  A.  Brown.     Q.     Lond.  1900. 
Barringer,  D.  M.  &  Adams,  J.  S.     Law  of,  in  U.  S.     O.     Bost.  1897. 
Belgiimi — ^Parliament.     Codes  miniers,  par  P.  Plichon.     O.     Par.  189  5. 
DeLissa,  A.     Companies'  work  and  mining  law  in  N.  S.  W.  and  Victoria. 

D.     Sydney  1894. 
Donahue,  D.   D.     Treatise  on   (law  rel.   to)   petroleum  and  gases.     0. 

Blooming^ton  111.  1902. 
Lindley,  C.  H.     Treatise  on  Amer.  law  rel.  to.     2 v.  O.     San  Fran.  1897. 

Ed.  2.     2V.  O.     San  Fran.  1903. 

Mcpherson,  W.  D.  &  Clark,  J.  M.     Law  of,  in  Canada.     Q.     Toronto  1898. 

MacSwinney,  R.  F.     Law  of.     Ed.  2.     O.     Lond.  1897. 

Martin,  A.     Reports  of  mining  cases,  decided  by  cts.  of  British  Columbia 

and  Cts.  of  Appeal  to  Oct.  i,  1902,  with  apx.  of  mining  statutes,  1853- 

1902.     Q.     Toronto  1903.         ^ 
Mining  reports,     v.  16-18,  O.     Chic.  1 894-1903. 

V.  16  by  R.  S.  Morrison 

V.   x7-t8  by  R.  S.  Morrison  &  E.  D.  DeSoto 
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Russia — ^Emperor  and  Senate.     Codes  minicrs.     O.     Par.  1895. 

Snyder,  W.  I.     Mines  and  mining;  law  of  mines  and  mining  rights.     2 v. 

O.     Chic.  1902. 
Stewarti  D.  R.    Treatise  on,  in  Scotland.     O.     Edin.  1894. 
Walmesley,  O.     Guide  to  mining  laws  of  the  world.     O.     Lond.  1894. 
Wjmani  G.     Public  land  and  mining  laws  of  Alaska,  N.  W.  Territory, 

and  British  Columbia.     S.     Pruitvale  Cal.  1898. 
Leading  articles:   law  rel.  to.     50  Alb.  L.  J.  253 

mining  on  public  lands.     40  Cent.  L.  J.  33 s 

right  of  life  tenant  to  open  mines.     52  Alb.  L.  J.  no 

Minnesota^  Law  of 

Gary,  G.    Law  and  prac.  in  Cts.  of  Probate;  ed.  3  rev.  by  S.  W.  Gilman. 

O.    Chic.  1903. 
Jaggard,  E.  A.     Law  of  taxation.     O.     St  Paul  190 1. 

Minnesota:  Reports 

lOnnesota — Supreme  Court.     Reports,     v.  51-88,  O.     St  Paul  189 4- 1903. 

V.  sx-SQ  by  C.  C.  Wilson 
V.  60-8S  by  H.  B.  Wcnzdl 

Minnesota:  Reports,  Digests  of 

lEinnesota  digest;  v.  3,  to  Feb.  1898;  prepared  by  ed.  of  Nat.  rep.  system. 
O.     St  Paul  1898. 

MiBdemeanors.    See  Criminal  law 

Misrepresentation.    See  Fraud 

Miiwissippi:  Reports 

Mississippi — Supreme     Court.     Reports,     v.  71-79,0.     Nashville     1894- 
1902. 

V    71-73  by  L.  Brame  &  C.  H.  Alexander 
V.  73-79  by  T.  A.  McWillie 

Mississippi:  Reports,  Digests  of 

Brame,  L.  &  Alexander,  C.  H.     Supreme  Court,  v.  45-73.     Q.     Nashville 
1899. 

Missouri,  Law  of 

Jndson,  F.  N.     Treatise  on  law  and  prac.  of  taxation.     O.     Columbia 

1900. 
Missouri — Constitutional   convention.     Constitution   adopted    1875,   with 

notes  by  H.  Bums,     (see  his  Missouri  code  of  civilproc.  v.  i.  p.  63-215) 
Missouri— General  Assembly.     Corporation  laws,  comp.  by  A.  A.  Lesueur. 

O.     Jefferson  City  1900. 
Watts,  M.  F.     Laws  rel.  to  private  corporations,  other  than  R.  R.  and 

insurance,  with  forms.     O.     St  L.  1903. 
See  also  Practice 

Missouri:  Reports 

IGssouri — Courts   of  Appeals.     Reports,     v.  54-97,0.     Columbia    1894- 
«903- 

V.  S4-«7  by  D.  Goldsmith  &  B.   E.  Guthrie  v.  81-97  by  M.  R.  Smith  &  B.  E.  Guthrie 
V.  6S-80  by  J.  W.  North  &  B.  E.  Guthrie 

IGssouri — Supreme  Court.     Reports,     v.  116-74,0.     Columbia  189 4- 19 03. 

yf,  116-37  by  P.  M.  Brown 
V.  13S-74  by  P.  S.  Rader 
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MiMottri  appellate  reporter.     2 v.  O.     CarroUton  1895-96 

No  more  pub, 

Ed.  by  R.  P.  I»zier 

MiMottri  legal  newi;  Cts.  of  Appeal  of  Kansas  City  and  St  Louis,     v.  2-$, 
O.     St  L.  1893-94. 

Ed.  by  J.  E.  Kent 

Missouri:  Reports,  Digests  of 

McQuillin,  E.     1886-90.     Q.     St  L.  1891. 

Pattison,  E.  W.     1890-94.     2 v.  Q.     St  L.  1895. 

—  Complete  digest  (to  1902).     v.  1-6,  Q.     St  L.  1897-1903. 

Mistake 

Chand,  H.     Principles  of  law  of  consent  including  mistake.     Q.     Bom- 
bay 1897. 

Kerr,  W.  W.     Treatise  on  law  of  fraud  and  mistake;  ed.  3  by  S.  E.  Will- 
iams.    O.     Lond.  1902. 

Leading  articles:    law  rel.  to.     63  Alb.  L.  J.  147,  340 
mistake  of  law.     i  Pa.  L.  Ser.  963;  5  Couns.  loi 
mistake  or  ignorance  of  law.     6  West.  R.  L.  J.  95, 125 
money  paid  or  credit  given  by  mistake,     no  Law  T.  350 

Mobs.    See  Riots 

Mohammedan  law.    See:  Egypt,  Law  of        India,  Law  of 

Monopolies.     See  Trusts,  Commercial 

Monroe  doctrine 

Stockton,  A.   A.     Monroe   doctrine   and   other  addresses.     D.     St  John 

N.  B.  1898. 
Leading  articles:    as   a  principle  of  international  law.     4  Brief  P.  D.  P. 
360 

history  of.     i  South.  L.  R.  (Atl.)  877 

Montana,  Law  of 

Montana — Code  Commission.     Reports  on  political,  civil,  civil  procedure 
and  penal  codes,  1895.     2 v.  O.     (Helena  189S) 

Montana:  Reports 

Montana — Supreme    Court.    Reports,  v.  13-27,  O.     San  Fran.  189 4- 1903. 

V.  13-X9  by  F.  Maddox 
V.  20-2  X  by  T.  C.  Bach 
V.   22-27  by  the  justices 

Montana:  Reports,  Digests  of 

Bishop,  E.  L.     Digest  of  v.  1-2 1.     O.     Alb.  1899. 

Montenegro,    Law  of 

Montenegro — State  council.     Constitucion,  c6digos  y  leyes,  1893.     (Colec- 

cion  de  las  instit.  etc.  v.  10) 
Leading  articles:    sketch  of  property  code  of.     13  Law  Q.  Rev.  70 

Mortgages  of  personal  property 

Ashbumer,  W.     Concise  treatise  on.     O.     Lond.  1897. 

Barron,  J.  A.  &  O'Brien,  A.  H.     Chattel  mortgages  and  bills  of  sale  (in 

Canada).     O.     Toronto  1897. 
Fisher,  W.  R.     Law  of  mortgage  and  other  securities  on  property;  ed.  5 

by  A.  Underbill.     O.     Lond.  1897. 
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Jones,  L.  A.     Treatise  on  law  of.     Ed.  4.     O.     Bost.  1894. 
Smith,  D.  W.     Chattel  mortgages  and  conditional  sales  in  N.  Y. ;  rev. 
ed.  3  by  E.  L.  Heydecker.     O.     Alb.  1900. 

Mortgages  of  real  property 

Ashbumer,  W.     Concise  treatise  on.     O.     Lond.  1897. 

Bell,  £.  &  Dunn,  H.  L.     Treatise  on.     O.     Toronto  1899. 

Fisher,  W.  R.     Law  of  mortgage  and  other  securities  on  property;  ed.  5 

by  A.  Underhill.     O.     Lond.  1897.  , 

Gillard,    A.     (La)    constitution    de    la    hypothdque    conventionelle.     O. 

Par.  1 89 1. 
Jones,  L.  A.     Treatise  on  law  of.     Ed.  5.     2 v.  O.     Bost.  1894. 
Webber,  H.  W.     History  of  a  Colorado  real  estate  mortgage;  manual  for 

lawyers  and  conveyancers.     O.     Denver  1895. 
Leading  articles:   clogging  the  redemption.     47  Sol.  J.  510 

description  of  the  debt.     44  Cent.  L.  J.  490 

equity  of  redemption.     16  Ca.  L.  T.  25 

mortgagee  and  assignee  of  the  equity.     14  Ca.  L.  T.  57,  98 

mortgagee  in  possession.     106  LawT.  407 

once  a  mortgage  always  a  mortgage.     50  Cent.  L.  J.  464 

power  of  sale.     15  Ca.  L.  T.  i,  40 
See  also:     Fixtures         Foreclosure         Registration         Waste 

Mortuary  law.     See  Burial 
Moses,  Laws  of.     See  Hebrew  law 
Motor  cars.     See  Highways 
Municipal  bonds.     See  Securities 
'  Municipal  corporations 

Arnold,  T.  J.  Law  rel.  to,  in  England  and  Wales;  ed.  4  by  W.  W.  Macken- 
zie and  Sir  S.  G.  Johnson.     O.     Lond.  1894. 

McQuillin,  E.     Treatise  on  law  of  municipal  ordinances.     O.     Chic.  1904. 

Rawlinson,  Sir  C.  Municipal  corporation  acts  (of  England)  with  notes; 
ed.  9  by  J.  F.  P.  Rawlinson  and  J.  A.  Johnston.     O.     Lond.  1903. 

Smith,  J.  W.     Commentaries   on  modem   law  of.     2V.  O.     Indianapolis 

1903- 
Tiedeman,  C.  G.     Treatise  on  law  of.     O.     Alb.  1894. 

Williams,  W.  L.     Liability  of,  for  tort.     O.     Bost.  190 1. 

Leading  articles:    constitutional  limitations  of  indebtedness  in  N.  Y.     60 
Alb.  L.  J.  245 
contracts  ultra  vires — liability.     52  Cent.  L.  J.  44 
contracts  with  companies  as  to  rates.     16  Harv.  L.  R.  i 
control  of  telephone  and  telegraph  cos.     56  Cent.  L.J.  125 
curfew  ordinances.     4  Law  N.  (Am.)  107 
effect  of  ordinances  on  liability  between  private  parties.     44  Cent.  L.  J. 

55 
icy  sidewalks  in  N.  Y.     6  Yale  L.  J.  258 

liability  for  defective  streets.     53  Cent.  L.  J.  123 

liability  for  salary  paid  to  de  facto  ofHcer.     49  Cent.  L.  J.  446 

liability  on  implied  contracts.     33  Am.  L.  Rev.  707 

limitations  of  legislative  control,     34  Am^  L.  Rev.  505 ;  35  id.  510 


V 


298  NEW    YORK    STATE    LIBRARY 

negligence  in  exercise  of  municipal  powers.     51  Cent.  L.  J.  5,  ia6 
owner  of  subsoil  of  streets  in  England.     64  J.  P.  195 
pleading  and  proof  of  ordinances.     47  Cent.  L.  J.  233 
power  to  declare  nuisances.     45  Cent.  L.  J.  487;  46  id.  147 
power  to  regulate  telephone  charges,  wires  etc.     30  Am.  L.  Rev.  381 
snow  and  ice  on  sidewalks.     47  Cent.  L.  J.  326;  8  Yale  L.  J.  344 
See  also:     Bylaws  Gas  and  water  supply  Negligence  Sewers 

Streets         Waters 

Murder.     See  Homicide 

Music  halls.     See  Places  of  amusement 

Mutual  benefit  societies.    See  Benefit  societies 

Names 

McAdam,  D.     Individual,  corporate  and  firm  names.     O.     N.  Y.  1894. 
Leading  articles:   legal  status  of  a  name.     40  Cent.  L.  J.  316 
names  and  surnames.     65  J.  P.  611 

Natal,  Law  of 

Natal — Parliament.     Nuevas  leyes   y   c6digos,    1897.     (Coleccion   de  las 

instit.  etc. — Complemento  v.  8) 
South  African  legal  handbook,  1903;  ed.  by  W.  H.  S.  Bell  and  M.  Nathan. 

O.     Grahamstown  1902. 
Leading  articles:    banks  and  banking  law.     i  Natal  L.  Q.  202,  264 

eminent  domain,     i  Natal  L.  Q.  8 

intestate  succession.     11  Cape  L.  J.  241 ;  12  id.  29 

joint  stock  cos.     i  Natal  L.  Q.  23 

Natal:  Reports 

Natal — Supreme  Court     Law  reports,  1873-79.    6vs  in  iv.,  O.   Pietermar- 

itzburg  1 88 1. 
By  R.  I.  Finnemorc  &  A.  C.  Dulckcn 
f    Law  reports,  1883-94.     n.  s.     v.  4-15,0.     Maritzburg  1884-^4- 

1883-85  by  A    W.  Mason  i88q  by  W.  T.  H.  Frost  &  W.  Bn>.jinc 

1886-87  by  A.  C.  Dulcken  1800-94  by  W.  Broome 

1888  by  A.  C.  Dxilckcn  &  W.  T.  H.  Frost 

Notes  and  digest  of  principal  decisions,    1860—66;  ed.  by   R.   I. 

Finnemore.     5v.  in  iv.,  O.     Pietermaritzburg  1880-82. 

National  banks.     See  Banks  and  banking 
Nationality.     See  Citizenship 
Natural  gas 

Donahue,  D.   D.     Treatise  on   (law   rel.   to)   petroleum   and   gases.    0. 

Bloomington  111.  1902. 
Thornton,  W.  W.     Law  rel.  to  oil  and  gas.     O.     Cin.  1904. 
Leading  articles:    property  rights  in.     48  Cent,  L.  J.  470 
See  also  Mines  and  mining 

Natural  law.     See  Law  of  nature 

Nattu'alization 

Webster,  P.     Law  of,  in  U.  S.  and  other  countries.     O.     Best.  1895. 
Leading  articles:  '*  continued   residence."     29  Am.  L.  Rev.  52 
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Raval  law.    See  Military  and  naval  law 
Rebraska,  Law  of 

Dame,  A.  K,     Law  of  probate  and  administration,  with  forms.     O.     St 

Patil  1902. 
Maxwell,  S.     Practical  treatise  on  crim.  procedure  with  forms.      Ed.   2. 

O.     Chic.  1896. 

Ifebraska:  Reports 

Hebraska — Supreme  Court.     Reports,     v.  37-64,  O.     Lincoln  1 894-1903. 

V.  37-58  by  D.  A.  Campbell 
V.  5 9-64  by  L.  Herdman 

Nebraska:  Reports,  Digests  of 

Nelson,  W.  T.     Digest  of  v.  1-50.     2v.  Q.     Chic.  1892-97. 
Page,  E.  C.     Digest  (to   1900)  also  table  of  cases.     2 v.  Q.     San  Fran. 
1902. 

negligence 
American  negligence  cases,     v.  1-13,  O.     N.  Y.  1 895-1903. 

V.  I— 10  by  T-  P.  Hamilton  , 
V.  X1-13  by  W.  J.  Ea^le 

American  negligence  digest  to  1902,  by  A.  J.  Hook.     O.     N.  Y.  1902. 

Am.  neg.  cases,  v.  x-xi 
Am.  neg.  rep.  v.  1-9 

American  negligence  reports,    v.  1-14,  O.     N.  Y.  189 7- 19 03. 

By  J.  M.  Gardner 

Beach,  C.  F.  jr.     Treatise  on  law  of  contributory  negligence;  ed.  3  by 

J.  J.  Crawford.     O.     N.  Y.  1899. 
Seven,  T.     Principles  of  law  of.     Ed.  2.     2V.  O.     Lond.  1895. 
Black,  C.  C.     Law  and  prac.  in  accident  cases.     O.     Newark  1900. 
Browne,  W.  H.     Law  of,  in  Penn.     3V.  O.     Phil.  1896-99. 
Buswell,  H.  F.     Civil  liability  for  personal  injuries  arising  out  of.     Rev. 

ed.  2.     O.     Bost.  1899. 
Hamilton,  C.  H.     Law  of,  in  Wisconsin.     O.     Chic.  1900. 
Hamilton,  T.  F.  ed.     See  American  negligence  cases 
Leavitt,  J.  B.     Code  of;  the  law  of  N.  Y.,  as  declared  by  its  ct.  of  last  resort 

to  July  I,  1902.     O.     Alb.  1903. 

Law  of,  in  N.  Y.,  being  all  rep.  cases.     O.     N.  Y.  1895. 

Ray,   C.   A.     Negligence   of   imposed   duties;   carriers   of   freight.     O. 

Rochester  1895. 
Sherman,  T.  G.  &  Redfield,  A.  A.    Treatise  on  law  of .    Ed.  5.  2  v.   O.    N.  Y. 

1898. 
Smith,  H.     Treatise  on;  Am.  ed.  2  by  J.  A.  Webb.     O.     St  L.  1896. 
Thomas,  E.  B.     Law  of,  rules — decisions — opinions.     O.     N.  Y.  1895. 

Ed.  2.     2v.  O.     Alb.  1904. 

Thompson,  S.  D.     Commentaries  on  the  law  of.     v.  1-3 ,  O.     Indianapolis 

1901-2. 
Webb,  J.  A.     Law  of  passenger  and  freight  elevators.     O.     St  L.  1896. 
Williams,  I.  C.     Liability  of  architects,  builders,  contractors  and  owners 

for.     Q.     Phil.  1894.  ^  (i  Pa.  L,  Ser,  39) 
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Leading  articles:  collateral  negligence.     36  Ca.  L.  J.  6 
contributory  negligence.     24  Law  Mag.  &  R.  291 
damage  suits  by  stevedores.     45  Cent.  L.  J.  350 
degrees  of  negligence,     i  N.  Y.  L.  Rev.  16 

effect  of  positive  and  negative  evidence.     2  Minn.  L.J.  221,  245 
ethics  of  law  of.     63  Alb.  L.  J.  220 

evidence  of  repairs  subsequent  to  injuries.  52  Cent.  L.J.  225 
evolution  of  law  of.     5  Am.  Lawy.  382 
imputed  contributory  negligence.     6iAlb.  L.  J.  68 
imputed  wrong.     44  Cent.  L.  J.  242 
in  rel.  to  privity  of  contract.     36Ca.  L.  J.  178 
injuries  caused  by  defective  foreign  cars,     i  N.  Y.  L.  Rev.  23 
injury  without  impact.     41  Am.  L.  Reg.  (n.  s.)  141 
liability  for  injuries  from  fireworks.     5  Law  N.  (Am.)  65 
liability  for  loss  by  fire.     52  Alb.  L.J.  202 

liability  of  charitable  corporations.  57  Alb.  L.  J.  246;  $6  Cent.  L.  J. 184 
liability  of  employer  for  negligence  of  contractors.  42  Cent.  L.  J.  no 
liability   of   owner   of   premises    to   invited   persons.     34  Am.  L.  Reg. 

(n.  s.)  197 
liability  of  public  bodies  for  negligence.     104  Law  T.  193 
master's  liability  for  acts  of  superintendent.     38Ca.  L.  J.  617 
physical  examination  of  injured  party.     13  Med.  Leg.  J.  23;  i  Mich.  L. 

Rev.  193,  277 
presumptive  negligence.     58  Alb.  L.  J.  24 
proximate  cause.     33  Ca.  L.  J.  713;  15  Harv.  L.  R.  $41 
rule  in  Miss,  in  case  of  contributory  negligence.     6  Am.  Lawy.  i  $ 
test  of  liability.     40  Am.  L.  Reg.  (n.  s.)  79,  148 
volenti  non  fit  injuria.     8  Harv.  L.  R.  457 
when  a  question  for  the  jury.     32  Ca.  L.  J.  735;  33  id.  57 

Sec  also:  Carriers         Collisions  at  sea         Municipal  corporations         Rail- 
ways 

Negotiable  instruments 

Belles,  A.  S.     Law  of  negotiable  and  nonnegotiable  instruments  in  Penn. 

O.     Phil.  1898. 
Crawford,    J.    J.     Negotiable  instruments  law,    with  notes.     Ed.  2.    0. 

N.  Y.  1902. 
Daniel,  J.  W.     Treatise  on  law  of ;  ed.  5  by  the  author  and  C.  A.  Douglass. 

2v.  O.     N.  Y.  1903. 
Eaton,  J.  W.  &  Gilbert,  F.  B.     Treatise  on  commercial  paper  and  negotiable 

instruments  law.     O.     Alb.  1903. 
New  York — Legislature.     Negotiable  instruments  law;  ed.  by  J.  W.  Eaton 

and  H.  W.  Greene.     O.     Alb.  1897. 
Selover,  A.  W.     Negotiable  instruments  law  for  N.  Y.  (and  other  states). 

D.     St  Paul  1900. 
Willis,  W.     Law  of  negotiable  securities;  6  lectures.     Ed.  2.    O.     Lond. 

IQOI. 

Leading  articles:  course  of  study  of  negotiable  instruments  law  (see  articles 
in  v.   16-J9  Bank.  L.J.) 

criticisms  of  N.   Y.  law.     6  Am.  Lawy.  169;  9  id.  216,  269;   14   Harv. 
L.  R.  241,  442;  15  id.  26;  16  id.  255;  10  Yale  L.  J.  84 
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doctrine  of  negligence.     39  Sol.  J.  392,  408 

payment  of  forged  check  or  note.     39  Cent.  L.  J.  420;  41  id.  31 

review  of  Ames- Brewster  controversy.     41  Am.  L.  Reg.  (n.  s.)  437,  4991 

561;  3Brief  P.  D.  P.  131 

also:  Bills  and  notes.       Bills  of  lading        Checks 

r^therlands,  Law  of 

Orotius,  H.     Opinions  of,  as  cont.  in  the  Hollandsche  consultatien  en 

advijsen;  trans,  and  ed.  by  D.  P.  de  Bruyn.     O.     Lond.  1894. 
Moiice,  G.  T.     English  and  Roman-Dutch  law.     O.     Grahamstown  1903. 
Hetherlands — States  General.     Constitucion,  codigosy  ley es,  1890.     (Colec- 

cion  de  las  instit.  etc.  v.  6) 
Nuevas  leyes  y  c6digos,  189 5-98.     (Coleccion  de  las  instit.  etc. — 

Complemento  v.  4,  6,  8,  10) 
Raikes,  F.  W.     Maritime  codes  of  Holland  and  Belgium  trans,  and  annot. 

O.     Lond.  1898. 
Leading  articles:  Dutch  and  the  civil  law.     i  Natal  L.  Q.  106 

Netherlands:  Reports 

Hetherlands — Hooge  raad  &  verdere  rechtscolleges.  Nederlandsche  recht- 
spraak,  1839-88.  150V.  insov.  O.  's  Gravenhage  &  Amsterdam  1839- 
88. 

Register  1839-72.     3V.  in  2v.  O.     's  Gravenhage  1846-73- 

V.  X,  1839-45  is  V.  21  of  the  Rechtspraak 

Heuchatel,  Law  of 

Neuchatel — Conseil  national.  Constitucion',  c6digos  y  leyes,  1892.  (Colec- 
cion de  las  instit.  etc.  v.  8) 

Heutrality 

Mason,  J.  M.  &  Slidell,  J.     Correspondence  rel.  to  case  of.     O.     (Wash. 

1862)     (L.  P.  V.  187) 
leading  articles:  contraband  trade  and  blockade  running^     24  Law  Mag. 

&R.  203,329,448 

Hevada:  Reports 

Nevada — Supreme  Court.     Reports,     v.  22-26,  O.     Carson  City  1897- 
1903- 

By  E.  Howell 

Hew  Brunswick:  Reports 

New  Brunswick — Supreme  Court.  Reports,  v.  30-34,  O.  St  John  1893- 
1901. 

V.  30-32  by  A.  I.  Trueman 
V.  33-34  by  J.  L.  Carleton 

Reports  of  cases  in  equity,     v.  i,0.     Toronto  1899. 


By  W.  H.  Trueman. 

New  Brunswick  equity  cases,  1876-93.     O.     Toronto    1898. 

By  W.  H.  Trueman 

Stockton,  A.  A.     Cases  in  Vice  Admiralty  Ct.,  1879-91.     O.     St  John  1894. 

New  Brunswick:  Reports,  Digests  of 

Stevens,  J.  G.     Supreme  Court  digests,   1825-97.     Ed.  3.     Q.     Toronto 
1897. 
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New  Hampshire,  Law  of 

Hoyt,  L.  G.     Practice  in  proc.  in  IVobalc  Cts.     O.     Concord   iqoi. 
See  also  Practice 

New  Hampshire:  Reports 

New    Hampshire — Supreme    Court.     Reports.*    v.  66-71,0.     Concord    & 

Manchester  1 896-1 903. 

V.  66  by  F.  N.  Parsons 
V.  67  by  C.  B.  Hibbard 
V.  68-71  by  J.  H.  Rieddl 

New  Jersey,  Law  of 

Corbin,  W.  H.     Act  rel.  to  corporations,  189S;  with  notes.     Ed.  8.     O. 

Jersey  City  1894. 

1897.     Ed.  10.     O.     Newark  1897. 

Dill,  J.   B.     Statutory  and   case  law  applicable  to  private  companies. 

Ed.  2.     O.     N  Y.  1899. 

Ed.  3.     O.     N.  Y.  1901. 

Ed.  3  (with  amendments  of  1902).     O.     N.  Y.  1901. 

New  Jersey — Legislature.     Laws  rel.  to  banks  and  banking,  1899;  comp. 

by  J.  B.  Dill.     O.     (Orange)  1899. 
See  also  Practice 

New  Jersey:  Reports 

Dickinson,   S.   M.     Reports   of   cases   in   Ct.    of   Chancery,     v.  6-18, 0. 

Trenton  1894-1903. 
New  Jersey  equity  reports,     v.  51-63.     See  Dickinson,  S.  M. 
New  Jersey  law  reports,     v.  55-68.     See  Vroom,  G.  D.  W. 
Vroom,  G.  D.  W.     Reports  of  cases  in  Sup.  Ct.     v.  26-39,  O.     Trenton 

&  Newark  1 894-1 903. 

New  Jersey:  Reports,  Digests  of 

Bradley,  J.  A.     Cases  cited.     O.     Newark  1899. 
Wall,  A.  C.     1887-98.     Q.     Newark  1898. 

New  Mexico:  Reports 

New  Mexico — Supreme  Court.     Reports,     v.  3-7,0.     Columbia  Mo.  1896- 
97. 

By  C.  H.  Gildersleeve 

New  South  Wales,  Law  of 

Canaway,  A.  P.     Real  property  act,  1900,  with  notes.     O.     Sydney  1901 
DeLissa,  A.     Companies  work  and  mining  law.     D.     Sydney  1894. 
Ralston,  A.  G.     Divorce  law  with  acts  and  rules  in  force  rel.  to  matters 
matrimonial.     O.     Sydney  1893. 

New  South  Wales:  Reports 

Legge,  J.  G.     Selection  of  Sup.  Ct.  cases,  1825-62.     2V.  Q.     Sydney  1896. 
New  South  Wales — Supreme  Court.     Law  reports,     v.  14-21,  O.     Sydney 
1894-1900. 

By  H.  M.  Cockshott,  S.  E.  Lamb,  J.  M.  Harvey  and  R.  K.  Manning 

State  reports,     v.  1-2,  O.     Sydney  190 1-2. 

By  II.  M.  Cockshott,  S.  E.  Lamb.  R.  H.  L.  Innes  and  R.  K.  Manning 

New  trials 

Spelling,  T.  C.     Treatise  on,  with  special  reference  to  (the  Pacific  States) 
2V.  O.     San  Fran.  1903. 
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Leading  articles:  erroneous  rulings  on  evidence.     3  Columb.  L.  R.  433 

improper  remarks  of  counsel.     53  Cent.  L.  J.  85 

improper  remarks  of  judge.     54  Cent.  L.  J.  2 

misconduct  of  judge.     33  Am.  L.  Reg.  (n.  s.)  42 

surprise  as  ground  for.     47  Cent.  L.  J.  30 
See  also:  Juries         Practice 

New  York  city,  Law  of 

Hew  York  (city) — Municip^  Assembly.     Building  code,  1899,  with  notes 

by  M.  and  W.  Ash.     O.     N.  Y.  1899. 

General  ordinances,  annot.  by  G.  W.fBrown  jr.     D.     N.  Y.  1901. 

1903 1  annot.  by  G.  W.  Brown  jr,  rev.  and  ed.  by  R.  M. 

Morgan.     D.     N.  Y.  1903. 
Hew  York   (State) — Legislature.     Charter  of  city  of  N.  Y.,   1903,  with 

building  and  health  laws.     Q.     Brooklyn  1903. 

Brooklyn  Daily  Eagle  ed. 

Greater  N.  Y.  charter  (1897),  with  notes  by  A.  H.  Green.     O.  Alb. 

1897. 

1901,  with  notes  by  J.  C.  Thomson.     O.     N.  Y.  1901. 

(1901);  ed.  2  with  notes  by  M.  and  W.  Ash.     O.     N.  Y. 


1901. 

New  York  city  charter,  1897,  with  notes  by  M.  Ash.     O.     Alb. 


1897. 
Post,  J.  J.     Abstract  of  title  of  Kip's  Bay  farm.     3V.  Q.     N.  Y.  1894. 

Index  of  wills  (affecting  real  estate).     Q.     N.  Y.  1899. 

New  York  colony,  Law  of 

Leading  articles:  descent  of  real  property.     61   Alb.  L.  J.  165 
legal  status  of  Roman  catholics.     60  Alb.  L.  J.  217 
rule  of  descents.     61  Alb.  L.J.  165 

New  York  State,  Law  of 

Alger,  G.  W.  &  Slater,  S.  S.     Treatise  on  N.  Y.  employers  liability  act.     O. 

Alb.  1903. 
Bain,  D.     Compendium  of  costs,  fees  and   taxes.     O.     N.  Y.  1897. 
Barnard,  W.  V.  R.     Electrical  law  of.     O.     N.  Y.  1895. 
Bishop,  J.  L.     Treatise  on  law  rel.  to  insolvent  debtors.     Ed.  3.     O.     N.  Y. 

1895. 
Boyce,  L.  L.     Law  and  prac.  rel.  to  referees,  with  forms.     O.     Alb.  1903. 
Bradner,  G.  W.     Practice  in  attachment.     O.     Alb.  1895. 

Practice  in  matters  of  costs.     O.     Rochester  1894. 

Bullock,  W.  E.  Treatise  on  law  of  husband  and  wife.  O.  Alb.  1897. 
Carter,  S.  T.  jr.  Transfer  tax  law  and  proc.  thereunder.  O.  N.  Y.  1903. 
Chaplin,  S.     Treatise  on  express  trusts  and  powers.     O.     N.  Y.  1897. 

Treatise  on  law  of  landlord  and  tenant.     O.     N.  Y.  1899. 

Collier,  W.  M.     Civil  service  law.     O.     Alb.  1901. 

Conyngton,  T.     Manual  of  corporate  management.     O.     N.  Y.  1903. 

Organization  and  management  of  a  business  corporation,  with 

forms.     O.     N.  Y.  1900. 

Cothran,  G.  W.     Law  of  supervisors.     O.     N.  Y.  1894. 
dimming,  R.  C.  &  Gilbert,  F.  B.     Excise  and  hotel  laws  (in  force  1896), 
with  notes  and  forms.     O.     Alb.  1896. 
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McClellan,  R.  H.     Executor's  guide;  ed.  s  by  R.  C.  Gumming.     D.     N.  Y. 

1902. 
Mason,  H.  D.     New  York  highway  law  (in  force  1903),  with  annot.  and 

forms.     O.     Alb.  1903. 
Merrill,  J.  J.     Manual  of  the  taxation  of  corporations.     O.     Alb.  1897. 
Milliman,  6.  £.     Law  of  costs.     O.     Rochester  1904. 
Morehouse,  6.  C.     Supervisors  and  assessors  manual.     Ed.  3      O.     Alb. 

1897. 
Ed.  6.     O.     Alb.  igoo. 

Banks 
New  York — Legislature.      Statutory  revision  of    laws  rel.   to  banks  as 

amended  to   1896,    1898-1903   with    notes    by  A.   Hamilton.      7v.  O. 

N.  Y.  1896-1903. 
New  York — Legislature.     Statutory  revision  of  laws  rel.  to  banks,  insurance 

COS.,   railroad  and  miscellaneous  corporations,   as  amended  to    1894, 

vnih  notes  by  A.  Hamilton.     4V.  O.     N.  Y.  1894. 

Charities 
New  York — Charities,  Board  of.     Constitutional  provisions,  laws,  rules  and 

bylaws.     S.     Alb.  1897-98. 
New  York — Legislature.     Poor,  insanity  and  state  charities  laws  (in  force 

1896,  1902),  with  notes  and  forms  by  R.  C.  Gumming  &  F.  B.  Gilbert. 

2v.  O.     Alb.  1896-1902. 

Codes 

New  York — Legislature.     Gode  of  crim.  procedure  and  penal  code  1899, 

1901-2;  (Banks' &  Go's.,  rev.  ed.    18-21)  wnth  notes  and  forms.     6v. 

in  3v.  D.     Alb.  1899 — 1902. 

Penal  code  and  code  of  crim.  procedure  as  amended,  1894-1903; 

with  notes  by  J.   T.   Gook.     20V.  in  lov.  O.     Alb.  1894-1903. 

Constitutional  conventions 
ffew  York — Constitutional  convention,  1894.     Gonstitution  adopted   1894, 
with  notes  by  R.  G.  Gumming  et  al.     O.     Alb.  1894. 

Gonstitution  of  the  U.  S.  and  Gonstitution  of  N.  Y.,  in  force  Jan.  i , 

1895,  with  notes  by  A.  J.  Parker  jr.     O.     Alb.  1895. 

Corporations 
New    York — Legislature.     Membership    and    religious    corporation    laws 
(1897).     O.     Alb.  1897. 

Membership  and  religious  corporation  laws  1895-97,  1899-1900, 

with  notes  by  R.  G.  Gumming  and  F.  B.  Gilbert.     Sv.  O.     Alb.  1895- 
1900. 

Statutory  revision  of  laws  of  N.  Y.  affecting  miscellaneous  cor- 


porations, 1896,  1898-1903,  with  notes  by  A.  Hamilton.     7 v.  O.     N.  Y. 

&  Alb.  1 89  6-1 903. 

Elections 

New  York — Legislature.     Gode  of  election  laws  (in  force  1894-98);  Banks 

Bros.  ed.    Sv.  O.     Alb.  1894-98. 

Excise 
New  York — Legislature,^    Liquor  tax  law  of  N.  Y.  (1899,  1900-1,  1903); 
annot.  by  W.  E.  Schenck.     O.     (Alb.  1899)-! 903. 
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Ed.  3.     O.     Alb.  1897. 


Lien  laws,  with  notes.     O.     N.  Y.  1897. 

Ed.  2.     O.     N.  Y.  1900. 

Tax  laws  (in  force  1898),  with  notes,  forms  etc.     Ed.  2.0.     N.  Y. 

1898. 

comp.     See   New    York — Legislature,  Membership    and    religious 


corporation  laws.     189 5, 
Dugan,  P.  C.     Law  and  prac.  for  justices  of  the  p>eace  and  police  jxistices. 

2v.  O.     Alb.  1 90 1. 
Fallows,  E.  H.     Collateral  inheritance  and  transfer  tax  law  (in  force  1903) 

with  forms.     O.     N.  Y.  1903. 
Fiero,  J.  N.     Law  and  prac.  in  actions  for  torts  in  N.  Y.     O.     Alb.  1903. 
Fowler,  R.  L.     Law  of  charitable  uses.     O.     N.  Y.  1896. 

Personal  property  law,  with  notes.     O.     N.  Y.  1900. 

Real  property  law,  with  notes.     O.     N.  Y.  1899. 

Gerard,  J.  W.     Treatise  on  titles  to  real  estate  in  N.  Y. ;  ed.  4  by  E.  Logan. 

O.     N.  Y.  1896. 
Gilbert,  F.  B.     Law  of  domestic  rel.;  ed.   2  by  F.  W.   Battershall.     0. 

Alb.  1902. 

Town  and  county  officers  manual,  with  forms,  annot.   etc.     0. 

Alb.  1898. 

Ed.  of  1901.     O.     Alb.  1901. 

Ed.  of  1903.     O.     Alb.  1903. 

Greene,  H.  N.     Highway  law,  with  notes  and  forms.     O.     Alb.  1898. 
Ed.  2  by  L.  L.  Boyce.     O.     Alb.  1902. 

Law  of  taxable  transfers,  with  notes  and  forms;  ed.   2  by  A.  J. 


Nellis.     O.     Alb.  190 1. 
Hall,  C.  R.     Banking  laws  with  notes.     O.     Alb.  1895. 
Hammond,  J.   H.     Taxation  of  business  corporations.     O.     N.  Y.  1901 
Headley,  R.     Law  of  voluntary  assignments  under  N.   Y.   statutes  (in 

force  1896),  with  forms  by  B.  McClung.     O.     Alb.  1896, 
Heydecker,  E.  L.     Commentary  on  mechanics  lien  law.     O.     Alb.   i8g7. 
Hill,  H.  W.     Development  of  constitutional  law  and  the  constitutional 

convention  of  1894.     O.     Buffalo  1896. 
Jessup,  H.  W.     Practice  in  Surrogates  Cts.     O.     N.  Y.  1899. 

Ed.  2.     V.  1-2,  O.     N.  Y.  1903. 

Jewett,  F.  G.     Manual  for  election  officers  and  voters.     O.     Alb.  1894. 

Ed.  3.     O.     Alb.  1895. 

Alb.  1896. 
Alb.  1897. 
Alb.  1899. 
Alb.  1902. 
^<^nsing,  W.     Assessors,   collectors  and   town   clerks  manual.     O.     Alb. 

.895. 
Leavitt,  J.  B.     Code  of  negligence ;  law  in  respect  of  negligence  to  July  i , 

1902.     O.     Alb.  1903. 
Law  of  negligence;  being  all  rep.  cases  (with  notes).     O.     N.  Y. 

1895. 
Logte^n,  E.     Real  property  law  of  N.  Y.,  with  notes.     O.     N.  Y.  1896. 
McAdisim,  D.     Rights,  duties,  remedies  of  landlord  and  tenant.     Ed.  3. 

3V.  Q.     N.  Y.  1900-1. 


Ed.  4. 

0. 

Ed.  5. 

0. 

Ed.  7. 

0. 

Ed.  ro. 

0 

SUBJECT    INDEX    OF    LAW    ADDITIONS    1894-I903  305 

McClellan,  R.  H.     Executor's  guide;  ed.  $  by  R.  C.  Gumming.     D.     N.  Y. 

1902. 
Mason,  H.  D.     New  York  highway  law  (in  force  1903),  with  annot.  and 

forms.     O.     Alb.  1903. 
Merrill,  J.  J.     Manual  of  the  taxation  of  corporations.     O.     Alb.  1897. 
Milliman,  6.  £.     Law  of  costs.     O.     Rochester  1904. 
Morehouse,  6.  C.     Supervisors  and  assessors  manual.     Ed.  3      O.     Alb. 

1897. 
Ed.  6.     O.     Alb.  1900. 

Banks 
Hew  York — Legislature.      Statutory  revision  of    laws  rel.   to   banks   as 

amended  to    1896,    1 898-1903   with    notes    by  A.   Hamilton.      7 v.  O. 

N.  Y.  1896-1903. 
New  York — Legislature.     Statutory  revision  of  laws  rel.  to  banks,  insurance 

COS.,  railroad  and  miscellaneous  corporations,   as  amended  to    1894, 

with  notes  by  A.  Hamilton.     4V.  O.     N.  Y.  1894. 

Charities 
New  York — Charities,  Board  of.     Constitutional  provisions,  laws,  rules  and 

bylaws.     S.     Alb.  1897-98. 
Hew  York — Legislature.     Poor,  insanity  and  state  charities  laws  (in  force 

1896,  1902),  with  notes  and  forms  by  R.  C.  Cumming  &  F.  B.  Gilbert. 

2V.  O.     Alb.  1896-1902. 

Codes 

New  York — Legislature.     Code  of  crim.  procedure  and  penal  code  1899, 

1901-2:  (Banks' &  Co's.,  rev.  ed.    18-21)  with  notes  and  forms.     6v. 

in  3v.  D.     Alb.  1899 — 1902. 

Penal  code  and  code  of  crim.  procedure  as  amended,  1894-1903; 

¥rith  notes  by  J.   T.   Cook.     20V.  in  lov.  O.     Alb.  1894-1903. 

Constitutional  conventions 
Ifew  York — Constitutional  convention,  1894.     Constitution  adopted   1894, 
with  notes  by  R.  C.  Cumming  et  al.     O.     Alb.  1894. 

Constitution  of  the  U.  S.  and  Constitution  of  N.  Y.,  in  force  Jan.  i, 

1895,  with  notes  by  A.  J.  Parker  jr.     O.     Alb.  1895. 

Corporations 
New    York — Legislature.     Membership    and    religious    corporation    laws 
(1897).     O.     Alb.  1897. 

Membership  and  religious  corp)oration  laws  1895-97,   1 899-1900, 

^-ith  notes  by  R.  C.  Cumming  and  F.  B.  Gilbert.     5 v.  O.     Alb.  1895- 
1900. 

Statutor>'  revision  of  laws  of  N.  Y.  affecting  miscellaneous  cor- 


porations, 1896,  1 898-1903,  with  notes  by  A.  Hamilton.     7 v.  O.     N.  Y. 

&  Alb.  1896-1903. 

Elections 

Hew  York — Legislature.     Code  of  election  laws  (in  force  1894-98);  Banks 

Bros.  ed.    5 v.  O.     Alb.  1894-98. 

Excise 
New  York — Legislature.     Liquor  tax  law  of  N.  Y.  (1899,  1900-1,  1903); 
annot.  by  W.  E.  Schenck.     O.     (Alb.  i899)-i903. 
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Health 
Boyce,  L.  L.     Health  officers  manual  and  public  health  law  (in  force  1902), 

with  notes  and  forms.     O.     Alb.  1902. 
New  York — Legislature.     Manual  for  boards  of  health  and  health  officers 
in  N.  Y.,  1897,  1899,  1900,  1903  by  L.  Balch.    4V.  D.     Alb.  1897-1903. 

Insanity,  see  Charities 

Insurance 

New  York — Legislature.     Statutory   revision   of  laws  rel.   to  insurance 

cos.     1896,    1898-1903,   with  notes  by  A.    Hamilton,     yv.  O.     N.  Y. 

1896-1903. 

Negotiable  instruments 

New  York — Legislature.     Negotiable  instruments  law;  ed.  by  J.  W.  Eaton 

and  H.  W.  Greene.     O.     Alb.  1897. 

Railroads 
New  York — Legislature.     General  railroad  laws  of  N.  Y.   (amended  to 
1899);  ed.  2  with  decisions  and  forms  by  £.  H.  Wells.     O.     Alb.  1899. 
New  York  railway  law,  1903;   ed.  3  by  E.  H.  Wells.     O.     Alb. 

1903- 

Statutory  revision  of  laws  affecting  railroads   1896,  1898-1902, 


with  notes  by  A.  Hamilton.     6v.  O.     N.  Y.  &  Alb.  1896-1902. 

Tax 
New  York — Legislature.     Tax  law,  1896,  1902,  with  notes  by  J.  N.  Drake. 
2v.  O.     Alb.  1896-1902. 

1903;  rev.  by  A.  J.  Danaher.     O.     Alb.  1903. 

Tax  law  of  N.  Y.  (in  force  1899),  with  forms  by  H.  N.  Greene; 


with  a  chapter  on  assessors  by  J.  N.  Fiero.     O.     Alb.  1899 
Ed.  2      O.     Alb.  1901. 

Villages 
New  York — Legislature.     Laws  rel.  to  villages,  with  notes  by  T.  S.  Becker 
and  E.  D.  Howe.     O.     Rochester  1894. 

Village  charter;  laws  rel.  to  villages,  with  notes  by  J.  N.  Drake. 

O.     Brockport  1894. 

Village  law  of  N.  Y.  (in  force  1902)  with  notes  and  forms;  ed.  2 


by  A.  J.  Parker.     O.     Alb.  1902. 

Ed.  3  by  A.  J.  Danaher.     O.     Alb.  1903. 


Village  laws,  with  notes  by  R.  C.  Gumming  and  F.  B.  Gilbert 

O.     Alb.  1897. 

amended  to  1902.     O.     Alb.  1902. 

General  titles 
New  York  Chamber  of  Commerce.     System  of  taxation  of  N.  Y. ;  rep. 

of  committee  1900.     O.     N.  Y.  1900.     (L.  P.  v.  182) 
New  York  Society  for  the  Prevention  of  Cruelty  to  ChiMren.     Manual, 

with  notes  and  forms.     O.     N.  Y.  1896. 
Paine,  W.  S.     Laws  rel.  to  banks  and  banking,  with  notes.     Ed.  4.     O. 

N.  Y.  1894. 

Ed.  S.     O.     Rochester  1903, 

Power,  J.     Law  as  to  cemeteries,  undertakers,  embalmers  and  burials 

(in  force)   1901.     D.     Alb.  1901. 

Tables  showing  law  of  descent   and  distribution  in  N.  Y.     O. 

Alb.  1899. 
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Redfield,  A.  A.     Law  and  prac.  of  Surrogates  Cts.     Ed.  5.     O.     N.  Y. 

1894. 

Ed.  6  by  R.  L.  Redfield.     O.     N.  Y.  1903. 

Remsen,  D.  S.     Intestate  succession.     Ed.  3.     D.     N.  Y.  1896. 
Silvemail,  W.  H.     Annotations  of  N.  Y.  general  laws  and  Constitution. 

4V.  Q.     Alb.  1 90 1-3. 

V.  4,  supplement  (1899-1902)  by  J.  Power 

Smith,  D.  W.     Chattel  mortgages  and  conditional  sales;  rev.  ed.  3  by 
E.  L.  Heydecker.     O.     Alb.  1900. 

Snyder,  W.  L.     Mechanics  lien  law.     Ed.  3.     O.     N.  Y.  1896. 

Notaries  and  commissioners  manual.     Ed.  5.     O.     N.  Y.  1895. 

Sottthwick,  £.  F.     Constable's  guide.     D.     Dimkirk  1900. 

Thomas,  E.  B.     Law  of  estates  created  by  will.     2 v.  O.     N.  Y.  1898. 

Thomson,  J.  C.     Taxpayers  actions.     O.     Alb.  1900. 

Tuller,    W.  N.    comp.    Table  of  Ct.  of  Appeals  cases  construing  N.  Y. 
statutes,  codes  and  Constitutions.     O.     Phil.  1895. 

Van  Siclen,  G.  W.     Guide  to  buyers  and  sellers  of  real  estate;  with  the 
real  property  law  of  N.  Y.,  1896.     Ed.  2.     O.     N.  Y.  1896. 

White,  F.     Laws  of  N.  Y.  concerning  business  and  transportation  corpora- 
tions, with  notes.     O.     Alb.  1894. 

Ed.  2.     O.     Alb.  189S. 

Ed.  3.     O.     N.  Y.  1897. 

Ed.  4.     O.     N.  Y.  1900. 

Ed.  5.     O.     N.  Y.  1902. 

Leading  articles:  criticism  of  N.  Y.  law  of  negotiable  instruments.     6  Am. 
Lawy.  169;  9  id.  216,  269;  14  Harv.  L.  R.  241 
modem  law  of  real  property,     i  Columb.  L.  R.  165 

See    also:    Courts         History    of  law         Judicial    systems         Practice: 
New  York        Treaties 

New  York:  Reports 

Abbott,  A.     New  cases,     v.  30-31,  O.     N.  Y.  1894. 

Hun,  M.  T.     Reports  of  ca.ses  in  Sup.  Ct.     v.  72-92,  O.     Alb.  1893-96. 

Cont.  see  N.  Y. — Supreme  Ct.,  Appellate  Division.     Reports 

Miscellaneous  reports;  cases  decided  in  inferior  cts.     v.  6-41,0.     Alb. 
1894-1903. 

V.  6-21  cd.  by  P.  B.  Delahanty 
V.  2a-4i  by  R.  G.  Scherer 

New  York — ^Assembly.    Cases  of  contested  elections,  1777-1899,  by  A.  E. 

Baxter.     O.     N.  Y.  1899. 
New  York — Court  of  Appeals.     Reports,     v.  139-^75,0.     Alb.  1893-1903. 

V.  139-46  by  H.  E.  Sickles 
V.   147-62  by  E.  H.  Smith 
V.  163-75  by  E.  A.  Bedell 

revised  ed.  with  notes,     v.  91-170,  in  i6v.  Q.     Alb.  1894- 

1902. 
V.  91-100  by  I.  Browne  and  J.  T.  Cook 
V.  101-70  by  J.  T.  Cook 

New  York — Supreme  Court,  Appellate  Division.     Reports,  by  M.  T.  Hun. 
V.  1-86,  O.     Alb.  1896-1903. 

Cofit.  fr.  Hun,  M.  T.    Reports 
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New  York  annotated  cases,     v.  1-12,  O.     N.  Y.  &  Rochester  189S-1903. 

V.   1-6  by  W.  E.  Benjamin 
V.  7-12  by  J.  G.  Greene 

New  York  civil  procedure  reports,     v.  23-32,  O.     N.  Y.  1894-1901. 

v.  23  by  H.  H.  Browne 
V.  24-26  by  R.  L.  Scott  jr 
V.  27-29  by  J.  M.  Kerr 
V.  30-32  by  P.  S.  Menken 

New  York  criminal  reports,     v.  9-16,  O.     Alb.  1896-1903. 

V.  g-14  by  W.  H.  Silvemail 
V.  15-16  by  C.  H.  Mills 

New  York  monthly  law  record;  abstracts  of  decisions  in  Sup.  Ct.  in  N.  Y. 
city,  City  Ct.  and  Surrogates  Ct.     3V.  O.     N.  Y.  1897-1900. 
V.  1-2  by  R.  S.  Guernsey 
V.  3  by  P.  S.  Menken 

New  York  State  reporter;  all  cts.  of  record,     v.  S6-7S.  O.     Alb.  1894-97. 

Cont.  see  New  York  supplement 

V.  56-66,  70-74  by  W.  H.  Silvemail 

V.  67-69.  75  by  C.  H.  Mills 

Digest  of  V.  1-62.     3v.  O.     Alb.  1889-95. 

V.  I  by  C.  H.  Mills  &  W.  S.  Gibbons 
V.  2-3  by  W.  H.  Silvemail 

New  York  supplement.     Supreme  Court  etc.     v.  25-83,  O.     St  Paul  1894- 

1903- 
Power,  J.     Reports  of  cases,  Surrogates  Cts.,  with  notes,     v.  i,  O.     Alb. 

1901. 

New  York:  Reports,  Digests  of 

Abbott,  A.     Annual  for  1893-1902.     lov.  Q.     N.  Y.  1894-1903. 

1896-Z902  by  J.  Mac  G.  Smith 

Monthly    index    to    official    series.      Nos.  1-6  in  i  v.  O.     N.  Y. 

1893-94. 

Abbott's  cyclopedic  digest  of  all  decisions  of  all  cts.  to  1900;  ed.  and  comp. 

by  D.  C.   Blashfield  et  al.     14V.  Q.     N.  Y.  1901-2. 
Brightly,  F.  F.     Digest  of  decisions  of  all  cts.  of  N.  Y.;  v.  5,  1893-98.     Q. 

Alb.  1899. 
Campbell,  C.  P.     Index-digest  of  N.  Y.  Ct.  of  Appeals  decisions,  184 7-1 901 . 

Q.     Alb.  1901. 
Danforth,  H.  G.     Digest  of  N.  Y.  Sup.  Ct.  rep.,  1869-1901,  with  table  of 

cases.     2v.  O.     Alb.  1902. 
Danforth,  H.  G.  &  Wickes,  R.  B.     Digest  of  N.  Y.  Ct.  of  Appeals  rep. 

V.  3-4,  1887-1903.  O.  N.  Y.  1898-1903. 

V.  3  by  A.  J.  Parker  jr 
V.  4  by  F.  P.  Murray 

Gibbons,  W.  S.     Annual  digest,   1894-1900.     7v.  Q.     Alb.  189 5-1901. 

Digest  of  rep.  &  statutes,   1890-96.     2 v.  Q.     Alb.  1898. 

Haviland,  E.  W.  &  Greene,  J.  G.  comp.     Analyzed  N.  Y.  decisions   and 

citations,  1893-94.     Q.     Rochester  1895. 

,  1 893-190 1.     2V.  Q.     Rochester  1 898-1902. 

New  York  digest  (combined  official)  of  rep.  and  session  laws,    190 1-2. 

2V.  Q.     Alb.  1902-3. 
New  York  reports  annotations;  "Co-op"  ed.     O.     Rochester  1898. 
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Silvemail,  W.  H.     Affirmed   and   reversed   cases,    1794-1895.     O.     Alb. 
1896. 

New  York  citations,  1 794-1904.     3V.  Q.     Alb.  1898-1903. 

Tuller,  W.  N.   comp.     Tables  of  Ct.  of  Appeals  cases  construing  N.  Y. 

statutes,   codes  and   constitutions.     O.     Phil.  1895. 

New  Zealand,  Law  of 

See  also  Practice 

New  Zealand:  Reports 

MacassejyJ.     Reports  of  cases.  Sup.  Ct.  and  Ct.  of  Appeal,  1861-72.     O. 

Dunedin  1873. 
New  Zealand— Supreme  Court  and  Court  of  Appeal.     Law  reports,     v.ii- 

21,0.     Wellington  1893-1902. 
By  M.  Chapman 

New  Zealand  jurist;  cont.  rep.  of  cases  in  Sup.  Ct.  and  Ct.  of  Appeal.     2V. 
O.     Dunedin   1874-76. 

V.   I   by  G.  D.  Branson 
V.   2  by  F.  R.  Chapman 

New  ser.     4V.  in  3V.  O.     Dunedin  1876-78. 

By  G.  B.  Barton 

New  Zealand:  Reports,  Digests  of 

New  Zealand  digest  and  supplement,  1861-97;  comp.  and  ed.  by  M.  W. 

Richmond.     2 v.  O.     Wellington  (1894-98). 

Newfoundland:  Reports 

Newfoundland — Supreme    Court.     Decisions,    1817-28,   1854-96.      Sv.  O. 
St  Johns  1897-1901. 
By  E.  P.  .M)rris 

Newspapers,  Law  of 

Fisher,  J.  R.  &  Strahan,  J.  A.     Law  of  the  press.     Kd.  2.     O.     Lond.  1898. 

Next  friend 

Leotiing  articles:  authority  to  compromise  suit.     41  Cent.  L.  J.  342 

Nicaragua,  Law  of 

Nicaragua — Congress.     Nuveas  leyes  y  codigos,   1893,   1895-96.     (Colec- 
cion  de  las  instit.  etc. — Complemento  v.  i,  3,  5) 

Nobility.     See  Peerage 
Nonresidents 

Leading  articles:  power  to  discharge  a  debt  due  to  a  nonresident.  32  Am. 
L.  Rev.  34 

Normandy,  Law  of.    See  France,  Ancient  law  of 
North  Carolina,  Law  of 

North  Carolina — General  Assembly.  Corporation  code,  cont.  acts  (in  force 
1903)  with  notes  and  forms;  comp.  by  W.  S.  Wilson.  O.  Raleigh 
1902-3. 

Leading  articles:  landholding  in  the  colony.     11  Law  Q.  Rev.  154 

See  also  Practice 

North  Carolina:  Reports 

Carolina  law  repository,  v.  1-2(1811-16),  also  North  Carolina  term  reports 
(1816-18),  by  J.  L.  Taylor;  ed.  2  by  W.  H.  Battle.     O.     Raleigh  1844. 
Supreme  Ct. 
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North    Carolina — Supreme    Court.     Reports,     v.  113-33,0.     Raleigh    & 
Goldsboro  189  4-1 903. 

V.  113-aa  by  R.  T.  Gray 
V.  123-26  by  R.  P.  Buxton 
V.  127-32  by  Z.  V.  Walser 

North  Carolina  term  reports.     See  Carolina  law  repository 

North  Dakota:  Reports 

North  Dakota — Supreme  Court.      Reports,     v.  3-1 1,  O.      Grand  Forks 
1894-1903. 

V.  3-10  by  J.  M.  Cochrane 
V.   II  by  R.  M.  Carothers 

North  Dakota:  Reports,  Digests  of 

Tilton,  H.  G.     Index  digest  to  reports  of  Dakota  territory  and  North 
and  South  Dakota  to  1897.     S.     Sioux  City  la.   1897. 

Northampton  tables.     See  Annuities 
Northwest  Territory:  Law  of 

Wyman,  G.     Public  land  and  mining  laws  of.     S.     Fruitvale  Cal.  1898. 

Northwest  Territories:  Reports 

Northwest  Territories — Supreme  Court.     Reports,     v.  i,pt    1-4;  v.   2,  pt 
i-(2)     in  2V.  O.     Regina  1889-1900. 

By  W.  C.  HamUton 

V.  2  pt  (2)  erroneously  called  v.  2,  pt  i 

Territories  law  reports;  cases  in  the  Sup.  Ct.  of  N.  W.  Territories. 

V.  1,4,  O.     Toronto  1900-2. 

By  N.  D.  Beck 

Northwestern  provinces,  Law  of 

India — Governor  general  in  council.     Northwestern  provinces  and  Oudh 
code;  ed.  3  (1892).     O.     Calcutta  1892. 

Northwestern  provinces:  Reports 

Indian  law  reports;  Allahabad  series,  by  W.  K.  Porter  et  al.     v.  15-24,  0. 
Allahabad  1893-1902. 

V.  15-22  by  W.  K.  Porter  &  C.  Boulnois 

V.  23  by  W.  K.  Porter,  C.  Boulnois  &  J.  V.  Woodman 

V.  24  by  W.  K.  Porter  &  J.  V,  Woodman 

Norway,  Law  of 

Hertzberg,  E.     Grundtraekkene  i  den  aeldste  norske  proces.     O.     Kris- 

tiania  1874. 
Lehr,  E.     Elements  de  droit  civil  scandinave.     O.     Par.  1901. 
Norway — Storthing.     Nuevas   leyes   y   c6digos,    1894-98.     (Coleccion  de 

las  instit.  etc. — Complemento  v.  2,  4,  6,  8,  10) 
Winge,  P.     (Den)   norske  sindssygelovgivning.     Q.     Kristiania    1901. 

Notaries 

Brooke,  R.     Treatise  on  office  and  prac.  of  a  notary  of  England;  ed.  6  by 

J.  Cranstoun.     O.     Lond.  1901. 
Giauque,  F.     Manual  for  notaries  public,  with  forms.     Ed.  2.     O.     Gin. 

1897. 
Maton,  A.     De  Tenseignement  du  notarial  en  Belgique  et  dans  les  pays 

('trangers.     D.     Bruxelles  i836, 


SUBJECT   INDEX   OF    LAW    ADDITIONS    1894-I903  3 II 

Snjrderi  W.  L.     Notaries  and  commissioners  manual.     Ed.  5.     O.     N.  Y. 

189S. 
Leading  articles:  authority  to  punish  for  contempt.     56  Cent.  L.  J.   144 

competency  of.     14  Bank.  L.  J.  297 

Notice 

leading  articles:  notice  of  dishonor  to  an  indorscr  on  a  note,  by  telephone. 
5  Am.  Lawy.  450 

requisites  in  foreclosure  of  power  of  sale  mortgage  or  trust  deed.     40 
Cent.  L.J.  270 

Nova  Scotia,  Law  of.     See  also  Practice 
Nova  Scotia:  Reports 

NoYa    Scotia — Supreme    Court.     Reports,     v.  24-35, 0.     Toronto    1894- 
1902. 

By  J.  M.  Geldert  &  F.  W.  Russell 

Nova  Scotia:  Reports,  Digests  of  v 

Armstrong,  B.  H.     Digest,  1888-1903.     O.     Toronto  1903. 

Nuisance 

Garrett,  E.  W.     Law  of.     Ed.  2.     O.     Lond.  1897. 

Watson,  L  A.     Common  law  citations  rel.  to.     O.     Concord  1882.     (L.  P. 

V.  181) 
Leading  articles:  abatement  by  boards  of  health.     2  Columb.  L.  R.  203 

acts  of  several  persons.     59  J.  P.  241 

in  Roman  law.     13  Law  Q.  Rev.  387 

is  the  landlord  or  the  tenant  liable?     i  Pa.  L.  Ser.  919 

negligence  in  contagious  diseases.     67  J.  P.  217 

nuisance  on  adjoining  land.     63  J*  P.  627 

our  neighbor's  noises.     58J.  P.  697 

overhanging  branches  of  trees.     31  Ca.  L.J.  41 

spite  fences  and  other  structures.       4  Law  N.  (Am.)  204 
See  also  Public  health 

Oatlis 

Ford,  C.     Handbook  for  oaths.     Ed  7.     D.     Lond.  1892. 
Leading  articles:  are  they  useful?     4  Am.  Lawy.  249;  5  LawGaz.  54 

effect  on  competency  of  witnesses.     42  Am.  L.  Reg.  (n.  s.)  373 

modification  of.     37  Am.  L.  Rev.  554 

Obligations.     See  Contracts 

Officers.     See  Public  offices  and  officers 

Ohio,  Law  of 

Brewer,  A.  T.  &  Laubscher,  G.  A.     Ohio  corporations  other  than  municipal, 

with  forms.     Rev.  ed.  4.     O.     Cin.  1900. 
ElUs,  W.  H.     Municipal  code.     O.     Cin.  1903. 
Giauque,  F.     Road  and  bridge  laws.     O.     Cin.  1895. 
Settlement  of  e.states  of  deceased  persons,  with  notes.     Ed.  5. 

O.     Cin.  1 90 1. 

Torens  law  as  to  land  title  registry.     O.     Cin.  1896. 


Guenther,  W.  G.     Law  uf  insurance.     O.     Indianapolis  1900. 
Kinkeadi  E.  B.     Law  of  pleading  in  civil  actions  and  defenses  under  the 
code,  also  prac.  in  appeal  and  error.     2 v.  O.     Cin.  1895. 
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Marshall,  E.  J.     Law  governing  private  corporations.     Q.     (Cin.)  1903. 
Ohio — General  Assembly.     Laws  rel.  to  agriculture,  elections,  game  and 

insurance,  1901.     O.     Columbus  1901. 
See  also  Practice 

Ohio:  Reports 

Cincinnati  Sup'r  Ct.  reporter.     See  Ohio  decisions  (repr.)  v.  13. 

Disney,  W.     See  Ohio  decisions  {repr.)  v.  12-13. 

Gottschall,  O.  M.     Reports  of  cases  in  the  Sup'r  and  Common  Pleas  Cts. 

of  Montgomery  co.     O.     Norwalk  1900. 
Handy,  R.  D.  &  J.  H.     See  Ohio  decisions  (repr.)  v.  12. 
Ohio — Circuit  Court.     Reports,     v.  8-22,  O.     Columbus  1894-1901. 

V.   lo-aa  by  C.  G.  Jahn 

Ojnt.  see  Ohio — Circuit  Cts.  Reports 

Ohio — Circuit  Courts.     Ohio  circuit  decisions ;  rep.  in  the  Ohio  Circuit  Cts. 
v.  6-12,  O.     Norwalk  1898-1902. 

Cont.  see  Ohio — Circuit  Cts.  Reports 

Reports,     v.  13-23  in  iv.  O.     Norwalk  1902. 

Ohio — Courts  of  Record.     Ohio  decisions,     v.  i-i2,0.     Norwalk    1894- 
1902. 

Ohio  decisions  reprints,     v.  1-13,  O.     Norwalk  1896-1902. 

Ohio — Supreme  Court.     Reports,     v.  50-66,  O.     Norwalk  1894-1903. 

V.  50-51  by  L.  J.  Biu^css     - 
V.  52-66  by  E.  O.  Randall 

Ohio  miscellaneous  decisions,     v.  3.     See  Gottschall,  O.  M. 

Ohio  nisi  prius  rep.;  various  cts.     v.  1-8,  O.     Columbus  1894-190T. 

V.   a-8  by  C.  G.  Jahn 

Ohio  Sup.  Ct.  decisions ;  cases  determined  without  rep.     v.  i ,  O.     Norwalk 
1901. 

Ohio:  Reports,  Digests  of 

Bates,  C.     Complete  digest  to  Sep.   i,   1900.     3Y.  Q.     Cin.  1896-1901. 
Term  rep.  of  cts.  of  2d  dist.,  digested  by  D.  W.  Iddings;  v.  i,  1899-1900. 

O.     Dayton   igoo. 
Thompson,  J.  W.     New  Ohio  citations;  table  of  cases,   18 16-1900.     Q. 

Indianapolis  1900. 
Welch,  J.  M.     New  Ohio  index  digest.     Q.     Cin.  1899. 

Oklahoma,  Law  of 

Leading  articles:  common  law  in.     i  Okl.  Law  J.  106,  119 

Oklahoma:  Reports 

Oklahoma — Supreme  Court.     Reports,     v.  2-11,0.     Guthrie    1896-1903. 

V.   2-5  by  F.  Dale 

V.  6-n  by  J.  H.  Burford 

Oklahoma:  Reports,  Digests  of 

Morgan,  D.  T.     Digest  of  statutes  and  decisions,  to  1897.     O.     Kansas 

City  Mo.  (1897). 
Wilson,  W.  F.     Complete  digest  to  1901.     O.     Guthrie  190 1. 

Ontario,  Law  of 

Armour,  E.  D.     Treatise  on  investigation  of  titles  to  real  estate.     Ed.  2 

O.     Toronto   1894. 
Boys,  W.  F.  A.     Treatise  on  coroners.     Ed.  3.     O.     Toronto  1893. 
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Holxnested,  G.  S.     Workmen's  compensation  for  injuries  act,  1892,  ^vith 

notes.     O.     Toronto  1893. 
Howell,     A.     Probate,     administration     and     guardianship.     Ed.  2.     O. 

Toronto  1895. 
Hunter,  A.  T.     Practical  treatise  on  foreclosure  of  mortgages  of  realty 

with  notes  and  forms.     O.     Toronto  1899. 

Real  property  statutes,  with  notes.     O.     Toronto   1894. 

Hunter,  W.  H.     Insurance  corporation  act,  1892,  with  notes.     O.     Toronto 

1893. 
McMurrich,  W.  B.  &  Roberts,  H.  N.     School  law,  with  notes.     O.     Toronto 

1894. 
See  also  Practice 

Ontario:  Reports 

Ontario — Court  of  Appeal.  Report  of  cases,  v.  21-27,  O.  Toronto 
189S-1901. 

V.  26-27  by  J.  F.  Smith 

Ontario — High  Court  of  Justice.  Reports,  v.  24-32,  O.  Toronto  1894- 
1901. 

By  J.  F.  Smith 

Ontario  election  cases;  v.  2,  1 891-1900.     O.     Toronto  190 1. 

Ontario  law  reports;  cases  in  the  Ct.  of  Appeal  and  the  High  Ct.  of  Justice. 

V.  1-3,  O.     Toronto  190 1-2. 

By  J.  F.  Smith 

Ontario  practice  reports,  by  T.  T.  Rolph;  ed.  by  J.  F.  Smith,  v.  15-19,  O. 
Toronto  1894-190 1. 

Opinions 

Alabama — Attorney  general.  Biennial  report,  1888- 19 00.  2V.  O.  Mont- 
gomery I 890-1900. 

Arizona — Attorney  general.  Report  1888-89.  O.  Phoenix  1889.  (L.  P. 
V.  190) 

Berger  v.  U.  S.  Steel  Corporation.  Opinion  of  N.  J.  Ct.  of  Errors  and 
Appeals,  Oct.  11,  1902.     O.     N.  Y.  (1902)  (Tr.  v.  132) 

California — Attorney  general.  Report  (biennial),  1 889-1900.  O.  Sacra- 
mento 1 890-190 1. 

Carson,  H.  L.  Great  dissenting  opinions  in  U.  S.  Sup,  Ct.  (50  Alb.  L.  J. 
120) 

Cockbum,  Sir  A.  J.  E.  Judgment  in  the  Franconia  case.  O.  Lond. 
1876.     (Tr.  V.  126) 

Colorado — Attorney  general.  Reports  (biennial),  1889-1900.  Sv.  O. 
Denver  1890-1900. 

Delafield,  L.  L.  Opinion  as  to  use  of  Myer's  ballot  machine  at  elections 
(inN.  Y.)     Q.     N.  Y.  (1894). 

Earl,  R.  Opinions  in  special  franchise  tax  cases,  1901-2.  O.  Alb.  1902. 
(L.  P.  V.  190) 

Erskine,  J.  Opinion  in  case  of  Wm.  Law;  U.  S.  Dist.  Ct.,  1866.  O. 
Savannah  1866.     (L.  P.  v.  14S) 

Opinion  in  Cuyler  v.  Ferrill  et  al;  U.  S.  Cir.  Ct.,  1868.  O.  Savan- 
nah 1868.     (L.  P.  V.  145) 

Georgia — ^Attorney  general.  Annual  report,  1893-1900.  O.  Atlanta 
I 893-1900. 
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Grotios,  H.     (opinions,  cont.  in  the  Hollandsche  consultatien  en  advijsen; 
!        trans,  and  cd.  by  D.  P.  de  Bruyn.     O.     Lond.  1894. 

Hackley,  R.  S.  Opinions  on  title  of,  to  lands  in  East  Florida,  with  peti- 
tion of  S.  A.  Lawrence  et  al.     O.     (Wash.)  1824.     (Tr.  v.  131) 

Hodge,  et  al.  v.  U.  S.  Steel  Corporation.  Opinion  of  N.  J.  Ct.  of  Errors  and 
Appeals,  Ftb.  18,  1903.     O.     N.  Y.  (1903)     (Tr.  v.  132) 

Hughes,  C.  £.  et  al.  (Opinions  on  constitutionality  of)  judicial  retire- 
ment bill,  and  accompanying  documents,  (N.  Y.  Dec.  1903).  0. 
(N.Y.  1903)     (L.  P.v.  195) 

Illinois — ^Attorney  general.  Biennial  report,  1885-98.  7 v.  O.  Spring- 
field 1887-98. 

Indiana — ^Attorney  general.  Biennial  report,  1883-1902.  lov.  O.  In- 
dianapolis 1884-1902. 

Iowa — ^Attorney  general.  Report  (biennial),  1896-1901.  3V.  O.  Des 
Moines  1898-1902. 

Kansas — ^Attorney  general.  Biennial  report,  1 885-1900.  8v.  O.  To- 
p6ka  1 886-1900. 

Louisiana — ^Attorney  general.  Report  (biennial),  1 884-1 902.  7 v.  0. 
N.  O.  1886-1902. 

Marks,  £.  ex  parte.  Opinions  of  Sup'r  Ct.  of  Sacramento  co.  and  Sup. 
Ct.  of  California,  1883.     O.     n.p.n.d.     (L.  P.  v.  181) 

Massachusetts — ^Attomey  general.  Report,  1 896-1902.  6 v.  O.  Bost. 
1897-1902. 

i860, 1865.     2v.  O.     Bost.  1861-66. 

Official  opinions,  v.  i,  1891-98.     O.     Bost.  1899. 

Michigan — ^Attomey  general.       Report,    1 884-1902.       17V.  O.       Lansing 

1885-1902. 
No  rep.  pub.  1889 
1897    /98  wanting 

Minnesota — Attorney  general.     Biennial    report,   1 888-1900.     2 v.  O.    St 

Paul  1890-1900. 
Montana — ^Attorney  general.     Biennial  report,  1900-2.     O.     Helena  1902. 
Nebraska — Attorney  general.     Biennial  report,   1887-1900.     O.     Lincoln 

1888-1900. 
New  York  (city) — Comptroller.     Opinions  as  to  legality  of  plan  to  relieve 

taxation  in  the  city  of  N.  Y.     O.     (N.  Y.  1903) 
New    York    (state) — Attorney    general.     Reports,    1 892-1902.     O.    Alb. 

1893-1903. 
New  York  franchijse  tax  cases,  1901-2.     Opinions,  by  R.  Earl.     O.    Alb. 

1902.     (L.  P.  V.  190) 
Ohio — Attorney  general.     Reports,  1864-79,  189 2-1902.     3V.  O.      Colum- 
bus, Norwalk  &  Springfield  1865-1903. 
Pennsylvania — Attorney  general.     Report    (biennial),  188 7-1 900.     7v.  0. 

Harrisburg  1 889-1901. 
Pomeroy,  T.  M.     Opinion,  in  Senate  (of  N.  Y.),  Mar.  27,   1878,  in  the 

matter  of  charges  against  J.  F.  Smyth.     O.     Alb.  1878.     (L.  P.  v.  192) 
Porto  Rico — Attorney  general.     Opinions  to  governor  and  other  officials, 

including  annual  rep.  1900-2.     v.  i,  O.     N.  Y.  1903. 
Rhode^Island — Supreme  Court.     Opinion  on  power  of  the  General  Assembly 

to  establish  inferior  cts..  Mar.  20,  1902.     O.     Providence  1903.     (L.  P. 

v.  189) 
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South    Carolina — Attorney    general.     Report    (annual),    i896-i9oo.     O. 

Columbia  1897-1901. 
South   Dakota — Attorney   general.     Report,    1 899-1902.     O.     Huron    & 

Aberdeen  1900-2. 
Texas — ^Attorney  general.     Report,  1 891-1900.     O.     Austin  1 893-1900. 
United  States — ^Attorney  general.     Annual  report,  1884,  1886,  1888-1900. 

i6v.  O.     Wash.  1884-1900. 

Official  opinions,     v.  20-24,  O.     Wash.  1895-1903. 

V.  ao  ed.  by  E.  A.  Hibbard 

V.  a  1-32  ed.  by  E.  C.  Brandenbuz^g 

V.  33-24  ed.  by  J.  L.  Lott  &  J.  A.  Finch 

United   States — ^Judge   advocate   general   of   army.     Digest   of   opinions; 

rev.  ed.  to  1901  by  Major  C.  McClure.     O.     Wash.  1901. 
United   States— Supreme   Court.     Great   dissenting   opinions,   by   H.    L. 

Carson.     (50  Alb.  L.  J.  120) 
Utah — Attorney    general.      Reports,    1896-98.     2V.  O.     Salt    Lake    City 

1897-99- 
Washington — Attorney  general.     Reports  and  opinions,  1891-92,  1897-98, 

1898-1900.     3V.  O.     Olympia  1893-1901. 

Wyoming — ^Attomey    general.      Reports,    1 891-1902.     2V.  O.     Cheyenne 

1892-1903. 

Orange  river  colony,  Law  of 

Orange  Free  State — Volksraad.    Constitution.  See  South  African  republic. 
Political  laws .     1896. 

South  African  legal  handbook,  1903 ;  (ed.)  by  W.  H.  S.  Bell  and  M.  Nathan. 
O.    Grahams  town  1902. 

Orange  Free  State,  Law  of.    See  Orange  river  colony,  Law  of 

Oratory.    See  Forensic  eloquence 

Orders.    See  Rules  and  orders 

Oregon:  Reports 

Oregon — Supreme  Court.     Reports,     v.  23-42,  O.     San  Fran.  189 4- 1903. 
By  R.  G.  Morrow 

Ottoman  Empire,  Law  of 

Ottoman  Empire — Sultan.     Constitution,  c6digos  y  leyes,  1893.     (Colec- 
cion  de  las  instit.  etc.,  v.  10) 

Medjelld;    or,  Ottoman  civil  law;    trans,  by  W.  E.  Grigsby.     O. 

Lond.  1895. 

Nuevas  leyes  y  c6digos,  1895,  1898.     (Coleccion  de  las  instit.  etc. 


— Complemento  v.  4, 10) 
Oudh,  Province  of.     See  Northwestern  provinces 
Overruled  cases 

Evans,  L.     Illinois  citations  and  overruled  cases.     Q.     Chic.  1899. 

Paraguay,  Law  of 

Paraguay — Congress.     Nuevas  leyes  y  c6digos,  1895-98.     (Coleccion  de 
las  instit.  etc. — Complemento  v.  3,  5,  7,  9) 

Pardon 

Sternberg,  T.     (Die)  Begnddigung  bei  den  Naturrechtslehrern.     O.     Stut. 
1899. 
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Leading  articles:  invalid  if  obtained  by  fraud.     4  Kan.  City  B.  Month.  5 
pardoning  power.     2  Northw.  L.  R.  35 
refusal  to  accept. .  46  Cent.  L.  J.  320 

Parent  and  child 

Leading  articles:    is  a  bicycle  a  necessary?     17  Law  N.  149 
parent's  liability  for  necessaries.     6  Va.  L.  Reg.  585 
when  compensation  for  child's  services  is  implied.     57  Cent.  L.  J.  323 

See  also:    Adoption         Domestic  relations         Husband  and  wife         In- 
fancy 

Parliament 

Anson,  Sir  W.  R.     Law  and  custom  of  the  Constitution,  pt  i.     Ed.  2. 

O.     Ox.  1892. 
Pike,  L.  0.     Constitutional  history  of  the  House  of  Lords.     O.     Lond. 

1894. 
Leading  articles:   British  House  of  Commons.     15  Green  B.  269 

British  House  of  Lords.     15  Green  B.  567 

quaint  side  of  Parliament.     12  Green  B.  555 
See  also  Parliamentary  law 

Parliamentary  elections.     See  Elections,  British 

Parliamentary  law 

Blackwell,  G.     Law  of  meetings.     Ed.  2.     D.     Lond.  190 1. 

Furber,  G.  P.     comp.     Precedents  rel.  to  privileges  of  U.  S.  Senate,  1789- 

1893.     O.     Wash.  1893. 
Hinds,  A.  C.     ed.     Parliamentary  precedents.     See  United  States — House 

of  Representatives 
New  York — Senate.     Report  of  judiciary  committee  rel.  to  an  injunction 

order  by  the  Albany  co.  judge,  1894.     O.     (Alb.  1894).     (L.  P.  v.  145) 
Palgrave,  Sir  R.  F.  D.     Chairman's  handbook.     Ed.  11.     S.     Lond  189S. 
Reed,  T.  B.     Reed's  rules.     S.     Chic.  1896. 
Robert,  H.  M.     Manual  of  rules  of  order  for  deliberative  assemblies.     S- 

Chic.  1 89 1. 
Smith,  H.  H.     comp.     Decisions  and  precedents  of  Senate  and  House  of 

Representatives  of  U.  S.  rel.  to  their  powers  and  privileges.     O.     Wash. 

1894. 
United  States — Congress.     See  Smith,  H.  H.    comp. 
United  States — House  of  Representatives.     Constitution  of  U.  S.,  digest 

and  manual  of  rules  and  prac,  with  Jefferson's  manual    (1893),  1897- 

99,  1901.     5v.  O.     Wash.  1893-1901. 

1893  comp.  by  N.  T.  Crutchfield 
1897-99  comp.  by  T.  H.  McKee 
1901  comp.  by  A.  C,  Hinds 

Parliamentary  precedents,  collected  by  A.  C.  Hinds.     Q.     Wash. 

1899. 

Rules.     O.     (Wash.  1893)     (L.  P.  v.  171) 


United  States — Senate.     Manual,  containing  standing  rules  and  orders, 

1896,  1901,  1903.     3V.  O.     Wash.  1896-1903. 
Walpole,  G.     House  of  Commons  procedure,  with  notes  on  Amer.  prac. 

O.     Lond.  1902. 
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Parol  evidence 

Leading  articles:  writings  under  statute  of  frauds.     30  Am.  L.  Rev.  863 

Partition 

Leading  articles:  novel  procedure.     3  Columb.  L.  R.  295 
See  also  Actions  and  defenses 

Partnership 

Lindley,  Sir  N.     Treatise  on;    ed.  6  by  W.  B.  Lindley.     O.     Lond.  1893. 

Pollock,  Sir  F.     Digest  of  law  of.     Ed.  6.     O.     Lond.  1895. 

Shumaker,  W.  A.     Treatise  on.     D.     St  Paul  1901. 

Underhill,  A.     Law  of.     D.     Lond.  1899. 

Leading  articles:   firm  as  a  legal  person.     57  Cent.  L.  J.  343 

husband  and  wife  as  partners.     33  Am.  L.  Rev.  215 

notice  of  dissolution.     33  Am.  L.  Reg.  (n.  s.)  624 

oral  agreements  for  real  estate  partnerships.     13  Harv.  L.  R.  455 

some  recent  Mass.  decisions.     32  Am.  L.  Rev.  244 

what  constitutes.     62  Alb.  L.  J.  132;  37  Am.  L.  Reg.  (n.  s.)  137,  295; 
102  LawT.  335 
See  also  Goodwill 

Party  walls.     See  also  Boundaries 
Passports 

United  States — State,  Department  of.  American  passport,  its  history  and 
a  digest  of  laws,  rulings  and  regulations  governing  its  issuance.  O. 
Wash.  1898. 

Patents 

Carpmael,  A.  &  £.     Patent  laws  of  the  world.     Ed.  2.     O.     Lond.  i88q. 
Edmunds,  L.     Law  and  prac.  of;    ed.  2  by  T.   M.  Stevens.     O.     Lond. 

1897. 
Fulton,  D.     Piactical  treatise  on.     O.     Lond.  1894. 

(Ed.  2)     O.     Lond.  1902. 

Gourick,  D.  A.     Washington  digest ;  a  monthly  digest  of  current  decisions 

and  opinions,     v.  i-i2,in4V.  O.     Wash.  1889-1900. 
Greeley,  A.  P.     Foreign  patent  and  trademark  laws,  a  comparative  study. 

O.     Wash.  1899. 
Hall,  W.  S.     Manual  of  Japanese  laws  rel.  to.     O.     Yokohama  190 1. 
Howson,  C.  &  H.     Patents;    manual  rel.  to  U.  S.  and  foreign  patents. 

Ed.  3.     S.     Phil.  1896. 
Howson,   H.     Contributory   infringement.     O.     Wash.  1895.     (L.    P.    v. 

145) 
Knight,  G.  H.     Patent  office  manual;    law  and  prac.  in  U.  S.   Patent 

Office  and  cts.     O.     Bost.  1894. 
Lowery,  W.     Index-digest  to  decisions  of  U.  S.  Sup.  Ct.  in  patent  causes 

to  1897.     O.     Wash.  1897. 
Luby,  W.  A.     Patent  Office  prac.     O.     Kalamazoo  1897. 
Patent  and  Trademark  Review.  '  v.  i,  O.     N.  Y.  1902. 
Patent  laws  and  trademarks  of  leading]countries  of  the  world.     O      Phil. 

1899.     (L.  P.  V.  187) 
Recueil  g^n<5ral  de   la  legislation  et  des  trait<5s  concernant  la  propridt6 

industrielle.     4v.  O.     Berne  1896-190 1 
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Richards,  W.  £.  &  Co.  Information  rel.  to  patents  and  trademarks  in 
all  countries.     Ed.  3.     O.     N.  Y.  1894. 

Ridout,  J.  G.     Treatise  on  patent  law  of  Canada.     O.     Toronto  1894. 

Sanders,  L.  M.  Annual  digest  of  decisions  of  federal  cts.  and  commis- 
sioner of  patents,  rel.  to  patents  for  1 898-1900.  jv.  O.  Wash.  1899- 
1901. 

United  States — Patents,  etc.,  commissioners  to  revise  statutes  rel.  to. 
Report  1900.     O.     Wash.  1902. 

United  States— Patent  Office.  Rules  of  prac.  rev.  Feb.  i,  1883.  O. 
(Wash.  1883)     (L.  P.  V.  176) 

1903-     O.     (Wash.  1903) 

Walker,  A.  H.     Textbook  of  patent  laws  of  the  U.  S.     Ed.  3.     O.     N.  Y. 

1895. 
Wallace,  R.  W.  &  Williamson,  J.  B.     Law  and  prac.  rel.  to.     Q.     Lond. 

1900. 
Wheeler,  G.  J.     Notes  on  the  prolongation  of,  with  acts  1883-88  consol- 
idated.    O.     Lond.  1898. 
Leading  articles:    contributory  infringement.     12  Harv.  L.  R.  35 

evils  of  the  patent  system.     3  Yale  L.  J.  149 

for  combinations.     44  Sol.  J.  374,  391 

invention.     11  Jurid.  Rev.  151 

patent  and  trademark  law,  and  prac.  in  various  countries,     (see  articles 
in  I  Pat.  &  T.  M.  Rev.) 

patentability  of  inventions.     3  Couns.  159,  191 

procedure  in  U.  S.  Patent  Office.     60  Alb.  L.J.  262 

territorial  rights  in  patented  articles.     10  Harv.  L.  R.  i 

Pawn  and  pawnbrokers.     See  Pledge 
Payment.     See  Debtor  and  creditor 
Peddlers 

Leading  articles:    who  is  a  peddler?     41  Cent.  L.  J.  407 

Peerage 

Illustrative    cases:     Crawfurd    peerage;     comp.    by    an    antiquar>'.     Q. 
Edin.  1829 
Crawfurd  peerage  case,  Examination  of.     Q.     Lond.  188 1 

Pennsylvania,  Law  of 

Beitel,  C.  G.     Treatise  on  liquor  laws.     O.     Phil.  1900. 

BoUes,  A.  S.     Law  of  negotiable  and  non-negotiable  instruments.     0. 

Phil.  1898. 
Browne,  W.  H.     Law  of  decedents*  estates.     2V.  O.     Phil.  1897. 

Law  of  negligence.     3V.  O.     Phil.  1896-99. 

Eastman,  F.  M.     Taxation  for  state  purposes.     O.     Phil.  1898. 

Fallon,  C.     Law  of  conveyancing.     O.     Phil.  1902. 

Pennsylvania — Attorney  general.     Report  (biennial),  1887-1900.     7 v.  0. 

Harrisburg  1 889-1901. 
Sanderson,  J.  F.     Validity  of  statutes.     O.     Phil.  1898. 
Shields,  I.  H.     Penal  code  (crim.  law  of  Penn.)     3V.  O.     Phil.  1894. 
Trickett,  W.     Law  of  boroughs,     v.  2,  O.     Phil.  1898. 
Law  of  guardians.     O.     Phil.  1900. 

Law  of  roads  and  streets  in.     O.     Phil.  1895. 

Law  of  witnesses.     O.     Phil.  1902. 
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Weimer,  A.  B.     L.i\v  of  private  cor pi^rat ions.     2 v.  O.     Phil.  i8q8. 
Whitworth,  J.  F.     Taxation  of  corporations,  joint  stock  associations  and 

limited  partnerships  for  state  purposes.     O.     Phil.  190 1. 
Whitworth,  J.  F.  &  Miller,  C.  B.     Statutory  law  of  corporations,  with 

notes  and  fomis.     O.     Phil.  1902. 
Williams,  R.  J.     Law  of  wills.     O.     Phil.  1903. 

View  of  the  laws  rel.  to  physicians  and  surgeons.     O.     Phil.  1884. 

See  also  Practice 

Pennsylvania:  Reports 

Dauphin  county  reports,     v.  i-S,  O.     Harrisburg  1 898-1 902. 

Ed.  by  G.  R.  Barnctt 

Delaware  county  reports;    various  cts.     v.  4-8  in  8v.  O.     Chester  1892- 
1903. 

Ed.  by  W.  R.  Bliss 
V.  6-8,  each  in  2  pts 

Lackawanna  Jurist,     v.  3,0.     Scranton  1893-95. 

Ed.  by  P.  J.  Fitzsimmons 

Lackawanna  Legal  News.     v.  1-7,0.     Scranton  1895-1902. 

Ed.  by  J.  G.  McAskic 

Lancaster  Law  Review ;    various  cts.     v.  11-20,  Q.     Lancaster  189 4- 19 03. 

Ed.  by  G.  R.  Eshleman 
Luzerne  Legal  Register  Reports;     various  cts.     v.  7-10,0.     Wilkesbarre 

1895-1902. 
Ed.  by  G.  B.  Kulp 

Montgomery  County  Law  Reporter,     v.  7-18,  O.     Norristown  1 892-1902. 

V.  7-9  by  F.  G.  Hobson  &  A.  H.  Hendricks 
V.  10-18  by'F.  G.  Hobson 

Northampton  County  Reporter,     v.  4-8  in  9V.  O.     Easton  189 5- 1903. 

Ed.  by  H.  D.  Maxwell 
V.  5-8,  each  in  2  pts 

Pennsylvania — County  Courts.     Reports,     v.  14-27,  O.     Phil.  1 894-1 903. 

Ed.  by  A.  B.  Weimer 

Digest  of  V.  1-15  by  A.  B.  Weimer.     O.     Phil.  1895. 

Pennsylvania — District  Court.     Reports,     v.  3-11,0.     Phil.  1894-1902. 

V.  3-4  by  E.  p.  Allinson  &  H.  C.  Titus 
V.  5-9  by  E.  P.  Allinson 
V.  lo-ii  by  H.  W.  Page 

Pennsylvania — Superior   Court.     Reports,     v.  1-22,0.     N.  Y.  1 896-1903. 

V.  i-ia  ed.  by  W.  C.   Kress  &  E.  P.  Allinson 
V.   13-1S  ed.  by  W.  I.  Shaflfer  &  E.  P.  Allinson 
V.   16-22  ed.  by  W.  I.  Shaffer  &  A.  B.   Weimer 

Pennsylvania — Supreme   Court.        State   rc]X)rts.     v.  156-205,  O.     N.  Y. 
1893-1903. 

V.  156-65  ed.  by  J,  Monaghan 
V.  166-94  ed.  by  W.  C.  Kress 
V.  ios-204  ed.  by  W.  I.  Shaffer 

Pennsylvania  Supreme  Court  cases,     v.  4,  O.     Pottsville  190 1. 

Ed.  by  L.  B.  Walker 
Pittsburgh  Legal  Journal;  Sup.  and  County  Cts.     v.  41-50  (n.  s.  24-33),  Q- 
Pittsburg  1894-1903. 

V.  24-ag  ed.  by  E,  Y.  Brock 

V.  jjo-33  ed.  by  E.   B,  Vaill  an«l  T,  Ewinij  jr 
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Weekly  notes  of  cases;   all  the  cts.     v.  33-44.  Q-     Pliil-  1894-99- 

No  more  pub. 

;  index-digest  of  v.  1-42,  by  H.  Budd  and  G.  H.  Smith.     Q.     Phil. 

1899. 
York  legal  record;   cts.  of  York  co.     v.  7-10,  Q.     York  1894-97. 

Ed.  by  S.  C.  Frey 

Pennsylvania:  Reports,  Digests  of 

Brightly,  F.  F.     1889-95.     v.  4  in  2V.     Q.     Phil.  1896. 

Good,  D.  C.     Reference  index  of  decisions  on  acts  of  Assembly,  1679- 

1898.     O.     Altoona  1898. 
Reid,  J.  V.     Reference  index  of  parallel  cases,  Sup.  Ct.  1 791-189 7.     2 v. 

O.     Columbus  &  Phil.  1891-97. 

Pensions 

Gourick,  D.  A.     Washington  digest ;  a  monthly  digest  of  current  decisions 

and  opinions  rel.  to.     v.  i-i2,in4V.  O.     Wash.  1889-1900. 
United  States — Congress.     Laws  governing  granting  of,  with  regulations 

rel.  thereto.     O.     Wash.  1897. 

1902.     O.     Wash.  1902. 

United  States — Interior  department.     Decisions  in  cases  rel.  to  pension 

claims,     v.  2-ii,0.     Wash.  1899-190 1. 
United  States — Pension  bureau.     Treatise  on  prac.  of.     O.     Wash.  1898. 

Perpetuity 

Leading  articles:    criticism  of  N.  Y.  rule.     59  Alb.  L.  J.  338 
N.  Y.  revised  statutes  and  rule,     i  Columb.  L.  R.  224 
rule  against.     33  Am.  L.  Reg.  (n.  s.)  64 

See  also  Cy-prc^s 

Personal  identity 

Leading  articles:    cases  of  mistaken  identity,      i  South.  L.  J.  &  R.  391 

Personal  property 

Dwight,  T.   W.     Commentaries  on  law  of;    ed.   by   E.   F.   Dwight.     0. 

Bost.  1894. 
Fowler,  R.  L.     Personal  property  law  of  N.  Y.  with  notes.     O.     N.  Y. 

1900. 
Schouler,  J.     Treatise  on  law  of.     Ed.  3.     2 v.  O.     Bost.  1896. 
Williams,  J.     Principles  of  law  of;  ed.  14  by  T.  C.  Williams.     O.     Lond. 

1894. 
Leading  articles:   property  in  letters  and  postage  stamps.     29  L.  J.  213 
See    also:    Gifts         Lost    property         Possession         Sale    of    personal 

property 

Personation.     See  Personal  identity 
Peru,  Law  of 

La  Grasserie,  R.   de.     R^sumd   analytique  de  code  civil  f>^ruvien.     0. 

Par.  1896. 
Peru — Congress.     Nuevas  leyes  y  c6digos,  1893,   '95-98.     (Coleccion  de 

las  instit.  etc. — Complement©,  v.  i,  3,  5,  7,  9) 

Petitions.     See  Arguments  etc. 
Petroleum.     See  Natural  gas 
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Leading  articles:   rights  of  owners.     40  Cent.  L.  J.  356 

barmaceutists.    See  Medical  profession 
liilippines,  Law  of 

Spain — Cortes.     Code  of  commerce,  amended  1897.     O.     Wash.  1899. 
Translation  of  civil  code  in  force  1899.     O.     Wash.  1899. 

Translation  of  mining  law  and   regulations  in  force    1899.     O. 

Wash.  1900.     {with  Mining  law  of  Cuba.     O.     Wash.  1900) 

Translation  of  mortgage  law.     O.     Wash.  1899.  (I'-  P-  v.  171) 

Translation  of  mortgage  law,  1893,  with  general  regulations  for 


enforcement.     O.     Wash.  1899. 

Translation  of  notarial,  railroad,  and  land  laws  and  instructions 


for  drafting  public  documents  subject  to  record  in  the  Philippines.     O. 
Wash.  1899. 

Translation  of  penal  code  in  force  1890      O.     Wash.  1900. 


United  States — Philippine  commission.     Public  laws  and  resolutions  passed, 

1900-2  (no.  1-493).     2V-  O-     Wash.  1901-2. 
Por  continuation,  see  U.  S. — Philippine  commission.     Official  gazette 

Walton,  C.  S.     Civil  law  in  Spain  and  Spanish  America.     O.     Wash.  1900. 
Leading  articles:   legal  conditions  in  island  of  Negros.     14  Green  B.  19 

hotographs 

Leading  articles:  as  evidence.     41  Cent.  L.  J.  92;  2  Law  N.  (Am.)  121;  2 
Minn.  L,  J.  91 
customer  can  restrain  sale  or  gift.     36  Am.  L.  Reg.  (n.  s.)  745 

hysicians  and  surgeons.     See:  Malpractice        Medical  profession 
laces  of  amusement 

Hamljrn,  C.     Manual  of  theatrical  law.     D.     Lond.  1891. 

Leading  articles:    theaters,  by  R.  V.  Rogers.     6  Green  B.  259,321,376 

leading  in  civil  actions 

Abbott,  A.     Forms  of  pleading  in  actions  for  legal  or  equitable  relief;  ed. 

by  C.  C.  Alden.     2V.  O.     N.  Y.  1898-99. 
Bullen,  £.  &  Leake,  S.  M.     Precedents  of  pleadings,  with  notes  and  rules 

rel.  to;  ed.  5  by  T.  J.  Bullen  et  al.     O.     Lond.  1897. 
Encyclopaedia  of  pleading  and  practice;   ed.  by  W.  M.  McKinney.     23V. 

O.     Northport  1 895-1902. 

V.  23,  index  by  T.  J.  Michie 

Fletcher,  W.  M.     Treatise  on  equity  pleading  and  prac.  with  forms  and 

precedents.     O.     St  Paul  1902. 
Georgetown  University — Law,  School  of.     Rules  of  pleading  concerning 

covenants  running  with  the  land;  comp.  by  R.  R.  Perry  jr.     3  pam.  O. 

Wash.  1891-94.     (L.  P.  V.  172) 
Hepburn,  C.  M.     Historical  development  of  code  pleading  in  America  and 

England.     O.     Cin.  1897. 
Kinkead,  E.  B.     Law  of  pleading  in  civil  actions  under  code  (of  Ohio) 

also  prac.  in  appeal  and  error;  with  forms.     2 v.  O.     Cin,  1895 
Lansing,  W.     Forms  of  civil  procedure  adapted  to  prac.   and  pleading 

under   code   of   civil   procedure  of    N.  Y.,  with    notes.     Rev.  ed.     3V. 

O.     N.Y.  1896-98. 
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Maxwell,  S.     Treatise  on.     Ed.  6.     O.     Lincoln  1896. 

Odgers,  W.  B.     Principles  of.     Ed.  2.     O.     Lond.  1894. 

Oliver,  B.  L.     Forms  of  prac.  (at  common  law) ;  or,  Amer.  precedents  in 

personal  and  real  actions;  ed.  s  by  B.  Hall.     O.     Bost.  189S. 
Perry,  R.  R.     Common  law  pleading;  its  hist,  and  principles.     O.     Bost. 

1897. 
Puterbaugh,  S.  D.     Common  law  pleading  and  prac.  in  111.;  ed.   7  by 

L.  D.  Puterbaugh.     O.     Chic.  1896. 
Stephen,   H.   J.     Treatise   on;    ed.   by    J.    DeW.    Andrews.     O.     Chic. 

1894. 
Leading  articles:  answers  in  insurance  suits.     44  Cent.  L.  J.  407 

code  pleading.     17  la.  Univ.  L.  B.  i 

inconsistent  defenses  under  code.     54  Alb.  L.  J.  358 

outline  of  equity  pleading  in  U.   S.   Cts.     40  la.  Univ.  L.  B.  i 

three  present  menaces.     40  Am.  L.  Reg.  (n.  s.)  i,  65 
See  also  Practice 

Pleading  and  practice  in  criminal  cases 

Bishop,  J.  P.     New  crim.  procedure.     Ed.  4.     2V.  O.     Chic.  189S-96. 
Practical  directions  and  forms;  ed.  2  by  W.  Evans.     O.     Chic. 

1901. 
Encyclopaedia  of  pleading  and  practice ;  ed.  by  W.  M.  McKinney.     23V.  0. 

Northport  1895-1902. 
V,  23,  index  by  T.  J.  Michie. 

Maxwell,  S.     Practical  treatise  on  crim.  procedure  with  directions  and 

forms.     Ed.  2.     O.     Chic.   1896. 
Leading  articles:  improvement  in  crim.  pleading.     10  Harv.  L.  R.  98 

Pledge 

Ashburner,  W.     Concise  treatise  on  mortgages,  pledges  and  liens.     0. 

Lond.  1897. 
Denis,  H.     Treatise  on  law  of  contract  of,  by  common  and  civil  law.     0. 

N.  O.  1898. 
Jones,  L.  A.     Treatise  on  law  of.     Ed.  2.     O.     Indianapolis  1901. 
See  also  Bailments 

Poetry,  Legal 

Brown,  T.     Trial  of,  for  treason;  (a  satire).     O.     Dub.  1867.     (Tr.  v.  127) 
Warren,  Mtss  I.  R.     ed.     Lawyer's  alcove;  poems.     O.     N.  Y.  1900. 
Leading  articles:  attorney  in  the  poets.     12  Green  B.  17s,  221 

Poisons 

Leading  articles:  psychology  of  poisoning.      13  Green  B.  5.  in,  331 
Illustrative  cases — Strychnine:  Provencher,   M.   V.  et  al.     Sorel,  Quebec, 

1867 
See  also  Medical  jurisprudence 

Police  justices.     See  Justices  of  the  Peace 
Police  officers 

• 

Haycraft,  T.  W.     Executive  powers  in  rel.  to  crime  and  disorder  in  Eng- 

liind.     O.     Lond.  1897. 
Leading  articles :  "poMcc  in  China.      14  Green  B.  284 

rights^of^thejpolice.     2  Pa.  L.  Ser.  14 
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Police  p&wer 

Ptentice,  W.  P.     Police  powers  arising  under  law  of  overruling  necessity. 

O.     N.  Y.  1894. 
Hedenuun,  C.  G.     Treatise  on  state  and  federal  control  of  persons  and 

property  in  U.  S.,  from  civil  and  crim.  standpoint.     2 v.  O.     St  L.  1900. 
Leading  articles:  interference  with  trades  and  professions.     56  Cent.  L.  J. 

403;  S7i<l.  132 

limitations  of.     51  Cent.  L.  J.  225 

power  of  state  to  regulate  prices  and  charges.     9  Am.  Lawy.  381 

Ponds.    See  Waters 
Poor  laws 

Cttmming,  R.  C.  &  Gilbert,  F.  B.  Poor,  insanity  and  state  charities  laws 
(1896,  1902)   with  notes  and  forms.     2V.  O.     Alb.  1896-1902. 

Lonsdale,  S.     English   poor  laws.     Rev.  ed.  3.     D.     Westminster    1902. 

Shaw,  H.  Settlement  laws  of  Mass.  in  their  application  to  poor  relief 
outside  institutions.     O.     Bost.  1900. 

Porto  Rico,  Law  of 

Spain — Cortes.     Code  of  commerce,  amended   1897.     O.     Wash.  1899. 

Translation  of  civil  code  in  force  1899.     O-     Wash.  1899. 

Translation  of  Constitution,  1897.     O.     Wash.  1899.     (with  Spain 

— Cortes.     Translation  of  notarial  laws.     1899) 

Translation  of  law  of  civil  proc,  with  notes.     O.     Wash.  190 1. 

Translation  of  law  of  crim.  proc,  with  Spanish  text,  190 1,  with 


notes.     O.     Wash.  190 1. 

Translation  of  law  of  eminent   domain,  railroads,  police  law  of 


railroads  and  adaptation  of  electoral  law  in  Cuba  and  Porto  Rico.     O. 
Wash.  1899. 

Translation  of  law  of  railroads   1888.     O.     Wash.  1899.     (L.  P. 


V.  171) 

Translation  of  mortgage  law.     O.     Wash.  1899.     (L*.  P-  v.  171) 

Translation  of  mortgage  law  1893,  ^^^th  general  regulations  for 


execution.     O.     Wash.  1899. 

Translation  of  notarial  laws  in  force   1899.     O.     Wash.  1899. 

Translation  of  penal  code  in  force   1899.     O.     Wash.  1900. 

Translation   of   police   law   of   railroads    1888.     O.     Wash.  1899, 


(L.  P.  v.  171) 

Translation  of  provincial,  municipal  and  electoral  laws  also  laws 


rel.  to  civil  administration  and  public  works  in  force  1899.     O.     Wash. 

1899. 
United  States — ^War  Department.     Immigration  regulations  for  Porto  Rico 

1899.     O.     Wash.  1899.     (L.  P.  V.  171) 
Walton,  C.  S.     Civil  law  in  Spain  and  Spanish  America.     O.     Wash.  1900. 
See  also  Practice 

Portugal,  Law  of 

Portugal — Cortes  geraes.     Code  civil;  trad,  et  annot.  par  F.  Lepelletier. 

O.     Par.  1894. 

Constitucion,  c6dig()s  y  leyes  1891.     (Coleccion  de  las  instit.  etc. 

V.  7) 

Nuevas  leyes  y  codigos,   1894-98.     (Coleccion  de  las  instit.  etc. 


■Complement o  v.  2,  4,  6,  8.  10) 
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Raikes,  F.  W.     Maritime  codes  of  Spain  and  Portugal  trans,  afld  annot. 
O.     Lond.  1896. 

Possession 

Lightwood,  J.   M.     Treatise  on   possession  of  land.     O.     Lond.  1894. 
Leading  articles:  in  law  and  equity.     48  Cent.  L.  J.  51 

Power  of  attorney.    See  Agency 
Powers 

Leading  articles \co\ip\ed  with   an   interest.     12  Harv.  L.  R.  262 

Practice.     See  also:     Appeal     New  trials     Pleading  and  practice 
in  criminal  cases     Rules  and  orders     Set-off 

Practice,  General 
Encyclopaedia  of  pleading  and  practice;  ed.  by  W.  M.  McKinney.     23V. 
O.     Northport  1895-1902. 

V.  23,  index  by  T.  J.  Michie. 

Leading  articles:  demurrer  to  evidence.     44  Cent.  L.  J.  Sog 

history  of  procedure.     59  Alb.  L.  J.  463 

nonsuit   on   statements   of   plaintiff's   counsel.     56  Cent.  L.  J.  441 

Practice :  Argentine  Republic 

Argentine  Republic — Congress.     C6digo  civil  y  c6digo  de  procedimientos 

crim.     O.     Buenos   Aires    1894.     (in   C6digos   y   leyes   usuales   de  la 
republica  argentina) 

Practice:  Bolivia 

Bolivia — Congress.     Ley    del    procedimiento    crim.;    compilacion    por   el 
colegio  de  abogados.     O.     LaPaz   1898. 

Practice:  California 

California — Legislature.     Code  of  civil  procedure  (1897);  comp.  by  J.  A. 
Deering.     S.     San  Fran.  1897. 

1899.     S.     San  Fran.   1899. 

Code  of  civil  procedure,  in  force  1901,  with  notes  byC.  P.  Poraeroy. 


Q.     San  Fran.  1901. 

Supplement.     Q.     San  Fran,  1902. 


Practice:  Canada 

Cassels,  R.     Practice  in  Sup.  ct.;  ed.  2  by  C.  H.  Masters.     O.     Toronto 
1899. 

Practice :  Cape  of  Good  Hope 

Van  Zyl,  C.  H.     Theory  of  judicial  prac.  of  the  colony;  with  forms.     Ed. 
2.     O.     Capetown  1902. 

Practice:  Connecticut 

Connecticut  civil  officer;  ed.   17  by  J.  G.  Mitchell.     O.     Hartford  1902. 

Practice:  Cuba 

Spain — Cortes.     Translation   of   law   of  civil   procedure,   with   notes.     O 
Wash.  1 90 1. 

Practice:  Eagland— Admiralty 

Williams,  R.  G.  &  Bruce,  G.     Jurisdiction  and  prac.  in  admiralty  actions 
and  appeals;  ed.  3  by  G.  Bruce  and  C.  F.  Jemmett.     O.     Lond.  1902. 
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Practice:  England  —  Chancery 

Daniell,  E.  R.     Pleading  and  prac;  Amer.  ed.  6  by  J.  M.  Gould.     3V.  O- 
Bost.  1894. 

Practice :  England — Commercial  Court 

Mathew,  T.     Practice.     D.     Lond.  1902. 

Practice:  England — Ecclesiastical  Courts 

Smith,  T.  E.     Summary  of  law  and  prac.  in.     Ed.  4.     O.     Lond.  1895. 

Practice :  England  —  Privy  Cotmcil 

Safford,  F.  &  Wheeler,  G.     Practice  in  judicial  matters,  with  forms.     Q. 
Lond.  1 90 1. 

Practice :  England  —  Salf  ord  Htmdred  Court 

Simpson,  J.  H.     Guide  to  law  and  prac.  of.     Ed.  3.     O.     Lond.  1903. 

Practice :  England  —  Supreme  Court  of  Judicature 

Indermaur,  J.     Manual  of  prac,  Queen's  Bench  and  Chancery  divisions. 

Ed.  6.     O.     Lond.  1894. 
Piggott,  F.  T.     Service  (of  papers)  out  of  jurisd.     O.     Lond.  1892. 
Yearly  Supreme  Court  prac,     igoo-i ;  judicature   acts   and   rules,  with 

notes  by  M.  M.  Mackenzie,  S.  G.  Lushington  and  J.  C.  Fox.     2 v.  O. 

Lond.   1900-1, 

Practice:  France 

France — Corps  Idgislatif.  Code  de  procedure  civile  et  code  d 'instruction 
crim.     S.     Par,  1900.     (in  Codes  franjais) 

Practice:  Guatemala 

Guatemala — National  Assembly.  C6digo  de  procedimientos,  1877.  {in 
C6digo  civil  y  codigo  de  comercio) 

Practice:  Hayti 

HajTti — Corps  l^gislatif.  Code  de  procedure  civile  annot.  par  J.  Q.  Leger. 
O.     N.  Y.  1902. 

Practice:  Idaho 

Idaho — Legislature.  Code  of  civil  procedure  (1901);  comp.  and  annot. 
by  F.  Martin  et  al.     O.     Boise  1901. 

Practice:  Illinois 

Jones,  W.  C.  &  Cunningham,  J.  O.     Treatise  on  jurisd.  and  prac..  County 

and  Probate  Cts.     Ed.  3.     O.     Chic.  1903. 
Puterbaugh,  S.  D.     Common  law  pleading  and  prac. ;  ed.  7  by  L.  D.  Puter- 

baugh.     O.     Chic.   1896. 

Practice:  India 

Chand,  H.  Commentaries  on  procedure  of  civil  cts.  in  British  India  with 
special  reference  to  code  of  civil  procedure,     v.  i,0.     Bombay  1899. 

Practice:  Indiana 

Woollen,  W.  W.  Special  procedure,  prac.  in  special  proc.  O.  Indian- 
apolis 1 90 1. 

Trial  procedure;  Indiana  pleading  and  prac.  2V.  Q.  Indianap- 
olis 1899. 
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Practice:  Iowa 

Iowa — Legislature.  Cfxlcs  uf  civil  and  crim.  prac.  enacted  i860.  O. 
Dcs  Moines  i860. 

Practice:  Italy 

Italy — ^Parliament.     Codice  di  procedura  civile,     {in  Manuale  d'udienza). 

Codice  di  procedura  penale.     (in  Manuale  d'udienza) 

Practice:  Japan 

Japan — ^Imperial  Diet.  Code  of  civil  procedure,  1891;  official  rev.  trans. 
O.     Tokyo    1893. 

Practice:  ICansas 

Kansas — Legislature.  Codes  of  civil  and  crim.  procedure  (1893);  with 
notes  by  L.   M.   Conkling.     S.     Wichita   1894. 

Practice:  Kentucky 

Kentucky — Legislature.  Civil  and  crim.  codes  of  prac.  (1895);  with  notes 
by  J.  P.  Bullitt.     O.     Louisville  189 5. 

Ed.  2  to  1899  with  notes  by  W.  M.  Bullitt.  O.  Louis- 
ville 1899. 

Practice:  Louisiana 

Louisiana — Legislature.  Code  of  prac.  (in  force)  1900  annot.  by  H.  L. 
Garland  jr;  ed.  2  comp.  and  ed.  by  S.  Wolff.     O.     N.  O.  1901. 

Code  of  prac.  with  notes  by  M.  Grenier.     O.     N.  O.  1894. 

Practice:  Malta 

Malta — Governor  in  council.  Leggi  di  organizzazione  e  procedura  civile. 
S.     Malta  1887. 

Practice:  Maryland 

Miller,  E.  G.  jr.     Equity  procedure.     O.     Bait.  1897. 

Practice:  Massachusetts 

Perley,  S.     Practice  in   personal   actions.     O.     Bost.  1902. 
Smith,  W.  L.     Practice  in  proc.  in  Probate  Cts. ;  rev.  ed.  $  by  A.  Lord- 
O.     Bost.  1899. 

Practice:  Mexico 

Mexico — Congress.  Codigo  de  procedimientos  civiles  para  el  distrito 
federal  y  el  territorio  de  la  Baja  California;  ed.  de  **  El  Foro."  T. 
Mex.  1874. 

Codigo  de  procedimientos  penales  para  el  distrito  y  territorios 

icderales  (1894).     Q.     Mex.  1894. 

Rodri.'^ez,  R.     Procedimiento  penal.     Ed.  2.     O.     Mex.  190 1. 

Practice:  Missouri 

Missouri — General  assembly.  Code  of  civil  procedure;  annot.  by  H. 
Burns.     Ed.  2.     2 v.  O.     Kansas  City  Mo.  1901. 

Practice:  New  Hampshire 

New  Hampshire — Governor.  Rules  of  prac.  in  extradition  cases  (i88g)* 
O.     Manchester  1889.     (L.  P.  v.  178) 

Practice:  New  York 

Abbott,    A.     Brief  for  trial   of  civil   issues  before  a  jury.     Ed.  2.    0. 

Rochester  1900. 
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Brief  on  modes  of  proving  facts  on  trial  of  civil  or  crim.  cases. 

Ed.  3.     O.     Rochester  1901. 

Albany  county  (N.  Y.)  court  crier's  forms.    T.     (Alb.  1897) 

Baylies,  £•     New  trials  and  appeals  under  code  of  civil  procedure.     Ed. 

a.     O.     Rochester  1900. 

Trial  prac.,  with  forms.     Ed.  2.     O.     Rochester  1899. 

Bradner,   G.    W.     Practice  in   proc.    supplementary   to   execution.     O. 

Alb.  1894. 

Ed.  2.     O.     Alb.  1902. 

Cardozo,  B.  N.     Jurisdiction  of  Ct.  of  Appeals.     D.     Alb.  1903. 
Dugan,     P.  C.     Law  and  prac.  for  justices  of  the  peace  and  police  justices. 

2v.  O.     Alb.  190 1. 
Fiero,  J.  N.     Practice  in  special  actions,  with  forms.     Ed.  2.     2V.  O. 

Alb.  1897. 

Practice  in  special  proc.     Ed.  2.     2 v.  O.     Alb.  1899. 

Finelite,  A.     Law  and  practice  of  Dist.  Cts.  in  N.  Y.     O.     N.  Y.  1894. 
Langbein,  G.  F.  &  J.  C.  J.     Law  and  prac.  of  Dist.  Cts.  of  city  of  N.  Y. 

Ed.  3.     O,     N.  Y.  1894. 

Law  and  prac.  of   Municipal  Ct.  of  city  of  N.  Y.     Ed.  4.     O. 

N.  Y.  1898. 

Ed.  s.     O.     N.  Y.  1902. 


Lansing,  W,     Forms  of  civil  procedure   with  notes.     Rev.  ed.     3V.  O. 

N.  Y.  1896-98. 
New  York  (State) — Assembly — Select  committee.     Report  on  code  of  crim. 

procedure  made  Mar.  2,  1855.     O.     Alb.  1855. 
New  York  (State) — Legislature.     Code  of  civil  procedure,  1877,  with  notes 

by  W.  Wait.     O.     Alb.  1877. 
(1894-99)   with  notes;  Diossy's  ed.   4-9   by  M.  Cooper. 

6v.  D.     N.  Y.  1894-99. 

DiBoontinued 

1895;  with  notes  by  G.  Bliss.     Ed.  4.     3V.  Q.     N.  Y.  1895. 

1896-98,  1902;  with  notes  by  R.  M.  Stover;  ed.  3-6  by 


A.  J.  Parker  jr.     i2V.  Q.     N.  Y.  1896-1902. 

1900;  Parsons 's  ed.  25.     D.     Alb.  1900. 

1901-3;  ed.  by  A.  J.  Parker.     3V.  D.     Alb.  1901-3. 

1902;  Chase's  ed.     D.     N.  Y.  1902. 

1903;  e<l-  5  by  G.  A.  Clement.     3V.  Q.     Alb.  1902. 

analytical  index  by  C.  F.  Birdseye.     D.     N.  Y.  1900. 


Code  of  crim.  procedure  and  penal  code  (in  force)  1899,  190 1-2; 

(Banks  &  Co's.)  rev.  ed.   18,  20-21  with  notes  and  forms.     6v.  in  3V. 
D.     Alb.  1899-1902. 

1894-1903;  with  notes   by  J.  T.    Cook.     20V.  in  lov.  O. 


Alb.  1 89 4-1 903. 
Redfield,  A.  A.     Law  and  prac.  of  Surrogates  Cts.     Ed.  5.     O.     N.  Y. 

1894. 

ed.  6  by  R.  L.  Redfield.     O.     N.  Y.  1903. 

Rumseyi  W.     Practice  in  civil  actions;  ed.  2  by  W.  Rumsey  and  J.  S. 

Sheppard  jr.     v.  1-2,  O.     Alb.  1902. 
Sihremail,  W.  H.     Appeals  fr.  inferior  cts.  to  Coimty  Cts.  with  forms.     O. 

Alb.  1894 


328  NEW    YORK   STATE    LIBRARY 

Smith,  B.  H.     ed.  Court  of  Appeals  prac.,  being  rules  with  notes.     Ed. 

2-S.     4V.  O.     N.  Y.  1895-98. 
Wait,  W.     Law  and  prac.  in  civil  actions  and  proc.  in  Justices  Cts. ;  ed.  7 

by  E.  Baylies.     3V.  O.     Alb.  1902. 
Leading  articles:  nonsuits,  old  and  new.     65  Alb.  L.  J.  363 

Practice:  North  Carolina 

North  Carolina — General  Assembly.     Code  of  civil  procedure,  1900,  with 
notes  and  decisions  by  W.  Clark.     O.     Goldsboro  1900. 

Practice:  Nova  Scotia 

Nova  Scotia — General  Assembly.     Judicature  act,  and  rules.     O.     Halifax 
1900. 

Practice:  Ohio 

Ohio— Legislature.     Code  of  civil  procedure  annot.  by  W.  H.  Whittaker. 
Ed.  4.     S.     Cin.  1894. 

Practice:  Pennsylvania 

Brewster,  F.  C.     Treatise  on  equity  prac.     2 v.  O.     Phil.  1895. 

Treatise   on   prac.   in   Cts.    of   Common   Pleas.     Ed.  2.     2v.  0. 

Phil.  1896, 

Practice:  Porto  Rico 

Spain — Cortes.     Translation  of  law  of  civil  procedure,  with  notes.     0. 
Wash.  1 90 1. 

Practice:  Quebec 

Quebec — Legislature.     Code  de  procedure  civile ;  annot.  par  P.  G.  Martineau 

et  R.  Delfausse.     Q.     Montreal  1899. 
Code  of  civil  procedure  (1897).     Q.     Quebec  1897. 

Practice:  South  Carolina 

South  Carolina — General^ Assembly.     Code  of  civil  procedure,     {see  their 
Code  of  laws.  1902) 

Practice:  Texas 

Texas — Legislature.     Code  of  crim.  procedure,   1895;  with  notes,  forms, 

etc.  by  J.  P.  White.     Q.     Austin  1900. 
Code  of  crim.  procedure  and  penal  code  as  amended  to  1896;  ed. 

by  S.  A.  Wilson  and  J.  H.  McMillan.     2V.  in  iv.  Q.     St  L.  1896. 

Practice:  United  States — Courts-martial 

Lauchheimer,  C.  H.     Forms  of  procedure  for  general  and  summary  courts 
martial.     O.     Wash.  1896. 

Practice:  United  States — ^Federal  courts 

Bates,  C.  L.     Federal  equity  procedure.  2v.  O.     Chic.  1901. 

Beach,   C.   F.   jr.     Treatise   on   modem   prac.   in    equity.     2v.  O.     Cin. 

1894. 
Benedict,  E,  C,     American  admiralty,  its  jurisd.  and  prac. ;  ed.  3  by  R.  D. 

Benedict.     O.     N.  Y.  1894. 
Curtis,  B.  R,     Jurisdiction,  prac.  and  peculiar  jurisp.  of  cts.  of  U.  S.; 

ed.  2  by  H.  C.  Merwin.     D.     Bost.  1896. 
Students'  ser. 

Desty,  R.     Manual  of  prac;  ed.  9  by  M.  A.  Polsom;  with  forms  by  C.  H. 
Tebbs.     4V.  S.     San  Fran.  1899 
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Foftefi   R.     Treatise   on   federal   prac.     Ed.  3    rev.  &  enl.     av.  O.  Chic. 

190Z. 
"     Ctoland,  A.  H.  &  Ralston,  R.     Treatise   on  Constitution  and  jurisd.  of 

U.  S.  Cts.,  and  on  pleading  and  prac.  therein.     2 v.  O.     Phil.  1898. 
Georgetown  University — Law,  School   of.     Notes  on  federal   prac,   by 

G.  E.  Hamilton.     O.     (Wash.)  n.  d.     (L.  P.  v.  17a) 
Loveland,  F.  O.     Forms  of  federal  procedure.     O.     Cin.  1894. 

(Ed.  2)     2V.  <J.     Cin.  1903. 

Kay,  H.  J.    Treatise  on  prac.  and  procedure  of  U.  S.  Sup.  Ct.  with  rules 

and  forms.     O.     Wash.  1899. 
Pagin,  O.  £.     Precedents  and  forms.     O.     Chic.  1894. 
Pagfa,  E.  F.     Forms  of  procedure  in  Cts.  of  Admiralty,  with  forms  of 

maritime  contract  and  rules  of  prac.     Rev.  ed.  2.     O.     Phil.  1903. 
Richardson,  W.   A.     History,  jurisd.   and  prac.   of  Ct.   of  Claims.     O. 

Wash.  1882.     (L.  P.  V.  174) 
5m  also  Removal  of  causes 

Practice:  United  States — ^Patents 

Lttby,  W.  A,     Patent  office  prac.  with  forms.     O.     Kalamazoo  1897. 

Practice:  United  States — ^Pensions 

United  States — Pension  Bureau.     Treatise  on  prac.  of.     O.     Wash.  1898. 
Prescription.     See  also  Adverse  possession 
Presidential  elections 

Bigelow,  J.     Supreme  Ct.  and  electoral  commission:  an  open  letter  to 
Hon.  Joseph  H.  Choate.     O.     N.  Y.  1903.     (L.  P.  v.  19s) 

Press  (The).     See  Newspapers,  Law  of 
Presumptions 

Bierly,  W.  R.     Presumptions  of  law  and  fact  afifecting  burden  of  proof. 

O.     Erie  1902. 
Lawson,  J.  D.     Law  of  presumptive  evidence  reduced  to  rules.     Rev. 

ed.  2.     O.     St  L.  1899. 
Leading  articles:  alive  or  dead.     98  Law  T.  228 

flight  in  crim.  and  civil  cases.     55  Cent.L.  J.  403 
See  also  Survivorship 

Principal  and  agent.     See  Agency 
Principal  and  surety.     See  Suretyship 
Privacy 

Leading  articles:  right  of.  36  Am.  L.  R^.  (n.  s.)  745;  8  Am.  Lawy.  390; 
22  Ca.  L.  T.  281;  47  Cent.  L.  J.  148;  55  id.  123;  57  id.  361;  2  Columb. 
L.  R.  437;  15  Green  B.  494;  3  Law  N.  (Am.)  147;  4  Madras  L.  J.  17; 
3  Northw.  L.  R.  i 

Private  international  law.    See  Conflict  of  laws 
Privileged  communications 

Bach,  A.     Medico-legal  aspect  of.     O.     (N.  Y.)    1892.     (L.  P.  v.  178) 
Leading  articles:  in  judicial  proc.     5  Va.  L.  Reg.  i 

law  rel.  to  nonprofessional.     38  Cent.  L.  J.  200 

limitations  of.     49  Cent.  L.  J.  265 

physician  and  patient.     39  Cent.  L.  J.  114;  64  J.  P.  241 
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Prize 

Leading  articles:  law  of — Spanish  Amer.  War.  i  Columb.  L.  R.  141 
Prize  fighting.    See  Pugilism 
Probate,  Court  of 

American  probate  reports;  with  notes,     v.  8,  O.     N.  Y.  1896. 

By  A.  A.  Greenhoot 

Binmore,  H.     Probate  prac.  in  Illinois.     O.     Chic.  1896. 

Carter,  C.  W.  Handbook  for  use  of  Probate  Cts.  in  Ct.  S.  Norwich 
1894. 

Chatterton,  K.  D.     Probate  law.     2 v.  O.     Lansing  1901. 

Falconer,  T.     On  Probate  Cts.     O.     Lond.  1850.     (L.  P.  v.  170) 

Fuller,  W.  E.     Probate  laws  of  Mass.  with  notes.     Ed.  2.     O.     Bost.  1903. 

Henry,  6.  A.  Probate  law  and  prac.  in  Indiana.  £d.  2.  O.  Indianapo- 
,        lis  1896. 

Herron,  W.  W,     Treatise  on  probate  laws  of  Texas.     O.     St  L.  1900. 

Holmes,  C.  P.     Probate  law  and  prac.  of  Iowa.     O.     Chic.  1900. 

Howell,  A.  Probate,  administration  etc.  (in  Ontario).  Ed.  2.  O.  Tor- 
onto 1895. 

Hoyt,  L.  G.  Practice  in  proc.  in  the  Probate  Cts.  of  N.  H.  O.  Concord 
1901. 

Probate  reports;  with  notes,    v.  1-7,  O.     N.  Y.  1897-1903. 

V.  1-3  by  F.  S.  Rice 
V.  4-7  by  G.  A.  Clement 

Rice,  F.  S.    American  probate  law  and  prac.     O.    Alb.  1894. 

Smith,  W.  L.     Practice  in  proc.  in  the  Probate  Cts.  of  Mass.;  rev.  ed.  5 

by  A.  Lord.     O.     Bost.  1899. 
Wheeler,  W.     Testamentary  law  of  D.  C,  with  forms  of  prac.     O.     Wash. 

1898. 
Wilson,  G.  A.     Maine  probate  law.     O.     Portland  1896. 
See  also:  Executors  and  administrators         Surrogates        Wills 

Profanity.     See  Vice 

Prohibition,  Writ  of 

Bailey,  W.  F.     Law  of  jurisd.     2 v.  O.     Chic.  1899. 

High,  J.  L.  Treatise  on  extraordinary  legal  remedies.  Ed.  3.  O.  Chic. 
1896. 

Spelling,  T.  C.  Treatise  on  injunctions,  prohibition  and  other  extraor- 
dinary remedies.     Rev.  ed.  2.     2 v.  O.     Bost.  1901. 

Leading  articles:  law  rel.  to.     no  Law  T.  231 

Promise  of  marriage 

Leading  articles:  damages  for  breach  of.     30  Ir.  L.  T.  45,  55 

some  defenses  to  the  action.     3  Law  N.  (Am.)  207 
Illustrative  cases:  Pollard  v.  Breckenridge.     Wash.  1894 

Promissory  notes.     See  Bills  and  notes 
Promoters 

Alger,  A.  M.     Treatise  on  law  in  rel.  to.     O.     Bost.  1897. 

Lloyd,  M.     Principles  of  law  rel.  to  corporate  liability  for  acts  of.    0. 

Phil.  1897. 
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Prussia — ^Law  of 

Prussia — Landtag.  Nuevas  leyes  y  c6digos  1894--98.  (Coleccion  de  las 
instit.  etc. — Complemento  v. 2,  4.) 

Public  health 

Glen,  W.  C.  &  A.     Law  rel.  to;  ed.  11  by  A.  Glen  and  A.  F.  Jenkin,      2 v. 

O.     Lond.  189S. 
Lumley,  W.  G.  &  E.     Public  health  acts  annot. ;  ed.  6  by  A.  Macmorran 

and  S.  G.  Lushington.     2 v.  O.     Lond.  1902. 
New  York — Legislature.     Manual  for  boards  of  health  and  health  officers, 

1897,  1899,   ^900.  1903  by  L.  Balch.      4V.  D.     Alb.  1897-1903. 
Purrington,  W.  A.     Review  of  recent  legal  decisions  affecting.     O.     N.  Y. 

1899. 
See  also:  Bylaws         Quarantine 

Public  lands  of  United  States 

Copp's  Landowner;  ed.  6  by  H.  N.  Copp.    v.i-18  in  4V.  Q.    Wash.  1874-92. 

Index  to  v.  1-9;  ed.  by  H.  N.  Copp.     O.     Wash.  1884. 

Gourick,  D.  A.     Washington  digest ;  a  monthly  digest  of  current  decisions 

and  opinions,     v.  1-12  in  4V.  O.     Wash.  1 889-1900. 

United  States — General  Land  Office.  Circular  showing  the  manner  of  pro- 
ceeding to  obtain  titles.     O.     Wash.  1899. 

United  States — Interior  Department  &  General  Land  Office.  Decisions 
rel.  to.-   V.  16-31,0.     Wash.  1893-1903. 

Digests  of  V.  1-22;  ed.  by  S.  V.  Proudfit.      3V.  O.     Wash.  1891- 

97. 
Western  landowner.     See  Copp's  landowner,     v.  i. 

PubUc  offices  and  officers 

Chaster,  A.  W.     Powers,  duties  and  liabilities  of  executive  officers.     Ed.  5. 

•  O.     Lond.  1899. 
Gilbert,  F.  B.     Town  and  county  officers  manual  (for  N.  Y.)  with  forms, 

annot.  etc.     O.     Alb.  1898. 

Ed.  of  1901.     O.     Alb.  1901. 

Ed.  of  1903.     O.     Alb.  1903. 

Multer,  J.  J.     Fanners  law  book  and  town  officers  guide.     Ed.  2.     D. 

Alb.  1852. 
Wyman,  B.     Principles   of    administrative    law    governing    relations    of 

public  officers.     O.     St  Paul  1903. 
Leading  articles:  eligibility — as  of  what  time  determined,     i  Mich.  L.  Rev 

17 
incompatibility  of  official  functions.     45  Cent.  L.  J.  9 

liability  for  loss  of  public  funds.     55  Cent.  L.  J.  483;  i  Mich.  L.  Rev. 

557 
liability  for  profits  derived  from  public  funds.     36  Am.  L.  Rev.  355 

power  to  appoint,     i  Mich.  L.  Rev.  531 

right  of  de  jure  officer  to  recover  salary  from  de  facto  officer.     15  Chic. 

L.  J. 321 

See  also  Judicial  officers 

PubUc  poUcy 

Eddy,  A.  J.  Law  of  combinations  embracing  contracts  in  restraint  of 
trade.     2 v.  O.     Chic.  190 1. 
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Jolly,  W.  A.     Contracts  in  restraint  of  trade.     Ed.  2.     D.     Lend.  1900. 

Stickney,  A.     State  control  of  trade  and  commerce.     O.     N.  Y.  1897. 

Leading  articles:    contracts  in  restraint  of  trade.     33  Am.  L.  Reg.  (n.  s.) 
639;  41  Cent.  L.  J.  496 
covenants  in  restraint  of  legal  prac.     a  Brief  90,  116 
definition  of.     2  Kan.  City  B.  Month.  133 
development  of  doctrine.     36  Am.  L.  Reg.  (n.  s.)  i,  96 
law  rel.  to  restraint  of  trade.     43  Sol.  J.  220,  491 
ownership  of  real  estate  by  foreign  corporation.     9  Harv.  L.  R.  91 
restraint  of  trade  by  societies.     2 1  Ca.  L.  T.  i 

Public  schools.     See  Education 

Puerto  Rico.     See  Porto  Rico 

Pugilism 

Leading  articles:   boxing  matches.     61  J.  P.  802,  818 

what  constitutes  a  prize  fight  and  how  enjoined.     57  Cent.  L.  J.  413 

Ptmishment 

Bovee,  M.   H.     Reasons  for  abolishing  capital  punishment.     D.     Chic. 

1878. 
Davis,   A.   McF.     Law   of   adultery   and  ignominious  punishments.     O. 

Worcester  1895. 
IVewgate  calendar  no.  3 ;  cont.  the  trial  of  T.  Picton  and  account  of  differ- 
ent modes  of  punishing  criminals.     O.     Phil.  n.  d. 
IVicoU,  D.     Man's  revenge.     D.     Lond.  (1891) 

Pierret,  G.     Transportation  et  colonisation  p^nale.     O.     Par.  1892. 
Tainturier,  (La)  p^nalit^  chez  les  ath^niens  au  sidcle  de  P^ricl^. 

O.     Douai  1889.     (L.  P.  v.  161) 
Villard,  E.     (Le)  droit  de  punir  et  Joseph  de  Maistre.     O.     Nancy  1886. 

(L.  P.  V.  164) 
Warner,   C.   D.    et   al.     Indeterminate   sentence   discussed      O      Elmira 

1899.     (L.  P.  v.  191) 
Leading  articles:    Beccaria  and  law  reform.     34  Am.  L.  Rev.  524 

capital  punishment.     59  Alb.  L.  J.  232,  240,  256,  286,  303,  517:  7  Chic. 
L.J.  (n.  s.)  455 

corporal  punishment.     17  Med.  Leg.  J.  61,  74 

crimes  and  punishment.     28  Law  Mag.  &  R.  410 

ducking  stools.     10  Green  B.  522;  11  id.  19 

English  gaols  a  century  ago.     6  Green  B.  313 

executions  and  executioners.     12  Green  B.  125 

how  torture  was  abolished  in  France.     14  Green  B.  35 

indeterminate  sentence.     9  Yale  L.  J.  17 

judicial  use  of  torture.     11  Harv.  L.  R.  220,  290 

lynch  law  in  America.     57  Cent.  L.  J.  i ;  8  Yale  L.  J.  335 

old  French  prisons.     11  Green  B   365,  409 

origin  and  hist,  of  lynch  law.     12  Green  B.  150,  466;  13  id.  379 

scolds*  bridle.     10  Green  B.  431,  473 

under  the  Roman  empire.     23  Law  Mag.  &  R.  12 

whipping.     13  Green  B.  65,  553 ;  8  Yale  L.  J.  371 

Punjab,  Law  of 

India — Governor  general  in  council.     Punjab  and  Northwest  code  (1903). 

Ed  3.     Q.     Calcutta  1903. 
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Quarantine 

United  States — ^Treasury  Department.     Quarantine  laws  and  regulations; 
rev.  ed.  of  1899.     O.     Wash.  1899.     (L.  P.  v.  171) 

Quebec,  Law  of 

Bedard,  J.   £.     Code  municipal   (in  force    1898),  annot.     O.     Montreal 

1898. 
Cousineau,  P.     Des  corporations.     O.     Montreal  1901. 
Lafleur,  E.     Conflict  of  laws.     O.     Montreal  1898. 
Loranger,  L.  J.     De  I'incapacit^  legale  de  la  femme  marine.     O.     Montreal 

1901. 
Quebec — Legislature.     (La)  biblioth^que  du  code  civil,  par  C.  C.  de  Lori- 

mier.  v.  20-21,  O.     Montreal  1890. 
Code  civil  (in  force  1897)  par  O.  P.  et  A.  P.  Dorais.     S.     Montreal 

1897. 

Consolidated    supplement    to    Sharp's   civil    code;     no.    i,    cont. 


amendments  and  notes  of  decisions,  1 888-9  S;   ®^   by  W.  P.  Sharp.     O. 
Montreal  1896. 

Municipal  code  (in  force  1902)  annot.  by  R.  S.  Weir.     O.     Mont- 


real 1903. 
Taschereau,  R.     Th^orie  du  cas  fortuit  et  de  la  force  majeure  dans  les 

obligations.     O.     Montreal  1901. 
Leading  articles:    criticism  of  civil  code.     23  Ca.  L.  T.  73,  113 

des  droits  des  corporations.     7  Revue  Mg.  (n.  s.)  163 
See  also  Practice 

Quebec:  Reports 

Lower  Canada  jurist,     v.  36,  Q.     Montreal  189 1. 

By  J.  S.  Buchan 

Mathieu,  M.     Rapports  judiciaires  revises,     v.  8-28,  O.     Montreal  1894  - 

1902. 
Quebec — Queen's    &    King's    Bench.     Official    law    reports,     v.  3-11,0. 

Montreal  189  4- 190  2. 
Quebec — Superior    Cotirt.     Official    law    reports,     v.  4-22, 0.     Montreal 

1893-1902. 
Quebec  law  reports,     v.  17,  Q.     Quebec  1891. 

By  R.  J.  Bradley.  W.  C.  Languedoc,  J.  Tcssier  &  T.  C.  Casgrain 

Quebec  practice  reports,     v.  1-4.  O.     Montreal  1 898-1902 

By  E.  F.  Surveyer 

Revue   de  jurisprudence;    various   cts.     v.  1-8,  O      Montreal  189 5-1 902* 

By  C.  Chamilly  de  Lorimier 

Queensland:  Reports 

Queensland — Supreme  Court.     Reports,  with  tables  of  cases  and  index^ 
V.  1-5,0.     Brisbane  1898-1903. 
By  G.  Scott,  L.  E.  Groom  and  A.  D.  Graham 

Queensland — Various    courts.     Law    journal    reports,      v.  3-ioin  6v.  Q. 
Brisbane  1890-1901. 
V.  3-4  byG.  R.  Byrne  &  W.  H.  Osborne 
V.  4-6  by  P.  B.  Macgregor  &  M.  J.  CSullivan 
—     V.  7-10  by  A.  D.  Graham. 

Queensland:  Reports,  Digests  of 

Scott,  G.,  Groom,  L.  E.  &  Graham,  A.  D.  ed     Queensland  digest.  1861-96. 
Q.     Brisbane  1897. 
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Quo  warranto 

Bailey,  W.  F.     Law  of  jurisd.     2 v.  O.     Chic.  1899. 

High,  J.  L.     Treatise  on  extraordinary  legal  remedies.     Ed.  3.     O.     Chic 

1896. 
Spelling,  T.  C.     Treatise  on  injunctions  and  other  extraordinary  remedies. 

Rev.  ed.  2.     2 v.  O.     Bost.  190 1. 

Railway  and  canal  traffic  acts 

Boyle,  E.  *  Waghom,  T.     Law  rel.  to.     3V.  Q.     Lond.  1901. 

Railways 

Abbott,  H.     Treatise  on  law  of,  in  Canada.     O.     Montreal  1896. 
American  and  English  railroad  cases ;  ed.  and  annot.  by  W.  M.  McKinney 

et  al.     V.  55-61,0.     Northport  1894-95. 
n.  s.     V.  1-30,  O.     Northport  (i89S)-i903. 

V.  x-a  by  F.  C.  Smith 
V.  3-30  by  T.  J.  Michie 

Digest   of   V.  i-io,  n.  s.,    by   T.    J.    Michie.     O.     Charlottesville 


Va.  1899. 

Index-digest  of  v.  1-23,  n.  s.     O.     Charlottesville  1902. 


American  railroad  and  corporation  reports;   ed.  by  J.  Lewis,     v.  8-12,  0. 

Chic.  1894-96, 
American  railway  reports,  with  notes  by  G.  C.  Clemens,      v.21,  O.     North- 
port  1 88 1. 
Browne,  J.  H.  B.  &  Theobald,  H.  S.     Law  of;  ed.  3  by  J.  H.  B.  Browne 

and  F.  B.  Browne.     Q.     Lond.  1899. 
Carr,  W.  A.     Receivers  certificates.     Q.     Phil.  1895.     (i  Pa.  L.  Ser.  594) 
Davis,  G.  &  Browne,  G.  M.  jr.     Car  trusts  in  U.  S.     O.     N.  Y.  1894. 
Elliott,  B.  K.  &  W.  F.     Treatise  on  law  of.     4V.  O.     Indianapolis  1897. 
Ifew  York — Legislature.     General  railroad  laws  (as  amended  to   1899); 

ed.  2  with  decisions  and  forms  by  E.  H.  Wells.     O.     Alb.  1899. 
Statutory  revision  of  the  laws  affecting  railroads,  as  amended  to 

1894,   1896,    1898-1902.   with  notes  by  A,   Hamilton.      7v.  O.     N.  Y. 

&  Alb.  1894-1902. 
Notes  of  cases  rel.  to  railways,     v.  5-10  in  2v.  O.     Northport  1890-95, 
Railroad  reports,     v.  i.     See  American  and  English  railroad  cases,     v.  24. 
Rapalje,  S.  &  Mack,  W.     Digest  of  railway  decisions  in  U.  S.,  England 

and  Canada,     v.  1-8,  Q.     Northport  1895-98. 
Wood,  H.  G.     Treatise  on  law  of;  ed.  2  by  H.  D.  Minor.      3V.  O.     Bost. 

1894. 
Leading  articles:    jurisdiction  of  U.  S.   Cts. — memorial  of  S.  C.     28  Am. 
L.  Rev.  161 

railway  reorganization.     4  Brief  P.  D.  P.  i ;  17  Chic.  L.  J,  (W.)  224,  243, 

255 
relation  to  the  public.     Kan.  City  B.  Month,  Jan.  1902,  p.  3 

reorganization  agreements.     36  Am.  L.  Reg.  (n.  s.)  760 

right  of  Legislature  to  regulate  rates  and  charges.     47  Cent.  L.  J.  289 

See  also  Street  railways 

Rape 

Leading  articles:    law  as  to  consent.     42  Am.  L.  Reg.  (n.  s.)  467 

Rating 

Castle,  E.  J.     Law  and  prac.  of.     Ed.  3.     O.     Lond.  1895. 
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Real  estate  brokers.     See  Factors  and  brokers 
Real  property 

Boone,  C.  T.     Law  of.     Ed.  2.     3V.  S.     San  Fran.  igoi. 
Carson,  T.  H.     Real  property  statutes.     Q.     Lond.  1902. 

Bein^:  ed.  lo  of  Shelf ord's  real  property  statutes 

Fowler,  R.  L.     Real  property  law  of  N.  Y.,  with  notes.     O.     N.  Y.  1899. 

Hunter,  A.  T.     Real  property  statutes  of  Ontario,  with  notes.     O.     To- 
ronto 1894. 

Jones,  L.  A.     Treatise  on  law  of.     2 v.  O.     Bost.  1896. 

Kerr,  J.  M.     Treatise  on  law  of.     3V.  O.     N.  Y.  1895. 

Llghtwood,  J.  M.     Treatise  on  possession  of  land.     O.     Lond.  1894. 

Logan,  E.     Real  property  law  of  N.  Y.,  with  notes.     O.     N.  Y.  1896. 

Pingrey,  D.  H.     Treatise  on  law  of.     2 v.  O.     Alb.  1895. 

Rice,  F.  S.     Treatise  on  modern  law  of.     O.     N.  Y.  1897. 

Theobald,  H.  S.     Law  of  land.     O.     Lond.  1902. 

Tiffany,  H.  T.     Law  of.     2v.  O.     St  Paul  1903. 

Tudor,  O.  D.     Selection  of  leading  cases  on;  ed.  4  by  T.  H.  Carson  and 
H.  B.  Bompas.     Q.     Lond.  1898. 

Washburn,  £.     Treatise  on  Amer.  law  of;  ed.  6  by  J.  Wurts.      3V.  O 
Bost.  1902. 

Williams,  J.     Principles  of  law  of;  ed.  17  by  T.  C.  Williams.     O.     Lond. 
1892. 

Leading  articles:   evolution  of.     i  N.  Y.  L.  Rev.  241 

gas  and  water  mains,  telegraph  poles  and  wires,  etc.     30  Ca.  L.  J.  374 

history  of  alienation  of  land.     23  Law  S.  Jour.  158 

licenses  among  individuals.     39  Cent.  L.  J.  220 

parol  licenses.     31  Am.  L.  Rev.  514 

property  in  growing  trees.     40  Cent.  L.  J.  230 

rights  to  land  made  by  accretion.     52  Cent.  L.  J.  306 

See  also:    Actions    and    defenses  Adverse  possession  Alienation 

Conveyancing  Ejectment  Estates  Fixtures  Partition  Per- 
petuity Remainders  Titles  to  land  Vendors  and  purchasers 
of  real  property 

Receivers 

Beach,  C.  F.  jr.     Practical  treatise  on  law  of;    ed.  2  with  additions  by 

W.  A.  Alderson.     O.     N.  Y.  1897. 
Carr,  W.  A.     Receivers  certificates.     Q.     Phil.  1895.     (i  Pa.  L.  Ser.  594) 
Gluck,  J.  F.  &  Becker,  A.     Law  of  receivers  of  corporations.     Ed.  2.     O. 

N.  Y.  1896. 
High,  J.  L.     Treatise  on  law  of.     Ed.  3.     O.     Chic.  1894. 
Kerr,  W.  W.     Law  and  prac.  as  to ;  ed.  4  by  P.  F.  Wheeler  and  C.  Bumey. 

O.     Lond.  1900. 
Thompson,  S.  D.     Law  rel.  to.     {see  his  Commentariesjon  corporations) 
Leading  articles:    preferential  debts  in  railway  cases.     14  Law  Q.  Rev.  51 ; 

railroad  receiverships  in  federal  cts.     30  Am.  L.  Rev,  161,  520 

Record  of  title.     See  Registration 
Recoupment.    See  Set-off 
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Referees 

Boyce,  L.  L.     Law  and  prac.  rel.  to  (in)  N.  Y.,  with  forms.     O.     Alb. 

1903. 
Leading  articles:   permanent  salaried  board.     60  Alb.  L.  J.  359 

Registers.    See  Directories 
Registration 

Daniel  Du  systdme  Torrens  compart  au  regime  hypoth^aire  et 

au  mode  de  transmission  de  la  propri^td  immobili^re  en  droit  fran^ais. 

O.     Bourges  1887.     (L.  P.  v.  159) 
Dumas,  J.     Registering  title  to  land.     O.     Chic.  1900. 
Oiauque,  F.     Torrens  law  as  to  land  title  registry  in  Ohio.     O.      Cia. 

1896. 
Morris,  R.  B.     Summary  of  law  of,  in  British  Empire  and  foreign  coun- 
tries.    O.     Lond.  1895. 
Niblack,  W.   C.     Torrens  system,  its  cost  and  complexity.     O.     Chic. 

1903. 
Olmstead,  D.  H.     Reforms  in  land  transfer.     O.     N.  Y.  1902. 
Power,  G.  W.  et  al.     ed.     See  Torrens  Australasian  digest. 
Rackemann,  C.  S.     Land  registration  act  of  Massachusetts,  Oct.  i,  1898. 

with  notes.     O.     Bost.  1898. 
Torrens  Australasian  digest  of  cases  under  the  "  real  property  "  acts, 

Sup.  Cts.  of  the  Australasian  colonies,  1860-98;  ed.  by  G.  W.  Power 

et  al.     O.     Brisbane  1899. 
Torrens  title  cases;   cts.  of  England,  Australasia  and  Canada,  comp.  by 

W.  H.  Hunter.     O.     Toronto  1895. 
Leading  articles:  land  transfer  in  Germany  and  Austria.     3 1  Am.  L.  Rev. 
827 

land  transfer  reform.     28  Am.  L.  Rev.  196 

modification  of  Torrens  system  as  proposed  in  111.     26  Chic.  L.  N.  394 

to  simplify  titles — new  system.     96  LawT.  103,  125,  152,  174,  191,  228, 
255, 280, 329, 384, 408.  433,  457 

Torrens  land  system.     53  Alb.  L.  J.  391;  35  Am.  L.  Reg.  (n.  s.)  60S;  11 
Harv.  L.  R.  301 

Torrens  system  in  111.     2  Brief  P.  D.  P.  38;  7  Chic.  L.  J.  (n.  s.)  283 

Torrens  system  in  Mass.     33  Am.  L.  Rev.  42;  54  Cent.  L.  J.  282,  285 

Torrens  system  in  U.  S.     36  Am.  L.  Rev.  321 

Religious  corporations 

Bayles,  G.  J.     Civil  church  law  cases.     O.     N.  Y.  1900 

Kynett,  A.  J.     Religion  of  the  republic  and  laws  of  religious  corporations 

(of  the  several  states).     O.     Cin.  1895. 
New    York — Legislature.     Membership    and    religious    corporation    laws 

(1897).     O.     Alb.  1897. 
1895-97,  1 899-1 900;  with  notes  by  R.  C.  Gumming  and 

F.  B.  Gilbert.     5v.  O.     Alb.  1895-1900. 
See  also  Ecclesiastical  law 

Remainders 

Leading  articles:  contingent  remainders.     14*  Law  Q.  Rev.  133,  234;  15  id, 

71 
vested  and  contingent  in  N.  Y.     i  Coliunb.  L.  R.  279,  347 

See  also  Estates 
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Remedies 

High|  J,  L.     Treatise  on  extraordinary  legal  remedies.     Ed.  3.     O.     Chic. 
t8q6 

Removal  of  causes 

Black,  H.  C.     Treatise  on  laws  and  prac.  governing.     O,     St  Paul  1898. 
Moon,  B.  C.     Removal  of  causes  from  cts.  of  the  several  states  to  Cir. 

Cts.  of  U.  S.     O.     N.  Y.  1901. 
See  also  Practice:  United  States — Federal  courts 

Reparation.    See  Damages 
Replevin 

Cobbcy,  J.  E.     Practical  treatise  on  law  of.     Ed.  2.     O,     Chic.  1900. 
Shinn,  R.     Treatise  on  the  Amer.  law  of,  and  kindred  actions  for  getting 
possession  of  chattels.     O.     Chic.  1899. 

Reporters  and  text  writers 

Leading  articles:    English  reports,  1 292-1865.     15  Harv.  L.  R   i,  109 
good  and  bad  law  reporting.     11  Green  B.  105 
mss.  of  Yearbooks.     12  Green  B.  533 

relating  to  salary  of  N.  Y.  Sup.  Ct.  reporter.     64  Alb.  L.  J.  52 
reports  and  reporters.     4  Brief  P.  D.  P  1 1 1 
Yearbook  bibliography.     14  Harv.  L.  R  557 

Reports,  American:  United  States — Supreme  Court 

1 893-1 9 02     Supreme  Court  reporter,     v.  14-23. 
1893-1902     U.  S.  reports,     v.  150-90. 

Digests 

1 789-1898  Clark,  H.  D.     (Index  to  decisions)     2 v. 

1 789-190 1  U.  S.  Sup.  Ct.  digest  (Lawyers'  co-op.  ed.)     4V. 

789-1902  Rose,  W.  M.     3V. 

1/90-1898  Notes  on  U.  S.  reports,     v,  1-13. 

1790-1899  Russell,  W.  H.  &  Winslow,  W.  B.     4V. 

1 880- 1 9 03  Federal  reporter  digest.     5 v. 

1891-95  Lewis,  W.  D.     iv. 

Reports,  American:  United  States — Circuit  and  District  Courts. 

1 789-1 880     Federal  cases.     30V, 

1 893-1903     Federal  reporter,    v.  57—124. 

Digests 
1789-1880     Federal  cases;  digest  of  v   1-30. 
1 880-1903     Federal  reporter  digest.     5 v. 

Reports,  American:  United  States — Circuit  Courts  of  Appeals 

1893-1903     U.  S.  Cir.  Ct.  of  Appeals  rep.    v.  S-58. 
1891-99         U.  S.  Cts.  of  Appeals  rep.    v.  2-3,  5-9,  11-63 

Digests 
1891-95         Lewis,  W.  D,     IV  ' 

Reports,  American:  United  States — ^Federal  courts.  Digests  of 

1 789-1901     Ash,  M.  &  W.     (citations)     4V. 

Reports,  American:  United  States — ^Federal  and  state  courts 

1 893-1903     Lawyers'  rep.     v.  21-60, 
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Reports,   American:  United   States — Federal    and     state     coiirtSy 
Digests  of 

1 658-1 896     American  digest,  century  ed.    v.  1-43. 
1894-1903     American  digest  (national  rep.  system).     Z4V. 
1894-99         General  digest,    v.  9-10;  (n.  s.)  v.  1-8. 

Reports,  American:  United  States — ^Federal  and  state  courts,  selected 
cases 

1890  American  crim.  rep.    v.  9. 

1892  American  probate  rep.    v.  8 

1 893-1 903  American  state  rep.    v.  34-93. 

1 895-1902  American  negligence  digest,     iv. 

1897  American  negligence  cases,    v.  1-13. 

1 89  7- 1 9 03  American  negligence  rep.     v.  1-14. 

Reports,  American :  United  States — State  courts 

1893-1903  Atlantic  reporter,    v.  27-55. 

1 893-1903  Northeastern  reporter.    \.  34-67. 

1 893-1903  Northwestern  reporter,     v.  56-96 

1 893-1 903  Pacific  reporter,     v.  34-73. 

1 89  3-1 903  Southern  reporter,     v.  13-34. 

1 893-1903  Southwestern  reporter,     v.  23-75, 

1 894-1903  Southeastern  reporter,    v.  18-44. 

Reports,  American:  United  States — ^Bankruptcy 

1 898-1903     American  bankruptcy  rep.     v.  1-9, 

Reports,  American :  United  States — Claims 

1893-94  First  Comptroller's  decisions,     i  v. 

1 89 4- 1 903  Comptroller's  decisions,    v.  1-9. 

1 894-1902  Digest  of  Comptroller's  decisions,    i  v. 

1 894-1902  U.  S.  Ct.  of  Claims  rep.  v.  28-37. 

Reports,  Ame'rican:  United  States — ^Election  case:: 

7789-1901     Rowell,  C.  H.     I  V. 

1789-1893     Taft,  G.  S.     (Senate).     Ed.  2.     iv. 

Reports,  American  :United  States — ^Internal  revenue 

1 898-190 1     U.  S.  war  revenue  decisions.     4V. 

Reports,  American:  United  States — ^Interstate  commerce 

1 89 2- 1 90 1     U.  S.  interstate  commerce  reports,     v.  4-** 

Reports,  American:  United  Statep — Patent  cases 

1 895-1 90 1     U.  S.  patent  decisions.     7  v. 

Reports,  American:  United  States — Pension  cases 

1888-1901   iU.  S.  Department  of  the  Interior  decisions,     v.2-11. 

Reports,  American:  United  States — Public  lands 

1 893-1902     U.  S.  Department  of  the  Interior  decisions,     v.  16—31 

Digests 
1881-96         Digest  of  V.  1-22.     IV. 

Reports,  American:  United  States — ^Tariff 

1 89 3- 1 903     U.  S.  Treasury  Department,  synopsis  of  decisions.     lyv. 
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Digests 
1 898-1900     Digest.     IV. 

Reports,  American:  Alabama 

1893-1903     Alabama  reports,     v.  95-136. 

Digests 
1820-1900     Mayfield,  J.  J.     4V. 

Reports,  American:  Alaska 

1 884-1 90 2     Alaska  reports,     iv. 

Reports,  American:  Arkansas 

1 893-1 902     Arkansas  reports,    v.  57-70. 
1895-1900     Martin's  Chancery  decisions,     iv. 

Digests 
1837-96         Crawford,  T.  D.     2 v. 

Reports,  American:  California 

1 893- 1 903     California  reports,     v.  99-139. 
1883-96         Coffey,  J.  V.     (Probate)     2V. 

Digests 
1850-1902     Deering,  J.  H.     6v. 
1850-96         Hester,  M.  C.     (Citation  index)     iv. 

Reports,  American:  Colorado 

1892-1900     Colorado  appeal  reports,    v.  3-15. 
1900-2  Colorado  decisions.     4V. 

1 893-1903     Colorado  reports,    v.  19-30, 

Digests 
1 864-1900     Morrison,  R.  S. 

Reports,  American:  Connecticut 

1893-1903     Connecticut  reports,    v.  63-75. 

Digests 
1785-1899     Baldwin,  S.  E.     2V. 
1 785-1901     Mitchell,  J.  G.     (Citations) 
1 7 89- 1 89 5     Andrews,  J.  P.  &  Fowler,  G.  B,     (Index  digest) 

Reports,  American:  Dakota,  Digests  of 

1867-89         Tilton,  H.  G.     IV. 

Reports,  American:  Delaware 

1 886-9  5  Delaware  Chancery  reports,    v.  6-7. 

1883-93  Houston,  J.  W.   V.  7-^. 

1893-97  Marvel,  D.  T.   v.  1-2. 

1897-1902  Pennewill,  J.    v.  1-3. 

Digests 
1814-93         Ridgely,  H.  jr.     iv. 

Reports,  American:  District  of  Columbia 

1893-1903     Appeal  reports,    v.  1-2 1. 

1892-93         District  of  Columbia  reports,    v.    21. 

1850-63         Hayward,  J.  A.  &  Hazleton,  G.  C.    v.  2. 
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Digests 
1801-99         Maupin,  C.  W. 

Reports,  American:  Florida 

1893-1901     Florida  reports,    v.  32-43. 

Digests 
1889-97        Choate  C.  A.    v.  2. 

Reports,  American :  Georgia  . 

1893-1902     Georgia  reports,     v.  91-116 

Digests 
1846-97         Van  Epps,  H.  &  Akin.  J.  W.     3  v. 

Reports,  American:  Idaho 

1881-1901     Idaho  reports,    v.  2-7. 

Digests 
1866-99         Heybum,  W.  B.     i  v. 

1866-99         Stewart,  G.  H.     i  v. 

Reports,  American:  Illinois 

1892-1903     Illinois  Appellate  Court  reports,     v.  47-108. 
1893-1903     Illinois  reports,     v.  147-203. 

Digests 
1819-95         Kinney,  J.  K.     4  V. 

1819-99         Evans,  L.     (Citations)     zv. 

Reports,  American:  Indian  Territory 

1896-1901     Indian  Territory  reports,    v.  1-3. 

Reports,  American:  Indiana 

1 893-1 9 02     Indiana  Appellate  Court  reports,    v.  7-30. 
1892-1902     Indiana  reports,    v.  133-59. 

Dtgests 
181 7-1900     Thompson,  J.  W.     (Citations)     2 v. 
1881-95         Woollen,  W.  W.     2V. 
1894-1901     Remy.  C.  F.     iv. 

Reports,  American:  Iowa 

1892-1902     Iowa  reports,     v.  85-118. 

Digests 
1839-1902     Aitchison,  C.  B.     (Citations) 
1887-98         McClain,  E.    v.  3. 

Reports,  American:  Kansas 

1 89 5-190 1     Kansas  appeal  reports,    v.  i-io. 
1 893-1902     Kansas  reports,     v.  51-65. 

Digests 
1854-97         Valentine,  D.  M.     2 v. 
1880-93         Dassler,  C.JF.  W.     New  ed.     2  v. 
1858-1901     I  V. 

Reports,  American:  Kentucky 

1 893-1903     Kentucky  law  reporter,     v.  15-24. 
1893-1901     Kentucky  reports,     v.  93-110. 

Digests 
1878-95         Barbour,  J.     v.  3-4. 
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V.  4S-Sa- 

■-  104-9- 

reported  cases) 


V.  86-97. 

Digests 
(Index  digest)      iv. 

ryland 

9  reports,    v.  77-96. 
Digests 
'.  W.  T.     3V. 

1,  H.  0.     (Cases  cited)     :v 
:  ICassachusetts 
t  of  Assistants  records,     v.  i, 
ihusetts  reports,     v.  159—82, 
i,  C.  T.  jr.     Contested  election 

Gsachusetts  digest;  suppli 


It  by  C.  N.  Harris. 


lican:  Michigan 

Michigan  reports,     v.  57-H9. 

Jacobs.  A.  P.  and  Chaney,  H.  A.     v 

[  American :  Minnesota 

Minnesota  reports,     v.  51-38, 

Minnesota  digest,    v.  3. 
f  American:  Hississippi 

Mississippi  reports,     v.  7i-7g. 

lji-96         Braaie,  L.  and  Alexander,  C.  H.     iv. 

torts,  American:  Missouri 
1893-1903      Missouri  appeals  reports,      v.  S4-97. 
i8p5-pG  Missouri  appellate  reporter,     iv. 

1893-94        Missouri  legal  news.    v.  9-3. 
1893-1903     Missouri  reports,    v.  116-74. 

1886-90        McQuillin,  E. 
iSii— 1901     Fattison.  E.  W.     6v. 

1890-94  3V. 
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Reports,  American:  Montana 

1893-1903     Montana  reports,    v.  i3-a7 
Difftts 

18G8-98        Bishop,  E.  L. 
Reports,  American:  Nebraska 

1893-1903     Nebraska  reports,    v.  37-64. 
Digtsts 

1855-96         Nelson,  W.  T.     iv. 

1853-1900     Page,  E.  C.     IV. 
Reports,  American:  ITevada 

1894-1903     Nevada  reports,     v.  11-26. 

Reports,  American:  New  Hampshire 

1889-1901     New  Hampshire  reports,    v.  66-71. 
Reports,  American:  New  Jersey — ^Equity 

1893-1901     Dickinson,  S.  M.     v.  6-18. 
Bring  V.  5i-6i.  N-  J-  Eq. 

Reports,  American  New  Jersey — ^Law 

1891-1903     Vroom,  G.  D.  W      v.  16-39. 
Beiiui  V.  ss-6i.  N.  J.  L. 

Reports,  American:  New  Jersey,  Digests 

1775-1899     Bradley,  J.  A.     (Citations)     iv. 

1887-97        Wall.  A  C.     IV. 
Reports,  American:  New  Mexico 

1883-9S        New  Mexico  reports,    v.  3-7. 
Reports,  American:  New  York — Court  of  Appeals 

1893-1903     New  York  K-pcrts.    v      3t?s. 

1883-1901     Court  of  Appeals  reports,     v,  91-170. 

1847-190:      Campbell,  C.  P.      iv, 

1887-1903     Danforth,  H.  G.  &  Wickes,  R.  B.     v.  3-4. 

1847-98  N,  Y.  reports  annolalions    "Co-op."  ed.      iv. 

Reports,  American:  New  York — Criminal  cases 

1894-190J     New  York  L'riminal  reports,    v.  9-16. 
Reports,  American:  New  York — Inferior  courts 

1894-1903     Miscellaneous  reports,     v.  6-41. 
Reports,  American:  New  York — Practice  etc. 

1893-94        Abbott,  A.     New  cases,    v  jo-31. 

1777-1899     New  York  Assembly.     (Election  cases,  ed.  by  A.  E.   Baxter) 

1895-1903     New  York  annotated  cases,     v.  i-i-  . 

i8ga-igoi      New  York  civil  f.irocedure  reports.^  v.Ja3-3i. 
Reports,  American:  New  York— Supreme  Court 

1896-1903     Appellate  division  reports,    v.  1-86. 

1893-96  Hun,  M.  T.     V.  71-91. 

1893-1903     New  York  supplement,    v.  aS-83. 
Digeits 

■  869-1901     Danforth,  H,  G.     av. 
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iteports,  American:  New  York — Surrogates  Courts 

1891-93         Power,  J.     IV. 

Reports,  American:  New  York — Various  courts 

1894-96         New  York  State  reporter,     v.  56-75. 

Merged  in  N.  Y.  supplement 

1896-98         New  York  monthly  law  record.     3V. 

Digests 
1893-1902     Abbott,  A.     (Annual)     lov. 

1893-94         (Monthly  index)     no.  1-6. 

1794-1900     Abbott's  cyclopedic  digest.     14V. 
1893-98         Brightly,  F.  F.     v.  5. 
1894-1900     Gibbons,  W.  S.     (Annual)     7v. 

1890-96  2V. 

'893-94         Haviland  and  Greene     (Citations) 

1893-I9OI        2V. 

1901-2           New  York  digest;  (Combined  old  series)     2V. 
1794-1895     Silvemail,  W.  H.     (Cases  affirmed  and  reversed)     iv 
1 794-1904     (Citations)     3V. 

Reports,  American:  North  Carolina 

1893-1903     North  Carolina  reports,     v.  113-32. 

Reports,  American:  North  Dakota 

1802-1Q03     North  Dakota  reports,     v.  3-1 1. 

Digests 
1890-97         Tilton,  H.  G.     iv. 

Reports,  American:  Ohio 

1865-73  Gottschall,  O.  M.     iv. 

1893-190 1  Ohio  Circuit  Court  reports,     v.  8-22. 

1 89 7-1 90 1  Ohio  Circuit  Courts  reports,     iv. 

1891-1901  Ohio  circuit  decisions,     v.  6-12. 

1894-1902  Ohio  decisions,     v.  1-12. 

1843-73  Ohio  decisions  reprints.     13V. 

1892-1902  Ohio  state  reports,     v.  50-66. 

1889-99  Ohio  Supreme  Court  decisions,     v.  i. 

Reports,  American:  Ohio — ^Various  courts 

1894-190 1     Ohio  nisi  prius  reports,     v.  1-8 

Reports,  American:  Ohio — ^Digests 

1816-1900  Bates,  C.     3V. 

T 899-1 900  Term  reports  digested,     v.  i. 

18 1 6-1 900  Thompson,  J.  W.     (Citations)     iv. 

^823-98  Welch,  J.  M.     IV. 

Reports,  American:  Oklahoma 

1894-1902     Oklahoma  reports,     v.  2-1 1. 

Digests 
1890-97         Morgan,  D.  T.     iv. 
1890-1900     Wilson,  W.  F.     IV. 

Reports,  American:  Oregon 

1892-1903     Oregon  reports,     v.  23-42. 
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Reports,  American:  Pennsylvania — Supreme  Court 

1893-1903     Pennsylvania  state  reports,     v.  156-205. 

1878-85         Pennsylvania  Sup.  Ct.  cases,  by  L.  B.  Walker,     v  4. 

Digests 
1 791-1897     Reid,  J.  V.     parallel  cases.     2 v. 

Reports,  American:  Pennsylvania — ^District  Court 

1893-1902     Pennsylvania  district  reports,     v.  3-11. 

Reports,  American:  Pennsylvania — Superior  Court 

1 89 5-1903     Pennsylvania  Superior  Court  reports,     v.  1-22 

Reports,  American:  Pennsylvania — ^Various  courts 

1 883-1902  Dauphin  county  reports,     v.  1-5. 

1 888-1 9 03  Delaware  county  reports,     v  4-8. 

iS93~95  Lackawanna  jurist,     v.  3. 

1 89 5-1 902  Lackawanna  legal  news.     v.  1-7. 

1 894-1903  Lancaster  law  review,     v.  11-20. 

1 893-1902  Luzerne  legal  register  reports,     v.  7-10. 

1891-1902  Montgomery  county  law  reporter,     v.  7-18. 

1 894-1903  Northampton  county  reporter,     v.  4-8. 

1 893-1903  Pennsylvania  County  Court  reports,     v   14-27. 

1894-1903  Pittsburgh  legal  journal  (n.  s.).     v.  24-33. 

1894-99  Weekly  notes  of  cases,     v.  33-44. 

1874-98  index  digest,  v.  1-42.     iv. 

1893-97  York  legal  record,     v.  7-10. 

Digests 
1889-95  Brightly,  F.  F.  v.  4  in  2 v. 
1679-1898     Good,  D.  C.     Index  of  decisions  on  statutes      iv. 

Reports,  American:  Rhode  Island 

1 89 2-1 902     Rhode  Island  reports,     v.  18-23. 

Digests 
1828-98         Stiness,  E.  C.     iv. 

Reports,  American:  South  Carolina 

1892-1902     South  Carolina  reports,     v.  38-65. 

Reports,  American:  South  Dakota 

1891-1902     South  Dakota  reports,     v.  2-15. 

Digests 
1890-97         Tilton,  H.  G.     iv. 

Reports,  American:  Tennessee 

1847-78  Shannon,  R.  T.     2 v. 

1870-94  IV. 

1876-78  Tennessee  legal  reporter,     v.  1-2. 

1893-1902  Tennessee  reports,     v.  93-109. 

Digests 
1791-1898     Webb,  J.  A.     3V. 

Reports,  American:  Texas 

1 893-1902     Texas  civil  appeals,     v.  4-28. 

1 893-1902     Texas  criminal  appeals,     v.  32-43. 

1893-1902     Texas  reports,     v.  86-95. 
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Digests 
1840-93         Buckler,  C.  N.     (Civil  digest)     3V. 
1891-98         Peticolas,  A.  B.     v.3. 

Reports,  American:  Utah 

1 893-1903     Utah  reports,     v.  9-2 $• 

Digests 
1855-1903     Konney,  C.  S.     iv. 

Reports,  American:  Vermont 

1893-1902     Vermont  reports,     v.  66-74. 

Reports,  American:  Virginia 

1871-19 00     Virginia  decisions  (unreported)     2 v. 
1893-1902     Virginia  reports,     v.  90-100. 

Digests 
1 730-1902     Hurst,  S.  N.  &  Brown,  R.  M.     9V. 
1 730-1896     Martin,  W.  B.     (Index)     iv. 

Reports,  American:  Washington 

1893-1903     Washington  reports,     v.  6-31. 

Digests 
1854-94         Horan,  J.  E.     (Index  digest)     iv. 
1854-1901     Miller.  A.  L.     iv. 
1 854-1903     Remington,  A.     (Notes)     iv. 
1 889-1 898     Dennis,  L.  C.  et  al.     iv. 

Reports,  American:  West  Virginia 

1893-1903     West  Virginia  reports,     v.  38-52. 

Digests 
1 863-1901     West  Virginia  digest.     3V. 

Reports,  American:  Wisconsin 

1 893-1903     Wisconsin  reports,     v.  85-116. 

Digests 
1839-1900     Bailey,  W.  F.     3V. 
1882-94         Bumell,  G.  W.     (Reference  digest)     iv. 
1839-82         Starr,  M.     (Reference  digest)     iv. 

Reports,  American:  Wyoming 

1892-1901     Wyoming  reports,     v.  4-9. 

Reports:  Belgium 

1814-1900     Pasicrisie  beige.     8ov. 
1814-70        table.     3v. 

Reports:  British  Burma 

1872-95  Moyle,  J.  C.     Criminal  circulars.     2V. 

1872-82  Ripley,  P.     (Select  judgments)     iv. 

1891-94  Upper  Burma  circulars.     2V. 

1^9 3*^94  Lower  Burma  Crim.  judgments,     iv. 

Reports:  British  Guiana 

1890-93         British  Guiana  law  reports,     v.  1-3. 
1866  Supreme  Court  judgments,     iv. 

1894-97         British  Guiana  appeal  cases      iv. 
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Digests 
1856-91         Abraham,  E.  A.  V. 

Reports,  Canadian:  British  Columbia 

1 853-1 903     Martin,  A.     Mining  cases  and  statutes,     iv. 
1874-1903     British^Columbia  reports,     v.  1-9. 

Reports,  Canadian:  Canada,  Dominion  of 

1893-1902     Canada  Supreme  Court  reports,     v.  22-32. 
1 89 4- 1 9 03     Canadian  criminal  cases  annotated,     v.  1-6. 
1 80  2-1902     Exchequer  Court  reports,     v.  3-7. 

Digests 
1875-93         Cassels,  R.     iv. 
1893-98         Coutl^e,  L.  W.     IV. 

Reports,  Canadian:  Canada — Dominion  and  provincial  courts 

Digests 
1 896-1901     Canadian  digest.     6 v. 

Reports,  Canadian:  Manitoba 

1893-1901     Manitoba  reports,     v.  9-13. 

Digests 
1875-99         Ewart,  A.  C.     iv. 

Reports,  Canadian:  New  Brunswick 

1876-93         New  Brunswick  equity  cases,     iv 
1894-99         New  Brunswick  equity  reports,     iv 
1890-98         New  Brunswick  reports,     v.  30-34. 

Digests 
1825-97         Stevens,  J.  G.     iv. 

Reports,  Canadian:  Northwest  territories 

1887-98         Supreme  Court.     2 v. 

1 885-1 90 1     Territories  law  reports,     v.  1,4. 

Reports,  Canadian:  Nova  Scotia 

1 891-1903     Nova  Scotia  reports,     v.  24-35 

Digests 
1888-1903     Armstrong,  B.  H.     iv 

Reports,  Canadian:  Ontario 

'    1891-1900  Ontario  election  cases,     v.  2. 

1 892-1900  Ontario  practice  reports,     v.  15-19. 

1 893-1 900  Ontario  reports,     v.  24-32. 

1 893-1 900  Ontario  appeal  reports,     v.  21-27. 

1901-2  Ontario  law  reports,     v.  1-3. 

Reports,  Canadian:  Quebec 

1 89 1  Lower  Canada  jurist,     v.  36. 

1 86 1-8 1  Mathieu,  M.     Rapports  judiciaires  revis^.     v.  8-28. 

1 89 1  Quebec  law  reports,     v.  17. 

1 894-1902  Quebec   official    law  reports;    Queen's  and    King's  Beach 

V.   3-1 1. 

1893-1902  Superior  Court,     v.  4-22. 

1 898-1902  Quebec  practice  reports,     v,  1-4. 

1895-1902  Revue  de  jurisprudence,     v.  1-8. 
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lod  Hope:  Eastern  district 

i  District  Court  reports,    v.  6-is. 
1  Hope:  Griqual&nd 

i  Court  reports,     v,  6-8. 

I  Good  Hope:  Supreme  Court 


fcpreme  Court  reports,     v.  11- 
fpatenneyer,  E.  B.     iv, 
!  of  Good  Hope:  All  the  courts 
Digests 
■  cape  law  journal  digest,      iv. 
Ward.  D.     {Supreme  Court;  criminal  digest). 
,  Searle,  M,  W.  &  Jones,  H.  iv. 
■^lon 

Supreme  Court  circular,     pv. 
Ceylon  law  reports.     3V. 
Ceylon  Supreme  Court  reports.     3V 
Austin.   N.  J.      IV. 

BelinR,  W.  W.  &  Vanderstraaten,  J.  W.     av, 
Joseph,  A.  0.  &  Beven,  E.     iv. 
Lorenz,  C,  A.    3V.  in  1. 
Maishall.  Sir  C.     iv. 
Murray,  A.     iv 
Nell.  L.     IV. 
.1875-76  R^mi  Ndthan  P.      iv. 
Thesawaleme;  ed,   2.     iv, 
Wcndt,  H.  L.     IV. 

Digests 
5         Tiruvilangam,  H.      rv. 
:  Cyprus 

"iBSj-igoT      Cyprus  l:iw  reports,    v.  1-5. 
Reports,  English:  Admiralty 

iHa^-inn]      Law   reports,  probate  division.      i694-igo3.      1 
t]t890-99         Maritime  lav  cases,    v.  7-S 
K4740-50         Pratt,   P.  T.     (Cases),      iv. 


1517-45       [Select  plea 
1547-1601  1 


.  (Selden  Society,  v,  ( 


'0 


Reports,  EngUsh:  Bankruptcy 

i67«-i744  Davies  on  bankruptcy. 

1893-93  Morrell,  C.  F.    v.  9-10. 

1894-1903  Law  reports,  chancery  division.      1894-1903.     11 

1707-1865  Scots  revised  reports;  House  of  Lords  series. 
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Reports,  English:  Chancery 

1 364-1 47 1     Select  cases.     (Selden  Society,  v.  zo) 

1 694-1 81 7     English  reports  (reprint),     v.  21-34. 

1894-1903     Law  reports,  chancery  division.     1894-1903.     19V. 

Reports,  English :  Chancery — ^Vice  Chancellors 

1894-1903     Law  reports,  chancery  division.     1894-1903.     19V. 

Reports,  English:  Commercial  cases 

1 89  5-1 902     Commercial  cases,     v.  1-7. 

Reports,  English :  County  Courts 

1893-1902     County  Courts  cases.     v.2i-a5. 
1866-70     Falconer,  T.     iv. 

Reports,  English:  Court  of  Coronation  claims 

190 1-2     •  WoUaston,  G.  W.     (Edward  7)     iv. 

Reports,  English:  Court  of  Referees  in  Parliament 

1890-94         Rickards,  A.  G.  &  Saunders,  R.  C    z.v. 
1895-99         Saunders,  R.  C.  &  Austin,  E.  iv 

Reports,  English:  Court  of  Requests 

1 49 7-1 569     Select  cases.     (Selden  Society,  v.  la) 

Reports,  English:  Crown  cases 

1 22 1  Bristol  pleas  of  the  crown. 

1890-1902  Cox.  E.  W.,  v.  17-19. 

1 894-1900  Law  reports.  Queen's  Bench  division.     1894-1900      14V. 

1 901-3  King's  Bench  division.     190 1-3.     6 v. 

Reports,  English:  Ecclesiastical  Courts 

1 894-1903     Law  reports,  probate  division.     1894-1903.     lov. 

Reports,  English:  Election  cases 

1892-93         Day,  S.  H.     iv. 

1869-74         Great  Britain  election  petitions,     av. 

Reports,  English:  Exchequer 

1220-84         Select  pleas;  (Jewish  Exchequer).     (Selden  Society,  v.  15) 

Reports,  English:  Forest  cases 

1 2 09-1 334     Select  pleas.     (Selden  Society,  v.  13) 

Reports,  English:  House  of  Lords 

1 694-1 866     English  reports  (repr.)     11  v. 

1894-1903     Law  reports,  appeal  cases.     1894— 1903.     lov. 

Reports,  English:  Income  tax  cases 

1875-81         Income  tax  cases,     iv. 

Reports,  English:  Joint  stock  companies  cases 

1848-49         Cox,  E.  W.     ed.     IV. 

Reports,  English:  Eling's  and  Queen's  Bench 

1200-57  Somersetshire  pleas,     iv. 

1341-44  Yearbooks,  16-18  Edward  3.     4V. 

1 894-1900  Law  reports,  Queen's  Bench  division.     1894-1900.     14V. 

1Q01-3  King's  Bench  division.     190 1-3.     6 v. 
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nis  standi  reports.    See  Reports,   English: 

Pin  Parliament 
istrates  cases 


Tatent  cases 
R.     IV. 
s  of  patent  cases,     v.  ii-»o. 
:  Privy  Council 
gtish  reports  (repr.)     9V. 
T  reports,  appeal  cases.     1894-1903.     lov. 
Iiw  reports,  Indian  appeals,    v.  ji-30. 

:  Probate  and  divorce 
^w  reports,  probate  division.      1894-1903.      tov. 
:  Railway  cases 
■Railway  and  canal  traffic  cases,    v.  7-11. 
Iglish:  Registration  cases 

Fox,  J.   S.  &  Smilh,  C.   L.      iv. 
English:  Scotch  appeals 

/  reports,  appeal  cases.      1894— 1903.      lov. 
Il,  English:  Various  courts 

Law  journal  reports  (n.  s.)    v.  63-72. 
M903     Law  times  reports  (n.  s.)    v.  69—88. 
Reports,  The.      isv. 
Revised  reports,    v.  ia-6a. 
[903     Times  law  reports,    v.  to-19. 
f-1903     Weekly  notes,  pt   1.      10  v. 
Weekly  reporter,     v.  41-Si. 
Digssis 
I91-9S  Law  reports  digest  by  A.  Pulling,      iv 

TSS7-1897     Mews,  J,      16  V. 

1893-96,   iSgS-igoj     (Annual)     9V, 

Reports,  French:  Forestry  cases 

1893-96         Repertoire  de  legislation,     v.   19-12. 
Reports^  French:  Various  courts 

1893-190:1     Sirey,  J.  B.     lov. 
Reports,  German:  Reichsgericht 

1879-1903      Entscheidungcn  in  civilsachen.      S4V. 
1879-1903      Entacheidungen  in  strafsachen.     36V. 

BaportB,  Hawaiian 

1S93— 1903     Hawaiian  reports,    v.  9-14. 
Digests 

1S47-1903     Hawaiian  digest,     iv. 
~  ,  Lldian:  Appeals.     See  Reports,  English:  Privy  Council 
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Reports,  Indian:  Bengal — ^East  India  Company  Courts 

1^34^5  5         Sudder  dewanee  summary  decisions,     xv. 
1851-54        Nizamut  adawlut.  decisions,    v.  1—4  in  8. 
1859  V.9. 

Reports,  Indian:  Bengal — Supreme  Court 

1850-59        Gasper,  N.  M.     iv. 
1846  Montriou,  W.  A.     iv. 

Reports,  Indian:  Bengal — ^High  Court 

1877-83  Calcutta  law  reports.     13 v. 

1864-65  Coryton,  J.     2  pt. 

1866-68  Revenue,  civil  and  criminal  reporter.     5  v. 

1 893-1902  Indian  law  reports;  Calcutta  series,  v.  20-29. 

Reports,  Indian:  Bombay — High  Court 

1 899-1 902     Bombay  law  reporter,     v.  1-4. 

1893-1902     Indian  law  reports;  Bombay  series,     v.  17-26. 

Digests 
1869-96         Nanabhai,  J.  &  Setalvad,   C.  H.;  (tmreported^decisions)     iv. 

Reports,  Indian:  Calcutta.    See  Reports,  Indian:  Bengal 
Reports,  Indian:  Madras — ^East  India  Company  Courts 

1826-50         Arbuthnot    A.  J.     iv. 

1851-62         Foujdaree  udalut;  (criminal  cases)     i2y. 

Reports,  Indian:  Madras — ^High  Court 

1 893-1 902     Indian  law  reports;  Madras  series,    v.  16-25. 

Reports,  Indian:  Northwestern  provinces — ^High  CourC 

1 893-1902     Indian  law  reports;  Allahabad  series,     v.  15-24. 

Reports,  Indian:  Sind 

1872-73         Leggett,  E.     iv. 

Reports,  Indian:  Various  provinces 

Digests 
1 876-1900     Cranenburgh,  D.  E.    5 v. 
1875-94         Ghose,  R.   (Cases  cited)     iv. 
1811-1901     Nambyar,  P.  K.  (Cases  cited)     iv 
1890-97         Woodman,  J.  V.     v.  7-8. 

Reports,  Ireland:  Various  courts 

1-892-1902     Irish  law  times  reports,     v.  26-36 
^893  Law  reports;  Ireland,     v.  31-32. 

». 894-1903     Irish  reports.     2ov. 

Reports,  Isle  of  Man 

1 720-1847     Bluett,  J.  C.     IV. 

Reports,  Japan 

1895-96         Masujima's  select  cases,     v.  10 

Reports,  Mauritius 

1885-99         Mauritius  decisions.     15 v. 
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tSy  Natal 

-66         Notes  of  decisions  by  R.  I.  Finnemore.     5 v. 
-79         Natal  law  reports.     6 v. 
-94         n.  s.     V.  4-15. 

tSy  Netherlands 

-88         Nederlandsche  rechtspraak.     150V. 

Digests 
-72         Register.     3  V. 

tSy  New  South  Wales 

-6a         Legge,  J.  G.     2V. 

-1900     New  South  Wales  law  reports,     v.  14-ai. 

-a         New  South  Wales  state  reports,     v.  i-a. 

tSy  New  Zealand:  Supreme  Court  and  Court  of  Appeal 

-72         Macassey,  J.     iv. 

-78         New  Zealand  jurist      6v. 

-1902     New  Zealand  law  reports,     v.  ii-ai. 

Digests 
-97         New  Zealand  digest  and  supplement,     a  v. 

tSy  Newfoundland 

-28         Newfoundland  decisions,     iv. 
-96         4V. 

ts,  Queensland 

-1 90 1     Queensland  law  journal  reports,     v.  3-10. 
-81         Queensland  Supreme  Court  reports,     v.  1-5. 

Digests 
-96         Scott,  G.,  Groom,  L.  E.  &  Graham,  A.  D.     ed. 

Sj  Russia 

-I         Court  of  Cassation.     2v. 

s,  Scotland:  Commissioners  of  Inquiry — Private  legislation 

'2         Constable,  A.  H.  B.  et  al.     v.  1-2. 

;s,  Scotland:  Court  of  Justiciary 

-1902     Adam,  E.     v.  1-3. 

:s,  Scotland:  Court  of  Session 

-38  Scots  revised  reports,  ser  i.     6v. 

-50  Court  of  Session,  ser.  2.     6 v. 

-68  Court  of  Session,  ser.  3.     6 v. 

-98  Rettie,  M.  et  al.     Session  cases,  ser.  4.     v.  21-25. 

-1902  Eraser,  H.  J.  E.  et  al.     Session  cases,  ser.  5.     v.  1-4. 

Digests 
-93         Grierson,  P.  J.  H.     (Cases  cited)     i  v. 

Sy  Scotland:  Locus  standi  reports.      See  Reports,  Scotland: 
missioners  of  Inquiry — Private  legislation 

s,  Scotland:  Scotch  Appeals.    See  Reports,  English:  House 
lords 

Sy  Scotland:  Sheriff  Courts 

•91         Guthrie,  W.     Ser.  2.     iv. 


352  NBW    YORK    STATE    LIBRARY 

Reports,  Scotland:  Various  courts 

1 893-1903     Scots  law  times  reports,     v.  i-io. 
1894-1903     Scottish  law  reporter,     v.  31-40. 

Reports,  South  Australia 

1 885-1 903     Australian  law  times,     v.  7-24. 

1867-92,  1 899-1900     South  Australia  law  reports;  Supreme  Court.     27V. 

Digests 
1847-84         Lovekin,  A.     iv. 

Reports,  Straits  Settlements 

i886-gi         Straits  law  journal.     5v. 

1892-1901     Straits  Settlements  law  reports,     v.  1-6. 

Reports,  Tasmania 

1 885-1903     Australian  law  times,    v.  7-24. 

Reports,  Transvaal 

1893  South  African  reports,     iv. 

1894-96  South  African  official  reports.     3V. 

1902  Transvaal  law  reports;  High  Court,     iv. 

1902  Supreme  Court,     iv. 

Reports,  Victoria 

1870-74  Australian  jurist  reports,     v.  1-5. 

1 879-1 903  Australian  law  times,    v.  1-24. 

1892-1903  Victorian  law  reports,    v.  18-28. 

1856-57  Victorian  law  times.     2 v. 

Digests 
1 885-190 1     Eagleson,  J.  G.  et  al.     3V. 

Reports,  Western  Australia 

1 899-1902     Western  Australia  law  reports.     4V. 

Res  gestae 

Leading  articles:  declarations  as  part.     42  Am.  L.  Reg.  (n.  s.)  187 
law  rel.  to.     19  LawQ.  Rev.  203,  435;  31  Wash.  L.  Rep.  S02,  518,  534 

Res  judicata 

Black,  H.  C.     (See  his  Treatise  on  judgments;  ed.  2.     v.  2) 

Chand,  H.     Treatise  on  law  of.     O.     Lond'.  1894. 

Van  Fleet,  J.  M.     Treatise  on  law  of  former  adjudication.     2V.  O.      Indian- 
apolis 1895. 

Leading  articles:  doctrine  of  stare  decisis.     52  Alb.  L.  J.  73;  4  Am.  Lawy. 
21;  55  Cent.  L.  J.  362;  4  Madras  L.  J.  99 
in  actions  for  personal  injuries.     54  Alb.  L.J.  232 
judicial  precedents.      9  Harv.  L.  R.  27;   3  Kan.  City  B.  Month.  17;    i 

Md.  L.  Rev.  53 
where  the  plea  is  not  an  estoppel.     38  Cent.  L.  J.  378 

Respondeat  superior 

Leading  articles:  scope  of,  in  crim.  law.     6  Madras  L.  J.  39 
Restraint  of  trade.     See  Public  policy 
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Revenue  laws  of  Great  Britain 

Dowell,  S.   Acts  rel.  to  income  tax;  with  references  to  decisions.   Ed.  4.   O. 

Lond.  1895. 
•^ Acts  rel.  to  tax  on  inhabited  dwelling  houses;  with  notes.     O. 

Lond.  1893. 
Bills,  A.  M.     Guide  to  income  tax  acts.     Ed.  3.     O.     Lond.  1893. 
Griffith,  G.   C.     Digest  of  stamp  duties  etc.,   with  notes.     Ed.  11.     S. 

Lond.  1894. 
Hanson,  A.     Acts  rel.  to  duties,  ^dth  notes;  ed.  4  by  L.  T.  Dibdin  and 

F.  H.  L.  Errington.     O.     Lond.  1897. 
Hewitt,  T.     Treatise  on  law  rel.  to  corporation  duty.     D.     Lond.  1892. 
Hudson,  C.  &  La3rton,  A.  T.     Practical  guide  to  payment  of  legacy  and 

succession  duties.     Ed.  9.     O.     Lond.  1892. 
Norman,  A.  W.     Death  duty  tables.     O.     Lond.  1896. 
Leading  articles:  "carrying  on  business  in  England."     98  Law  T.  153 

Revenue  laws  of  the  U.  S. 

Ash,  M.  &  W.     U.  S.  internal  revenue  laws  in  force  (1899),  with  notes. 

O.     N.  Y.  1899. 
Foster,  R.  &  Abbot,  E.  V.     Treatise  on  federal  income  tax  under  act  o£ 

1894.     O.     Bost.  1895. 
United  States — Congress.     Income  tax  law  of  1894;  with  notes  by  A.  B. 

Carrington.     O.     N.  Y.  1895. 

Internal  revenue  laws  in  force,  1900.     Q.     Wash.  1900. 

War  revenue  law,    1898;     annot.   by  E.   L.   Heydecker  and   P. 

McMahon.     O.     Alb.  1898. 

annot.  by  T.  F.  Carmody  and  F.  M.  Peasley.     O.     Water- 


bury  Ct.  1899. 

United  States — Internal  revenue,  Commissioner  of.  War  revenue  deci- 
sions,  1898-1901.     V.  1-4  in  3V.   O.     Wash.  1899-1902. 

United  States  income  tax  cases,  1895;  (records,  briefs,  arguments).  2V. 
O.     V.  p.  1895. 

United  States  taxpayers  manual,  1866,  by  G.  S.  Boutwell.  O.  Bost. 
z866. 

Leading  articles:  income  tax  cases,  review  of.     9  Harv.  L.  R.  198 

See  also  Customs 

Reviews,  Miscellaneous 

American  Book  Co.  v.  Kingdom  Publishing  Co.  Review  of  the  proceedings. 
F.     Minneapolis  1898.     (L.  P.  v.  201) 

Benham,  G.  A.     Review  of  the  Borden  murder  case.     (49  Alb.  L.  J.  207) 

Berry,  J.  M.  Constitutional  convention  of  Ct.,  1902 ;  (review  of  the  present 
Constitution).  O.  Millbury  Mass.  1902.  (see  Connecticut  Consti- 
tutional Convention,  1902.     Collected  documents) 

Bourgeois,  H.  (Le)  tribunal  des  h^liastes  et  le  proems  de  Socrate.  O. 
Nimes  1 89 1.     (L.  P.  V.  164) 

Bram,  T.     Review  of  trial  of,  by  C.  E.  Grinnell.     (9  Green  B.  146) 

Brigueil    Procds    de     Cinq-Mars    et    de    Thou.     O.     Lyon    1874. 

(L.  P.  v.  147) 

Brown,  A.  W.  In  re  Molineux  v.  a  current  Cagliostro.  by  Michon  de 
Vars  (pseud.)     il.  ob.  S.     Providence  190 1. 
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BuUitty  W.  G.     Review  of  Constitution  of  U.  S.     O.     Cin.  1899. 

By  the  Holy  Crowbar  1  (Review  of  present  Constitution  of  Ct.)  D.  (Hart- 
ford 1901)  (see  Connecticut  Constitutional  Convention  1902.  (^1- 
lected  documents) 

Chapman,  R.  C.  Legalized  wrong;  comment  on  the  tragedy  of  Jesus. 
D.     Chic.  1899. 

Chittenden,  L.  E.  Review  of  report  of  N.  Y.  Senate  committee  on  rail- 
roads in  case  of  Broadway  Railroad,  Mar.  1886.  Q.  (N.  Y.  1886) 
(L.  P.  V.  201) 

Cholmondeley  v.  Clinton.     Review  of.     See  Tucker,  A.  G.  C. 

Deroy,  L.     (Le)  proc^  de  Fouquet.     O.     Par.  1882.     (L.  P.  v.  147) 

De  Witt,  D.  M.     Judicial  murder  of  Mrs  M.  E.  Surratt.     D.     Bait.  189S. 

Diamond  necklace  case.  Labori,  F.  (Le)  proems  du  collier;  discours.  0. 
Par.  1888.     (L.  P.  V.  154) 

DuPonceau,  P.  S.  Review  of  the  cause  of  the  N.  O.  batture.  O.  Phil. 
1809.     (Tr.  V.  131) 

Evans,  T.  A.  (The)  Nelson  sword  against  Lord  Denman's  law;  or,  What 
is  libel?     A  review  of  £vans  v.  Lawson.     O.     Lond.  1848.     (Tr.  v.  116) 

Farquharson  v.  King,  L.  R.(i9oi),  2  Q.  B.  697.  Review  of.  (2  Columb. 
L.  R.  44, 223) 

Gajrnor,  W.  J.  Trial  of  Jesus  Christ  viewed  fr.  a  legal  standpoint  and 
review  of  the  reviewer.     (5  Am.  Lawy.  531,  576;  6  id.  18,  54) 

Henry,  L.     (Un)  procds  de  presse  en   182 1.     O.     Par.   1877.     (L.   P.  v. 

169) 
Innes,  A.  T.     Trial  of  Jesus  Christ;  a  legal  monograph.     O.     Edin.  1899. 
Ireland  crimes  act;  how  the  crimes  act  is  administered.     O.     (Dub.  1883) 
Jefferson's  opinions  of  John  Marshall  and  his  court.     (35  Am.  L.  Rev.  63) 
Jugunnath  Bhide,  N.     (Charges  against)  R.  B.  Krishnaji  Vishnoo  Limuye, 

with  rep.  of  certain  civil  cases  decided  by  (that  official).     D.     Bombay 

1869. 
Elirwan,  W.  B.     Defense  of,  with  opinion  of  Dr  A.  S.  Taylor  that  *'  no 

murder  was  committed."     O.     Dub.  1853.     (Tr.  v.  118) 
McCuUoh,  R.  S.     Review  of  the  proceedings  in  rel.  to  the  official  miscon- 
duct of  F.  Peale.     O.     Princeton   1853.     (Tr.  v.  122) 
Marbury  v.  Madison.     Political  significance  of,  by  C.  G.  Tiedeman.     (2 

Brief  P.  D.  P.  3) 
Marvin,  LeG.     Expose  of  the  scene  at  the  courthouse  in  Buffalo  Jan,  18, 

1839;  (review  of  trial  of)  Kellogg  &  Co.  v.  Dibble  &  Co.     O.     Buffalo 

1841.     (Tr.  V.  124) 
Maybrick,  Mrs  F.  E.     Review  of  her  case,     (i  Brief  202,  336) 
Palfrey,  J.  G.     Remarks  on  the  proposed  state  Constitution  (of  Mass.) 

by  a  free-soiler  from  the  start.     O.     Bost.  1853.     (L.  P.  v.  181) 
Poor,  H.  V.       Review  of  decision  of  Sup.  Ct.  of  U.  S.  in  sinking  fund 

cases.     O.     n.  p.  1880.     (L.  P.  v.  192) 
Proctor,  L.  B.     Case  of  the  Nereides;  (incidents  in  trial).     F.     (N.  Y.) 

n.  d.     {see  his  Writings) 
Jefferson's  strictures  on  Chief  Justice  Marshall.     O.     Alb.  1891. 

(L.  P.  V.  201) 
Rowe,   L.   S.     Supreme   Court    and    the   insular   cases.     O.     Phil.  1901. 

(L.  P.  V.  191) 


bus  1894-1903  3SS 

I  case;  review  of  the  cue  of 


^O.     Phil.  1898.     (Tr.  V.  1*4) 
PFiew  of  cases.     (lo  Madras  L.  J. 


Fby  A,  O.  Hall.     (8  Green  B.  19s) 
Eholmondeley  v.  CHnton.     O.     Exeter 


thrist  before  the  Sanhedrim  and  Pilate. 


■n.  A.   W. 
fnelli  medico-legal ly  considered.     O.     Lond. 


;  between  Lincoln's  Inn,  Ct.  of  King's  Bench 

and.  iSj6.      (Tr.  v.  118) 


sur  les  plaidoyers  de,  par  C.  J.  E.  Connelly. 

.  t66) 

it  des  peinea;  par  E.   Gimelle.     O.     Douai 

les  plaidoyers  de  D'Aguesseau.     O.     Rouen 

Harv.  L.  R.  168) 

review  by  E.  Wynne,     {ste  his  Miscellany) 
peL.J.  .0) 
Des  d^lits  et  des  peines.     O.     Douai  (1867). 


L) 'esprit  des  k 


influence.     O.     Cham- 


hie.  L.J.  (n,  s.)  373) 

iHarv.  L.  R,  ao9.  479;  11  id.  149,401)   ■ 

ithern  Review,  Aug.  iSaS)     (L.  P.  v.  194) 

;odea.     (2  Columb.  L.  R.  34) 

13  LawQ.  Rev.  85) 

lit  des  lois,  son  influence;    discours  par  E. 

i74.     (L.  P.  V,  160) 

Id.  16S0.     (.2  Yale  L.J.  359.364) 


3,  90, 


to) 


(S2Alb.L.J.3t) 
m-  L.  Reg,  (n.  s.)  633) 
il  jurisp.     (8  Jurid.  Rev.  346) 


ontroversy.     O.     Bost.  184a.     (L.  P.  v,  146) 
ihe  people  on  the  change  of  the  government 
143.     (L.  P.  V.  146) 
s  on  the   R.    I.   question.     O.     Bost.  1843 

(L.  P.  V-  146) 

Marcus  Morton  on  the  R.  I.  quMtion,  by  one 
Providence  1842.      (L.  P.  v,  146) 
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Rhode  Island — General  Assembly.     Act  in  rel.  to  negotiable  instruments. 

1899.     O.     Providence  1899.     (L*  P-  v.  189) 
See  also  Practice 

Ihode  Island:  Reports 

Rhode  Island — Supreme  Court.       Reports.        v.  18-23,  O.       Proxidcnce 
1896-1902. 

V.  x8  by  G.  B.  Barrows 

V.  19-ao  by  T.  P.  Bamefield 

V.  ai-a3  by  E.  C.  Stiness 

EUiode  Island:  Reports,  Digests  of 

Stiness,  £.  C.     Digest  of  the  decisions  of  the  Sup.  Ct.  of  R.  I.,  1-20  R.  L 
rep.     Q.     Providence  1900. 

^odesia.  Law  of 

South  African  legal  handbook,  1903;  ed.  by  W.  H.  S.  Bell  and  M.  Nathaxt 

O.     Grahamstown  1902. 

Ughts,  remedies,  etc.,  in  civil  causes.     See  also  American  law 
Uots 

Leading  articles:   so  called  right  of  public  meeting      (8  Scots  L.  T.  57) 

Uparian  rights.    See  Waters 
Rivers.     See  Waters 
%oads.    See  Highways 
Roman  catholic  church 

Keller,  S.  O.     Untersuchungen  fiber  die  iudices  sacri  palatii  Lateranensis. 
O.     Tiibingen  1899. 

Roman-Dutch  law.     See:  Netherlands        South  Africa 

Roman  or  civil  law 

Balduinus,   F.     Commentaria.     (see   Jurisprudentia    Romana   et    Attica. 

v.i) 
Basilicorum  libri  LX  Graece  et  Latine  ed.  C.  A.  Fabrotus.     7 v.  F*.      Par. 

1647. 
Brissonius,  B.     De  verborum  significatione ;   seu,  Dictionarium  juridicum, 

cura  J.   G.   Heineccii,  cum  praefatione  J.   H.   Boehraeri.     F*.     Halae 

Magd.  1743- 
Buckler,  W.  H.     Origin  and  history  of  contract  in.     D.     Lond.  1895. 
Corpus  juris  civilis     See  Justinianus 

De  Villiers,  M.  ed.  and  trans.  See  Voet,  J.  Comraentarius  ad  Pandectas. 
De  Vos,  F.  H.  ed.  and  trans.  See  Voet,  J.  Commentarius  ad  Pandectas. 
Digest,  The.     See  Justinianus 

Eagle,  J.  N.  ed.  and  trans.  See  Voet,  J.  Commentarius  ad  Pandectas. 
Greenidge,  A.  H.  J.     Infamia,  its  place  in  Roman  law.     O.     Ox.  1894. 

Legal  procedure  of  Cicero's  time.     O.     Ox.  1901. 

Howe,  W.  W.     Studies  in  the  civil  law  and  its  rel.  to  the  law  of  England 

and  America.     D.     Bost.  1896. 
Hunter,  W.  A.     Systematic  and  hist,  exposition  of  Roman  law  in  the  order 

of  a  code.     Ed.  3.     O.     Lond.  1897. 
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Jurisprttdentia  Romana^et; Attica,     jv.  F*.     Lugd.  Bat.  1738-41. 
Jii8tiiiianii8.     Corpus  juris  civilis.     5v.  F*.     Lugd.  1 5 19-53 • 
Contents: 

V.  x-3  Pandects  (Digests) 

V.  4  Codex 

V.  5  Autentica  (Novellae) 

Digest  xvii  2,  pro  socio;  ed.  with  trans,  and  notes  by  C.  H.  Monro. 

D.  Camb.  (Eng.)  1902. 

Institutionum  libri  IV;  ed.  by  J.  Chappius.     Q.     Par.  1511. 


Menochius,  J.     De  praesumptionibus,  conjecturis,  signis  et  indiciis;  com- 

mentaria.     F.     Genevae  1670. 
Muirhead,  J.     Historical  introduction  to  the  private  law  of  Rome;  ed.  a 

by  H.  Goudy.     O.     Lond.  1^9. 
Roby,  H.  J.     Roman  private  law  in  thejtimes  of  Cicero  and  the  Antonines. 

2  V.  O.     Camb.  1902. 
Sand^y  J.     Treatise  on  restraints  on  the  alienation  of  things;  trans,  by 

W.  S.  Webber.     O.     Capetown  1892. 
Sigonius,  C.     De  antiquo  jure  civium^romanorum  libri  2 ;  de  antiquo  jure 

Italiae  libri  3.     O.     Ven.  1562-63. 
Sohm,  R.     Institutes  of;   trans,  by  J.  C.  Ledlie.     Ed.  2.    .0.     Ox.  1901. 
Voet,  J.     Commentarius  ad  f>andectas;  books  4-6,  9-10,  trans,  into  Eng- 
lish by  V.  Sampson.     O.     Capetown  1891. 
Book  12,  title  i,  trans.^by  F.  H.  DeVos.     O.     Galle  1896. 

(In  Voet,  J.     Commentarius  ad  pandectas;   trans,  of  book  47,  title  10. 

1896-99.) 

Books  18-21,  13  (title  7);  trans,  into  English  by  T.  Ber- 


wick.    O.     Lond.  1902. 

Book  47,  title  10,  law^of  injuries;  trans,  by  M.  DeVilliers, 


J.  N.  Eagle  and  F.  H.  DeVos;  and  book  12,  title  i,  trans,  by  F.  H. 
DeVos.     O.     Capetown  and  Galle  1896-99. 

Titles  on  vindicationes  and  ^interdicta ;  trans,  into  Eng- 


lish with  notes  by  J.  J.  C.  Chitty.     O.     Colombo  Ceylon,  1893. 
Walton,  F.  P.     Historical  introduction  to  the^Roman  law.     O.     Edin.  & 

Lond.  1903. 
WoMf,  K.     Kann  nach  gemeinem  Recht  das  Pfandrecht  die  Pfandfor- 

derung  {iberleben.     O.     Lpz.  1899. 
Leading  articles:    ancient  Roman  family.     3  Univ.  L.  R.  281,  307 

discovery  of  the  Pandects.     12  Green  B.  183;  107  Law  T.  189 

evidence   in   the    Roman  law.       i8   Law  Mag.  &  R.  183;    i9id.  64,  279; 
20  id.  73 

influence  of  the  i8th  novel  of  Justinian.     7  Yale  L.  J.  26,  67 

injuria;  its  scope  etc.     10  Jurid.  Rev.  230 

Latin  of  the  corpus  juris.     26  Law  Mag.  &  R.  272 

law  of  defamation.     17  Cape  L.  J.  245 

Roman  and  civil  law  in  America.     16  Harv.  L.  R.  342 

Roman  law  in  early  Middle  Ages.     7  Jurid.  Rev.  241;  8  id.  118;  10  id. 
438 

Roman  law  prior  to  the  12  tables.     41  Am.  L.  Reg.  (n.  s.)  97 

sketch  of  civil  and  canon  laws  in  England.     35  Am.  L.  Reg.  (n.  s.)  141 

spirit  of  the  Roman  law.     12  Green  B.  598 

Theodosian  code.     10  Green  B.  309 

value  of  the  Roman  law.     6  Revue  L^g.  (n.  s.)  368 
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Roumaniay  Law  of 

Roumania — Senate  and  deputies.     Code  de  commerce;  trad,  et  annot* 

par  J.  Bohl.     O.     Par.  1895. 
Constitudon,   c6digos  y  leyes,    189a.     (Coleccion  de  las  instit. 

polit.  y  jurid.  v.  9) 

Loi  sur  la  faillite  (20  jtiin  1895) ;  trad,  et  annot.  par  £.  De  Bonne- 


mains  et  R.  P.  Voinesco.     O.     Par.  1896. 

Nuevas  leyes  y  c6digos,    1894,    189S,    1897.     (Coleccion  de  las 


instit.  etc. — Complemento,  v.  2,  4,  8) 
Rules  and  orders.    See  also  Practice 
Rules  and  orders:  Canada 

Canada — Exchequer  Court.    Administration  rules,  1893.     (see  3  £xch.  Ct, 
Rep.) 

Rules  and  orders:  England 

England — County  Courts.     Rules,  1903  (Law  rep.  ed.).     Q.     Lond.  1903. 
England — Supreme  Court.     Rixles.     {see  WeeVly  notes,  pt  a.  1S94-1903) 

Rules  and  orders:  Egypt 

Egypt — ^AU  the  courts,  1892.     D.     Lond.  1892.     (see  Egyptian  codes) 

Rules  and  orders:  Hawaiian  islands 

Hawaii — Circuit    Courts.     Rules,    1893.     O.     Honolulu    1893.     (L.  P.  v. 

170) 
Hawaii — Supreme  Court.     Rules,  1897.     (see  10  Hawaii) 
Hawaii — Supreme  and  Circuit  Courts.     Rules,  1893.     (see  9  Hawaii) 

Rules  and  orders:  Ireland 

Ireland — Various  courts.     Rixles,  1900.     (35  Ir.  L.  T.  3) 

Rules  and  orders:  Northwest  territories 

Northwest  territories — Supreme  Court.     Consolidated  rules  (in  force  1900). 
(see  I  Terr.  L.  R.) 

Rules  and  orders:  Northwestern  provinces 

Northwestern  provinces — Civil  courts.     Rules,  1894.     P.     Allahabad  1894. 
Northwestern  provinces — Criminal  courts.     Rules,  1897.     O.     Allahabad 

1897. 
Northwestern   provinces — High   Court   of   Judicature.     Rules,    1898.     0, 

Allahabad  1898.     (in  Northwestern  provinces — Criminal  courts.  Rules. 

1897) 
Oudh — Civil  courts.     Civil  digest,  being  rules  etc.     Q.     Allahabad  1S96. 

Rules  and  orders:  Nova  Scotia 

Nova  Scotia — Supreme  Court.     Rules,  1901.     (see  Nova  Scotia — General 
Assembly.     Judicature  act) 

Rules  and  orders:  United  States — ^Federal  courts 

District  of  Columbia — Court  of  Appeals.     Rules,  1894.     (see  i  App.  Cas.) 

189S.     (see  4  App.  Cas.;  U.  S.  Sup.  Ct.  digest,  v.  4) 

United  States — ^AU  the  courts.     Rules  1898-1903.     (see  Garland  and  Ral- 
ston.    Federal  practice,     v.  2.;  U.  S.  Sup.  Ct.  digest,     v.  4.  1903) 
United  States— Circuit  and  District  Courts  (South  Carolina).     Rules,  1889. 
O.     Charleston  (1889.)     (L.  P.  v.  176) 
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United  States— Circtsit  Courti  of  AppeaL    Rules,  6th  dr.  1895.    (sm  z6 

U.  S.  App.) 

Rules  in  force,  1897.     (78  Fed.  R.) 

United  States — Courts  of  Equity,  zSaa.    Rules  of  prac.    D.    Wash.  zSss. 

(L.  P.  V.  145) 
D.     Natchez  1822.     (L.  P.  v.  145) 


United  States — ^District  Courts.    Ofi&cial  rules  and  forms  in  bankruptcy  in 
force  (1899).     O.     Rochester  1899. 

Rules.  Z822.    O.     Wash.  1822.     (L.  P.  v.  145) 

United  States — Supreme  Court    Rules,  1884.    O.    Wash.  1893. 

Roles  and  orders:  United  States — State  courts 

Cafifomia — Supreme  Court    Rules,  1900.     (5##  130  Gal.) 
Colorado — Supreme  Court    Rules,  1894.     (5##  19  Col.) 
Connecticut — ^All  the  courts,  1899.    O.     Hartford  1899. 

All  the  courts.     Rules,  1901.     (see  Connecticut  civil  officer) 

Florida — Supreme  Court    Rules,  1895.     {see  35  Fla.) 

r 1897.     (see  38  Fla.) 

<}eorgia — Supreme  Court    Rules,  1897.     (see  97  Ga.) 

Idaho — Supreme  Court    Rules,  1893.    O.     Boise  1893.     (L.  P.  v.  175) 

Illinois — Appellate  Court,  2d  district.     Rules,  1896.     (see  66  111.  App.) 

3d  district.     Rules,  1898.     (see  75  111.  App.) 

4th  district.     Rules,  1897.     (see  71  111.  App.) 

1900.     (see  92  111.  App.) 

Ufinois — Supreme  Court     Rules,  1895.     (see  156  111.) 

1897.     (see  168  111.) 

1903'     (see  204  111.) 

Indian  Territory — ^U.  S.  Court  of  Appeals.     Rules,   1898.     (see  2   Ind. 

Ter.  R.) 
Indiana — Supreme  and  Appellate  Courts.    Rules,    1900;  with  notes  by 

R.  A.  Brown.     O.     Indianapolis  1900.     (L.  P.  v.  175) 
ICsnsss — Courts  of  AppeaL     Rules,  1895.     (see  1  Kas.  App.) 
Kansas — Supreme  Court     Rules,  1896.     (see  55  Kas.) 

■  1899.     (see  60  Kas.) 

190 1,     (see  62  Kas.) 

1903-     (see  66  Kas.) 

Louisiana — Supreme  Court     Rules,  1896.     (see  48  La.  ann.) 

Maryland — Courts  of  Equity  and  Court  of  Appeals.     Rules,  1883.    O. 

Annapolis  1896.     (L.  P.  v.  175) 
Massachusetts — ^All  the  courts.     Rtiles,    1902.     (see  Perley's   Massachu* 

setts  practice) 
Michigan — ^All  the  courts.     Rules,  1896;  with  notes  by  F.  W.  Stevens, 

O.     Chic.  1896. 
Minnesota  manual  of  court  practice,  rules  of  all  courts.    D.    St  Paul  1 894. 
Mississippi — Court  of  Chancery.    Rules,  1823.    S.   Natchez  1823.     (L.  P. 

V.  145) 
lOssouri — ^Kansas  City  Court  of  Appeals.    Rules,  1885.     (see  63  Mo.  App.) 
IGssouri — St  Louis  Court  of  Appeals.     Rules  1888.     (see  63  Mo.  App.) 
lOssouri — Supreme  Court.     Rules,  1891.     (see  130  Mo.) 
Montana — Supreme  Court     Rules,  1896.     (see  z6  Mont.) 
1899.     (see  22  Mont.) 


360  NEW    YORK   STATE    LIBRARY 

Nebraska — Supreme  Court    Rules,  1895.     {see  44  Neb.) 

1898.     (see  52  Neb.) 

Nevada — ^District  Court     Rules,  1898.     {see  23  Nev.) 

(1901).     {see  25  Nev.) 

Nevada — Supreme  Court     Rules,  1897.     (see  22  Nev.) 

(1901).     (see  25  Nev.) 

Nevada — Supreme  and  District  Courts.    Rules  (1903).     (see  26  Nev.) 

New  Hampshirer-All  the  courts.     Rules,     (see  71  N.  H.) 

New  Jersey — Court  of  Errors  and  Appeals.  Rules,  1879.  O-  Trenton 
1879.     (L.  P.v.  170) 

New  Jersey — ^Prerogative  and  Orphans  Courts*  Rules,  1893.  O.  Tren- 
ton 1893.     (L.  P.  v.  170) 

New  Mexico — Supreme  and  District  Courts.    Rules,  1894.    O.     Santa  Pe 

1893.     (UP.  v.  175) 

New  York — ^All  the  courts.  Rules,  with  notes  by  R.  C.  Gumming  and 
F.  B.  Gilbert.     O.     N.  Y.  1900. 

New  York — Court  of  Appeals.  Practice,  1895-98;  ed.  2-5  by  E.  H.  Smith. 
O.     N.Y.  1895-98. 

New  York — Supreme  Court.  Rules,  1896,  with  notes  by  M.  T.  Hun.  O. 
Alb. (1896). 

1900.    O.    Alb.  (1899) 

North  Carolina — Supreme  Court,  1895.     (see  1x5  N.  C.) 

1897.     (see  119  N.  C.) 

190 1,     (see  128  N.  C.) 

North  Dakota — ^District  Court.     Rules,  1897.     (see  6  N.  D.) 

North  Dakota — Supreme  Court     Rules,  1897.  •  (see  6  N.  D.) 

1901.     (see  10  N.  D.) 

North  Dakota — Supreme  and  District  Courts.     Rules,  1894.     (see  3  N.  D.) 

Ohio — Supreme  Court.     Rules,  1897.     (see  55  O.  St.) 

1899.     O.     Columbus  1901.     (L.  P.  v.  180) 

1902.     (see  65  O.  St.) 

Oklahoma — Supreme  Court.     Rules  (1897).     (see  5  Ok.) 

(1901).     (see  10  Ok.) 

Oregon — Supreme  Court.     Rules,  1894.     (see  24  Ore.) 

Rules,  1900.     (see  35  Ore.) 

Pennsylvania — Supreme  Court  Rules,  and  rules  of  equity  prac.  1900; 
annot.  by  E.  P.  Allinson.     O.     Phil.  1900. 

Rhode  Island — Supreme  Court.     Rules,  190 1.     (22  R.  I.) 

South  Carolina — Supreme  and  Circuit  Courts.  Rules,  1879.  O.  (Charles- 
ton) 1879.     (L.  P.  V.  176) 

Tennessee— Supreme  Court.     Rules,  1891.     (L.  P.  v.  170) 

Texas — ^AU  the  courts.     Rules,  1902.     (see  94  Tex.) 

Virginia — Supreme  Court  of  Appeals.     Rules,  1898.     (see  95  Va.) 

i903»     (^'^  100  Va.) 

Washington — Supreme  Court    Rules,  1895.     (see  zi  Wash.) 

1901.     (see  25  Wash.) 

Wisconsin— Circuit  and  County  Courts.     Rules,  1879.     O.     Madison  18B5. 

(L.  P.  v.  17s) 
Wyoming — Supreme  Court.     Rules,  1897.     (see  4  Wy.) 
1901.     (see  10  Wy.) 
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Roles  and  orders:  Western  Australia 

Western  Austrafia — Supreme  Court    Rules,  1888.    Q.    Perth  1889. 

Russia,  Law  of 

Russia — ^Emperor  and  Senate.    Code  de  commerce  trad,  et  annot.  par 

J.  Tchemow.     O.     Par.  1898. 
Codes  miniers,  recudl  des  lois  rel.  k  rindustrie  des  mines.     O. 

Par.  1895. 

Nuevas  leyes  y  c6digos,  1894-98.     (Coleccion  des  las  instit.  etc 


— Complemento  v.  2,  4,  6,  8  ,10) 

Russia:  Reports 

Russia — Senate.     Decisions  of  the  Courts  of  Cassation,  1900-1.      2V.  O. 

St  Petersburg  1900-1. 
ConUfUs: 

pt  X     Civil 

pt  2     Criminal 

pt  3     Decisions  of  Ct.  of  Cassation  and  cassation  dep't  of  Senate 

Z90Z  has  pts  1-2  only 

In  Russian  characters 

Safe  deposit  companies 

Leading  articles:    law  rel.  to.     9  Harv.  L.  R.  131 

Sale  of  personal  property 

Benjamin,  J.  P.    Treatise  on  law  of;  Amer.  ed.  7,  with  notes  by  B.  H. 

and  S.  C.  Bennett.   .0.     Indianapolis  1899. 
Mechem,  F.  R.    Treatise  on  law  of.      2 v.  O.     Chic.  1901. 
Tremeear,  W.  J.    Treatise  on  the  Canadian  law  of  conditional  sales  of 

chattels  and  of  chattel  liens.     O.     Toronto  1899. 
Leading  articles:  caveat  emptor.     63  Al.  L.  J.  21 ;  36  Ca.  L.  J.  399 

conditions  and  warranties,     i  Colum.  L.  R.  71 

hire-purchase  agreements.     21  Law  Mag.  &  R.  z  15 ;  18  Law  S.  Jour.  187 ; 
99  LawT.  154;  107  id.  56 

implied  warranty  by  manufacturers.     40  Cent.  L.  J.  182 

iniplied  warranty  of  title.     57  Cent.  L.  J.  164 

instalment  sales.     7  Yale  L.  J.  117 

market  overt.     30  Ir.  L.  T.  105 

rescission  for  breach  of  warranty.     16  Harv.  L.  R.  465 

risk  of « loss  after  an  executory  contract.     9  Harv.  L.  R.  zo6 

symbolical  delivery.     49  Cent.  L.  J.  324 

what  is  a  bill  of  sale?     14  Law  N.  268 
Seecdso:    Auctions        Bills  of  sale        Fraud        Statute  of  frauds     Stop- 
page in  transitu        Warranty 

Sale  of  real  property.    See  Vendors  and  purchasers  of  real  pro- 
perty 

Salvador,  Law  of 

Salvador — Congress.     Nuevas  leyes  y  c6digo8,   1893,   189  5-98.     (Colec- 
cion de  las  instit.  etc. — Complemento  v.  x,  3,  5,  7,  9) 

San  Domingo,  Law  of 

San   Domingo — Congress.     Nuevas   leyes   y   c6digo8,    1896-98.     (Colec- 
don  de  las  instit.  etc. — Complemento  v.  5,  7,  9) 
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San  MarinOi  Law  of 

Giaxmini,  T.  C.  ft  Bonelli,  M.     Raccolta  delle  leggi  e  decreti.    O.    Citti  ds 

Castello  1900. 

Sandwich  islands.    See  Hawaiian  islands 

Sanitary  law.    See  Public  health 

Scandinavian  law.    See:  Denmark        Norway        Sweden 

Schoolmasters.    See  Education 

Scotland,  Law  of 

Borthwicky  J.    Treatise  on  law  of  libel  and  slander^  with  cases.     O.     BdiiL 

1826. 
Connell,  !•    Law  affecting  building  operations  and  architects  and  builderi 

contracts.    O.    Edin.  1903. 
Constable,  A.  H.  B.  et  aL    Treatise  on  provisional  orders  with  forms.    Q. 

Edin.  1900. 
Cooper,  F.  T.    Handbook  of  law  of  defamation.     O.     Edin.  1894. 
Green's  encyclopedia  of;  ed.  by  J.  Chisholm.     13V.  Q.      Edin.  1896-1900. 
Macdonald,  J.  H.  A.     PracticaJ  treatise  on  crim.  law.     Ed.  3.     O.     Edin. 

1894. 
M'Laren,  J.     Law  of  wills  and  succession.     Ed.  3.      2 v.  O.     Edin.  1894. 
Leading  articles:  administration  of  crim.  law.     35  Am.  L.  R^.  (n.  s.)  6x9 

administrative  trusts.     12  Jurid.  Rev.  45 

alternative  bequests.     15  Jurid.  Rev.  19 

calendar  of  Scottish  crime.     Z2  Green  B.  278,  353 

clans  of  the  highlands  in  the  law.     13  Jurid.  Rev.  205.  307 

development  of  Scots  law.     8  Jurid.  Rev.  217 

history  of  petty  customs.     11  Jurid.  Rev.  302;  12  id.  151 

irrevocable  trusts.     11  Jurid.  Rev.  55 

marriage  laws,     (see  articles,  2  Scots  L.  T.) 

Roman  law  in  Scotland.     9  Jurid.  Rev.  361 

tenure  by  knight-service.     11  Jurid.  Rev.  71,  173 
See  also:    Peerage        Practice 

Scotland:  Reports 

Adam,  E,     Reports  of  Court  of  Justiciary,     v.  1-3,0.     Edin.  1895-1903. 
Constable,  A.   H.  B.  et  aL     Private  legislation  rep.     v.  1-2,  Q.     Edin 

1901-3. 
Court  of  Session  cases.     See  reporters'  names. 

Dunlop,  A.     Court  of  Session  cases;  ser.  2.     (in  Scots  revised  rep.) 
Fraser   H.  J.  E.  et  al.     Court  of  Session  cases;  ser.  5.    v.  x-4,  Q.     Edin. 

1899-1902. 
Guthrie,  W.     Select  cases  in  Sheriff  Cts;  ser.  2.     O.     Edin.  1894. 
Macpherson,  N.     Court  of  Session  cases;  ser.  3.     (in  Scots  revised  rep.) 
Rettie,   M.   et   al.     Court   of   Session   cases;  ser.  4.     v.  21-25,  Q.     Edin. 

1894--98. 
Scots  law  times  rep.    See  Scots  Law  Times,  v.  3-*io. 
Scots  revised  rep.     Court  of  Session;  ser.  z.   6v  Q.     Edin.   1900. 

ser.  2.     6v.  Q.     Edin.  190 1-3. 

ser.  3.     6v.  Q.    Edin.     1902-3. 


House  of  Lords.     lov.  Q.     Edin.  1898-1900. 
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Scottish  Law  Reporter;  all  the  cts.    v.  31*40,  O.    Edixu  x 894-1903. 
ShaWy  P.  et  aL    Court  of  Session  cases,     (in  Scots  revised  rep.) 

Scotland:  Reports,  Digests  of 

GrierBon,  P.  J.  H.    Index  of  cases  commented  on  in  Ct.  of  Session  and 
in  Scotch  appeals  to  House  of  Lords,  1862-93.     O.     Edin.  1894 

Seals 

Leading  articles:  great  seal  of  England.     10  Green  B.  245,  293 ;  30  Am  L. 
Rev.  404 
great  seal  of  U.  S.     35  Chic.  L.  N.  27;  14  Green  B.  440 
origin,  evolution  etc.     28  Am.  L.  Rev.  25 

Seamen.    See  Shipping 
Securities 

Clemens,  G.  C.     Law  of  corporate  securities.     O.     St  L.  1877. 

Hainer,  B.  T.    Treatise  on  the  modem  law  of  mtmidpal  securities  with 

forms.     O.     Indianapolis  1898. 
Harris,  W.  H.     Law  governing  issuing,  transfer  and  collection  of  munici« 

pal  bonds.     O.     Cin.  1902. 
Reid,  W.  A.     Law  rel.  to.     [see  his  Treatise  on  corporate  finance) 
Short,  E.  L.     Law  of  railway  bonds  and  mortgages  in  the  U.  S.  with  cases. 

O.     Bost.  1897. 
Simonson,  P.  F.    Treatise  on  law  rel.  to  debentures,  with  forms.     Rev. 

ed.  2.     Q.     Lond.  1899. 

Rev.  ed.  3.     Q.     Lond.  1902. 

Simonton,  T.  C.  Treatise  of  law  of  mimicipal  bonds.  O.  N.  Y.  1896. 
Thompson,  S.  D.  Law  rel.  to.  (see  his  Commentaries  on  corporations) 
Leading  articles:  transferable  debentures.     15  Law  Q.  Rev.  130,  245 

Self-defense 

Leading  articles:  common  law  doctrine.     63  J.  P.  769 
retreat  from  a  murderous  assault.     16  Harv.  L.  R.  567 

Serjeant  at  law 

Wynne,  £.     Observations  touching  antiquity  and  dignity  of  the  degree. 
(see  his  Miscellany) 

Sermons,  Execution 

Baldwin,  M.     Ungodly  condenmed  in  judgment;    a  sermon  at  Spring- 

field  at  the  execution  of  W.  Shaw,  Dec.  13,  1770.     O.     New  London 

1771.     (Tr.  V.  128) 
Haynes,  L      Sermon  on  deliverance  of  S.  and  J.  Boom,  sentenced  for 

supposed  murder  of  R.  Colvin.     O.     Hartford  1820.     (Tr.  v.  120) 
Strong,  N.     Sermon  at  Hartford  Ct.,  at  execution  of  R.  Doane,  1797      S. 

(Hartford  1797)     (Tr.  v.  128) 
Woodruff,  H.  N.     Sermon  at  Scipio  N.  Y.,  at  execution  of  J.  Delaware, 

Aug.  17.  1804.     O.     Alb.  1804.     (Tr.  v.  128) 

Servants.    See  Master  and  Servant 
Servia,  Law  of 

Servia — Skupshtina.     Constitucion,  c6digos  y  leyes,  1892.     (Colecdon  de 

las  instit.  polit.  y  jurid.  v.  9) 
Nuevas  leyes  y  c6digos,  1895-98.     (Coleccion  de  las  instit.  etc. — 

(3omplemento  v.  4,  6,  8) 
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Service  of  papers.    See  Practice 
Set-off 

Leading  articles:  law  rel.  to.     35  Ca.  L.  J.  10 

tort  counterclaims  in  tort  actions.     58  Alb.  L.  J.  38 

Sewers 

Leading  articles:  law  rel.  to  drains  or  sewers.     61  J.  P.  489,  787 

Shelley's  case  i 

Leading  articles:    late  authorities  on  the  rule.     104  Law  T.  5 ;  4a  Sol.  J. 
159;  2  West.  R.  L.  J.  118 

Sheriffs 
Mather,  P.  E.     Compendium  of  sheriff  law.    O.     Lond.  1894. 

Ed.  2.     O.     Lond.  1903. 

See  also  Public  offices  and  officers 

Shipping 
Abbott,  C.  baron  Tenterden     Treatise  of  law  rel.  to  merchant  ships  and 

seamen;  ed.  14  by  J.  P.  and  B.  Aspinwall  and  H.  S.  Moore.     Q.     Lond. 

1901. 
Kay,  J.     Law  rel.  to  shipmasters  and  seamen;  ed.  2  by  J.  W.  Mansfield 

and  G,  W.  Duncan.     3V.  O.     Lond.  1894-95. 
Lees,  J.     Laws  of  British  shipping  and  of  marine  assurance;  ed.  zz  by 

J.  A.  Hamilton.     O.     Lond.  Z896. 
Wynkoop,  R.    Vessels  and  voyages,  as  regulated  by  federal  statutes.     O. 

N.  Y.  1886. 
Leading  articles:  the  Harter  act.     z6  Harv.  L.  R.  157 
See  also:    Admiralty        Bills  of  lading        Charter  parties 

Shorthand 

Mason,  W.  L.  camp.     How  to  become  a  law  stenographer;  a  compendium 

of  legal  forms.     O.     N.  Y.  1902. 
New  York  State  Stenographers  Association.     Proceedings  (iQ-27),  z8o4-> 

1902.     3v.  O.     Rochester  1894-1902. 
Thome,  H.  W.     Instructor  in  practical  ct.  reporting.     S.     Cin.  Z897. 

Sind:Reports 

Leggett,  £.     Reports  of  cases  in  the  Sudder  Ct.  of  Bind  by  R.  West.     O. 
Kurrachee  1873. 

Slander.    See  Libel  and  slander 
Slavery 

Leading  articles:    (le)  code  noir.     10  Green  B.  421 
in  Roman  law.     40  Am.  L.  Reg.  (n.  s.)  636 

Slavonic  law 

Sigel,  F.     Lectures  on;  the  Ilchester  lectures  for  Z900.     O.     Lond    1902. 
Leading  articles:   law  of  the  family.     14  Jurid.  Rev.  260 

Sleeping  car  companies.    See  Carriers 

Societies.  See:  Benefit  societies  Building  societies  Clubs 
Friendly  societies  Industrial  and  provident  societies  Law 
societies 


SUBJECT    INDEX   OP   LAW    ADDITIONS    1894-I903  365 

Solicitors.    See  Attorneys 
South  Africa,  Law  of 

Leading  articles:   law  rel.  to  marriage.     17  Cape  L.  J.  x,  X13,  318;  18  id. 
(S.  Af.  L.  J.)  22 
sources  of.     18  S.  Af.  L.  J.  126,  272,  383;  19  id.  35,  158 

See  also:    Cape  of  Good  Hope        Natal       Orange  River  colony       Rhod- 
esia       Transvaal 

South  Africa:  Reports 

See  also:    Cape  of  Good  Hope        Natal       Orange  River  colony       Rhod- 
esia       Transvaal 

South  African  Republic.    See  Transvaal 

South  Australia:  Reports 

Australian  Law  Times,    v.  7-24,  Q.     Melbourne  1 886-1 003* 
South   Australia — Supreme   Court     Law   reports,    1867-92,    1899-1900. 
27V.  O.     Adelaide  i868-(i9oo). 
1867  ed.  by  J.  Brook  x886  ed.  by  M.  Attenborough 

x868^5  cd,  by  J.  W.  Downer  1887,  X890-9X  ed.  by  G.  N.  Hardy  ft  T. 

1876-81  cd.  by  H.  F.  Downer  Hewitson 

x88a-S3  ed.  by  E.  P.  Nesbit  ft  C.  G.  Varyle     1888-89  ed.  by  G.  N.  Hardy 

1884  ed.  by  W.  R.  Phillips  1899-1900  ed.  by  J.  W.  Salxaond 

1885  ed.  by  P.  R.  Stow  ft  M.  Attenborough     None  pub.  1893-98 

South  Australia:  Reports,  Digests  of 

Lovekin,  A.     To  1884.     O.     Adelaide  1884. 

South  Carolina,  Law  of 

South  Carolina — General  Assembly.     Civil  and  crinx.  codes,     (in  South 

Carolina.     Code  of  laws.     1902) 
See  also  Practice 

South  Carolina:  Reports 

South  Carolina — Supreme  Court.        Reports,     v.  38-65,  O.        Columbia 
1894-1903. 

V.  38-44  cd.  by  R.  W.  Shand 
V.  45-65  ed.  by  C.  M.  Efird 

South  Dakota:  Reports 

South  Dakota — Supreme  Court    Reports,    v.  2-15,  O.     Pierre  i894-z9oa, 

V.  a-10  ed.  by  R.  W.  Stewart 
V.  11-is  ed.  by  H.  R.  Homer 

South  Dakota:  Reports,  Digests  of 

Tilton,  H.  G.     Index  digest  to  rep.  of  Dakota  territory  and  North  and 
South  Dakota  to  1897.     S.     Sioux  City  la.  1897. 

Sovereignty 

Leading  articles:   our  sovereign — the  people.     22  Ca.  L.  T.  343 
See  also:  Constitutional  law        Government 

Spain,  Law  of 

RaikeSi  F.  W.     Maritime  codes  of  Spain  and  Portugal  trans,  and  annot* 
O.     Lond.  1896. 
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Spain — Cortes.    Code  civil;  trad,  et  annot.  par  A.  LeT6.     O.     Par.  1890. 

Code  de  commerce;  trad,   et  amiot.   par  H.   Pnidhomme.    O. 

Par.  189Z. 

C6digo8  y  leyes  1888.     (Colecdon  de  las  instit.  polit.  y  jurid. 


v.ia-13) 

Nuevas  leyes  y  c6digos,  1894-98.     (Coleccion  de  las  instit.  etc. — 


Complemento  v.  3) 
Walton,  C.  S     Civil  law  in,  with  a  hist,  of  the  law  and  codes  of  Spain.    O. 

Wash.  1900. 
Leading  articles:  history  of.     60  Alb.  L.  J.  lox 

Special  actions  and  special  proceedings.    See  Practice 
Specific  performance 

Fry,  Sir  E.    Treatise  on;  ed.  4  by  W.  D.  Rawlins.     O.     Lond.  1903. 
Pomeroy,  J.  N.    Treatise  on.     Ed.  2.     O.     N.  Y.  1897. 
Leading  articles:  building  contracts.     56  Cent.  L.  J.  4 

burden  of  loss,     i  Columb.  L.  R.  z 

contracts  for  continuous  personal  relations.     14  Ca.  L.  T.  z,  Z77 

lack  of  mutuality.     40  Am.  L.  Reg.  (n.  s.)  270,  383,  447 »  507,  559;   3 
Columb.  L.  R.  z 

lack  of  mutuality — ^vendor's  right — ^time — perfecting  title— damages. 
4z  Am.  L.  Reg.  (n.  s.)  65,  aSz,  329,  394,  523.  639;  42  id.  z,  S9X 

title  resting  on  adverse  possession.     33  Axq,  L.  Rev.  357 
See  also:    Actions  and  defenses        Equity        Vendora  and  purchasen 

Stages 

Bozmer,  G.  A.     Law  of  motor  cars,  hackney  and  other  carriages     O. 

Lond.  Z897. 

Stamp  acts.  See  Revenue  laws 
Stare  decisis.  See  Res  judicata 
Statute  law 

American    corporation    legal    manual,    v.  2-5,  7,  9- z 2,  O.     Plaizifield    St 

Newark  1894-1904. 
V.  2-s,  7  by  C.  L.  Bor^meyer 
V.  9-X2  by  B.  0.  Keasbey  &  A.  V.  D.  Honeyman 

Chitty,  J.     Statutes  (of  Great  Britain)  of  prac.  utility,  with  notes;  ed.  5 

by  J.  M.  Lely.     14V.  O.     Lond.  Z894-Z902. 

V.    14,   X895-Z90X 

passed  1895-1902      8v.  O.     Lond.  Z895-Z903. 

Coleccion  de  las  izistituciones  poHticas  y  jurldicas  de  los  pueblos  znodemoi, 

por  V.  Romero  y  Giron  y  por  A.  Garcia  Moreno.     Z3V.  O.      Madrid 

1885-94. 
Complemento;  ap^ndice    z-zo.   anuario  de  legisladon   universal, 

Z894-98.     V.  z-zo,  O.     Madrid  Z895-Z900. 
Cuznzning,  R.  C,  Gilbert,  F.  B.  ft  Woodward,  H.  L.     Azmotated  (stock) 

corporation  laws  of  all  the  states.     5  v.  Q.     Alb.  Z899-Z903. 

Statute  of  frauds 
Browne,  C.    Treatise  on   construction  of;  ed.  5  by  author  and  J.  A. 
Bailey  jr.     O.     Bost.  Z895. 
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leading  articUs:  agreements  not  to  be  performed  within  a  year,    ap  Am. 
L.  Rev.  481 
promise  to  answer  for  tort  of  another.     5  Couns.  191,  a  S3 
sale  of  standing  trees.     8  Harv.  L.  R.  367 

Statute  of  limitations.    See  Limitation  of  actions 
Statutes 

Blacky  H.  C.     Handbook  on  construction  and  interpretation  of  the  laws. 

O.    St  Paul  1896. 
Hardcastle,  H.    Treatise  on  construction  and  effect  of;  rev.  ed.  3  by  W.  P. 

Craies.     O.     Lond.  190Z. 
Hazwell,  Sir  P.  B.    On  interpretation;  ed.  3   by  A.   B.   Kempe.    O. 

Lond.  1896.  • 

Sanderson,  J.  P.    Validity  of,  in  Pennsylvania.     O.     Phil.  1898. 
Leading  articles:    canons  of  construction.     20  Ca.  L.  T.  198,  931 

from  what  period  does  an  act  affect  existing  rights.     50  Cent.  L.  J.  480 

interpretation — doctrine  of  ejusdem  generis.     31  Ca.  L.  J.  146,  187 

Stenography.    See  Shorthand 
Sto€k 

Thompson,  S.  D.     Law  rel.  to.     (see  his  Commentaries  on  corporations) 
Leading  articles:  conditional  subscriptions.     37  Am.  L.  Reg.  (n«  s.)  $29,  608 

pooling  contracts.     31  Am.  L.  Rev.  236 

purchase  by  a  corporation  of  its  own  stock.     40  Am.  L.  Reg.  (n.  s.) 

398 
transfers  of  stock  and  attaching  creditors.     30  Am.  L.  Rev.  223 

tmrecorded  transfers  of  corporate  shares.     35  Am.  L.  Rev.  238 

See  also:  Joint  stock  companies        Securities 

Stockbrokers 

BrodhuTBt,  B.  E.  S.    Law  and  prac.  of  the  stock  exchange.    O.     Lond. 

1897. 
Stutfield,  6.  H.     Rules  and  usages  of  the  stock  exchange;  ed.  2  by  author 

and  H.  S.  Cautley.     O.     Lond.  1893. 

Ed.  3.     O.     Lond.  1901. 

Leading  articles:  dealing  in  "futures."    33  Am.  L.  Reg.  (n.  s.)  436 

gambling  contracts.     47  Cent.  L.  J.  169;  6  Mich.  L.  J.  35 

gambling,  what  is.     10 1  Law  T.  462 

law  reL  to.     8  Harv.  L.  R.  435 

Stock  exchange.    See  Stockbrokers 
StocklMriders 

Cook,  W.  W.    Treatise  on;  ed.  3.     2V.  O.     Chic.  1894. 

Ed.  4,  jer  his  Trcatsie  on  cr/ry/nLlirjta 

HeUiwell,  A.  L.    Treatise  cm  tUxk  and  stockholders.     O.     St  Paul  190J. 
Israeli,  S.  IL     Nature  of  lial/ility  of  shareholders  of  corporation  undet 

statute  imposing  liability  additional  to  that  for  sV^k  subscribed.     O. 

PhiL  1901. 
Thonqisoii,  S.  D.     Law  rd,  Vj.      (u€  hit  Commentaries  on  oorporations) 
Leading  articles:  interference  in  management  of  the  er/rporttkm,     37  Am, 
L.  Reg.  fn.  s.;  352.411,4^4 
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rights  of  minority.     50  Cent.  L.  J.  44 
rights  of  prsfeired.     56  Cent.  L.  J.  64 
Sm  also  Jmnt  stock  companies 
Stoppage  in  trausitn 

Ltading  artifUs:  law  rel.  to.     41  Cent.  L.  J.  183 
Straits  Settlements:  Reports 
Straits  Law  JounuJ.    v.  1-5  in  av.  Q.     Singapon 
Straits  Settlements — Supreme  Court    Law  reports, 
apore  1893-1901, 

».  i-i  ed.  by  W.  J,  Napier  v.  j  ed.  br  < 

T.  3  ed.  by  R.  W.  Bnddell  *  H.  Port  t.  6  sd.  by  I 

V.  4  Bd.  by  H.  Port 

Street  railways 

Brice,  S.    Law  spedall^  rsL  to  tramways  and  li 

author  and  B.  J.  Leveraon.    O.    Load.  1901. 
Hellii,  A.  J.     Law  of.    O,     Alb.  190a. 
Stt  also  Railways 
Streets 

EUiott,  B.  E.  &  W.  F.    Treatise  on  law  of  roa 

O.     Indianapolis  1900. 
Trickett,  W,    Law  of  roads  and  streets  in  Pen 
Strikes 
Benton,  J.  H.  jr.     What  is  "  government  by 

exist  in  the  U.  S.?     O.     Concord  1S98. 

Ltading  artieUs:  federal  interference,     i  Pa.  L  S 

great  trades-union  cases — Allen  ti.  Flood  and  < 

Am.  L.  Reg.  (n.  g.)  115:  iSCa.  L.  T.  110;  13 

405,  449;  32  Ir.  L.  T.  4S;  33  id,  19S,  toS;  3S 

453;  63  J.  P.  801;  36  L.  J.  446,  4S4,  46a;   17 

Rev.  139;  19  id.  37,  i8»;  iiiLawT.361;  114 
aS;  5  Scots  L.  T.  158, 166;  4a  Sol.  J.  loS,  laS, 
injunctions  against  boycotts.  55  Cent.  L,.J.  16 
labor's  right  to  persuade.  4  Brief  P.  D.  P.  34 
law  rel.  to.  loiLawT.  409 
legal  restraint.  4  Yale  L.J,  13 
malice  and  unlawful  interference.     43  Am,  L,  R 

L,  R. 449 
picketing  to  deter  workmen.     64  J.  P,  99 
rights  of  traders  and  laborers.     16  Harv,  L.  R 
lUustTolive  cases:  Manchester  (England)  trade-unio 

Wabash  R.  R.  v.  Hannahan  et  al.     1903. 
Sei  also  Conspiracy 
Study  of  law 
Brjce,  J,     Legal  studies  in  university  of  Oxford 
Hutfcnt,  E.  W,     Decade  of  progress  in  legal  educ 

190a.     O,     n.  p.  n.  d,     (L,  P,  v.  19a) 
Rogera,  H.  W.    Address  on  legal  education,  b« 
Ass'n,  July  1897.     0.     n.  p.  n.  d.     (L,  P.  v.  18; 
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Warren,  S.     Popular  and  prac.  introduction  to  law  studies;  ed.  by  I.  O. 

Thompson.     D.    Alb.  1870. 
Wilson,  Str  R.  K.     Introduction  to  the  study  of  Anglo-Mohammedan  law. 

O.     Lond.  1894. 
Leading  articles:  choice  of  profession.     60  Alb.  L.  J.  37 

historic  study  of  law.     106  Law  T.  273 

historical  method  of  study  in  Amer.  law  schools,     z  N.  Y.  L.  Rev.  194 

how  to  study  cases.     7  Law  S.  Help.  8 

law  and  its  study.     9  Jurid.  Rev.  105 

legal  education?     52  Alb.  L.  J.  357 

legal  education  in  England.     4  Am.  Lawy.  62 

preparation  for.     39  Am.  L.  Reg.  (n.  s.)  633 

preparation  for  the  bar.     53  Alb.  L.  J.  1 19 

Roman  law  in  legal  education.     51  Alb.  L.  J.  183 

study  of  common  law.     31  Am.  L.  Rev.  410,  548,  553 

suggestions  by  Prof.  G.  Chase.     5  Couns.  43 

teaching  of  law.     i  Md.  L.  Rev.  39 
Se€  also  Law  students 

Subrogation 

Leading  articles:  insurer's  right.     3  Northw.  L.  R.  163 
law  rel.  to.     54  Cent.  L.  J.  42 

Succession 

Power,  J.    Tables  showing  law  of  descent  and  distribution  (in  N.  Y.) 

O.    Alb.  1899. 
Remsen,  D.  S.     Intestate  succession  in  N.  Y.     Ed.  3.     D.     N.  Y.  1896. 
Leading  articles:  theory  of  inheritance.     8  Harv.  L.  R.  i6z 
See  also:  Revenue  laws  of  Great  Britain        Taxation 

Suffrage 

Leading  articles:  law  of  woman  suffrage.     54  Alb.  L.  J.  325 
See  also  Elections,  American 

Suicide 

Bourgarel,  G.  (Le)  suicide.  O.  Aix  1891.  (L.  P.  v.  157) 
Leading  articles:  is  suicide  murder?  3  Columb.  L.  N.  380 
right  to  die.     59  Alb.  L.  J.  196 

See  also:  Insurance,  Life        Medical  jurisprudence 

Summary  convictions.    See  Convictions 
Sunday 

Leading  articles:  works  of  charity  and  necessity.     39  Cent.  L.  J.  507 

Supervisors 

Cothran,  G.  W.     Law  of,  in  N.  Y.     O.     N.  Y.  1894. 

Morehouse,  G.  C.     Supervisors  and  assessors  manual  (for  N.  Y.)    Ed.  3. 

O.    Alb.  1897. 
Ed.  6.     O.     Alb.  1900. 

Supplementary  proceedings.    See  Practice:  New  York 
Support.    See  Easements        Mines  and  mining 
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Suretyship 
De  ColyMTy  H.  A.    Treatise  on  Uw  of  guarantees  and  of  principal  and 

surety.    Ed.  3.    O.    Lond.  1897. 
Pingrey,  D.  H.    Treatise  on  law  of.      O.    Alb.  1901. 
Rowlatti  S.  A.  T.    Law  of  principal  and  surety.    O.    Lond.  1899. 
Steams,  A.  A.    Law  of.    O.    Cin.  1903. 
Leading  articles:  law  rel.  to.     zz  Law  S.  Help.  79,  Z09 

requisites  of  contracts  of.     34  Am.  L.  Reg.  (n.  s.)  958 
5##  also  Bonds,  Official 

Surrogates 

Jessup,  H.  W.     Practice  in  Surrogates  Cts.  in  N.  Y.    O.    N.  Y.  Z899. 

Ed.  a.     V.  z-a,  O.     N.  Y.  Z903. 

Redfield,  A.  A.    Law  and  prac.  of,  in  N.  Y.    Ed.  5.    O.    N.  Y.  Z894. 

ed.  6  by  R.  L.  Redfield.    O.    N.  Y.  Z903. 

See  also  Executors  and  administrators 

Survival.    See  Actions  and  defenses 

Survivorship 

Leading  articles:  presumption  of.     33  Ca.  L.  T.  329;  a 5  Law  S.  Jour.  30 

Sweden,  Law  of 
Lehr,  E.    Elements  de  droit  civil  scandinave,  avec  la  collaboration  de 

H.  Munch-Petersen,  K.  Johanssen  et  E.  Eschelsson.     O.     Par.  Z90Z. 
Sweden — ^King  and  diet.    Codes  (civil,  penal,  commercial) ;  trad,  et  axmot. 

par  R.  de  La  Grasserie.    O.     Par.  Z895. 
Nuevas  leyes  y  c6digos,  z  894-98.     (Colecdon  de  las  instit.    etc. 

— Complemento,  v.  a ,  4, 6, 8,  zo)        > 

Switzerland,  Law  of 

Schweizerisches  dvilgesetzbuch;  vorentwurf  des  eidgenOssischen  justis — 

und  polizei-departements.     O.     Bern  Z900. 
Switzerland — ^Federal    Assembly.    Constitucion,  cddigos    y    leyes    z89a. 

(Coleccion  de  las  instit.  polit.  y  jurid.  v.  8) 
Nuevas  leyes  y  c6digos  1894-98.     (Coleccion  de  las  instit.  etc. — 

Complemento,  v.  2 , 4, 6, 8,  zo) 

Tact  in  court.    See  Advocacy 

Tariff.    See  Customs 

Tasmania:  Reports 
Australian  Law  Times,    v.  7-34,  Q.     Melbourne  Z886-Z903. 

Taxation 

Bain,  D.     Compendium  of  costs,  fees  and  taxes  in  N.  Y.     O.     N.  Y.  Z897. 
Carter,  S.  T.  jr.    Transfer  tax  law  of  N.  Y.  and  proc.  thereunder.     O. 

N.  Y.  1903. 
Cole,  E.  L.     Points  in  rel.  to  taxation  of  corporations  in  N.  Y.    O.    N.  Y. 

(1902).     (L.  P.  v.  Z94) 
Cooley,  T.  M.    Treatise  on  law  of;  ed.  3  by  A.  P.  Jacobs.      av.O.     Chic. 

1903. 
Cumming,  R.  C.  ft  Gilbert,  F.  B.    Tax  laws  of  State  of  N.  Y.  (in  force 

1898);  with  notes,  forms  etc.     Ed.  a.     O.     N.  Y.  Z898. 
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Dot  PaatoSy  B.  F.    Law  of  inheritance,  legacy  and  succession  taxes; 

embracing   Amer.    and   English   decisions   and   statutes.     Ed.  a.    O. 

St  Paul  Z895. 
FallowBy  E.  H.    Collateral  inheritance  and  transfer  tax  law  of  N.  Y.  (in 

force  1903)  with  forms.    O.     N.  Y.  1903. 
Creene,  H.  N.     Law  of  taxable  transfers  in  N.  Y.  with  notes  and  forms; 

rev.  ed.  2  by  A.  J.  Nellis.     O.    Alb.  1901. 
Hammondi  J.  H.    Taxation  of  business  corporations  in  N.  Y.     O.     N.  Y. 

1901. 
Judson,  F.  N.    Treatise  on,  in  MissourL    O.     Columbia  1900. 

Treatise  on  power  of,  state  and  federal  in  U.  S.     O.     St  L.  1903. 

Merrill,  J.  J.    Manual  of  the  taxation  of  corporations  by  the  State  of 

N.  Y.     O.    Alb.  1897. 
Michigan — ^Legislature.     General  tax  law,  1893-95-97  with  notes;  comp. 

by  R.  D.  Dix.     O.     Lansing  1898. 
Hew  Jersey — ^Taxation,  Commission  to  investigate.     Report.     O.     Trenton 

1897.     (L.  P.  V.  187) 
Hew  York  (city)  Chamber  of  Commerce.    Report  of  committee  on  state 

and  mtmicipal  taxation,  Oct.  4,  1900.     O.     N.  Y.  1900.     (L.  P.  v.  178) 

June  5,  X902.     O.     N.  Y.  1902.     (L.  P.  v.  190) 

'Hew  York — ^Legislature.    Tax  law  of  1896;  with  notes  by  J.  N.  Drake. 

O.     Alb.  1896. 

Tax  law  (1899);  with  forms  by  H.  N.  Greene.     O.    Alb.  1899. 

Walker,  F.     Taxation  of  corporations  in  U.  S.     O.     Phil.  1902.     (L.  P. 

V.  191) 
leading  articles:  assessment  of  private  property  by  front  foot  rule.     51 
Cent.  L.  J.  243,  423,  460 

assessment  of  special  franchises.     60  Alb.  L.  J.  277 

corporate  franchises.     57  Cent.  L.  J.  203 

federal  taxation  of  inheritance.     38  Am.  L.  Reg.  (n!  s.)  737 

gas  and  water  mains,  telegraph  poles  and  wires,  etc.     30  6a.  L.  J.  374 

income  tax  and  U.  S.  Sup.  Ct.     6  Am.  Lawy.  284 

railway  receipts.     29  Chic.  L.  N.  30,  38 

special  assessments  on  real  estate.     14  Harv.  L.  R.  z,  98 

taxing  power  of  U.S.     51  Alb.  L.  J.  200. 

Taxpayers  actions 

Thomson,  J.  C.     Taxpayers  actions  to  redress  municipal  wrongs  in  N.  Y. 

O.     Alb.  1900. 
See  also:  Revenue  laws  of  Great  Britain         Revenue  laws  of  United  States 

Telegraph  companies 

Leading  articles:  cipher  messages.     45  Cent.  L.  J.  188 

franchises  of.     40  Am.  L.  Reg.  (n.  s.)  336 

liability  for  error  or  delay.     53  Cent.  L.J.  i;  5  LawGaz.  245,  261 

liability  for  mental  suffering.  29  Am.  L.  Rev.  209 

liability  of.     42  Am.  L.  Reg.  (n.  s.)  715;  i  N.  Y.  L.  Rev.  204 

liability  to  addressee.     54  Cent.  L.  J.  23 

rights  of  abutting  owners.     52  Cent.  L.  J.  205 
5«r  also  Electricity 


373  NBW   YORK   STATE   LIBRARY  • 

Telephone  companies 

Leading  arHcUs:  flanchises  of.     40  Am.  L.  Reg.  (n.  s.)  336 

is  a  public  use.     17  Chic.  L.  J.  (W.)  39 

law  rel.  to  telephone.     4  Yale  L.  J.  22$ 

may  be  compelled  to  furnish  service.     54  Cent.  L.  J.  407 

rights  of  abutting  owners.     52  Cent.  L.  J.  205 
See  also  Electricity 

Tenants  for  life 

Gover,  W.  H.    Law  of  capital  and  income  as  between  Ufe  tenant  and 

remainderman.     O.     Lond.  1901. 
Leading  articles:  capital  or  income  as  between  tenant  for  life  and  remainder^ 
man.     36  Ca.  L.  J.  107 

dividends  as  between  life  tenant  and  remainderman.     55  Cent.  L.  J. 

444 

Tender 

Hunt,  A.  R.     Treatise  on  law  of.     O.     St  Paul  1903. 
See  also  Debtor  and  creditor 

Tenement  houses 
New  York — ^Tenement  House  Commission.    Tenement  house  legislatton 

in  N.  Y.,  1852-1900;  prepared  by  L.  Veiller.     O.    Alb.  1900. 
See  also  Landlord  and  tenant 

Tennessee,  Law  of 

Grayson,  D.  L.     Constitution  and  code  of;  (annot.)     2 v.  O.     Chattanooga 

1895. 
Pritchard,  R.     Treatise  on  wills  and  administration.     O      Chattanooga 

1894. 
See  also  Practice 

Tennessee:  Reports 

Shannon,  R.  T.     Tennessee  cases  with  notes.     3V.O.     Nashville  1 89S-99. 
Tennessee — Supreme   Court      Reports,     v.  93-109, 0.     Nashville    1895- 
1903. 

V.  93-108  by  G.  W.  Pickle 
V.  109  by  C.  T.  Gates  jr 

Tennessee  Legal  Reporter;  Sup.  Ct.,  ed.  by  J.  Baxter,   v.  /-2, 0.    Nashville 
1877-78. 

Tennessee:  Reports,  Digests  of 

Webb,  J.  A.     All  the  cts.     3V.  Q.     St  L.  1899. 

Terms  of  courts 

Docket ;  a  record  of  the  cts.  (of  Canada),   v.  1-8  in  iv.  Q.   Toronto  1889-97* 

New  York — Supreme  Court.     Terms  and  circuits,  1882-95.     O.     Alb.  ft 

N.  Y.  1882-94. 
1896-1902.     O.     Alb.  1896-1902. 

Texas,  Law  of 

Batts,  R.  L.     Law  of  corporations.     O.     St  L.  Z902. 
Herron,  W.  W.     Probate  laws.     O.     St  L.  1900. 

Texas — Legislature.   Penal  code  and  code  of  crim.  procedure  as  amended  to 
1896;  by  S.  A.  Wilson  and  J.  H.  McMillan.    2 v.  in  rv.  Q.     St  L.  1896. 
See  also  Practice 
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Tens:  Reports 

Kingy  W.  W.    Conflicting  civil  cases  in  Texas  rep.;  v.  3,  comp.  by  W.  W. 

King  and  S.  J.  Brooks.    O.    St  L.  1902. 
Texas — Court  of  Crim«  Appeals.     Reports,  by  J.  P.  White,    v.  32-43,  O. 

Austin  &  Galveston  1894-1902. 
Texas — Courts    of   Civil   Appc^Us.     Reports,    v.  4-28, 0.    Austin    1894* 

X903. 

V.  4:-xo  by  A.  S.  Walker 

▼.  XX  by  B.  R.  Webb 

▼.  xa-a8  by  A.  B.  Wilkinson 

Texas — Supreme  Court    Reports,    v.  86-95. 0.    Austin  1894-1903. 

▼.  86-88  by  A.  S.  Walker 
V.  89-96  by  A.  B.  Willdnaon 

Texas:  Reports,  Digests  of 

Buckler,  C.  N.    Civil  digest.     3V.  Q.     Kansas  City  Mo.   1894. 
Peticolas,  A.  B.    Index-digest;  v.  3,  1891-98.    Q.    Columbia  1899. 

Textbooks.    See  Reporters  and  text  writers 
Thames  river 

Pitt-Lewis,  6.     Handbook  of  Thames  river  law.     O.     Lond.  1900. 
Theater.    See  Places  of  amusement 
Titles  to  land 

Armour,  E.  D.    Treatise  on  investigation  of,  in   Ontario.     Ed.  2.     O. 

Toronto  1894. 
Dembitz,  L.  N.    Treatise  on,  in  U.  S.     2v.  O.     St  Paul  1895. 
Gerard,  J.  W.     Treatise  on,  in  N.  Y. ;  ed.  4  by  E.  Logan.     O.     N.  Y.  1896. 
Jackson,  W.  H.  ft  Gosset,  T.     Investigation  of  title.     Ed.  2.     O.     Lond. 

1899. 
Martin,  A.     Hudson's  Bay  Company's  land  tenures  (in  Manitoba).     Q. 

Lond.  1898. 

Maupin,  C.  W.     Marketable  title  to  real  estate;  rights  and  remedies  of 
vendors  and  purchasers  of  defective  titles.     O.     N.  Y  1896. 

Waddell  v.  Martin.     Rights  of  the  proprietors  of  eastern  N.  J.     O.     N.  Y. 
1837  .    (L.  P.  V.  189) 

Leading  articles:  liability  of  abstractors  of  title,     i  N.  Y  L.  Rev.  139 
marketable  title.     43  Cent.  L.  J.  346 

See  also:  Covenants        Deeds        Ejectment        Registration 

Tobacco 

Leading  articles:  law  rel.  to  the  use  of.     30  Ca.  L.  J.  7 
Torrens  system.    See  Registration 
Torts 

Bigelow,  M.  M.     Law  of.     Ed  7.     O.     Bost.  1901. 
Fiero,  J.  N.     Law  and  prac.  in  actions  for,  in  N.  Y.     O.    Alb.  1903. 
Jaggard,  E.  A.    Handbook  of  the  law  of.     2V.  O.     St  Paul  1895. 
Kinkead,  E.  B.    Commentaries  on  the  law  of.     2 v.  O.      San  Fran.  1903. 
Pollock,  Sir  F.    Treatise  on.     Ed.  4.     O.     Lond.  1895. 

Ed. 6.     O.     Lond.  1901. 

Amer.  ed.  fr.  English  ed.  3  by  J.  A.  Webb.     O.     St  L. 

1894. 
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RanchoddaM,  R.  &  KMhavlali  D.    Treatise  on  the  law  of.    O.     Bombay 

1897. 
Underhilli  A.    Law  of.    £d.  6.    D.    Lond«  1894. 

— —  ■'  ed.7  by  A.  Underbill  and  H.  S.  Moore.     O.     Lond.  xpoa 

WilliamS)  W.  L.    Liability  of  municipal  corporations  for.    O.    Boat. 

X90Z. 
Leading  oftieUs:  contribution  among  tort-feasors,     za  Harv.  L.  R.  176; 
X  N.  Y.  L,  Rev,  iis ; 39  Sol.  J.  175 

history  of  responsibility  therefor.     7  Harv.  L.  R.  315, 383, 44X 

history  of  trover,     xi  Harv.  L.  R.  277 

interference  with  rights  of  master  and  servant.    4  Am.  Lawy.  ao7 

is  right  of  action  in  tort  a  chose  in  action?     xo  Law  Q.  Rev.  X43 

liability  of  tort-feasors.    46  Cent.  L.  J.  387 

malicious  exercise  of  rights.     58^  J.  P.  8x4 

mistake  and  accident.     x5  Harv.  L.  R.  335 

nonliability  of  public  charitable  institutions.     53  Cent.  L.  J.  63 

privilege,  malice  and  intent.     8  Harv.  L.  R.  x,  aoo,  377 

proposed  new  definition.     12  Harv.  L^R.  335 

proximate  cause.    33  Ca.  L.  J.  7  X3 

Town  clerks.    See:    Assessors        Supervisors 

Town   officers.       See:  Assessors  Public  offices  and   officers 

Supervisors 

Toxicology.    See  Medical  jurisprudence        Poisons 
Trade-marks 

Browne,  W.  H.  Treatise  on  the  law  of ;  supplement  to  ed.2.   O.  Boat.  X898. 
Fulton/ D.    Law  and  prac.  rel.  to  patents,  trade-marks  and  designs.     O. 

Lond.  1894. 

Ed.  2.     O.     Lond.  1902. 

Greeley,  A.  P.     Foreign  patent  and  trade-mark  laws.     O.     Wash.  1899. 

Hopkins,  J.  L.     Law  of  unfair  trade.     O.     Chic.  1900. 

Kerly,  D.  M.     Law  of.     O.     Lond.  1894. 

Paul,  A.  C.     Law  of.     O.     St  Paul  1903. 

Sebastian,  L.  B.     Law  of;  ed.  4  by  L.  B.  Sebastian  and  H.  B.  Hemming. 

Q.     Lond.  1899. 
Leading  articles:   deceptive  use  of  one's  own  name.     12  Harv.  L.  R.  243 

geographical  names  as  trade  names.     ^^  Am.  L.  Reg.  (n.  s.)  514 

German  law  of  unfair  competition.     13  Law  Q.  Rev.  156 

goods  in  same  class,     i  Md.  L.  Rev.  67 

label  is  not  a  trade-mark.     41  Cent.  L.  J.  75 

law  rel.  to.     6  Mich.  L.  J  257,  317;  7  id.  87 

names  of  btiildings.     109  Law  T.  29 

piracy  in  trade  names.     23  Law  Mag.  &  R.  299 

trade  names.     40  Cent.  L.  J.  254;  41  id.  429;  100  Law  T.  602;  xo2  id. 
S;  108  id.  167;  109  id.  339;  44  Sol.  J.  548;  6  Yale  L.  J.  X4X 

unfair  competition.     7  Am.  Lawy.  285;  2  Ca.  L.  Rev.  3 19;  57  Cent.[L.J. 
no;  10  Harv.  L.  R.  275;  16  id.  272;  2  Md.  L.  Rev.  xoo 

Trades-unions 

Chalmers-Hunt,  D.  R.     Law  rel.  to.     O.     Lond.  1902. 
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Cohen,  H.  &  Howell,  0«    Trade-union  law  and  cases.    D.    Lond.  igoi. 

Tramways.    See  Street  railways 
Transvaal,  Law  of 

South  African  Legal  Handbook,  2903 ;  (ed.)  by  W.  H.  S.  Bell  and  M.  Nathan. 
O.    Grahamstown  1902. 

South  African  Republic — ^Volksraad.  Political  laws  (including  Constitu- 
tion) with  apx.;  trans,  by  W.  A.  Macfadyen.    D.     Lond.  1896. 

Transvaal:  Reports 

South  African  Republic — High  Court      Cases  decided,  1893;    rep.   by 

J.  B.  M.  Hertzog.     O.     Lond.  1903. 

Official  reports,  Z894-96.     3V.  O.     Lond.  1903. 

Transvaal — ^High  Court    Transvaal  law  rep.,  1902.    O.    Grahamstown 

X903. 

By  M.  Nathan 

Transvaal — Supreme  Court  Transvaal  law  rep.  1902.  O.  Grahams- 
town 1903. 

By  W.  A  Macfadyen  and  B.  A.  Tindall 

Treason 

leading  articles:  under  the  Roman  empire.     22  Law  Mag.  &  R.33 

Treaties 

Argentine  Republic — Congress.  Tratados,  convendones,  protocolos,  y 
demis  actos  intemacionales  vigentes;  v.  z-2,  1821-1900.  Q.  Buenos 
Aires  1901. 

Butler,  C.  H.    Treaty-making  power  of    the  U.  S.     2V.  O.     N.  Y.  1902. 

Great  Britain — Crown.  Complete  collection  of  the  treaties  and  conven- 
tions between  Great  Britain  and  foreign  powers;  comp.  by  Sir  Edward 
Hertslet.     v.  14-21,0.     Lond.  1 881-190 1. 

Herod,  J.  R.  Favored  nation  treatment;  an  analysis  of  the  clause  with 
commentaries  on  its  uses  in  treaties.     O.     N.  Y.  1901. 

Morris,  A.     Treaties  of  Canada  with  the  Indians  of  Manitoba  and  the 

Northwest  territories.     D.     Toronto  1880. 
United  States — ^President  and  Senate.     Compilation  of  treaties  in  force, 

1899.     O.     Wash.  1899. 
leading  articles:  interpretation  of.     26  Law  Mag.  &  R.)|62,  164 

Treaty  of  Paris,  1898 

Reid,  W.  Some  consequences  of;  advances  in  international  law  and 
changes  in  national  policy.     Q.     N.  Y.  1899. 

Treaty  of  Washington,  187 1 

See  also  Alabama  claims 

Trespass 

Leading  articles:  in  pursuit  of  game,     64  J.  P.[8o2 

right  to  use  force  to  remove  a  trespasser.     49  Cent.  L.  J.  483 
See  also  Torts 

Trial  by  battle.    See  Appeal  of  murder 
Trial  by  combat.    See  Appeal  of  murder 
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ttial  by  jury 

Lmht,  H.  a.     Historical  development  of  the  jti 

ester  1894. 
Thajer,  J.  B.    Prelimiiiuy  treatise  on  evidence 
development  of  trial  by  jury.     O.     Boat.  1896. 
leading  artieUs:  against  tuumimity.     4  Kao.  Citj 
development  of,  by  E.  C.  Lawrence.     14  Greeii 
for  and  against  the  jury  system.     a'West.  R.  I 
growth  of,  in  England.     10  Harv.  L.  R.  150 
is  less  than  unanimity  constitutional  f     s  Leg. 
judge  and  jury.     60  Alb.  L.  J.  39,  55 
reform  needed,     i  Columb.  L.  R.  186 
unanimity  in  verdict.     63  Alb.  L.  J.  10,  360;  6 
S*t  also  Juries 
Trial  practice.    See  Practice 
Trials,  Law  of.    See  also  New  trials 
Trials:  Collections 

Atlay,  J.  B.     *d.     Ste  Famous  trials  of  the  centu 
Browne,  O.  L.     Narratives  of  state  trials  in  19I 

iSoi-30.     Ed.  1.     IV.  O.     Lond.  1881. 
Central  Criminal  Court,  Loudon.     Sessions  papen 

v.  118-38,0.     Lond.  1893-1903, 
Chronicles  of  the  divorce  cL  and  cases  selected  fr, 

marriage,  pt  i.     D.     Lond.  1S61. 
Clinton,  H.  L.     Celebrated  trials.     O.     N.  Y.  1897 

Extraordinary  cases,     por.  O.     N.  Y.  iS9e 

Early  crim.  trials.     (13  Green  fi.  439,  488,  56a) 
Famous  trials  of  the  century;  by  J.  B.  Atlay.     O 
Ghosal,  J.    comp.     Celebrated   trials  in    India. 

Jyepoor  state  trials,  1837.     Ste  Ram,  S.  J.  et  al. 
Lailler,  H,  &  Vonoven,  H.     (Les)  erreurs  judicial 

Par.  (1896). 
Lloyd,  C.  E.     State  trials  of  Mary,  queen  of  Scots, 

Capt.  William  Kidd,  with  notes.     O.     Chic.  i8g 
Proc^  c^l^bres;  revue  mensuelle,  il.  avec  lesplaidt 

1894-1903. 

Ed.  by  B.  Uonteux 

State  trials,  political  and  social;  ed.  by  H.  L.  Stepi 

1899-1903. 
State  trials;  n.  s.    1S43-58;  ed.  by  J.   E.   P.   Wa 

1893-98. 
State  trials;  v.  6,  Tryals  for  high  treason  and  otl 


Trials:  Individual 

Ablett  V,  Douglas.    Contested  election,  N.  Y.  Ass« 

1894) 
Allain  v.  Le  Breton.     Proceedings  before  the  judic 

Council,  Feb.  17,  1857.     O.     Jersey  Eng.  1857. 
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AUbutti  i>  H.  A.  Unprofessional  and  infamous  conduct;  before  medical 
council  of  Great  Britain  at  London.  O.  Stanningley,  England,  1887. 
(Tr.v.  118) 

Allen  V.  Beaufort.  Assault;  Liverpool  Assizes,  Aug.  17,  1865.  D.  Man- 
chester Eng.  (1865)     (Tr.  v.  116) 

Alley,  J.  et  aL  Review  of  trial  for  riot,  Ct.  of  Common  Pleas,  March  zSaa. 
O.    n.  p.  1823.     (Tr.v.  121) 

Ameer  khan  &  Hashmadad  khan.  Report  of  the  proceedings  and  debates 
in  the  matters  of;  High  Ct.  Fort  William  in  Bengal,  1870.  O.  Cal- 
cutta 1899. 

American  Bell  Telephone  Co.  ▼.  Clay  Commercial  Telephone  Co.  U.  S. 
Sup.  Ct.  1887.     See  Telephone  cases 

American  Bell  Telephone  Co.  ▼.  Dolbear  et  aL  U.  S.  Sup.  Ct.  1887.  See 
Telephone  cases 

American  Bell  Telephone  Co.  ▼.  Molecular  Telephone  Co.  U.  S.  Sup.  Ct. 
1887.     See  Telephone  cases 

American  Bell  Telephone  Co.  ▼.  Overland  Telephone  Co.  U.  S.  Sup.  Ct. 
1887.     See  Telephone  cases 

American  Bell  Telephone  Co.  ▼.  People's  Telephone  Co.  U.  S.  Sup.  Ct. 
1887.     See  Telephone  cases 

Anarchists,  Chicago.     See  Fielden,  S.  et  al. 

Angell  V.  Gould.  N.  Y.  Sup.  Ct.  1896-97;  pleadings,  depositions,  exhibits, 
judgment  for  defendants,  etc.     O.     N.  Y.  1896-97. 

Armstrong  v.  U.  S.     See  Insular  cases. 

Arnold,  S.  Trial  for  murder  of  Betsy  Van  Amberg;  before  Otsego  Oyer 
and  Terminer,  June  4,  1805.     F.     (Alb.  1806)     (L.  P.  v.  201) 

Arrison,  W.  Trial  for  murder  of  I.  Allison;  before  the  Crim.  Ct.  (Ham- 
ilton CO.,  O.  Dec.  II.  1854)     O.     (Cin.)  1854.     (Tr.v.  121) 

Attorney  general  ex  rel.  St  Anne's  church  v.  Merrimack  Manufacturing  Co. 
Massachusetts  Sup.  Judicial  Ct.,    1856;  complaint.     O.     Lowell  1856. 

(Tr.v.  134) 
Bacheler,  O.     Libel;  Municipal  Ct.     D.     Bost.  1829.     (Tr.v.  119) 
Baham,  J.  jr.     Confession  in  rel.  to  murder  of  N.  Adler     O.     Auburn  1851. 

(Tr.  V.  130) 
Ball,  M.  N.     Inquest  as  to  cause  of  death;  before  Justice  Famsworth, 

St  Albans,  July  20,  1875.     O.     St  Albans  1875.     (Tr.  v.  122) 
Ballew,  S.  M.     Murder  of  J.  P.  Golden;  Texas  Dist.  Ct.,  Nov.  27,  1871; 

with  sketch  of  life  of  murderer.     O.     Qidncy  111.  1872. 

Baltimore  News.     Trial  of  3  editors.     See  Grasty,  C.  H.  et  al. 

Barber,  W.  H.     Case  of  (collected),     v.  2,  O.     v.  p.  v.  d, 

CanUnts: 

Michie,  A.     Case  of  W.  H.  Barber,  with  notes.     Sydney  1847 
Sybstance  of  evidence  (before)  Ct.  of  Queen's  Bench.     Lond.  1855. 

(The)  government  and  Mr  Barber;  a  treasury    prosecution;  exculpatory  evidence  etc. 
Ed.    Lond.  1896. 

Barth^lemy,  P.  Rev.  Anthony  Verren,  pastor  of  the  French  episcopal 
church  of  the  Saint-esprit  at  N.  Y.,  judged  by  his  works.  O.  N.  Y. 
1840. 

Bastide-Gramont,  B.  C.  et  al.  Proems  des  pr^venus  de  I'assassinat  de  M. 
Fuald^;  cour  d 'assises  de  Rodez,  181 7.     O.     Par.  181 7.     (Tr.v.  117) 

(see  Manson,  Mme  C.  E.     Memoirs.     18 18) 
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Batture  caae.    Review  of,  by  P.  S.  DuPonceau.    O.    PhiL  1809.    (' 

V.  131) 
Beauchampi  J.  O.    Life;  executed  for  murder  of  Col.  S.  P.  Sharp. 

Frankfort  Ky.  1850.     (Tr.  v.  1x8) 

Beauchamp  tragedy  as  detailed  in  the  confession  of;  with  fa 

graphical  sketch  of  CoL  S.  P.  Sharp.    S.    N.  Y.  1859. 

BeaumarchaiSi  A.  E.  de.    Report  of  U.  S.  House  Committee,  to  whc 
was  referred  the  petition  of,  Mar.  15,  18x4.    O.    Wash.  18x4.     (Tr. 

Beaumont,  J.    chi^  justict  of  British  Guiana.    Proceedings  before  t 
judicial  comxnittee  of  the  Privy  Council  of  England  for  his  removal 
the  bench^  Jtdy  6~xo,  x868.    O.    Georgetown  X869. 

Belli  Rev.  B.    Mystery  of  iniquity  imveiled;  with  trials  before  the  pr 
b3rtery  of  Geneva  and  synod,  1819.    S.     (Palm3rra)  x8ao. 

Belli  J.  A.  B.    Murder  of  R.  F.  Taylor;  Maidstone  assises,  X83X. 
Rochester,  England  1831.     (Tr.  v.  118) 

Bellinghami  J.    Accoimt  of  his  assassination  of  Spencer  PercevaL    {i 
Williams,  C.  V.    Life  and  administration  of  PercevaL     x8x9) 

Biddlei  J.  C.  &  Meredithi  W.  M«    Contempt  of  ct.;  statement.    O.    PI 
1822.     (Tr.  V.  X22) 

Bidwell,  G.    Travels  fr.  Wall  st.  to  London  prison,    il.  O.    Hartfc 

1897. 
Biles,  E.  R.    Forgery;  Ct.  of  Quarter  Sessions  of  Phil.  X858.     Charge  a 

opinion  of  Sup.  Ct.     O.     Phil.  (1859).     (Tr.  v.  X2i) 
Blodgeti  Col.  L.    Trial  before  a  general  court  martial  at  the  State  Hoi: 

in  East  Greenwich,  Oct.  33,  x83i.    O.     Prov.  1821.     (Tr.  v.  xao) 
Bogart,  Col.  J.  A.    Charges  and  specifications  against.    O.     (N.  Y.  x85; 

(L.  P.  V.  145) 
Boom,  S.  &  J.    Mystery  developed;  or,  Russell  Colvin  (supposed  to 

murdered)  in  full  life,  a  narrative  by  Rev.  L.  Haynes.    Ed.  2.    O.     Ha 

ford  1820.     (Tr.  v.  120) 

Trial  for  the  murder  of  R.  Colvin,  with  the  subsequent  wonderi 

discovery  of  Colvin  alive.     Ed.  2.     O.     Rutland  (1820).     (Tr.  v.  132) 

Ha3mes,  Rev.  L.     Sermon  on  the  development  of  the  mystei 


O.    Hartford  (1820).     (*n  Boom,  S.  &  J.    Mystery  developed.     X82 
Waldo,  S.  P.     Brief  sketch  of  indictment,  trial  and  conviction  < 


O.     Hartford  (1820).     {in  Boom,  S.  &  J.     Mystery  developed.     182 
Borden,  Miss  L.  A.     Review  of  her  trial,  by  G.  A.  Benham.     (49  Alb.  L. 

207) 
Bosschieter,  J.    Trial  of  murderers  of.    See  McAlister,  W.  C.  et  al. 
Briceland,  H.     Trial  for  murder  of  J.  Allingham,  Sup.  Ct.  of  Penn.  187 

case  and  briefs.     O.     Wash.  Pa.  (1873). 
Briggs,  C.  A.    D.  D.     Case  before  the  presb3rtery  of  N.  Y.  and  the  Genei 

Assembly,  Oct.  1891  and  May  1892.     O.     N.  Y.  1892.     (Tr.  v.  123) 
Case  before  the  presb3rtery  of  N.  Y.,  Nov.  1892;  Notice  of  app€ 

to  the  General  Assembly;  Argument  of  J.  J.  McCook  before  the  presb 

tery  of  N.  Y.;  Arguments  of  J.  J.  McCook  to  the  General  Asscmbl 

with  apx.  cont.  the  judgment  of  the  General  Assembly.     O.  N. 

1893. 
Brown,  H.     Narrative  of  the  anti-masonick  excitement  in  the  weste 

part  of  the  State  of  N.  Y.,  during  1826-29.     D.     Batavia  1829. 
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Browiii  T.    Trial  for  treason  felony;  a  poem  (satirical).    O.    Dub.  1867. 

(Tr.v.  127) 
Bruc^i  Rev,  W.    Appeal  against  the  judgment  of  the  Presbytery  of  Aber^ 

deen  (with  minutes  and  testimony),  May  1877.     O.    Aberdeen  1877. 
Bryce  ▼.  Rusden.    Trial  for  libel  in  the  High  Ct.  of  Justice,  Queen's  Bench 

division,  Mar.  4-12,  x886.     O.     (Lond.  z886) 
Bucdeuch  et  al  ▼.  Cowan  et  aL    Action  for  polluting  a  river,  before  the 

lord  justice  clerk  at  Edinburgh,  July-August  z866.     Q.     Edin.  z866. 
Buchanan  ▼.  Howland  et  al.    U.  S.  Cir.  Ct.  and  N.  Y.  Sup.  Ct.,  1862-72; 

testimony  and  points  of  counsel.     O.    v.  p.  1862-72. 
Bunker,  A.     Life  and  confessions.     O.     Phil.  (1886)     (Tr.  v.  128) 
Bunuielli,  L.    Case,  medico-legally  considered  by  Dr  Forbes  Winslow, 

O.     Lond.  1855.     (Tr.  v.  x  1 8) 
Burdell  murder.    Trial  of  Mrs  Emma  A.  Ctmningham,  or  Burdell,  in  the 

N.  Y.  Ct.  of  Oyer  and  Terminer,  May  4-8.  1857  for  the  murder  of  Dr 

Harvey  Burdell.    folded  Q.     (N.  Y.  1857) 

National  Police  Gaiette.  May  9,  1857 

BumSy  A.     History  (being  his  life  and  trial)  by  C.  E.  Stevens.     D.     Bost. 

Z856. 

Busiel,  Mrs  L.  J.     Coroner's  inquest  on  death  of.  Auburn  N.  Y.,  x86o. 

F.     (Auburn  i860)     (foKo    Tr.  v.  11) 
Newspaper  slips 

Butler,  J.  et  aL    Trial  for  misdemeanor;  N.  Y.  Oyer.  1878.     O.     N.  Y. 

1878. 
ButleTi  Miss  M.  A.     Coroner's  inquest  on  death  of;  at  North  Adams 

Mass.,  1859.     (foHo  Tr.  v.  xi) 

Newspaper  slips 

California  pious  fund  case.    See  International  arbitrations 

Campion,  W.  et  aL     Publishing  blasphemous  libels;  at  the  Old  Bailey 

sessions,  1824.     O.     Lond.  1824.     (Tr.v.  xx8) 
Caiming,  Elizabeth.     Review  of  case.     (13  Law  Q.  Rev.  368) 
Caroline,  queen  of  England.     (Tracts  chiefly  rel.  to  her  trial  for  adultery; 

collected),    v.  7,0.     Lond.  &  Dub.  v.  d. 

CdnS^fUs: 

Letter  to  Lord  Bldon.    Lond.  z8i6. 

Pavell.  S.    Letter  to  G.  Lewis.    Lond.  z8ax. 

Hartford.  P.     Letter  to  Bishop  of  Gloucester.    Lond.  i8ax. 

Lees.  H.     Address  to  king's  friends.     Dub.  1820. 

Speech  of  lord  chancellor,  Nov.  x,  x8ao.     Ed.  a.     Lond.  x8ao. 

Speech  of  the  Eari  of  Liverpool.  Nov.  3  and  4,  x8ao.     Ed.  a.     Lond.  x8ao. 

Tennyson,  C.     Observations  on  proceedings  against  the  queen.     Ed.  3.     Lend.  xSaz. 

Russ^.  J.     Letter  to  Mr^Wilberforce.     Lond.  x8ao. 

Historical  fragment  rel.  to  Qneen  Caxx)line.    Lond.  x8a4. 

Carter  v.  Skelton.     Court  of  King's  Bench,  (181 5);  taken  in  shorthand 

by  A.  Eraser.     O.     Lond.  (18x5).     (Tr.  v.  116) 
Cenci,  Beatrice  di.    Sketch  of  the  crime  and  trial  of»  by  H.  G.  Chapin. 

(12  Green  B.  631) 
(Trial  for  parricide) ;  trans,  of  the  pleading  of  Prospero  Parinado 

injher  defense,     {in  Bowyer,  G.     Dissertation  on  the  statutes  of  the 

cities  of  Italy.     O.     Lond.  1838) 
Central  Branch  Union  Pacific  R.  R.     (Arguments,  documents,  etc  in  rel. 

to  extension  of  its  road  and  aid  therefor  fr.  the  U.  S.)     O.     Wash.  1869- 

70. 
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Charles  z,  king  of  England,     Sketch  of  triaL     (zx  Gteen  B.  307) 
Childs    ▼.    Koehler.     Contested    election;  N.  Y.  Senate,  1896.     O.    A 

1896.     (Tr.v.  1x9) 
Church,  Rev,  J.    Abominable  offense;  Ct.  of  King's  Bench,  z8x7. 

Lond.  (18x7)     (Tr.  v.  X17) 
Cinq-Mars,  H.  C.  de  Ruz^,    marquis  de.     Proc^  de,  par  M.  Briguetl. 

Lyon  1874.     (L.  P.  v.  X47) 
Clark,  8.  H.    Trial  for  arson;  before  (Mass.)  Sup.  Ct.  (Salem),  Feb.  i 

17,  1821,     O.     Salem  X821. 
Cochrane,  T.     loth  earl  of  Dundonald,    Trial  before  Lord  Bllenborouj 

by  J.  B.  Atlay.     x  por.  O.     Lond.  X897. 
Cocks,  Maj.  J.  8.     Appeal  fr.  the  proceedings  of  a  ct.  martial  held  A 

23,  1856.     O.     (N.  Y.  1857)     (L.  P.  V.  X45) 
Cody,  Mrs  M.  E.     Trial  for  blackmail;  before  the  Albany  (bounty  < 

Nov.  29-Dec.  8.  1898.     O.     N.  Y.  1898. 
Cole,  Mrs  H.  T.     (kroner's  inquest   on  death  of;  at  Newton  N.  J.  x8 

(folio  Tr.v.xi) 

Newspai>er  slips 

Cole,  M.     Trial  for  wilful  murder  of   her  mother,  Agnes    Thuers,  w 

account  of  her  life  and  her  dying  speech.     O.     New  Brunswick  x8 

(Tr.v.  121) 
Collixis    V.    Derby.     (Untested    election;    N.  Y.  Senate  X899.     O.     (A 

1892) 
Conklin    v.    McGuire.     (Untested    election;    N.  Y.  Assembly    X894. 

(Alb.  1894) 
Corder,  W.     (The)  red^bam,  a  tale  founded  on  fact;  with  his  trial  : 

the  murder  of  Maria  Marten.     O.     Lond.  1828. 
Corey,  D.  H.     Report  of  trial  for  the  murder  of  Mrs  Matilda  Nash ;  bef< 

the    Sup'r  Ct.  of  Judicature  at  Keene  N.  H.,  Oct.  X830.     O.     Newp< 

1830.     (Tr.v.  123) 
Corriveau,  J.  B.     C^l^bre  procds  de,  accus^  et  trouv^  coupable  du  meur 

de  Mile  C.  Todd;    (Canada,  cour  du  banc  de  la  reine),  23-30  juil 

1856.     O.     Quebec  1856.     (In  Whelan,  P.  J.     Trial) 
Crawfurd  peerage  case.     Crawfurd  peerage;  with  other  original  genealo 

cal,   historical   and   biographical  particulars;  comp.   by  an   antiqua 

(A.  M.  Adams.)     Q.     Edin.  1829. 

Examination  of  the  claim  of  John  Lindsay  Crawfurd  to  the  tit 

and  estates  of. Crawfurd  and  Lindsay,  by  J.  Dobie.     Q.     Edin.  X831. 

Crellin  v.  M'Gill  et  al.      Abduction;  rep.   of  the   7  days  examinatic 

before  E.  Rushton.     O.     Liverpool  n.  d. 
Grossman  v.  U.  S.     See  Insular  cases 
Crowninshield,  G.  et  al.     Trial  for  the  murder  of  Capt.  Joseph  White;  l 

fore  the  Sup.  Ct.  of  Mass.,  Aug.  3-13,  1830,  rep.  by  J.  W.  Whitma 

O.     Host.  1830.     (Tr.v.  133) 

See  also  Knapp,  J.  F.     (*n  1882  catalogue) 

Cruchley,  W.     See  Ilewlitt  v.  Cruchley 
Cunningham,  Mrs  E.  A.     See  Burdell  murder 
Czolgosz,  L.  F.     See  MacDonald,  C. 

Sketch  of  trial,  by  L.  Parker,     (xi  Yale  L.  J.  80) 

D'Allain  v.  LeBreton.     See  Allain  v.  LeBreton 
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Daniel,  H.  Testimony  on  trial  for  murder  of  C.  R.  Thompson;  before 
the  Montgomery  Cir.  Ct.,  Jime  1845.     O.     Cin.  1845.     (Tr.  v.  xax) 

Daniels,  T.  H.  Some  particulars  of  the  life  of;  convicted  of  the  murder 
of  J.  Gould.     O.     Bost.  1819.     (Tr.  v.  130) 

Davies,  H.  A.  Regina  v.  Davies  and  the  Shipway  genealogy;  the  story  of 
a  remarkable  pedigree  fraud  (with  full  rep.  of  the  trial)  by  W.  P.  W. 
Phillimore.    il.  O.     Lond.  1899.     (Tr.  v.  131) 

Daviess,  S.  Trial  f6r  the  murder  of  H.  P.  Smith;  at  a  ct.  held  in  Harrods- 
burg,  Sep.  11,  i8z8;  with  apx.     D.     Frankfort  2819. 

Davis,  Jefferson.     Sketch  of  trial,  by  C.  M.  Blackford.     (7  W.  Va.  Bar  239) 

Davison,  T.  Publishing  a  blasphemous  libel;  Ct.  of  King's  Bench  1820. 
O.     Lond.  1820.     (Tr.  v.  117) 

Dayton  MTg  Co.  v.  Metal  Polishers  etc.  Union  no.  5  et  al.  Injunction  case 
in  the  Montgomery  co.,  O.,  Ct.  of  Common  Pleas,  May  190 1.  O.  Day- 
ton 190 1.     (Tr.  v.  130) 

DeLima  v.  BidwelL  Brief  and  argument  in  the  case,  by  P.  R.  Coudert. 
O.     N.  Y.  (1901) 

See  Insular  cases 

Derry  v.  Peek.  Prospectus  makers  and  the  public;  the  Pl3rmouth  tram- 
ways case,  its  consequences  and  the  need  of  legislation.  O.  Lond. 
(1890) 

DeWolf,  O.  Trial  for  the  murder  of  W.  Stiles,  in  the  Sup.  Judicial  Ct.  of 
Mass..  Jtme  10,  1845;  including  his  confession.     O.     Worcester  (x845)« 

Dooley  v.  U.  S.     See  Insular  cases 

Dorr,  T.  W.    See  Mowry,  A.  M. 

Douglass,  R.  Murder  of  S.  H.  Ives;  Steuben  Oyer  and  Terminer,  Mar. 
21,  1825.     O.     Bath  1888. 

Trial  for  the  murder  of   S.  H.  Ives;    before   Steuben  Oyer  and 

Terminer,  Mar.  21,  1825.     O.     Bath  1888.     (Tr.  v.  124) 

Dowling,  J.     Sketch  of  life  and  trial.     See  Lives  of  the  felons 

Downes  v.  BidwelL    See  Insular  cases 

Downing,  J.     Report  of  trial,  for  murder  of  S.  Whitehouse;  before  the 

Salop  assizes,  Aug.  3,  1822.     O.     Birmingham  1822.     (Tr.  v.  227) 
Dreyfus,  A.     (Le)  procds  Dreyfus  devant  le  conseil  de  guerre  de  Rennes, 

7   aodt — 9  sept.    1899;  compte  rendu  st^nographique   *' in  extenso.'* 

3V.  O.     Par.  1900. 

See  also  Harding,  W.  ed. 

Durrant,  W.  H.  T.     Murder  of  Miss  Blanche  Lamont;  in  the  Sup'r  Ct., 

San  Francisco,  July — Nov.  189S;  Transcript  on  appeal  in  the  Sup.  Ct. 

of  Cal.  1896.     O.     San  Fran.  1896. 

Report  of  trial,  for  murder  of  Blanche  Lamont,  before  the  Sup'r 

Ct.,  San  Francisco,  by  E.  D.  Peixotto.    il.  O.     Detroit  1899. 

Review  of  trial.     (30  Am.  L.  Rev.  29) 


Ely  and  Littleton  riots,  i8z6.    See  Johnson,  C. 

Errington  divorce  case.     Trial  in  the  Bishop  of  London's  Ct.  at  Doctor's 

Commons.     O.     n.  p.  n.  d.     (Tr.  v.  127) 
Exeter  v.  Drakard.     Libel;  Ct.  of  King's  Bench,   1818.     O.     Stamford 

Eng.  (1818)     (Tr.  V.  117) 
Fallows,  8.     Report  of  trial,  for  the  wilful  murder  of  Betty  Shawcross; 

tried  before  Chief  Justice  Warren,  Ap.  iz,  1823.     O.    Chester,  England. 

1823.     (Tr.v.  125) 
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Faowlck,  Sir  J.     High  tnaaoa;  (before  the  PsrliuiMOt  of  GtMt  fii 

1696).     D.     Lond.  1709. 
Ferftuoa,  B.     Report  of  trial  for  murder  of  Hn  B.  A.  Fsrgnaoii;  C 

Common  Pleas,  Portsmouth  (N.  H.).  Feb.  1841,  by  C.  B.  Potter. 

Concord  1841.     (Tr.  v.  lai,  13s) 
Fteldeo,  S.  et  at     Reaaons  for  pardoning  Fielden,  Neebe  aad  Sch 

D.     (Springfield  1893)     (Tr.v,  ia») 
Fletcher,  Rto.  A.     Ecclesiastical  trial;  before  aasodata  synod.     O.     L 

1834.     .{toUh  Review  of  trial  and  reasons  for  his  rongnatioQ,  b; 

defendant)    D.    (Lond.  1835) 
■  Trial  bofore  the  unitad  associat«  irnod.     O.     Lond.  1834. 

V.  HI) 

Floyer,  W.  H.  C.     Proceedings  against,  for  libel  on  Sir  R.  Peel;  in  th< 
ot  Kill's  Bench,  June  a8  and  July  a,  iSar.    O.     Lond.  18*1. 

V.   137) 

Foote,  H.  L.     Sketch  of  life  and  adventures,  with  his  confession  ol 

murder  of  Emily  H.  Cooper.     O.     New  Haven  1850. 
Fonqoet,  If.     Procis,  par  L.  Deioy.     O.     Par.  1883.     (Tr.v.  147) 
Fourteen  diamond  ringi  v.  V.  S.    St*  Insular  cases 
Friday  ▼.  Groluun.    Contested  election;  N.  Y.  Assembly  1894-     O. 

1894-     (Tr.v.  119) 
FnaU^,  J.   B.    Assassins  de.    S*t   Bastide-Gramont,    B.    C;  Uai 

Mm4  C.  E. 
Gaines  v.  Chew,  Relf  et  aL     Report  of  the  great  Gaines  case  in  the  ' 

Cir.  Ct.,  Jan.  *3-Feb.  at,  1850;  rep.  by  A.  Walker.     O.      N.  O.  1 

(Tr.  V.  130) 
Gamble  tragedy.     St*  Merchant,  T.  M. 
Gardner  peerage  case.     Medical  evidence  in,  with  notes  by  R.  Lyall.     £ 

O.     Lond.  1837.     (Tr.  v.  laC) 
Garrison,  W.  L.     Sketch  of  the  trial  of,  for  an  alleged  libel  on  F.  T 

Baltimore  City  Ct.  1830.     O.     Host.  1834-     (Tr.  v.  131) 
Gedge  et  al  v.   Bames.     Slander;  Queen's  Bench  division  at  Lou 

Dec.  s-7.  1887.     O.     (Lond.  1888)     (Tr.v,  116) 
George,  Mrs  Annie  E.     Trial  tor  murder    of  G.  D.  Saxton;  before 

Common  Fleas,  Canton,  Ap.  4-3'G,  1899.     U.  O.     Wooater  1899. 
Gibberson  v.  Charlton.     Seduction;  Ct.  of  King's  Bench  1816.     O.     L 

(1816)     {Tr.v,  117) 
Gibbs,  C.     Confession;  executed  in  N.  Y.,  Ap.  13,  1831  for  murder. 

Providence  1831.     (Tr.  v.  133) 
Gilman,  E.     Murder  of  Mrs  H.  B.  Swan;  Sup.  Ct.  of  Me.  1863.     O.     ] 

land  r863. 
Goetz  T.  U.  S.    5««  Insular  cases 
Gonzalez  divorce  case.     Informacion  por  Laura  M.  de  Gonzalez  cc 

su  esposo  Manuel  Gonzalez.     O.     Hex.  1886. 
Gore  V.  Foster.    Trial  in  the  Ct.  of  Common  Pleas,  Ap.  34,  1833  foi 

recovery  of  the  value  of  clothes  made;  rep.  by  P.  Egan.     O.     (L 

18^3)     (Tr.v.  135) 
Gould,  J.     Action  for  dower.     See  Angell  ir.  Gould 
Blackmail  against  the  heirs  of.     Str  Cody,  Mrs  M.  E. 
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Graham,  J.    Trial  for  the  murder  of  H.  Cameron  and  A.  M'Gillavrae  (in 

the  Delhi  N.  Y.  Oyer  and  Terminer)  Jime  17,  1814.     O.    Alb.  1814. 

(Tr.  V.  122) 
Orahami  T.    Trial  for  perjury,  in  the  Ct.  of  Common  Pleas,  Cincinnati, 

Aug.  182 1.    O.    Cin.  1821.     (Tr.  V.  i2x) 
Orasty,  C.  H.  et  aL    Trial  for  a  crim.  Hbel;  in  the  Crim.  Ct.  of  Baltimore. 

May  26-29,  1893.    O.     Bait.  1893. 
Great  Wahabi  case.    See  Ameer  khan  and  Hashmadad  khan 
Oreen,  E.  W.    Life,  character  and  career;  the  murderer  of  P.  Converse. 

O.    Bost.  1864.     (Tr.  V.  122) 
Oreen,  H.  G.    Trial  (for  murder  of  his  wife;  before  Rensselaer  Oyer  and 

Terminer,  July  7-19,  1845)  with  his  confession.     O.     Alb.  184$.     (Tr. 

V.  128) 
Green,  S.    Life;  executed  at  Boston  Ap.  25,  2822  for  the  murder  of  Billy 

Williams.     O.     Bost.  1822. 
Gregson   ▼.    MTaggart    Crim.    con.;  Ct.    of   King's    Bench,    1808.    O. 

Lond.  1808.     (Tr.  v.  118) 
Grissom,  E.    M.  D.     (Cruelty  and  other  misconduct,  as  sup't  of  N.  0. 

Insane  Asylum) ;  arguments  of  S.  Whitaker,  A.  M.  Wadddl  and  C.  M. 

0>oke.     O.     Raleigh  1889. 
Gwinett,  A.     Life  and  adventures;  with  an  account  of  J.    Matthieson 

executed  for  forging  the  notes  of  the  Bank  of  England.     O.     Phil. 

1784.     (Tr.  V.  122) 
Harding,  W.    ed.    Dreyfus;  the  prisoner  of  Devil's  island;  (sketch  of 

his  trial  for  treason),    il.  O.     (Hartford  1899) 
Harris  ▼.  Jenkins.    Attack  on  the  (N.  C.)  Legislature  of  1874-75;  stun- 

mons,  complaint  (orders  of  ct.  etc.)     O.     Raleigh  1875. 
Harris,  C.  W.     Sketch  of  his  crime,  by  H.  G.  Chapin.     (14  Green  B.  36) 
Hart,  J.  H.  et  al.     Libel;  Ct.  of  King's  Bench,  Jtme  1808.     D.     Lond. 

(1808) 
Haskell,  J.     (Trial  before)  the  Ct.  of  Impeachment  of  Tenn.  by  F.  S. 

Heiskell  and  A.  A.  Hall.     O.     Knoxville  1831. 
Hawaiian  case.    See  Insular  cases 
Hayward,  H.  T.     Murder  of  Catherine  M.  Gring;  Dist.  Ct.  of  Hennepin  co., 

Minn.  Jan.  1895,  by  S.  C.  Wade.     D.     Chic.  1895. 
,Heaman,  P.  et  al     Piracy  and  murder;  High  Ct.  of  Admiralty  at  Edin- 
burgh, by  A.  Stuart.     D.     Edin.  182 1. 
Helsham,  Capt.  G.  P.     Report  of  trial,  for  the  murder  of  Lieut  J.  Crowther; 

before  a  special  commission,  Oct.  8,  1830.     O.     Lond.  (1830).     (Tr. 

V.  125) 
Heroy,  F.  E.     Murder  of  C.  Vanderlyn;  before  the  Sup.  Ct.  ef  N.  Y., 

Kingston,  Oct.  14-17,  1901,  as  rep.  for  the  Kingston  Daily  Freeman, 

O.     (Kingston  1901).     (Tr.  v.  134) 
Newx>aper  slips 
Hewlitt  V.  Cruchley.     Action  for  malicious  prosecution;  Ct.  of  Common 

Pleas,  July  17,  1813.     O.     Lond.  1813.     (Tr.  v.  127) 
Hill,  J.  S.  C.    Attempt  to  obtain  money  under  Jalse  pretences;  Reading 

sessions,  Oct.  1857.     O.     Lond.  1857.     (Tr.  v.  117) 
Hindes,  S.  et  aL     Proceedings  of  the  investigation  before  the  governor 

of  Md.  on  charges  for  official  misconduct,  Oct.  22,  z866.     O.     Bait. 

z866. 
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Holden  aUve  caoe.     Report  of  trial  at  Jan.  term  of  Ct.  of  Common 

county  of  Worcester,  1839.     O.     Worceater  1839.     (Tr.v.  135) 
Holmea,  H.  H.     Murder  of  B.  F.  Pitezel;  hist,  of  the  crime  etc.  by 

Geyer.     D.     Phil.  1896. 

Set  also  Mudgett,  H.  W. 

Honeyman,  J.     Sketch  of  life  and  trial.     Stt  Lives  of  the  felons 
Hopley  divorce  cue.     (A)   cry  for  justice,  by  T.  Hopley.     O. 

(1864).     (Tr.v.  U4) 
Horsman  t.   Bulmer  et  aL     Trespass   and    false  imprisonment;  ( 

Exchequer,  1819.     O.     Yort  Eng,  (1819).     (Tr.  v.  117) 
Howe,  D.  D,     (A)  great  test  case;  (incidenta  in  the  trial  oO   by 

Proctor.     O.     (Alb.  1897)     {set  kis  Writings) 
Howe,  W.    Trial  for  the  murder  of  B.  Robbins,  before  the  Stafford 

assizes.  Mar.  16,  1813.     D.     Stafford  1813.     (Tr.  v.  114) 
Hughes  7.  HTurk.     Proceedings  in  an  appeal  before  the  Privy  C 

fr.  Demerara,  May  3,  1S16.     O.     Lond.  1819.     (Tr.  v.  136) 
Hum  V.  IT.  Y,  &  Porto  Rico  Steamship  Co,    Stt  Insular  cases 
Hyde  T.  Continental  Trust  Co.  Stt  United  States  income  tax  cases. 
Independent  Whig.     Trial  for  Ubel.     See  Hart,  J.  H.  et  al 
Indiana — Senate — Arbitrary  arrests,  Conunittee  on.     Report  and  evi 

1S63.     O.     Indianapolis  1863. 
Indiana — Senate — Bank  investigating  committee.    Journal,  testimon 

rep.  i8S7-     O.     Indianapolis   1857. 
Tnfiii^r  cases.     U.  S.  Sup.  Ct.  1900;  records,  briefs  etc.,  comp.  by 

Howe.     O.     Wash.  1901. 
Insular   cases,   Supreme   Ct.    and    the;  by  L.  S.  Rowe.     O.     Phil. 

{L.  P.  V.  191) 
Ireland  crimes  act;  how  the  act  is  administered.     O.     (Dub.  1881 
Ives  V.  Hazard  el  al.     J.  M.  Blake's  argument  in  Ubel  suit  of  At 

Hazard.     O.     Prov.  1861. 

Remarks  of  S.  Ames  in  explanation  of  his  rep.  of  the  casi 

Providence   18S9. 

Speeches  of  N.  F.  Dixon  and  T.  A.  Jencks  on  resolution  to 

decree  of  the  Sup.  Ct.     O.     Providence  1859- 

Jang  Bahadur;  Review  of  case  of.  by  Sanwal  Singh.  O.  Blirzapur 
Japanese  causes  c^ldbres.  (4  Green  B.  563;  9  id.  3S9;  10  id.  187) 
Jesus   Christ.     Reviews   of   trial   of.     See   Chapman,   R.   C. ;   Dupii 

Gaynor,  W.  J,;  Innes,  A.  T.;  Van  Gleet,  J.  S. 
Jochim,  J.  W.  et  al.    Papers  in  the  matter  of  the  removal  of,  as  the  '. 

of  State  Canvassers;  before  the  governor  of  Michigan,  Feb.  189. 

Lansing  1 89  5. 
Johnson,  A.     president.     Sketch  of  trial,     (i  West.  R.  L.  J.  1,3s) 
Johnson,  C,     Account  of  the  Ely  and  Littleport  riots  in  1816.     S. 

1893-     (Tr.  V.  117) 
Johnson,  Mrs  E.    Coroner's  inquest  on  death  of;  at  Utica  N.  Y., 

(folio  Tr.  V.  II) 

Jyepoor  state  trials,  1837.    See  Ram,  S.  J.  et  al. 
Ealanianaole,  J.  C.     Habeas  corpus;  Sup.  Ct.  of  Hawaiian  island! 
1895.     0.     Honolulu   1895- 
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KeUogg  &  Co.  V.  Dibble  &  Co.    (Review  of  trial  of)  by  LeG.  Marvin.    O. 

Buffalo  1841.     (Tr.  V.  124) 
Kenealy,  E.    Cruelty  to  a  child;  Ct.  of  Queen's  Bench,  1850.     D.     (Lond. 

1850)     (Tr.  V.  118) 
Kennedy,  A.     Remarkable  convictions,  by  a  writer  to  the  Signet.     O. 

Edin.  1865. 
Kennedy  v.  Broun  &  wife.     Report  of  the  trial  of,  before  Lord  Chief 

Justice  Cockbum,  Mar.  26-29,  (1862).     O.     Lond.  (1862)     (Tr.  v.  125) 
Kirwan,  W.  B.     (The)  Kirwan  case;  illustrating  the  danger  of  conviction 

on  circumstantial  evidence  and  the  necessity  of  granting  new  trials 

in  crim.  cases.     O.     Dub.  1853. 
Defense,  with  opinion  of  Dr  A.  S.  Taylor  that  "  no  murder  was 

committed."    O.     Dub.  1853.     (Tr.  v.  118) 
Knappy  F.  W.     Murder  of  Anna  Mitchell;  before  Sup.  Ct.  at  Albany  Mar. 

30-Ap.  4,  1903,  as  rep.  for  the  Argus.     O.     (Alb.  1903)     (Tr.  v.  134) 
Newspaper  alipB 
Ki^PP*  J*  ^'  ®^  ^«    ^^^  Crowninshield,  G. 
Kneeland  ▼.  Hughes.      Contested  election;  N.  Y.  Assembly  1894.      O. 

(Alb.  1894) 
LafoUy  T.  jr.     Trial  for  manslaughter,  in  the  Essex  Oyer  and  Terminer, 

Feb.  8-11,  1869.     O.     Newark  1869.     (Tr.  v.  133) 
Lamont   ▼.  Richardson.     Contested   election;   N.    Y.    Senate    1892.    O. 

(Alb.  1892) 
Lancaster,  W.  et  al.     Trial  for  conspiracy  etc.,  before  the  Cir.  Ct.  of  U.  S. 

for  Ga.  1890,  by  M.  Erwin.  O.  Savannah  189 1.  (Tr.  v.  133) 
Land  pirates;  a  narrative,  by  M.  Erwin.  See  Lancaster,  W.  et  al, 
Langworthy  marriage.     Mrs  Langworthy's  trials  and  triumph     Q.     Lond. 

1887. 

Pall  Mall  GcuetU      extra  "  no.  35-36 

Lincoln,  A.  Assassination  of;  flight,  pursuit,  capture  and  punishment  of 
the  conspirators,  by  O.   H.   Oldroyd.     O.     Wash.  190 1. 

Lives  of  the  felons;  or,  The  American  crim.  calendar.  O.  Phil.  (1846) 
(Tr.  V.  135) 

**  Loomis  gang."     History  of,  as  pub.  in  the  Vernon  N.  Y.  Times,  Sep.  3, 

1903.     O.     (Vernon  1903)     (Tr.  v.  134) 
Newspaper  slips 
Lowther,  G.     Libel  on  a  justice  of  the  peace;  Ct.  of  King's  Bench  1804-5. 

O.    Winchester,  Eng.  (1806).     (Tr.  v.  116) 
Lured  to  death;  or,  The  Minneapolis  murder.     See  Hayward,  H.  T. 
Lyman,  Mrs  N.  T.     Trial  for  the  murder  of  E.  Gardner,  at  the  Herkimer 

N.  Y.  Oyer,  Dec.  1869.     (folio  Tr.  v.  11) 

Newspaper  slips 

Lyon,  E.  Trial  for  perjury;  in  the  Cir.  Ct.  of  Northumberland  co.  Oct. 
1804.     D.     Phil.  1816.     (Tr.  v.  123) 

McAlister,  W.  C.  et  al.  Trial  for  the  murder  of  Jennie  Bosschieter,  before 
the  Passaic  co.,  N.  J.,  Oyer  and  Terminer,  Jan.  14-18,  1901.  O.  Pater- 
son  1901. 

HacDonald,  C.  F.    M.  D.    Trial,  execution,  autopsy  and  mental  status 

of  L.  F.  Czolgosz,  assassin  of  President  McKinley,  with  a  rep.  of  the 

post-mortem  examination  by  E.  A.  Spitzka.     O.     Phil.  1902. 
Rtpr,  fr.  Phil.  Med.  Jour.,  4  Ja  1902 
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HcEa^,  M,     Law  and  supeistition;  (incidents  in  trial  of)  by  L.  B.  I 

F.     (Alb.  1886)     (ste  his  Writings) 
U'Kean,  J,     Life  of;  executed  Jan.  15,  1797  for  the  munler  of 

Buchanan.     Ed.  4-     S.     Glasg.  1797.     With  (An)  account  of  I 

cution.     S.     Glasg.  (1797) 
Mapiiie  t.  Hagulre.     Report  of  the  proceedings  in  the  Consstoi 

Dublin,  May  4.  1833,  in  a  suit  for  divorce  and  alinumy.     O,     Dul 
Maine — Le^slatnre,     Report  of  joint  select  committee  to  inqui 

condition  of  election  returns  of  Sep.  S,  1879,  with  evidence  talci 

Augusta  1 8  So. 
Maine,  U.  S.  battleship.      Naval   ct.  of   inquiry,  Peb.-Uar.   iSfi 

and  testimony.     O.     Wash.  1898- 
Manchee,  T.  J.     Libel;  Ct.  of  King's  Bench,  tSaj.     O.     Bristol 

(Tr.v.  117) 
Mancheater  (England).     Report  of  inquiry  (by  special  commismo 

acta  of  wrong  alleged  to  have  been  promoted  by  trade-union 

4-11,  1867.     O.     Mancheater  ^iStj). 
Manchester  &  Lawrence  Railroad  v.  Coocord  Railroad.  In  Sup.  Ct.  ol 

proceedings  and  testimony  before  referees.     O.     Concord  1891 
Manson,  Mnu  C.  E.      Memoiia,  explanatory  of  her  conduct  on  t 

of  assassins  of  M.  Pualdis;  trans,  fr.  the  French.     D,     Load. 
Marie  Antcrinette,  queen  of  France.     Story  of  tbe  diamond  necid 

H.  Vizetelly.     Rev.  ed.  a.     av.  O.     Lond.  1867. 
Harsaud,  B.    et  aL     Trial  for  murder  of  the  captain  and  six  men  o, 

French  ship  Alexandre;  (before  a  maritime  tribunal  at  Bros 

1839),  including  their  confessions.     O.     Newport   1839.     (Tr. 
Martial,  T.  et  al.  v.  "  Eclipse  "  Ship.     Proceedings  and  testimony 

in  Dist.  Ct.  of  the  U.  S.,  northern  dist.  of  Cal.  Dec.  1,  i8gj.     C 

Fran.  1893.     (Tr.  v.  130) 
Massachusetts— House  of  Representatives.     Report  of  the  Belcl 

election,  with  documents  and  minutes  of  arguments  in  the  ca 

Bost.  1811.     (L.  P.  V.  189) 
Matthews,  D.  et  al.    Trial  for  conspiracy.     See  Minutes  of  the  tr 

examination  of  certain  persons 
Haybrick,  Mrs  F.  E.     (Trial  for  murder  of  her  husband,  before  Li 

assizes,  July  3i-Aug.'7,  1889,  with  introduction,  etc.)  by  J.  H 

O.     Lond.   1899. 

Is  Mrs  Maybrick  guilty?     (i  Brief  loa,  336) 

Legal  aspect  of  her  case,  by  Clark  Bell.     (9  Green  B.  185] 

(The)  Maybrick  case;  statementof  the  case  as  a  whole,  bcir 

letters  to  Sir  M.   W.  Ridley,  by  A.  W,  Macdougall.     O.      Lont 


(Tr. 


125) 


-  (The)  Maybrick  trial ;  a  toxicological  study  by  C.  M.  Tidy 
Macnaraara.     O.     Lond.  1890.     (Tr.  v.  laj) 

Medico-legal  points  in  Maybrick  case,  by  H.  C.  Keating 

Med.  Leg.  J.  aS7) 

Report  of  Maybrick  memorial  committee.     {18  Med.  L^, 

631;  19  id.  589;  10  id.  ajQ,  430;  21  id,  lai) 

Task  of  the  jury  in  case  of,  by  C.  E.  Grinnell.     (13  Har 

490) 

Notes  on  Mr  Grinnell's  article.     (18  Med.  Log.  J.  tg) 
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KayiiArdi  L  H.  judge.  Investigation  into  conduct  of,  by  Legislature  of 
N.  Y.  2892;  rep.,  proceedings  and  testimony.     O.     (Alb.  2899) 

Report  of  committee  of  Association  of  the  Bar  of  the  City  of  N.  Y. 

on  the  action  of.     O.     N.  Y.  2892.     (L.  P.  v.  282) 

Merchant,  T.  M«  History  of  the  Gamble  tragedy.  O.  Walnut  Grove 
Miss.  2902. 

Michigan — ^Legislature.  Testimony  in  an  investigation  before  a  joint 
committee,  2875,  touching  the  administration  of  afEairs  of  the  state 
prison  at  Jackson.     O.     Lansing  2875. 

IGlitary  outrage  in  Georgia;  radical  rule;  arrest  of  Columbus  prisoners, 
with  facts  connected  with  their  imprisoiunent  and  release.  O.  Louis- 
ville 2868. 

IGUspaugh  V.  Adams.  Seduction;  N.  Y.  Sup.  Ct.  dr.,  Jan.  28,  2865,  as 
rep.  in  the  N.  Y.  Daily  Herald,  with  speeches  of  the  cou2isel.  O.  N.  Y. 
2865. 

lOner,  A.  Trial,  life  and  co2ife88ion,  for  the  murder  of  J.  Smith;  also 
the  trial  and  sentence  of  C.  Brown  for  highway  robbery.  O.  Provi- 
dence 2834.     (Tr.  v.  232) 

Minutes  of  the  trial  a2id  examination  of  certain  perso2is  in  the  province  of 
N.  Y.,  charged  with  co2ispiracy  against  the  liberties  of  America.  O* 
Lond.  2776.  (repr.  Phil.  2865) 

Molineuz,  (R.  B.)  v.  A  current  Cagliostro,  by  M.  De  Vars  (pseud,  of  A. 
W.  Brown),     il.  ob.  S.     Providence  2902. 

Moore,  B.  F.  et  aL    Contempt;  Sup.   Ct.  of  N.  C.     O.     Raleigh  2869. 

Moore  v.  Miller.    See  United  States  income  tax  cases.     2895. 

Morgan,  W.     Abduction  of.     See  Brown,  H.     Narrative. 

Mowry,  A.  M.  Dorr  War;  or,  The  constitutional  struggle  in  R.  I.  Q. 
Providence  2902. 

Mudgett,  H.  W.  alias  H.  H.  Holmes.  Murder  of  B.  P.  Pitezel;  Phila- 
delphia Oyer.  Oct.-Nov.  2895.     O.     Phil.  2897. 

Review  of  trial,  by  H.  G.  Chapin.     (23  Green  B.  525) 

by  M.  Arnold.     (14  Green  B.  276) 


See  also  Holmes,  H.  H. 


Mutual  Life  I2i8urance  Co.  of  N.  Y.     Examination  of  witnesses  before 

N.  Y.  Sup't  of  Insurance  Dep't  in  rel.  to  charges  agai2ist.     O.     (N.  Y. 

2870)     (Tr.  V.  232) 
Hetties,  J.  et  aL    Trial  for  the  murder  of  John  Cannon;  before  Ct.  of  Ses- 
sion, Charleston  S.  C,  Jan.  22,  2805.     O.     Charleston  2805. 
New  York  (city) — ^Alderme2i.    See  Butler,  J.  et  al. 
Hew  York  (state) — Ca2ial   Investigati2ig  Com2nis8io2i.      Report  of  com- 

22iission  appointed  by  the  governor  2898;  with  rep.  of  consulting  and 

advisory  engineers,     ob.  T.     (Alb.  2898) 
New  York  (state) — Se2iate.     Proceedings  and  testimony  before  judiciary 

committee  on  investigation  of  charges  of  bribery,  2894.     O.     Alb.  2894. 

(L.  P.  v.  145) 
New  York  (state) — State  Reformatory,  Ehnira.     Report  and   proceedings 

of  State  Board  of  Charities  rel.  to  management  of.      a  v.  O.     Alb.  2894. 
New  York  Assembly  chamber  ceili2ig.     Proceedings,  testimony  and  rep. 

of  special  committee  to  investigate  construction  of.      2V.  O.     (Alb. 

2889) 
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Howell,  B.     Report  of  the  trial,  (for  riot);  in  the  Sup.  Ct.  of  R.  I., 

iSaS-     O.     Providenea  lias-     (Tr.  v.  lao) 
Horfli  CaroUna — CommiMion  to  iimaligale  ctwrgei  of  fnod  and  coi 

tion.     Report  conceming  the  issue  of  state  bonda  to  railiOBd  compa 

made  to  the  General  Assembly,  i87i-7a>    O.     Raleigh  187a. 
Horth  Carolina — General  Assambl;.     Report  of  joint  oommittee  on  al 

of  N.  C.  dep't  of  Agriculture  and  State  Prison.     O.     Raleigh  iqc 
Horth  Carolina — Senate   Investigating   commisdon.      Report   concei 

the  issue  of  state  bonds  to  railroad  companies.  Mar.   la,   187a. 

Raleigh  1870.     {in  N.  C. — L^islature.     Documents.     1869-70,  no 
Horth  CaroHna  bench  and  bar  (C<mtempt  pioceedlap).    5m  Hoore,  1 

tt  al 
0*Connell,  D.  et  aL    5m  State  trials;  a.  s.  v.  j 
Ohio — Honae  of  RepreeeatatiTea.     Report  in  the  Hamilton  co.  ele> 

contest  cases.  i88ti.     O.     Columbus  1886. 
Oldroyd,  O.  H.     Assassiiiatioii  of  Abraham  Lincoln;  fl^;ht,  pureuit,  caf 

and  punishment  of  the  conspirators.     O.     Wash.  1901. 
O'Shaa — ^Pamell  divoEce  case.     Proceedings,  (divorce  ct.,  London,  '. 

IS.  1890).     O.     Bost.  (1890).     (Tr.v.  13s) 
Oswald,  B.    Trial  for  contempt  in  the  Sup.  Ct.  of  Pena.,  July  1788 

a  brief  account  of  proceedings  in  theGeneral  Assemblyon  tha  mem 

of  defendant  i^ainst  three  of  the  justices  of  that  ct.    O.     Phil,  i 

(Tr.  V.  130) 
Paraell,  C.  S.  et  aL     Conspiracy;  Queen's  Bench  divinon,  Dublin, 

1881.     0.     Dub.  1881. 
Peale,  P.     Review  of  proceedings  in  rel.  to  official  misconduct  of 

R.  S.  HcCullocb.     O.     Princeton  1853.     (Tr.  v.  laa) 
Pearte,  J.     Narrative  of  life  of,  with  account  of  his  (trial  for  slan' 

S.     Rutland  iSaS. 
Pennsylvania — House   of  Representativea.     Testimony,  proceedings 

rep.  of  committee  appointed  to  investigate  an  alleged  attempt  of  H 

Conrad  to  bribe  J.  Krebs.     O.     Harrisburg  1836.     (Tr.v,  lag) 
Pennsylvania — Senate.     Proceedings,   with   the   testimony    and    rep 

committee  to  investigate  attempt  to  bribe  J.  Krebs.     O.     Harris 

1836.     (Tr.v.  ia9) 
Picton,  T.     Trial  for  applying  a  most  cruel  torture  to  extort  confe: 

from  Louisa  Calderon.     O.     Phil.  n.  d. 
Pinfeerton,  A.     Criminal  reminiscences  and  detective  sketches.     O.     ^ 

18S0. 
Detective  and  the  somjiambulist;  the  murderer  and  the  for 

tcUer.     O.     Chic.  1875. 
Pollard  V.  Breckenridge.     Trial  for  breach  of  promise,  before  the  Cir 

of  Washington  D.  C,  Mar.  8,  1894.     il.  O.     n.  p.  1894. 
Pollock  V.  Farmers  Loan  &  Trust  Co.       5w  United  States  income 

cases.     1S95. 
Portlethen  case.    S*t  Bruce,  Rm,  W. 
Posey,  H.     Trial  for  the  murder  of  his  wife;  before  the  Common  Plei 

S.  C.  at  Edgefield,  Oct.  3,  1849.     0.     (Edgefield)  1850.     (Tr.  v. 
Provencher,  M.  Villcbrun,  dt(,  et  at   Proc^de;  (poisoning  F.  X.  Jout 

il,  O.     Sorel,  Quebec  1867. 


SUBJECT   INDEX   OF   LAW   ADDITIONS    1894-I903  389 

Ram,  S.  J.  et  al.    Assault  and  conspiracy;  before  special  commission, 

Jyepoor,  India,  1836.    O.    Calcutta  1837. 
Remarkable  convictions,  by  a  writer  to  the  Signet.     O.     Bdin.  1865. 
Reynolds,  C.  B.    Argument  at  trial  of,  for  blasphemy;  by  R.  G.  IngersoU. 

O.     N.  Y.  x888.     (Tr.  v.  130) 
Rizzio,  D.    See  Ruthven,  P.    lard, 
Robinson,  Mrs  H.     '*  The  veiled   murderess."    Life  and  trial,   by   D. 

Wilson.     D.    Auburn  1855. 
Runkle,  Mary.      Life  and  confession;  executed  at  Whitesboro  N.  Y., 

Nov.  9,  for  the  murder  of  her  husband.     O.     Troy  1847.     (Tr.  v.  122) 
Russell,  W.     Last  address,  delivered  in  Troy,  July  19, 181 1,  before  he  was 

executed  for  the  murder  of  M.  Backus.     D.     (Troy)  181 1.     (Tr.  v.  122) 
Ruth,  T.  H.     school  commissioner.   Report  of  joint  committee  of  Legislature 

of  S.   D.  to  investigate  the  affairs  of.     O.     (Pierre   1895.)     {Bound 

with  Taylor,  W.  W.  Investigation) 
Ruthven,  P.     lord.    Account  of  the  murder  of  Rizzio.      Q.      Edin.  1890. 
Ryves  legitimacy  case ;  an  appeal  for  royalty  to  the  Queen  from  the  Princess 

of  Cumberland.     Ed.  2.     O.     Lond.  x866. 
Sainte  Croix — de  Brinvilliers  case;  Review  by  H.G.Chapin.     (14  Green  B. 

216) 
San  Jos^  College  case;  History  and  status  of.     (11  Yale  L.  J.  331) 
Schley,  Admiral  W.  S.     Record  of  proceedings  of  a  ct.  of  inquiry  in  the 

case  of,  convened  at  the  navy  yard,  Washington  D.  C,  Sep.  12,  190X. 

2  V.  O.     Wash.  1902. 

Review  of  trial  by  C.  E.  Grinnell.    il.     (14  Green  B.  99) 

Schott   divorce   case;      (statement  by  the  defendant.)       O.       Bait.  1844. 

(Tr.  V.  128) 
9cott,  Rev.  W.  A.  D.  D.     Brief  history  of  trial  before  the  Presbytery  of 

New  Orleans,  July  1845,  and  the  General  Assembly  of  the  Presbyterian 

church  in  U.  S.,    May  1847.  by  J.  Smylie.      O.      N.  O.  1847.      (Tr. 

V.  120) 
Scott  V.  Sandford.     Review  of  the  decision  of  the  Sup.  Ct.  of  the  U.  S. 

in  the  '*  Dred  Scott  "  case.     O.     Louisville  1857.     (Tr.  v.  120) 
Selby,  H.    et  al.     Trial  (before  the  South  Lancashire  assizes),  A  p.  2-3, 

1847  for  conspiracy;  comp.  and  ed.  by  W.   P.  Roberts.     O.     Lond* 

1847.     (Tr.  V.  128) 
Seymour  ▼.  Morrell.     Report  of  the  trial  of,  (for  debt)  at  the  Gloucester 

assizes,  Aug.  9,  1850.     O.     Lond.  1850.     (Tr.  v.  121) 
Simmons,  T.     Murder  of  Mrs  Hummerstone;  Hertford  assizes,  z8o8.     O. 

Lond.  1808.     (Tr.  v.  117) 
Sloo,  R.  C.     Trial  for  murder  of  J.  E.  Hall  in  the  Cir.  Ct.  of  Gallatin  00., 

111.,  July  20-Aug.  14,  1857.     O.     St  L.  1857. 
Smith,  G.  G.    See  Ball,  M.  N. 
Smith,  J.  H.    Trial  for  complicity  in  treason  of  Benedict  Arnold,  1780; 

ed.  by  H.  B.  Dawson.     O.     Morrisania  1866. 
Smith,  W.  S..^et  al.      Review  of  trial  of.     (53  Alb.  L.  J.  182) 
Socrate,  (Le)  tribunal  des  h^liastes  et  le  procds  de,  par  H.  Bourgeois.     O. 

Nimes  189 1.     (L.  P.V.I  64) 
Son,  F.    Trial  for  the  murder  of  A.  Graham;  before  the  N.  Y.  Oycr^^and 

Terminer,  Jan.  9,  1806.     F.     (Alb.  1806)     (L.  P.  v.  201) 
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Spanish  treaty  claims  commission.  Letter  from  the  commission  transn 
ting  copies  of  papers  called  for  (by)  Senate  (of  U.  S.)  1903.  O.  Wai 
1903.     (Tr.  V.  135) 

Sparling,  W.  et  aL    Murder  of  B.  Grayson;  Lancaster  assizes,  Ap.  i8< 

O.     Liverpool  1804. 
Spicer,  H.    Judicial  dramas;  or,  The  romance  of  French  crim.  law. 

Lond.  1S72. 
Spotted  Hawk,  Review  of  the  case  of.    O.     Phil.  1898.     (Tr.  v.  124) 
Spurr,  T.  &  Hunt,  W.     Proceedings  against,  on  application,  for  cri 

information  for  libel,  in  Queen's  Bench,  Nov.   24,   z868.     O.     H 

(1868).     (Tr.  V.  127) 
Standard  Oil  Trust  cases ;  in  the  Sup.  Ct.  of  Ohio.Record.     O.      (Colimil: 

1899). 
Stratton,  S.  et  aL    See  Holden  slave  case. 

Sugden  y.St  Leonards  et  aL  In  High  Ct.of  Justice,  probate  division,  Noi 

Dec.  1875 ;  testimony  etc.     P.     Lond.  1875. 
Surratty  Mrs  M.  E.    Judicial  murder  of,  by  D.  M.  DeWitt.     D.     Bs 

X89S. 
Sutton,  R.    See  Lives  of  the  felons. 
Swearingen,  G.     Murder  of  his  wife;  life  and  confession.     O.    n.  p.  (zSai 

(Tr.  V.  x2i) 
Taylor,  W.  W.    state  treasurer.  Report  of  joint  committee  of  Legislate 

of  S.  D.  to  investigate  defalcation  of;  with  testimony.    O.     (Piei 

Z895)     (Bound  with  Ruth,  T.  H.     Investigation) 
Taylor  v.  McNulty.    Contested  election;  N.  Y.  Senate,  1896.     O.     A] 

1896.     (Tr.  v.  119) 
Telephone  cases.     (Collection  of  records,  briefs,  arguments  etc.  in  5  cas 

heard  before   the  Sup.  Ct.  of    U.  S.  Jan.-Feb.  1887)    26V.  O.     v. 

1886-87. 
Tennessee — Legislature.     Proceedings  of  joint  convention  in  contest  f 

governor  (Tumey  v.  Evans),  with  the  testimony  and  arguments 

counsel.      2 v.  O.     Nashville  1895. 
Thorn,  Mrs  M.  B.         Trial  for  murder  of  T.  Brady  and  family.  May 

1854,  with  her  confession.     O.     Norfolk  Va.  1854.     C^^*  v.  120,  Z2z) 
Thornton,  S.  Y.  et  al.     Trial  for  conspiracy,  in  the  Ct.  of  Quarter  Sessioz 

Bucks  CO.,  Pa.,  May  1821.     O.     Phil.  182 1.     (Tr.  v.  123) 
Thurtell,  J.  et  al.     Narrative  of  the  murder  of  W.  Weare,  with  a  full  re 

of  the  trial;  McGowan's  ed.     D.     Lond.  (1824). 
Tilak,  B.  G.     Trial  for  sedition;  crim.  sessions  of  Bombay  High  Ct.  Se 

1897;  ed.  by  S.  S.  Setlur  and  K.  G.  Deshpande.     O.     Bombay  189 
Townsend,  W.     Trial  for  murder  of  J.  H.  Nelles;  at  the  Haldimand  assi2< 

Sep.  24,  1857,  with  his  life.     O      Hamilton  1857.     (Tr.  v.  122) 
Travers,  G.     Report  of  trial  for  murder  of  J.  McKim  et  al,  ia  V.  S.  U 

Ct.  at  Charlestown.     O.     (Bost.  1815) 

t-p.  &  p.  91-92  wantin^r 

Trial  for  murder  of  J.  McKim,  before  the  Cir.  Ct.  ot  0.  S.,  De 

27,  1814.     O.     Bost.  1815.     (Tr.  V.  120) 

Travis'^ ' See  Spurr,  T.  &  Hunt,  W, 

Trefethen,  J.  A.  et  al.     Trial  for  murder  of  Deltena  J.  Davis,  Sup'r  Ct.  1 

Mass.,  Ap.  25,  1892.     O.     Bost.  1895. 
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Tdals;  (New  York  State  Library  collection  in  octavo),     v.  1x6-35. 

(folio).      V,  12. 

Tnmey  ▼.  Evans.    See  Tennessee — ^Legislature. 

United  States  v.  448  hogsheads,  23  tierces.    Report  of  the  case  of.     O. 

Phil.  1869.     (Tr.  V.  124) 
United  States  income  tax  cases,   1895.     (Collection  of  records,   briefs, 

arguments,  etc.  in  3  cases  heard  before  Sup.  Ct.  of  U.  S.,  Ap.-May 

1895.)     2v.  O.     V.  p.  189S. 
Van  Haun  v.  Burrows.    Trial  for  seduction  in  the  Sup'r  Ct.  of  N.  Y., 

Nov.  27-28,  1883.     O.     n.  p.  n.  d.     (Tr.  v.  124) 
Van  Hollen,  G.  S.    Trial  at  Meadville  Pa.,  May  1817,  for  murder  of 

H.  Fitzpatrick.     O.     n.  p.  n.  d.     (Tr.  v.  121) 
Wabash  R.  R.  Co.  v.  Hannahan  et  al.     Report  of  case;  in  U.  S.  Cir.  Ct., 

eastern  dist.  of  Mo.  1903.     O.     St  L.  1903. 
Waddell'v.  Martin.     Decision  of  Cir.  Ct.  of  U.  S.  for  dist.  of  N.  J.,  1837. 

O.     N.  Y.  1837.     (L.  P.  V.  189) 
Wade,  S.  C.     Lured  to  death ;  or,  The  Minneapolis  murder.     See  Hayward, 

H.  T. 
Wales,  Caroline,  princess  of,     (The)  book;  cont.  proceedings  and  corres- 
pondence on  conduct  of,  in  1806;  printed  by  R.  Edwards.     O.     Lond. 

1807. 

Fairbum's  ed.  4.     O.     Lond.  1820. 

Warren,  H.  J.     Trial  for  a  felony,  at  Taunton  spring  assizes,  1894.     O. 

Lond.  1849.     (Tr.  v.  123) 
Webster  v.   Baldwin.     Libel;  Ct.   of  Common   Pleas,   1816.     O.     Lond. 

1816.     (Tr.  V.  117) 
Weeks,  L.     Murder  of  G.  Sands;  N.  Y.  Oyer  and  Terminer,  Mar.  31  and 

Ap.  I,  1800.     O.     N.  Y.  1800. 
Whelan,  P.  J.     Proc^  de,  pour  le  meurtre  de  T.  D'A.  McGee;  (Canada, 

cour  du  banc  de  la  reine),  15  sept.  1868.     O.     Quebec  1868. 
Willey,  G,  F.     Report  of  trial  for  murder  of  D.  Glass,  Ct.  of  Common 

Pleas,    CO.    of    Rockingham,    Feb.    1841.     O.     Concord    1841.     (Tr. 

V.  122,  135)     {in  Ferguson,  B.     Trial,  1841) 
Williams,  D.     Trial  for  murder  of  I.  Lane;  before  the  Cayuga  Oyer  and 

Terminer,  June   25,    1805.     F.     (Alb.  1805)     (L.  P.  v.  201) 
Williams,  N.  W.     (Trial  before)  the  Ct.  of  Impeachment  of  Tenn.  by 

F.  S.  Heiskell  and  A.  A.  Hall.     D.     Knoxville  1829. 
Wolfert  V.  McCarty.    Contested  election;  N.  Y.  Senate  1894.     O.     (Alb. 

1894)     (Tr.  V.  119) 
Wooler,  T.  J.     Case  between  Lincoln's  Inn,  the  Ct.  of  King's  Bench  and 

Mr  T.  J.  Wooler.     O.     Lond.  1826.     (Tr.  v.  118) 
Woolley,  i?^.  W.     Libel;   Ct.  of  King's   Bench,  Dec.    1794.     O.     Lond. 

1794.     (Tr.  V.  116) 
Work,  A.    et  aL     Narrative  of  facts  respecting,  for  negro  stealing.     O. 

Quincy  111.  1842.     (Tr.  v.  120) 
York  castle.  Records  of;  by  A.  W.  Twyford  &  M.  A.  Griffiths,     pi.  O. 

Lond.  x88o. 
Yourdan,  Mrs  C.    Trial  for  murder  of  her  husband,  before  Oneida  Oyer, 

Rome  N.  Y.,  Nov.  1858      (folio  Tr.  v.  11) 
NewipAper  tUpt 
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Zola,  E.     (Criminal  libel);  proceedings  in  the  Assize  Ct.  at  Paris  (li 

D.    N.  Y.  1898. 
Review  of  trial.     (10  Green  B.  187) 

Trover.    See  Torts 

Trustee  process.    See  Attachment 

Trusts,  Commercial 

Beach,  C.  F.    Treatise  on  law  of  monopolies  and  industrial  trusts. 

St  L.  1898. 
Cook,  W.  W.    Character,  legality  etc.     Ed.  2.     D.     N.  Y.  x888. 
Dos  Passos,  J.  R.    Commercial  trusts.     D.    N.  Y.  1901. 
Eddy,  A.  J.      Law  of  combinations,  with  federal  and  state  anti 

legislation.     2 v.  O.     Chic.  1901. 
Slnoz,  P.  C.     tReport,  of  the  attorney-general  on  the  Sherman  anti 

law,  and  list  of  decisions  rel.  thereto,  also  an  address  on  the  oomn 

clause  of  the  Constitution  and  the  trust,  Pittsburg  Pa.,  Oct.  14,  : 

O.     Wash.  1903.     (L.  P.  V.  192) 
Noyes,  W.  C.    Treatise' on  the  law  of  intercorporate  rel.    O.     Bost.  : 
Stickney,  A.     State  control  of  trade  and  commerce.     O.     N.  Y.  iSc 
Leading  articles:  antitrust  legislation.     33  Am.  L.  Rev.  63 

consolidation  and  merger.     17  Chic.  L.  J.  (W.)237,  263,  269 

corporate  trusts,     i  Columb.  L.  R.  235 

pool,  the,  and  the  trust.     3  Va.  L.  Reg.  163,  241 

Supreme  Ct.  of  U.  S.  and  the  Sherman  act  of  1890.     11  Harv.  L.  ] 

trust  problem.     16  Harv.  L.  R.  79 

Trusts  and  trustees 

Anglin,  F.  A.     Limitations  of  actions  against  trustees.     O.     Toronto  : 
Birrell,  A.     Duties  and  liabilities  of  trustees.     D.     Lond.  1896. 
Chaplin,  8.     Treatise  on  express  trusts  and  powers  under  N.  Y.  re^ 
^    statutes  and  real  property  law  of  1896.     O.     N.  Y.  1897. 
Lewin,  T.    Treatise  on  law  of ;  ed.  10  by  C.  C.  M.  Dale.     Q.     Lond.  : 
Loring,  A.  P.     Trustees  handbook.     O.     Bost.  1898. 
McLaren,  J.     Law  of,  in  Scotland,     (see  his  Law  of  wills.     Ed.  3.     1 

1894) 
Perry,  J.  W.    Treatise  on;  ed.  5  by  J.  M.  Gould.       2V.  O.      Bost.  ; 
Smitii,  G.  H.     Following  trust  funds.     Q.     Phil.  1895.     {see  i  Pa.  L. 

3") 
Thomas,  E.  B.     Law  of   estates  created  by  will.     2 v.  O.     N.  Y.  i8( 

Underbill,  A.     Law  rel.  to.     Ed.  4.     D.     Lond.  1894. 

Amer.  ed.  i  by  F.  A.  and  A.  Wislizenus.     O.     St  L.  3 

Leading  articles:  California  statute  of  uses  and  trusts.     36  Am.  L. 

641 

contribution  between  co- trustees.     zo8  Law  T.  192 

custody  of  trust  securities.     114  LawT.  304 

destruction  of  express  trusts  by  merger.     3  Columb.  L.  R.  155 

discretion  of  trustees.     108  Law  T.  98 

following  trust  funds  in  equity.     39  Cent.  L.  J.  4;  2  Minn.  L.  J.  27 

in  Illinois.     35  Chic.  L.  N.  58 

investment  of  trust  ftinds.     40  Cent.  L.  J.  73 

liability  for  acts  of  co-trustee.     $S  Ir.  L.  T.  48s 

origin  of  uses      8  Harv.  L.  R.  127 


\ 
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preferences  arising  from  trust  relations,     i  Mich.  L.  Rev.  x 
resulting  trusts.     17  Ca.  L.  T.  i,  29;  7  Chic.  L.'J.  (n.  s.)  91, 172 
revocation  of  a  trust.     S7  Cent.  L.  J.  183 
secret  trusts.     22  Law  S.  Jour.  30 

spendthrift  trusts.     So  Alb.  L.  J.  6;  49  Cent.  L.  J.  185;  54'id.  382 
what  is  a  trust?     15  Law  Q.  Rev.  294 
See  also:  Charities       Perpetuity 

TuniSi  Law  of 

Tunis-Bey.  Nuevas  leyes  y  cddigos,  1896,  1898.  (Coleccion  de  las 
instit.  etc. — Complemento  v.  6,  10) 

Turkey.    See  Ottoman  Empire 
Ultra  vires 

Reese,  R.  A.     True  doctrine  of,  in  law  of  corporations.     O.     Chic.  1897. 
Thompson,  S.  D.     Law  rel.  to.     (see  his  Commentaries  on  corporations) 
Leading  articles:  corporation  leases.     14  Harv.  L.  R.  332 

nonpublic  corporations.     11  Harv.  L.  R.  387 

rights  and  remedies  of  corporation  and  stockholders  in  respect  of  unlaw- 
ful contracts.     4  Couns.  151, 183,  213 

XTnfair  competition.    See  Trade-marks 
XTnited  States  commissioners 

Garland,  A.  H.  &  Ralston,  R.  Powers  and  duties  of.  (see  their  Treatise 
on  the  constitution  and  jurisd.  of  the  U.  S.  cts.    1898.     v.i,  p.  547-84.) 

United  States,  Law  of 

Bosh,  J.  A.     National  bankruptcy  act,  1898,  with  notes,  procedure  and 

forms.     O.     N.  Y.  1899. 

Carr,  W.  W.    Judicial  interpretation  of  U.  S.  tariff  acts.     O.     Phil.  1894. 

Collier,  W.  M.     Law  of  bankruptcy  and  the  act  of  1898.     O.     Alb.  1898. 

Curtis,  B.  R.     Jurisdiction,  prac.  and  peculiar  jurisp.  of  the  cts.  of  the 

U.  S.;  ed.  2  by  H.  C.  Merwin.     D.     Bost.  1896. 
Students  ser. 

Davis,  G.  B.     Treatise  on  the  military  law.     O.     N.  Y.  1898. 

Gould,  J.  M.  &  Tucker,  G.  F.  Notes  on  the  revised  statutes  of  the  U.  S. 
V.  2-3,  Q.     Bost.  1 898-1904. 

Ueber,  G.  N.  Remarks  on  the  army  regulations  and  executive  regula- 
tions in  general.     O.     Wash.  1898. 

Thomas,  J.  L.  Law  of  lotteries,  frauds  and  obscenity  in  the  mails.  O. 
St  L.  1903. 

XJnited  States — ^Attorney  general.  Annual  rep.,  1884,  1886,  1 888-1900, 
and  apx.     i6v.  O.     Wash.  1884 — 1900. 

Do  not  contain  opinions 

Opinions,     v.  20-24,  O.     Wash.  189S-1903. 

XT.  S. — Commission  to  revise  the  laws.  Report  1901;  (proposed  judiciary 
act  and  penal  code).     O.     Wash.  190 1. 

United  States — Congress.  Compilation  of  principal  laws  rel.  to  loans  and 
the  currency.     O.     Wash.  1896.     (L.  P.  v.  182) 

Digest  of  laws  and  decisions  rel.  to  officials  of  U.  S.  cts.  with  instruc- 
tions of  the  attorney  general;  ed.  by  R.  M.  Cousar.     O.     Wash.  1895. 

Digest  of  the  military  laws  of  the  U.  S.,  1860-67;  comp.  by  J.  S. 

Poland.     O.     Bost.  1868. 
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I. 


Laws  governing  the  granting  of  army  and  navy  pensions,  wi 

regulations.    O.    Wash.  1897. 

Laws  rd.  to  navigation  and  the  merchant  marine.    O.    Waa 


1899. 


'^ 


Laws  rd.  to  the  navy,  marine  corps,  etc.,  with  digest  of  dedsio 

of  cts.  and  opinions  of  attorneys  general;  comp.  by  W.  H.  Michael. 

Wash.  1898. 
United  States — Constitutional  Convention,  1787.     Constitution  of  the  U.  I 

with    notes  of  decisions    thereon,    by    E.  £.    Bryant.     O.     Madisi 

190Z. 
United  States — General  Land  Office.      Circular  showing  the  maimer 

proceeding  to  obtain  titles  to  public  lands  under  the  homestead,  deK 

land  and  other  laws.     O.     Wash.  1899, 
United  States — ^Postoffice  Department     Postal  laws  and  regulations. 

Wash.  1893. 
United  States — State,  Department  of.    American  passport,  its  history,  an 

digest   of  laws,   rulings   and   regulations  governing  its  issuance. 

Wash.  1898. 
United  States — Supreme  Court.     General  orders  and  forms  in  bankrupts 

Nov.  28,  1898.     O.     Wash.  1899. 
Leading  articles:  contract  labor  law.     11  Harv.  L.  R.  525 
See  also:  American  law        Bankruptcy        Constitutional  law,  Americ 

Customs       Interstate  conmierce       Military  and  naval  law       Practi 

Public  lands  of  U.  S.       Revenue  laws  of  U.  S. 

United  States  marshals 

United  States — Congress.     Digest  of  laws  and  decisions  rel.  to  officials 
U.  S.  cts.;  ed.  by  R.  M.  Cousar.     O.     Wash.  1895. 

United  States:  Reports 
American  bankruptcy  reports;  ed.  by  W.  M.  Collier  et  al.    v.  1-9,  O.  A 

I 899-1903. 
American  criminal  reports;  federal  and  state  cts.       v.9,  O.       Chic.  18^ 
American  negligence  cases;  federal  and  state  cts.      v.  1-13,  O.     N. 

189S-1903. 
American  negHgence  digest  to  1902;  by  A.  J.  Hook.     O.     N.  Y.  190a. 

Amcr.  negligence  cases,  v.  x-xx 
Amer.  negligence  rep.  v.  x-9 
^  American  negligence  reports;  federal  and  state  cts.      v.  1-14,  O.     N. 
1897-1903. 
American  probate  reports;  state  cts.     v.  8.     O.     N.  Y.  1896. 
p  American  state  reports;  state  cts.     v.  34-93,  O.     San  Fran.  1894-1903. 

By  A.  C.  Freeman 

Digest  of  V.  25-48,  by  W.  S.  Church.     O.     San  Fran.  1896. 

Digest  of  V.  49-72,  by  E.  DeL.  Magee.     O.     San  Fran.  1900. 

Souvenir  volume.     O.     San  Fran.  1893. 

Atlantic  Reporter;  state  cts.     v.  27-55,  Q.     St  Paul  1894-1903. 
Federal  cases;  Cir.  and  Dist.  Cts.,  17 89-1 880.      30V.  Q.     St  Paul  1894-^ 

Digest.     Q,     St  Paul  1898. 

Table  of  the  cases  and  citations.     Q.     St  Paul  1894. 

Federal  Reporter;  Cir.  and  Dist.  Cts.    v.  57-124,  O.    St  Paul  z894-z9( 

Digest  of  V.  46-60;  also  digest  of  v.  12-14,  Sup.  Ct.  rep. 

St  Paul  1894. 
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Lttwjm  nporti ;  federal  and  itate  eta.  v.  a  x-60, 0.    Rocheater  xSps-xpoj. 

By  B*  A.  Rich  ft  H.  P.  Fttnham 

^— ~  Caae  and  oomxnent  index  to  annot.    v.  x-3, 0.    (Rocheater  X894- 

97) 

Digest  of  V.  I-40.   3V.  O.    Rochester  x894-99. 

liidex-digest  of  v.  z-50.    O.    Rochester  1901. 


national  Reporter  ajatenu    Blue  label  book;  ed.  a  to  Nov.  x7,  X893.    Q. 

St  Paul  Z894. 
Hortheaatem  Reporter;  state  cts.    v.  34-67,  Q.    St  Paul  1893*1903. 
northwestern  Reporter;  state  cts.,  new  ser.    v.  56-96,  Q.    St  Paul  1894* 

1903. 
Padfic  Reporter;  state  cts.    v.  34-731  Q*    St  Paul  1894-1903. 
Rowell,  C.  H.    Historical  and  legal  digest  of  all  contested  election  cases 

in  the  House  of  Representatives  of  U.  S.,  Z789-X90X.    O.    Wash.  Z90X. 
Sontfaeastem  Reporter;  state  cts.    v.  X8-44,  Q.    St  Paul  Z894-X903. 
Sontfaem  Reporter;  state  cts.    v.  X3-34,  Q.    St  Paul  X894-1903. 
Sonthwestem  Reporter;  state  cts.    v.  33-75,  Q.    St  Paul  X894-X903. 
Supreme  Court  Reporter,    v.  x4-a3,  Q.    St  Paul  x 894^x903. 
Titft,  6.  8.    comp.    United  States  Senate  election  cases,  x  7 89-1893;  ed.  a 

by  G.  P.  Furber.     O.    Wash.  1893. 
United  States — Circuit  Courts  of  Appeals.    Courts  of  Appeals  reports. 

V.  2~z,  5-9, 11^3.  O.     N.  Y.  X893-99. 
By  S.  A.  BUtchford 

Reports,    v.  5-58.  O.    St  Paul  X894-X903. 

Digest  of  v.  x-xo.     O.    St  Paul  1895. 

United   States — Court   of   Claims.    Reports,    v.  28-37,  O.    Wash.  X894- 

x9oa. 
By  C.  C.  Nott  ft  A.  Hopkins 

United  States — ^Interior  Department  Decisions  in  cases  rel.  to  pension 
claims,     v.  2-xx,0.     Wash.  X899-X901. 

V.  »^s  by  G.  Baber 

V.  7-8  by  J.  W.  Bizler  ft  E.  P.  HaU 

V.  gr-ix  by  J.  W.  Bixler 

United  States — ^Interior,  Department  of,  and  General  Land  Office.  Decisions 
rel.  to  public  lands,    v.  X6-31,  O.    Wash.  1893-1903. 

V.  x6-a9  by  S.  V.  Proudfit 

V.  30-3  X  by  S.  V.  Proudfit  ft  G.  J.  Hesaelmim 

Digests  of  V.  x-22,  ed.  by  S.  V.  Proudfit.      3V.  O.     Wash. 

1891-97. 

Uxdted  States — ^Internal  Revenue,  Commissioner  of.  War  revenue  deci- 
sions.   V.  1-4,  in  3v.  O.     Wash.  1899-1902. 

United  States — ^Interstate  Commerce  Commission  and  various  courts. 
Interstate  commerce  reports,     v.  4-8,  Q.     Rochester  x 89 5-1 901. 

United  States — Supreme  Court.      Reports.      v.  150-90,  O.      N.  Y.  X894- 

1903- 

V.  X50-86  by  J.  C.  B.  Davis 
V.  187-90  by  C.  H.  Butler 

Lawyers  Cooperative  Pub.  Co.'s  ed.       v.  147-90,  in  xxv. 

O.     Rochester  1894-1903. 
United  States — ^Treasury,  Department  of.     Synopsis  of  decisions  on  the 

tariff  and  other  laws.  189 3-1903.     17V.  O.     Wash.  1894-1903. 
Uxdted  States — ^Treasury,  Department  of — Comptroller.    Decisions,    v.  x- 

9,  O.     Wash.  1896-Z902. 
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Digest  1894-1903.    O.    Wash.  1902. 


United  States — ^Treasury,  Department  of — ^First  Comptroller.    Decisions, 
May  1893 — Sep.  1894,  by  R.  B.  Bowler,  comptroller.    O.    Wash.  1895. 
United  States  patent  decisions,  Z895-Z90Z.      yv.  O.     Wash.  z895'Z903. 

United  States:  Reports,  Digests  of 

American  digest;  decisions  of  the  (various  cts.  in  the  U.  S.)  as  rep.  in  the 
National  rep.  system  and  elsewhere,  1894-1903.  X4v.  Q.  St  Paul 
I 894-1903. 

century  ed.,  of  all   rep.  cases    to   1896.      v.  1-43,  Q.     St  Pau] 

1897-1903' 

V.  43  throtigh  Sheriffs  and  constables 
Ash,  M.  &  W.    Table  of  federal  citations,   1 789-1901.    [4V.  Q.     N.  Y. 

1901-2. 
Clarke,  H.  D.     Handbook  of  all  decisions  of  Sup.  Ct.  of  U.  S.,  to  1898. 

2v.  Q.     Rochester  1892-99. 
Federal  Reporter;  digest  of  v.  1-120;  also  digest  of  v.  1-23,  Sup.  Ct.  Reportei 

and  V.  106-90  U.  S.  rep.     5 v.  Q.     St  Paul  1900-3. 
General  Digest;  federal  and  state  cts.,   1894-99  (annual),     v.  9-xo,n.  s, 

V.  1-8,  O.     Rochester  1 894-1900. 
Gourick,  D.  A.     Gourick's  Washington  Digest;  monthly  digest  of  decisions 

and  opinions  rel.   to  public  lands,  x>ensions,  patents,  ctistoms,  etc., 

rendered    by   the    U.    S.    executive    departments.       v.  1-12  in  4V.  O. 

Wash.  1 889-1900. 
Lewis,  W,  D,     Supreme  Ct.  and  Cir.  Cts.  of  Appeals,  1891-95.     O.     N.  Y. 

1897. 
Rose,  W.  M.     Digest  of  U.  S.  rep.  to  1902.     3V.  Q.     San  Fran.  1903. 
Russell,  W.  H.  &  Winslow,  W.  B.     Syllabus-digest,  Sup.  Ct.   to  v.  186. 

4V.  Q.     N.  Y.  1900-3. 
United  States — Supreme  Court.     Reports;  Lawyers  Cooperative  Pub.  Co.'s 

ed.     Index  to  v.  1-186.     Ed.  1-3.     4V.  O.     Rochester  1889-1903. 

V.   I  is  Ed.  3 

United  States — Supreme  Court.  Reports;  notes  on  U.  S.  rep.  by  W.  M. 
Rose.     V.  1-13,0.     San  Fran.  1899-1901. 

Upper  Burma.    See  British  Burma 
Upper  Canada.    See  Ontario 
Uruguay,  Law  of 

Uruguay — ^Parliament.  Nuevasleyes  yc6digos,  1895,  1896,  1898.  (Colec- 
cion  de  las  instit.  etc. — Complemento  v.  3,  5,  9) 

Usage 

Leading  articles:  law  rel.  to  custom.     103  LawT.  241 
Uses.     See:  Charities      Trusts  and  trustees 
Usury 

Webb,  J.  A.     Treatise  on  the  law  of.     Q.     St  L.  1899. 
Leading  articles:  bonus  or  commission.     46  Cent.  L.  J.  446 
in  British  India.     27  Law  Mag.  &  R.  160 
law  rel.  to.     41  Cent.  L.  J.  156 
sales  as  a  cover  for.     46  Cent.  L.  J.  6$ 
See  also:     Bills  and  notes       Interest 
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Utah:  Reports 

Utah — Supreme  Court.    Reports,    v.  9-35,  O.    Chic.  1894-1903. 

V.  9  by  J.  M.  ZtOM  V.  x8-a3  by  G.  L.  Nye 

V.  xo-ia  by  J.  A.  Williams  v.  a4-as  by  J.  W.  Thompson 

V.  13—17  by  J.  M.  Tamier 

Utah:  Reports,  Digests  of 

Kinney,  C.  S.    To  1903.     Q.     Salt  Lake  City  1903. 

Vaccination 

Leading  articles:  compulsory  vaccination.     4Xaw  N.  (Am.)  224 
in  public  schools.     48  Ohio  L.  B.  292 
law  rd.  to.     9  Am.  Lawy.  52 

Valais,  Law  of 

Valais — Conseil  national.    Constitucion,  c6digos  y  leyes,  1892.     (Colecdon 
de  las  instit.  polit.  y  jurid.  v.  8) 
Vehicles.    See:  Highways      Streets 
Vendors  and  purchasers  of  personal  property.    See  Sale  of  personal 

property 
Vendors  and  purchasers  of  real  property 

Heuston,  B.   F.     Law  of  Washington  rel.   to  real  estate  transfer.     O. 

Tacoma  1894. 
Seaborne,  H.     Manual  of  law  rel.  to;  ed.  5  by  W.  A.  Jolly.     D.     Lond. 

1901. 
Van  Siclen,  G.  W.     Guide  to  buyers  and  sellers  of  real  estate.     Ed.  2.     O. 

N.  Y.  1896. 
Warvelle,  G.  W.     American  law  of.     Ed.  2.      2V.  O.     Chic.  1902. 
Leading  articles:  implied  grant  of  right  to  light.     40  Sol.  L.  466 

purchaser's  lien  for  deposit.     45  Sol.  J.  844 

real  estate  options.     51  Cent.  L.  J.  84 

review  of  Want  v.   Stallibrass   (L.  R.  8  Ex.  175).     19  Law  Q.  Rev.  161 

rights  of  purchaser  in  case  of  destruction  of  premises  after  contract. 
41  Cent.  L.J.  209,  468;  5oid.  286 

vendor's  lien  criticized.     43  Cent.  L.  J.  $ 
See  also  Waste 

Venezuela,  Law  of 

La  Grasserie,  R.  de.     R^sum^  analytique  de  code  civil.      O.      Par.  1897. 
Venezuela — Congress.     Nuevas  leyes  y  c6digos,  1893-98.     (Colecdon  de 
las  instit.  etc. — Complemento  v.  i,  3,  5,  7,  9) 

Venezuela  and  British  Guiana. 
United  States — Venezuelan  boundary  commission.     Repo^  and  accom- 
panying papers.     4V.  O.  &.sq.  F  •.      (v.  4,  maps,  sq.  F  *)      Wash.  1896- 

97. 
Venezuela — Special  commission.     (The)   case  of  Venezuela;  a  reply  to 

the  British  (claim).     O.     Atlanta  1896. 
Vermont,  Law  of.    See  also  Practice 
Vermont:  Reports 

Vermont — Supreme  Court.     Reports,     v.  66-74,  O.     Montpelier,  St  Johns- 
bury  and  Burlington  1894-1^9.03. 
V.  66-68  by  C.  A.  Prouty        y^'  o'.  ^^   ^^'^t  .y-.  7*^i  by  S.  Haselton 
V.  69-71  by  W.  P.  Stafford  yr.^    ,  v.  f^.'by  G.  M.  Powers 
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r.  g.     Helbonme  1856-57. 


lea  in  the  Sup.  Ct.,  Ct.  of  loadvM 
3T.  Q.    Helboume  1893-1901. 
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Veitod  righta.    Set  ConstitutioDat  law,  American 
Veto  power.    See  also:  Constitutional  law,  American 
ment 

Conutock,  A.     Lawi  and  britf.     O.     N.  Y.  iS9S. 
Victoria:  Reports 

Atutralian  Jurltt  ReportB;  Sup.  Ct    v.  1-5  in  av.  Q.      Hdboiumo  1871- 

V.  1-.  by  J.  L.  Parvsi  ft  W.  U'Kmlar 
T.  ]-]  by  P.  5.  Davis 

AnstnUian  I^aw  Timea.    v.  1-16  ia  i«v.  Q,     Melbonme  1880-95. 

Notts  of  cases,     v.  17-34,  Q.     Helboume  1896-1903. 

Vlctoiiui  Law  Reporb;  all  the  cts.    v.  18-18,  O.     Helboume  1S93-19 

Br  J.  B.  Box 
Victorian  Law  llmea;  all  the  cts.     a 
Victoria:  Reports,  Digests  <tf 

BagieMn,  J.  G.  et  aL     Digest  of  rep.  ca 
and  the  Cts.  of  Uines,  1885-1901. 
Villages 

Few  York  (state) — Legislature,     Laws  rel.  to  villages  in  N.  Y,,  with  no 
by  T.  S.  Becker  and  E.  D.  Howe.     O.     Rochester  1894. 

Village  charter;  laws  of  N.  Y.  reL  to  vilifies,  with  notes  by  J. 

Drake.     O.     Brockport  1894. 

Village  laws,  with  notes  by  R.  C.  Cumming  and  P.  B.  Gilbert. 

Alb.  1897. 

Virginia,  Law  of 

Ltading  articUs:  essentials  of  valid  marriage.     6  Va.  L.  Rag.  437,  511,  1 
Virginia:  Reports 

^^ginia — Court  of  Appeals.     Reports,     v.  90-100, 0.     Richmond    18; 

1903. 

V.  QO  by  G.  W.  Hiiiubrough 
V,  fli-,oo  by  M.  P.  Butki 
Virginia   decisions;   a   collection   of   cases   not   ofGcially   rep.     v.  i-i. 
Charlottesville  190a. 

Virginia:  Reports,  Digests  of 

Hunt,  S.  n.  &  Brown,  R.  H.     Complete  aonot.  digest,  1730-1896. 
O.     Pulaski.  City  8c  Luray   1897-1903. 

— —  Supplement  v.  i,  by  S.   N.   Hurst.     O.     Luray    iqoi 

Martin,  W.  B.     Index  to  Va.  rep.  to  1896.     O.     Richmond  1896. 
Wager  of  battle.    See  Appeal  of  murder 
Wagers.     See  Gaining 
War 
Burn,  W.  A.     Claims  against  the  military  during  the  South  African  w 
with  full  text  of  the  Hague  convention  concerning  the  laws  and  c 
toms  of  war  on  land.     D,     Cape  Town  1903. 
Gentilis,A.     De  jure  belli  libri  3;ed.  by  T.  E.  Holland,     sq.  O.     Ox.  18 
Pratt,  F.  T.     Law  of  contraband  of  war,  with  a  selection  of  unrep.  cat 

1740-S0.     O.     Lond.  1861. 
Wright,  R.  K,  jr.     Recognition  of  insurgents  as  belligerents  and 
status  of  insurgent  cruisers.     Q.     Phil.  1895.     (i  Pa.  L.  Ser.  491) 
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Leading  articUs:  are  food  stufb  contraband?    34  Am.  L.  Rev.  205 
effect  on  public  debts  and  treaties,     z  Columb.  L.  R.  209 

Warehouses 

Leading  articles:  liability  of  warehousemen.     45  Cent.  L.  J.  309 

Warranty 

Leading  articles:  law  rel.  to.  33  Am.  L.  Reg.  (n.  s.)  689 ;  1 1  Harv.  L.  R. 
31S 

Washington,  Law  of 

Heuston,  B.  F.     Lawjrel.  to^real  estate  transfer.     O.     Tacoma  1894. 
See  also  Practice 

Washington:  Reports 

Washington — Supreme][Court     Reports,     v.  6-31,0.     Olympia  &  Seattle 
1893-1903. 
By  E.  6.  Kreider 

Washington:  Reports,  Digests  of 

Dennis,  L.  C.  et  al.    Digest  of  v.  1-19.     Q.     Seattle  1900. 

Horan,  J.  E.     Index  digest  to  1894.     O.     Everett  1895. 

Miller,  A.  L.  Digest  of  the  rep.  of  the  Sup.  Ct.of  Washingto;i  (to  1901). 
Q.     St  Paul  1903. 

RemingtoA,  A.  Notes  on  the  Washington  rep.  (1854-1903).  O.  (Madi- 
son Wis.)  1903. 

Waste 

Bewes,  W.  A.     Law  of.     O.     Lond.  1894. 

Waters 

Coulson,  H.  J.  W.  &  Forbes,  U.  A.     Law  rel.  to.     Ed.  2.     O.     Lond. 

1902. 
Fitzgerald,  J.  V,  V.     Law  affecting  the  pollution  of  rivers  and  water 

generally.     O.     Lond.  1902. 
Gould,  J.  M.     Treatise  on  the  law  of.     Ed.  3.     O.     Chic.  1900. 
Haworth,  C.  J.     Statute  law  rel.  to  rivers  pollution.     O.     Lond.  1897. 
Wait,  J,  C.     Law  rel.  to.      {see  hts  Preliminary  operations  in  engineering. 

1900) 
Leading  articles:  fouling  streams  by  mining  companies.     33  Am.  L.  Reg. 
(n.  s.)  1,97 

jurisdiction  over  the  main  body  of  the  Ohio  river.     $3  Cent.  L.  J.  142 

land  made  by  accretion.     45  Cent.  L.  J.  148 

law  rel.  to  overflow  from  water  courses.     37  Am.  L.  Rev.  713 

pollution  by  public  corporations.     48  Cent.  L.  J.  92 

rights  in  percolating  waters,     i  CJolumb.  L.  R.  505 

riparian  rights.     49  Cent.  L.  J.  346 

surface  water  and  water  of  streams.     51  Cent.  L.  J.  360 
See  also:  Irrigation       Thames  river 

Ways.    See  Easements 
West  Virginia:  Reports 

West  Virginia — Court  of  Appeals.  Reports,  v.  38-52, 0.  Charleston 
1894-1903. 

V.  38-4*  by  T.  S.  Riley 
V.  43~46  by  E.  P.  Rucker 
V.  47-5  a  by  R.  H.  Freer 
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West  Virginia:  Reports,  Digests  of 

West  Virginia  digest  (to  1901)  by  H.  C.  Hyde  and  T.  N.  Parks.        3V.  ( 
Cin.  1902-3. 

Western  Australia:  Reports 

Western    Australia — Supreme    Court.     Law    reports,     v.  1-4, 0.     Pert 
i899-(i903). 
By  E.  A.  Harney 

Wharves.    See  Waters 
Wills 

Browne,  W.  H.     Law  of  decedents  estates  in  Penn.      2V.  O.     Phil.  189 
Godolphin,  J.      (The)  orphans  legacy;  or,  A  testamentary  abridgmen 

Ed.  3.     O.     Lond.  1685. 
Hayes,  W.  &  Jarman,  T.     Concise  forms  of  wills,  with  notes;  ed. 

J.  B.  Matthews.     O.     Lond.  1898. 
M'Laren,  J.     Law  of,  in  Scotland.     Ed.  3.     2 v.  O.     Edin.  1894. 
Page,  W.  H.     Concise  treatise  on  law  of.     O.     Cin.  1901. 
Pritchard,  R.     Treatise  on,  with  special  reference  to  Tenn.     O. 

tanooga  1894. 
Schouler,  J.     Law  of.     Ed.  3.     O.     Bost.  1900. 
Theobald,  H.  S.    Treatise  on.     Ed.  4.     Q.     Lond.  1895. 

Ed.  5.     Q.     Lond.  1900. 

Thomas,  E.  B.     Law  of  estates  created  by.     2 v.  O.     N.  Y.  1898. 
Tucker,  G.  F.     Your  will;  how  to  make  it.     D.     Bost.  1895. 
Underbill,  A  &  Strahan,  J.  A.     Principles  of  the  interpretation  of  wil 

and  settlements.     O.     Lond.  1900. 
Underbill,  H.  C.    Treatise  on.     2V.  O.     Chic.  1900. 
Leading  articles:  ancient  royal  wills.         12  Green  B.  64;  106  Law  T.  4: 

bequest  of  annuities.     34  Am.  L.  Reg.  (n.  s.)  748 

cousin-german,  who?     29  L.J.  233 

criticism  of  Jarman's  fifth  rule  of  interpretation,     i  Columb.  L.  R.  5: 

curious  and  otherwise.     13  Green  B.  567 

devises  governed  by  the  lex  rei  sitae.     41  Am.  L.  Reg.  (n.  s.)  623,  718 

"  die  unmarried  and  without  issue."     36  Ir.  L.  T.  289 

eccentric  wills.     98  Law  T.  10 

executory  devises.     4  Va.  L.  Reg.  633 

future  interests  in  personal  property.     14  Harv.  L.  R.  397 

gifts  of  consumable  articles  in  succession.     44  Sol.  J.  324 

incorporation  by  reference.     2  Columb.  L.  R.  148 

joint  and  mutual  wills.     104  Law  T.  10 1 

libellous  matter  in  a  will.     15  Harv.  L.  R.  483 

•'  maintenance  and  education."      10  LawQ.  Rev.  330;  11  id.  76,  172 

misdescription  of  real  estate  in  wills.     i7Ca.  L.  T.  201 

*•  next  of  kin."     39  Cent.  L.  J.  144 

of  unmarried  woman,  revocation  by  marriage.     S^  Cent.  L.  J.  145 

power  of  an  heir  over  an  executory  devise.     30  Am.  L.  Rev.  69 

promises  to  make  wills.     33  Am.  L.  Reg.  (n.  s.)  721 

reference  to  documents  therein.     59  Alb.  L.  J.  445 

religion  and  morality  in.     2  Ca.  L.  Rev.  343 

repugnant  conditions.     115  LawT.  561 

revocation  by  birth  or  marriage,     i  N.  Y.  L.  Rev.  61,  93 
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revocatioii  of.    40  Am.  L.  Reg.  (n-  s.)  18 
secret  trusts,     ap  L.  J.  403 

unjust  and  unnatural  wilb.    34  Am.  L.  "Reg.  (n.  s.)  247 
will  of  John  MarshalL     8  Green  B.  4 
"  without  having  been  married."    38  SoL  J.  320.  358 
See  also:  Cy-pr^       Executors  and  administratois       Pxobate,  Coort  of 
Surrogates 

Wisconsin,  Law  of 

Gary,  G.     Law  and  prac.  in  Cts.  of  Probate;  ed.  3  rer.  by  S.  W.  Gilman 

O.     Chic.  1903. 
Hamilton,  C.  H.     Law  of  ne^igenoe.     O.     Chic.  1903. 

See  also  Practice 

Wisconsin:  Reports 

Wisconsin — Supreme  Court.     Reports,     v.  85-116, 0.     Chic.  1894-1933. 
By  P.  K.  Conover 

Wisconsin:  Reports,  Digests  of 

Bailey,  W.  F.    To  1900.     3V.  Q.    Chic.  1902. 

Bumell,  G.  W.     Reference  digest,  1882-94.     O.     Chic.  1895 

Starr,  M.     Reference  digest  to  1882.     O.     Chic.  1883. 

Witnesses 

Headley,  R.    Treatise  on  competency  and  rights  of.     O.     Alb.  1897. 
Smith,  Sir  W.  C.    Competency  with  reference  to  their  religious  opinions. 

(see  his  Law  tracts,     v.  i.) 
Ought  not  to  be  required  to  bear  testimony  to  their  own  disgrace. 

{see  his  Law  tracts,    v.  i) 
Trickett,  W.     Law  of,  in  Pa.     O.     Phil.  1902. 
Wellman,  F.  L.     Art  of  cross-examination,  with  some  celebrated  cases. 

O.     N.  Y.1903. 
Leading  articles:  competency  of,  in  Mass.     9  Harv.  L.  R.  i 

disability  removed  by  a  pardon.     40  Cent.  L.  J.  276 

dogs  as.     II  Am.  Lawy.  348 

examination  of,  by  the  ct.     3  Law  N.  (Am.)  184 

incriminating  questions.     18  Crim.  L.  M.  535;  15  Harv.  L.  R.  610 

prisoner  as  a  witness.     33  Ca.  L.J.  666;  10  Jurid.  Rev.  129,  257 

sequestration  of.     14  Harv.  L.  R.  475 

Women 
Greene,  M.  A.    Woman's  manual  of  law.     D.     N.  Y.  1902. 
Treatise  of  feme  coyerts;  or.  The  lady's  law,  cont.  all  the  laws  and  statutes 

rel.  to  women.    O.     Lond.  1732. 
unison,  Miss  Jennie  L.     Legal  status  of   women   in   Iowa.     O.     De» 

Moines  1894. 
Leading  articles:  in  early  Roman  law.     8  Harv.  L.  R.  39 

legal  education  of.     61  Alb.  L.  J.  325 

legal  position  in  China.     13  Green  B.  16 
'       legal  status  in  India.     7  LawGaz.  187 

right  to  hold  office.     46  Cent.  L.  J.  256 

rights  in  ancient  Rome.     2  North w.  L.  R.  67 

under  early  Christian  law.     14  Green  B.  539 

under  Mohammedan  law.     13  Green  B.  466 
See  also  Married  women 


Words  and  phrases 

Dtttcber,  S,     Expresdona  of  law  and  fact,  construed  by  the  ots. 

O.     Atlanta  1899. 
Stroud,  F.    Judicial  dictionary  of  wordfl  and  phrases  judicially  iat«r] 

Ed,  2.     3V.  Q.     Lond.  1903. 
Ltading  arUcies:  "  accident."     44  Sol.  J.  444 
■'  as  the  crow  fliea."    60  J.  P.  706 
esquires.     64  J,  P.  375 
"  et  cetera."     loiLawT.  116 
"last  place  of  abode."    6oJ.P.3»i 
"  malice."     106  Law  T.  9 

relating  to  computation  of  time.     64  J.  P.  737 
what  is  "  malice  "7     34  Law  Mag.  &  R.  341 
when  is  a  person  "  aged  "7     6  Am.  Lawy.  so5 
"  without  prejudice."     31  Ca.  L.  J.  637;  97  I-awT.  j6S 
Set  also  Dictionaries  of  law 
Writ  of  error.     See:  Appeal      Practice 
Writs.    See  also  Judicial  writs 
Wrongs.    See  Torts 
Wyoming,  Law  of 

Wyoming — Attorney    general.     Reports.    1891-1901.     iv.  O.      Ch 

1891-1903. 

Set  also  Practice 

Wyoming:  Reports 

Wyoming — Supreme  Court.        Reports,     v.  4-9,0.    Chic.  1898-1 
By  c.  N.  Potto- 
Yachts 
JemmcR,  C.  F.  ft  Preston,  R.  A.  B.    Treatise  on  the  law  ni. 
Lond.  igo3. 
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State  Library  Albany  N.Y.  Aug,  15,  1905 

Hon,  A.  S.  Draper 

Commissioner  of  Education 

Dear  sir:    The  accompanying  list  of  medical  periodicals,  society 

transactions   and  reports,  and  public  health  and  vital   statistics 

reports  currently    received   by  this    library,  with  a   bibliography 

of   cerebro-spinal    meningitis,    is    recommended    for   publication 

because  the  information  contained  is  not  otherwise  available,  and 

is  constantly  called  for  by  registered  physicians  throughout  the 

State. 

Very  tnily 

Melvil  Dewey 

Director 
Approved  for  publication  Sep.  22,  igo5 


Commissioner  of  Education 


New  York  State  Education  Department 
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Melvil  Dewey  Director 
Bulletin  99 

ADDITIONS  6 


MEDICAL  SERIALS 

WITH 

BIBUOGRAPHY  OF  CEREBRO-SPINAL  MENINGITIS 

COMPILED  BY 
Ada  Bunnell  B.L.S.  (N.Y.)  Medical  Librarian 


PREFATORY  NOTE 

This  list  of  current  serials  in  the  State  medical  library  is  divided 
into  three  sections:  (i)  periodicals;  (2)  society  transactions  and 
reports;  (3)  public  health  reports  and  vital  statistics.  The 
arrangement  is  alphabetic  under  each.  Entries  are  under  present 
form  of  title  with  present  place  of  publication,  giving  volume 
numbers  with  years  covered  by  volumes  now  in  the  library. 
When  there  are  so  many  odd  numbers  and  volumes  that  it  is  im- 
practicable to  specify  each  one,  a  note  saying  "imperfect**  has 
been  added.  Numbers  at  the  extreme  right  of  the  page,  with 
letters  following  each  entry,  are  call  numbers  of  the  serial. 
References  have  been  made  from  recent  well  known  forms  of 
titles  to  the  present  form. 

Public  health  reports  and  vital  statistics  including  yearly, 
monthly  and  weekly  reports  are  alphabeted  under  name  of 
coimtry,  state  or  town. 

In  addition  to  list  of  current  serials  there  is  a  list  of  the  complete 
sets  of  periodicals  no  longer  published,  and  the  longer  of  the  in- 
complete sets  which  have  cither  stopped  publication  or  for  other 
reasons  are  not  now  regularly  received.  There  are  also  odd  num- 
bers and  volumes  of  many  other  serials  not  sufficiently  important 
to  put  on  the  list. 

The  bibliography  of  cerebro-spinal  meningitis  is  reprinted  from 
the  Albany  Medical  Annals  with  the  addition  of  articles  which  ap- 
peared between  May  and  September. 

We  earnestly  request  physicians  to  help  complete  our  periodical 
list  by  sending  odd  numbers  and  volumes  even  if  they  seem,  to  be. 
of  little  value,  as  they  may  be  ol  ^teat  vaVvi^  \.o  >3^Sxv'^^\s\?;^5?>'^'^ 
in  incomplete  sets. 
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SERIALS 
CUSSBirT  SERIALS 

Periodicals 
Albany  Medical  Annals.       v.i-date,   iSSo-date.  610:$     1 

AiieniBt  and  Neurologist.         St  Louis.       v.i-date,  iSSo-datO; 

6i6.»  ;< 

American  Academy  of  Medicine.    Bulletin.    Easton  Pa.     v.i-aat 

1891-date.  6itt.i 

American    Druggist    and    Pharmaceutical    Record.       New    Vcri 

v.i3-date,  1884-date.  615.05     Iql 

American  Journal  of  Anatomy.     Baltimore,     v.i-date,  1901-dK 

6n.os     t 
American  Journal  of  Insanity.     Baltimore,     v.i-date,  1884-da 

132.1     Ai 
American  Journal  of  Nursing.    Philadelphia,    v.i-date,  %900-da 

610.73     ' 

American  Journal  of  Obstetrics  and  Diseases  of  Women  and  CI 

dien.       New  York.         v.i-date,  1868-date.  618     I 

American  Journal  of  Orthopedic  Surgery.       Boston.         v.i-da 


1 903 -date. 
American  Journal  of  Pharmacy. 


617-3    Q 
Philadelphia,    v.i-date,  i8a 
date.  615.05 

American  Journal  of  Physiology.     Boston,     v.i-date,   1896-da' 

619.05 
American  Journal  of  the  Medical  Sciences.    Philadelphia,   v.i-da 
i8a7-date.  610.5 

Imperfect. 
American  Journal  of  Urology.    New  York,     v.i-date,  1904-da 
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American  Medicine.  Philadelphia,  v.i-date,  1901-date.  610.5  Q' 
American    Physical     Education    Review.        Boston.        v.i-da 

1896-date.  613.7 

American  Veterinary  Review.     New  York,    v.aj-date,  1905-da 

6 
Anatomischer  Anzeiger.  Jena. v.i-date,  1886-date.  611.05  ' 
Annates   d'hygi^e  publique   et  de  m^decine  legale,   Paris,      v, 

date,  i82{)-date.  614.05 

Armales  de  I'lnstitut  Pasteur.       Paris.      v.io-date,  1896-date. 

616.01      60 

Annates    d'oculistique.     Paris.     v.95-date,  1886-date.     617.7 

Annales  des  maladies  des  organes  g^nito-urinaires.       Parts,     v.i 

date,  1896-date.  616,6     I 

Annali    di    medicina    navale.        Roma.       v.i-date,        1895-da 

610.5     P 
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Annals  of  Surgery.  Philadelphia,  v.7-12,  23-date,  1888-90, 
1896-datc.  617.05    O2 

Archiv  fur  Anatomie  und  Entwickelungsgeschichte.  Leipzig. 
v.i-i8,  ao-date,     1877-94,    1896-date.  611.05     N7 

Archiv  fiir  Augenheilkunde.     Wiesbaden.     v.32-date,     1895-date. 

617.7  N4 

Archiv  fur  Dermatologie  und  Syphilis.  Wien  and  Leipzig,  v.70- 
date,  1904-date.  616.5 

Archiv  fiir  die  gesammte  Physiologie  des  Menschen  und  der  Thiere. 
Bonn.     v.62-date,  1896-date.  612.05     M8 

Archiv  fur  experimentelle  Pathologie  und  Pharmakologie.      Leipzig. 

v.37-date,  1896-date.  616.05    N3 

Archiv  fiir  Gynakologie.     Berlin,     v.i-date,  1870-date.  618. i     No 

Archiv  fur  Hygiene.     Munchen.     v.25-date,  1895-date.  614.05.    O3 

Archiv  iixv  Kinderheilkunde.     Stuttgart.    v.2o-date,      1896-date. 

618.9     qOo 

Archiv  fur  klinische  Chirurgie.     Berlin,     v.i-date,  1861-date. 

617.05     Mo 

Archiv  fiir  Laryngologie  und  Rhinologie.  Berlin.  v.i-date, 
1894-date.  616.22     qP4 

Archiv  f<qr  mikroskopische  Anatomie  und  Entwicklungsgeschichte. 
Bonn,     v.i-date,  1865-date.  611.05     Ms 

Archiv  fur  Ohrenheilkunde.     Leipzig.     v.4o-date,  1896-date. 

617.8  M4 

Archiv  fiir  Ophthalmologie.     Leipzig,     v.i-date,  1854-date. 

617.7     L4 

Archiv  fiir  pathologische  Anatomie  und  Physiologie  und  fiir  klinische 
Medizin.     Berlin,     v.i-date,  1847-date.  616.078     K7 

Archiv  fiir  Psychiatric  und  Nervenkrankheiten.  Berlin,  v.i- 
date,  1868-date.  616.8     M8 

Archives  de  biologie.     Li^ge.     v.i4-date,  1896-date.     570.5     qOo 

Archives  de  m^decine  exp^rimentale  et  d'anatomie  pathologique. 
Paris.       v.i-date,  1889-date.  616.05     O9 

Archives  de  neurologie.  Paris,  v.i-26,  47-date,  1880-93,  1904- 
date.  616.8     Oob 

Archives  des  sciences  biologiques.  St-P^tersbourg.  v.i-date 
1892-date.  610.5     QP^ 

Archives  gendrales  de  m^decine.  Paris.  v.103,  117-68, 
177-date,  1859,  1866-91,  1896-date.  610.5     l3e 

Archives  italiennes  de  biologie.     Turin.     v.2  5-date,  1882-date. 

570.5     O2 

Archives    of    Neurology    and    Psychopathology.  Utica    N.Y. 

v.i-date,  1898-date.  616.85     P9 

Archives  of  Ophthalmology.     New  York,    v.1-4,  19-date,  1869-74, 

1 890-date.  ^^•\  A    ^^ 
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Archives  of  Otology.     New   York.     v.2o-date,    1890-date. 

617.8  M9 

Archives  of  Pediatrics.     New  York.     v.i3-date,   1884-date. 

618.9  O4 

Odd  numbers  of  v.  1-7. 

Includes  International  Medical  Magazine. 

Archives  of  Physiological  Therapy.  Boston,    v. i -date,    1905-date. 

616.07 

Baumgarten's  Jahresbericht,  see  Jahresbericht  iiber  die  Fortschritte 
in  der  Lehre  von  den  pathogenen  Mikroorganismen  umfassend 
Bacterien,  Pilze  und  Protozoen. 

Beitragezurklinischen  Chirurgie.  Tubingen.    v.29-date,  1900-date. 

617.05     03a 

Beitrage  zur  pathologischen  Anatomie  und  zur  allgemeinen  Patholo- 
gie.       Jena.       v.29-date,  1901-date.  616.078     q06 

Bender  Hygienic  Laboratory.  Studies  (reprints).  Albany, 
v.i-date,  1904-date.  610.7 

Berliner  IClinik.       v.i6-date,  1904-date.  610.5 

Berliner  klinische  Wochenschrift.        v.2  2-date,   1885-date. 

610.5     QM4 

Boston — City       Hospital.        Medical      and      Surgical       Reports. 

v.i-date,  1870-date.  610.6     No 

Imperfect. 

Boston  Medical  and  Surgical  Journal,  v.i-127,  13 4-date,  1828-92, 
1896-date.  610.5     ql9 

Brain;  a  Journal  of    Neurology.     London.     v.i9-date,  1896-date. 

616.8     N8 

British  Gynaecological    Journal.         London.       v. 5,    no.    20-date, 

Feb.  1890 -date.  618.  i     O5 

Imperfect. 

British  Journal  of  Dermatology.      London.     v.8-date,  1896-date. 

616.5     08 

British    Medical    Journal.      London.      v.3-date,     1842-date. 

610.5     qKo 

Brooklyn  Medical  Journal.        v.i8-date,  1900-date.     610.5      q08c 

Odd  numbers  of  v.  1-4,  13,  14. 

Buffalo  Medical  Journal.        v.i-date,  1845-date.  610.5     ^^ 

Imperfect. 

Bulletin  general  de  therapeutiqiie.     Paris.     v.i3o-date,  1896-date. 

615.5     Ji 

California  State  Journal    of    Medicine.        San    Francisco.        v.i- 

datc,  1902-date.  610.5     qQ3 

California  University.     Publications:  Physiology.     Berkeley.     612 

Canadian  Medical   Review,  see  Canadian  Practitioner. 

Canadian  Practitioner  and  Review.  Toronto.  v.  10-15,  18,  21- 
date,  1885-90,  1896-date.  610.5     qN6 

Canstatt's  JahresberidAt,  sec  ^;\\\Y^^be.Ticht  iiber  die  Leistungen  und 
Fortschritte  in  der  ^csammX^exi  ^\fe^\c£vc\.. 


MEDICAL   SERIALS  4I3 
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Centralblatt  fiir  allgemeine  Pathologie  und  pathologische  Anatomic. 
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Centralblatt  fur  die  Krankheiten  der  Ham-  imd  Sexual-Organe. 
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Centralblatt  fiir  die  medicinischen  Wissenschaften.  Berlin.  v.i- 
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Centralblatt  fiir  innere  Medicin.      Leipzig.     v.i7-date,  1896-date. 

610.5     Ooc 

Centralblatt    fiir    Nervenheilkunde    und    Psychiatrie.  Berlin. 

v.i9-date,  1896-date.  616.8     N8b 

Centralblatt  fur  Physiologie.  Leipzig,  v.  1-5,  lo-date,  1887-91, 
1897-date.  612.05     O7 

Centralblatt  fiir  praktische  Augenheilkunde.  Leipzig,  v.i-date, 
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Cleveland  Journal  of  Medicine,  see  Cleveland  Medical  Journal. 
Cleveland  Medical  Gazette,  see  Cleveland  Medical  Journal. 
Cleveland  Medical  Journal.       v.i-date,  1902-date.  610.5     Q^ 

College  of  Physicians  and  Surgeons,  N.  Y.  city.       Studies  from  the 
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Delaware — Health,  Board  of.  Bulletin  of  the  Pathological  and 
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6i6.oi 
Dental  Cosmos.  Philadelphia.  v.43-date,  Jan.  1901-date.  617.6  Mo 
Detroit  Medical  Journal.       v.5-date,  1905-date.  610.5 

Deutsche  Medizinal-Zeitung.     Berlin,     v.  17-date,  1896-date. 

610.5     qN5 

Deutsche  medizinische  Wochenschrift.  Leipzig.  v.2i-date^ 
1895-date.  ^^^.^    ^S^ 
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Deutsche  Zeitschrift  fflr  Chirurgie.    Leipzig.    v.sS-date,  1900-dat 

617.05    N 
Deutsche  Zeitschrift  fur  Nervenheilkunde.        Leipzig.       v.i-dat 

iSgi-date  616.8     Pi 

Deutsches  Archiv  fur   klinische  Medizin.        Leipzig.      v.79-dat 
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Dietetic  and    Hygienic    Gazette.        New   York,      v.i,  no.j-dat' 
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Imperfect. 
Druggists   Circular  and  Chemical  Gazette.        New  York.       v. 4c 

date,  1896-date.  615.05     fl 

Draggists  Circular  Price  List.    v.44-date,  1900-date.    615.05     fl 
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York.       v,4-date,  1901-date.  610.5     QP* 

Edinburgh  Hospital.     Reports.     v.4-date,  1896-date.     610.6     P3 
Edinburgh  Medical  Joiuiial.  v.1-5,  34-35,  .39  pta-date,  1885-dati 
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Ergebnisse  der  allgemeinen  Pathologic  und  pathologischen  Anatom 
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610.5     Oi 
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Gazette  hebdomadaire  de  m^decine  et  de  chirurgie.        Paris,   v.i 

date,  1853-date.  610.5     qL 

Gesundheit.      Leipzig,      v.aa-date,  i8g7-date.  614.05     qN 

Glasgow  Medical  Journal.        v.  65-date, 1896-date.  610.5     I^ 

La  gyni^cologie.     Paris,     v.i-date,  1896-date,  618. i     P(. 

,    ,  Hahnemannian  Monthly.      Philadelphia,      v.i-date,  i86s-date. 

t  It  610.S     Ms 

'  -.  (Der)  Hausdoktor.       New  York.       v.i4-date,  r9o3-date.  610, 

Health.     New  York.     v.5i-date,  1901-date.  615.853     K 

Olid  numbers  of  v. 1-49. 
Health   Culture.     New  York.     v.6-date,    1900-date.    613.05     ql 
Index   Medicus.        Washington  D.  C.       v.i-date,  1879-Ap.    1891 
Jan.  1903-date.  616.61     qln 
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Indian   Medical  Gazette.      Calcutta.      v.3i-(iate,   1873-date. 

610.5     qM6b 
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Institut  Pasteur.    Annales,  see  Annales  de  Tlnstitut  Pasteur. 

Intercolonial  Medical  Journal  of  Australasia.  Melbourne.  v.i- 
date,  1896-date.  610.5     P6a 

International    Clinics.       Philadelphia.       Ser.i-6,     13,    no.2-date, 

1891-Jan.  1897,  Ap.  1903-date.  610.5     Pis- 

International  Dental  Journal.     Philadelphia,     v. 2 i-date, 1 900-date. 

617.6     Oo 
International  Journal  of  Surgery.    New  York.  v.i7-date,  1904-date. 

617.05 
International  Medical  Magazine,  see  Archives  of  Pediatrics. 

Jahrbuch  fiir  Kinderheilkunde  und  physische  Erziehung.  Berlin. 
v.49-date,  1895-date.  618.9     L8 
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Wiesbaden.       v.i-date,  1895-date.  617.05     P5 

Jahresbericht  iiber  die  Fortschritte  der  Chemie.       Braunschweig. 

v.i-date,  1847-date.  540-5     K9a 
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Leipzig,     v.i-date,    1885-date.  616.01     06a 
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616.85    qP8 

Jahresbericht  iiber  die  Leistungen  und  Fortschritte  in  der  gesamm- 
ten  Medicin.     Berlin,     v.ii-date,  1851-date.  610.5     qKaa 

Jahresbericht  iiber  die  Verwaltung  des  Medizinalwesens,  die  Kran- 
kenanstalten  und  die  offentlichen  Gesundheitsverhaltnisse  der 
Stadt     Frankfurt     a.M.     1865-date.  614.0943 

Johns  Hopkins  Hospital.        Bulletin.        Baltimore.  v.i-date, 

1899-date.  .610.5   qOq 

Reports.     Baltimore.     v.2-date,  1891-date.  610.6     qPo 

Journal  de  I'anatomie  et  de  la  physiologic  normales  et  pathologiques 
de  I'homme  et  des  animaux.        Paris.        v.32-date,  1896-date, 

611.05     M4 

Journal  de  psychologic  normale  et  pathologique.  Paris,  v.i-date, 
1904-date.  150    J82 

Journal  of  Anatomy  and  Physiology.        London.  v.3o-date, 

1896-date.  611.05     M6 

Journal  of  Biological  Chemistry.  New  York,  v.i-date,  1905- 
date.  540- 5 

Journal  of  Comparative  Neurology  and  Psychology.  Granville  O. 
v.i4-date,  1904-date.  V^^*^ 
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Journal  of  Cutaneous  Diseases.     New  York.     v,i 

Imperfect. 
Journal  of  Experimental   Medicine.         New   Y 

1896-date. 
Journal  of  Hygiene,        Cambridge,  Eng.  v.i 

Journal  of  Infectious  Diseases.     Chicago.       v,i 

Journal  of  Laryngology,  Rhinology  and  Otology 
no. 7-7  no.  3,  10-date,  1891-93,  i896--date. 
Odd  numbers  of  v. 1,5,  7. 

Journal  of  Medical  Research.         Boston,     v.6 

Journal  of  Mental  Science.         London.         v.42 

Journal  of  Nervous  and  Mental  Disease.        New 

1886-date. 
Journal  of  Ophthalmology,  Otology  and  Laryngol 

v.8-date.  1896-date. 
Journal  of  Osteopathy.       Kirksville  Mo.        v. 5 

Journal  of  Pathology  and  Bacteriology.       Edinl 

1 8  93 -date. 
Journal  of  Physioiogy.        London.        v.ig-date 

Journal  of  the  American  Medical  Association. 

7-date,  1883-85,  1886-date. 
Journal  of  the  American  Osteopathic  Associatioi 

v.t-datc,  1901-date. 
Journal  of  the  Association  of  Mihtary  Surgeons  of 

Cariisle  Pa.      v.3~date,  1888-date. 
Journal  of  the  Kansas  Medical  Society.        Law 

no.3-date,  tgo3-date. 
Journal  of  the  Medical  Society  of  New  Jersey.    I 

1904-datc. 

Xiiml>t'rs  i-S  <*'  V.I  wanting. 
Journal   of  the    Royal   Sanitary   Institute.      L< 

1879-date. 
Journal  of  Tropical   Medicine.        London. 

1900-date. 
Kansas  City  Medical  Index-Lancet.        v.9-11, 

1 90 ! -date. 

Imperfect. 
Klinische  Monatsblatter  fiir  Augenheilkunde.    St 

1863-date. 
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Kneipp  Water  Cure  Monthly,  see  Naturopath 
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Laryngoscope.     St   Louis,     v.i-date,     1896-date.      616.22     qP6a 
Lubarsch  und  Ostertag,  see  Ergebnisse  der  allgemeinen  Pathologie. 
Lyon  medical.     v.Si-date,  1896-date.  610.5     M9 

Maryland   Medical   Journal.      Baltimore.      v.2o-date,    1884-date. 

610.5     qNy 
Imperfect. 

Massachusetts   Journal   of   Osteopathy.  Boston.  v.i-date, 

1903-date.  615.82 

Massachusetts  Medical  Society.       Medical  communications.       Bos- 
ton,    v.i-date,  1808-date.  610.6     G8 

La  m^decine  modeme.     Paris,     v.y-date,  1896-date.      610.5  fPo 

Medical  and  Surgical  Monitor.     Indianapolis.    v.3-date,  1900-date. 

610.5     qP8b 

Medical  Brief.     St  Louis.     v.33-date,  1905-date.  610.5  ^^3^ 
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Medical  Library  and  Historical  Journal. ^fjL^^o^^^y^-       v.i-date, 

1903-date.  610.5    qQ3^ 

Medical  Magazine.     London.     v.5-date,  1896-date.         610.5  P^a 

Medical  Mirror.        St  Louis  1       v.  1-3,   5,  8-date,   1890-92,  1894, 

1897-date.  610.5     qPo 

Imperfect. 

Medical  News.     New  York,     v.i-13,  31-date,  1843-55,  1873-date. 

610.5     qK3 

Medical  Notes  and  Queries.     Lancaster^ Pa.     v.i-date,  1905-date. 

610.5 

Medical   Record.     New  York,     v.i-date,   1866-date.      610.5  qM6 

Medical  Review  of  Reviews.     New  York.       v.3-date,   1897-date. 

610.5    Psb 

Medical   Times.     New  York.     v.i5-date,  1888-date.     610.5  qLia 
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1896-date.  610.5     qN3C 
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Merck's     Archives.     New  York,     v.i-date,  iSqc^-daA;^.     ^^^.^ '^^ 
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i8()7-date.  616.8     <: 

Montreal  Medical  Journal,    v.17-18,  33-date,  1889-90,  1904-di 

6.0.S 
Hunchener  medizinische  Wochenschrift.       v.43-date,    1896-di 

610.S  ( 

Nashville  Journal  of  Medicine  and  Surgery.     v.79-date,  Jan.  18 

date.  610.5 

Odd  numbers  of  v.2-67. 
Naturopath  and  Herald  of  Health.        New  York.  v.i-di 

1900-date.  613.05 

New  England  Medical  Gazette.      Boston.       v.i-date,    1866-d; 

610.S     I 
New  Vork  Medical  Journal  and  Philadelphia  Medical  Journal.     \ 

date,  1869-date.  610.5     c 

New  York  Medical  Times,  see  Medical  Times. 
New    York    State    Journal   of   Medicine.     New    York,     v.i-d. 

1901-date.  610,5     <?C 

North    American    Journal    of    Homeopathy.     New    York.      \ 

date,  i8si-date.  610.5     J 

Notizkalender   fur   praktisclie   Arzte,   see   Therapeutischer   No 

kalender  fur  praktische  Arzte. 
L'obstetrique.     Paris,     v.i-date,  1896-date.  618.2 

Ohio    Sanitary     Bulletin.         Columbus.         v.i-date,    i8g5-d. 

614.05 
Optical  Journal.  New  York,  v.ij-date,  1904-date.  617.7 
Pacific   Medical    Journal.     San    Francisco.     v.39-date,   1896- 

610.5 
Pediatrics.     New  York.     v.3-date,  1897-date.  618.9 

Pennsylvania    Hospital.   Philadelphia-Ayer    Clinical     Laborati 

Bulletin,  no.  i-datc.  1903-date. 
Pennsylvania    Medical   Journal.     Athens.        v.i-date,    1897-d 

610.5  < 
Pennsylvania   University    -William  Pepper  Laboratory  of  Clin 

Mediiine;  Contributions.      Philadelphia,     no. 3-4.  1902-3. 
Pfiuger's   .\rchiv,   see   Archiv   fur   die   gesammte   Physiologic 

Menseheu  un.l  <lcr  Thicre, 
Pharmaceutical     [ournal.  Lon<lon.  v,i-date,       1841-d 

615.05     < 
Philadelphia  Medical  Jituraal,  sec  New  York  Medical  Journal. 
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Physical  Ctdture.    Spottswood  N.J.  v.ii-date,     1904-date.     613.7 
Na  I  of  V.  1 1  wanting. 

Physician  and  Surgeon.        Detroit.        v.i-io,    12,   14,    i8-date, 
1879-date.  H  610.5     qN9 

Post-graduate ;  a  monthly  joiunal  of  medicine  and  surgery.      New 
York.     V.3  no.2-date,  Jan.  1888-date.  610.5     06 

Practitioner.       London.        v.8-17,  56-date,   1872-76,   1896-date. 

610.5     M^3 
Prager     medizinische     Wochenschrift.  v.2i-date,     1896-date. 

610.5     qN3a 

La    presse    m^dicale    beige.         Bruxelles.  v.  40-42,     48-date, 

1888-90,  1896-date.  610.5     qK9 

Imperfect. 

Le  progr^s  medical.     Paris.     v.i3-date,  1885-date      610.5     qN3b 

Progressive    Medicine.         Philadelphia.         v.i-date,    1899-date. 

610.5     P9 

Providence  Medical  Journal.     v.2-date,  1901-date.         610.5     QQo 

Public  Health.    London,    v.i-date,  May  1888-date.        614.05     O9  * 

Public  Health;  a  monthly  journal  of  sanitation.        Philadelphia. 
v.5-date,  1901-date.  .  614.05     P6 

Quarterly  Journal  of  Inebriety.     Hartford,     v.i-date,    1876-date. 

178.05     Q2 

Review  of  Neurology   and  Psychiatry.       Edinburgh.       v.i-date. 
1903-date.  616.8     Q3C 

Revue  de  chirurgie.       Paris.       v.8-10,    11    no.2-date,      1888-90, 
Feb.  1891-date.  610.5     Oi^ 

Imperfect. 

Revue    de    la     tuberculose.  Paris.  v.i-date,     1893-date. 

616.246     P3 

Revue  de  m^decine.     Paris.     v.8-io,  13-date,  1888-90,  1893-date. 

610.5  •Oib 

Revue  m^dicale  du  Canada.     Montreal,    v.i  no.  38-date,  1898-date. 

610.5     qP8a 

Revue    neurologique.     Paris,     v.i-date,    1893-date.     616.8     P3d 

Rockefeller  Institute  for  Medical  Research,  see  Journal  of  Experi- 
mental Medicine. 

Royal  Sanitary  Institute,  see  Journal  of  the  Royal  Sanitary  Iilsti- 
tute. 

St  Louis    Medical   and   Surgical  Journal.       v.7o-date,  1896-date. 

610.5     K3C 
Odd  numbers  and  volumes  of  v.  3  7-5 9. 

St  Louis  Medical  Review.     v.5i-date,  1905-date.  610.5 

No.    1-8  of  V.51  wanting. 

St  Mary's    Hospital    Gazette.        London.        v.4-date,    1898-date. 

362.1     Sa22 

St  Paul  Medical  Journal.     v.3-date,'igoi-date.  ^vci.<^    ^^"^ 
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St  Petersburger medicinische  Wochenschrift.  v.ai-date,  1896-datt 

610.5    qN^ 
Sammlung    klinischer    Vortrage.         Innere    Medicin.         Leipzig 

v.j — date,  1890 — date.  610.5     qNo 

Sammlung   klinischer   Vortrage:,  Chirurgie.     v.s-date,  iS^o-datt 

617.05     qN 
Sammlung  klinischer  Vortrage :  Gynakologie.     v.5-date,  1890-datf 

618.1      qN 
Sanitarian.     Brooklyn,     v.i-44,  46-date,  1873-date.     614.05     N 

Imperfect, 
Sanitary   Inspector.  Augusta  Me.  v.i-date,  1887-date.   614.05  0 
Sanitary  Record.     London.     v.i6-date,   1884-date.     614.05     qN 

Imperfect. 
Schmidt's  Jahrbiicher  der  gesammten  Medicin.       I^eipzig.       V.13S 

36,  a4g-date,  1867,  1896-date.  610.5     ^^4 

La  semaine  m^dicale.     Paris.     v.i6-date,  1896-date.      610.5  fO 
Southern  California   Practitioner.         Los  Angeles.         v.ii-datt 

1896-date.  610.5     06 

Southern  Medicine  and  Gaillard's  Medical  Journal,  see  Gaillard' 

Southern  Medicine. 
Surgery,  Gj-necology  and  Obstetrics.  Chicago,  v.  i-date,  i905-dat( 

617.0 
Teachers'  Sanitary  Bulletin.     Lansing  Mich.     v.3-date,  igoo-datt 

614.0 
Texas  Medical  News.     Austin,     v.i-date.  1891-date.      610.5     P^ 

Imperfect. 
Texas  Sanitarian,  see  Texas  Medical  News, 
Texas  State  Journal  of  Medicine.         Fort    Worth.        v.i-datt 

1905-date.  610. 

Therapeutic  Gazette.     Detroit.     v.4-date,  1880-date.      615.5  qN 
Therapeutic    Notes.     Detroit.     v.9-date,    i902-date.  615. 

Therapeutische     Monatshefte.       Berlin.       v.i-date,        1887-datt 

615.5    qo 
Therapeutischer  Notizkalender  fiir  Praktischt  Arzte.   Berlin,  v.ia 

date.  i8g7-date.  613.12     06 

Toronto    University.     Studies:   Physiological   Series,     [no.   i-dat< 
b-  1900-date.  61 

Trained  Nurse  and  Hospital  Review.        New    York.     v. 1-29,   32- 

date,  1888-1903,  1904-date.  610.73     0 

U.    S.  —  Public   Health   and  Marine   Hospital   Service' — Hygieni 

Laboratory.     Bulletin.     Washington.     1900-date.  61 

Imperfect. 
University  Medical  Magazine,  see  UnJversityJof  Pennsylvania  Medi 

cal  Bulletin. 
University    of    Pennsylvania    Medical    Bulletin.  Philadelphia 

v.i-date,  1895-date.  610.5     q08i 

Continuation  oi  Utiiuersit^  Medkol  Ma^oniM. 
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Virchow's  Archiv  fur.  patholog^che  Anatomie  tmd  Physiologie, 
see  Archiv  fur  pathologische  Anatomie  und  Physiologic  und  fur 
klinische  Medizin. 

Vichow's  Jahresbericht,  see  Jahresbericht  uber  die  Leistungen  tuid 
Fortschritte  in  der  gesammten  Medicin. 

Virginia  Medical  Semi-monthly.     Richmond,     v.i-date,  1896-date. 

610.5     qP6b 

Water-cure  Journal,  see  Health. 

Western  Medical  Review.  Lincoln  Neb.  v.i  no.6-date, 
June  1902-date.  •  610.5     P6e 

Wiener  Klinik.     v.22-date,  1896-date.  610.5     qN5b 

Wiener  klinische  Rundschau,    v.io-date,  1896-date.     610.5    qOya 

Wiener      klinische       Wochenschrift.  v.9-date,       1896-date. 

610.5    qos 

Wiener  mediziriische  Blatter,  see  Medicinische  Blotter. 

Wiener  medizinische  Presse.     v.jy-date,  1896-date.     610.5    qMoa 

Wiener  medizinische   Wochenschrift.  v.46-date,    1896-date. 

610.5     QLi 

Zeitschrift  ftir  Elektrotherapie.        Leipzig,     v.i-date,  1899-date. 

615.84 

Zeitschrift   fur     Heilkunde.  Wien.  v.iy-date,     1896-date. 

610.5     Ood 

Zeitschrift  fur  Hygiene  und  Infectionskrankheiten.  Leipzig. 
v.47-date,  1904-date.  614.05     06 

Zeitschrift  fur  klinische  Medicin.     Berlin,     v.i-date,    1880-date. 

610,5     qOoc 
Zeitschrift  fiir  Tumen  und  Jugendspiel,  see  Korper  und  Geist. 

Zeitschrift  fiir  wissenschaftliche  Mikroskopie.  Leipzig,  v.x-date, 
1884-date.  578     O4 

Zentralblatt,  see  Centralblatt. 

Ziegler's  Beitrage,  see  Beitrage  zur  pathologischen  Anatomie. 

Society  transactions  and  reports 

Alabama  Medical  Association.  Transactions  of  the  Association . . . 
incl.  State  Board  of  Health.  Montgomery.  no.  22-30,  34,  38, 
44-date,  1869-77,  1881,  1885,  1891-date.  610.6     K7b 

American  Climatological  Association.  '  Transactions.  Phila- 
delphia.     v.2-date,  1891-date.  610.6     O4 

American  Dermatological  Association.     Transactions.     i898'-date. 

616.5 

American  Gynecological  Society.  Transactions.  Philadelphia, 
v.i-date,  1876-date.  618. 1     N7b 

American  Homoeopathic,  Ophthalmological,  Otologlcal  and  Laryn- 
gological  Society.     Transactions.    Buffalo,  v.io-date,  iSqa-^da.t'^, 
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American    Institute  of    Homoeopathy.        Transactions.    -■  v.  i- 

date,  1901-date.  610.6    K4 

American    Laryngological    Association.        Transactions.        New 

York.      V.  17,  aa-date,  1895, 1900-date.  616.33     Oi 

American  Medical  Association,  see  Journal  of  the  American  Medical 

Association. 
American  Pediatric  Society...    Transactions.      New  York.      v.i- 

date,  1889-date.  618.9     09b 

American   Pharmaceutical   Association.         Proceedings.         Phila- 
delphia,       v.i-date,  i85a-date.  615.06     La 
American  Public  Health  Association.       Public  Health;  papers  and 

reports.       Columbus  O.       v.i-date,  1873-date.  614.06     N5 

Amnlcan    Surgical  Association.        Transactions.        Philadelphia. 

v.ihS,  17-date,  1883-date.  617.06     O3 

American  Veterinary  Medical  Association.      Proceedings.      v.38- 

date,  1891-date.  619     M6- 

AnatomiBChe   Gesellschaft   Verhandlungen,  see   Anatomischer  An- 

zeiger. 
I    '     \         Aasociation  of  American  Physicians.        Transactions.        Philadel- 

phia.        v.3-date,  1888-date.  610.6     06 

Association  of  Military  Surgeons,  see  Journal  of  the  Association  of 

Military  Surgeons. 
Bender  Hygienic  Laboratory.       Annual  report.       Albany.       v.i- 

date,  1904-date.  610.7 

Chicago  Pathological  Society.    Transactions,     v.i-date,  1894-date. 

616.06     P6 
Clinical  Society  of   London.     Transactions,     v.i-date,  1868-date. 

610.6     M8a 
Colorado  State  Medical  Society.       Transactions.     Denver,      v.i- 

34,1871-1904.  610.6     Ni 

Since  1904  printed  in  Colorado  Medicttte. 
Congress  of  American  Physicians  and  Surgeons.        Transactions. 

New  Haven  Ct.        v.i-date,  1888-date.  610.6     O9 

Connecticut  Medical  Society.        Proceedings.        Hartford.        no. 

1-38,  S4-date.  1793-1839,  i84S-date.  610.6     F93 

Deutsche  Pathologische  Gesellschaft.        Verhandlungen.        Berlin. 


s 


v.i-date,  1900-date. 

616.06     P8 

Edinburgh      Obstetrical      Society. 

Transactions.        v.30-date. 

1894-date. 

618.3     No 

Transactions.       v.  1 4-date , 

1894-date. 

6.4-5     M3 

Firenze.   Instituto  di  studi  superiori. 

Pubblicazioni .  . .     sezione 

di  medicina  e  chirurgia.       v.8-date, 

1880-date,           610.6     qN6 

Florida  Medical  Association.     Transactions,     no.  6-date.  1879-date. 

6ro.6 

MEDICAL   SERIALS  423 

Georgia  Medical  Association.  Transactions.  Atlanta.  v.S2- 
date,  1901-date.  610.6     K9 

Odd  voltimes  of  v.20-49. 

Glasgow  Pathological  and  Clinical  Society.  Transactions.  v.5- 
.date,  1893-date,  616.06     O4 

Guy's  Hospital,  London.  Reports.  v.i-14,  31-32,  44,  S^-date, 
1836-date.  610.6    J6a 

Homoeopathic  Medical  Society  of  the  State  of  New  York.  Trans- 
actions,      v.i-date,  1863-date.  610.6     M3 

Homoeopathic  Medical  Society  of  the  State  of  Pennsylvania.  Tran- 
sactions.    Philadelphia,     v.i-date,  1866-date.  610.6    M6a 

Illinois-Pharmacy,  Board  of.  Annual  Report,  with  abstract  of 
state    pharmacy  register.       Springfield.      v.2-date,    1883-date. 

615.06  .  O2 

Indiana  State  Medical  Society.  Transactions.  Indianapolis. 
V.16-17,  20-date,  1866-67,  1870-date.  610.6     Lo 

International  Hahnemannian  Association.  Proceedings.  v.i- 
date,  1881-date.  610.6    Oia 

Iowa  State  Medical  Society.  Transactions  of  the  i5th-r3oth, 
42d-date  annual  session,  v.1-5,  ii-date.  Omaha.  1867-82, 
1893-date.  610.6     Lob 

Kansas  State  Medical  Society.  Proceedings.  Topeka.  v.  14, 
15,  28-29,  33-date,  1880-81, 1894-95,  1899-ciate.         610.6     M7b 

Kentucky   State   Medical   Society.        Transactions.        Louisville. 

v.45-date,  1900-date.  610.6     L6 

Odd  volumes  of  v.  17-41. 

Kj^benhavnske  Medicinske  Selskabs.     Forhandlingar.     1893-date. 

610.6 
London  Homoeopathic  Hospital.     Reports,     v.i-date,  1891-date. 

610.6     Pia 

Luzerne  Cotmty  Medical  Society.       Transactions.     .  Wilkes-Barre 

Pa.       1898-date.  610.6 

Maine  Medical  Association.  Transactions.  Portland.  no.  i- 
date,  1853-date.  610.6    Lib 

Maryland,  Medical  and  Chirurgical  Faculty  of.  Transactions. 
Baltimore,      v.74-96,  loi-date,  1873-94,  1899-date.     610.6     Go 

Michigan  State  Medical  Society.  Transactions.  Detroit.  v.i- 
date,  1876-date.  610.6     N7b 

Minnesota  State  Medical  Association.  Transactions.  St  Paul. 
V.1-3,  9,  33-date,  1869-71,  1877,  1901-date.  610.6     Nob 

Mississippi  State  Medical  Association.  *  Transactions.  Jackson. 
v.34-date,  1901-date.  610.6     L6a 

Odd  volumes  of  v. 5-26,  1872-93. 

Mississippi  Valley  Medical  Association.        Transactions.        Louis- 
ville.     Sess.  25-date,  v.i-date,  1899-date.  610.6     N5a 
Missouri  Medical  Association.       Transactions.       St  Louis.       v.45- 

'  date,  1902-date.  <6io.6     Loc 

Odd  volumes  of  v.  19-37,  1876-94. 
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uri  Pharmaceutical  Association.        Proo 
15-date,  1881,  1884-87,  i89S-date. 
Hational  Association  of  Dental  Faculties.    Proc 

National   Eclectic   Medical   Association.        Ti 

York,     v.i-date,  1870-date. 
Nebraska    State    Medical    Society.         Transf 

v.aS-date,  j8(>6-date. 

Odd  volumes  of  ¥.4-15. 
New   Hamp^iire    Medical    Society.        Transa 

V.64-100,  102,  104-date,  1854-91,  1893,  ^*9 
New     HampshiTB     Pharmaceutical     Associati 

v.i8-date,  1874-80,  1891-date. 

Also  reprint  of  1874-80. 
New  Jersey  Medical  Society.       Transactions.  ■ 

133-37.  1766-1859.  1899-1903. 

Odd  volumes  of  v. 96-1  »8. 

[  Since  1904  printed  in  Jourtuii  of  Ike  Medical  Soeit 
Hew  Jersey   Pharmaceutical     Association. 

date,   iSga-date. 
H.  Y.  (state) -Cancer    Laboratory.        Annual 

v.i-date,  1898-date. 
New  York  Academy    of     Medicine.        Transe 

1847-date. 
New   York   Pathological    Society.     Proceeding 

New  York    State    Dental  Society.        Transact 

date,  1869-date. 
New  York  State  Medical  Association,  see  New 

of  Medicine. 
New  York    State    Medical  Society.        Transa 

180  7 -date. 
New    York    State    Pharmaceutical    Assoc  iati( 

Elmira.     v.i-date,  1879-date. 
North  Carolina  Medical  Society.        Transactii 

V.17,  36.  45,  47-date,  1870,  1889,  1898,  1900 
Obstetrical  Society  of  London.    Transactions.    ■ 

Odontological  Society  of  Great  Britain.       Tran: 

v.34-date,  1896-date. 
Ohio  State  Medical  Society.     Transactions,     'v 

Ophthalmological  Society  of  the  United  Kingdc 
London.        v.is-date,  1894-date. 

Pathological  Society  of  London;  Transact 
1894-date. 
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Pharmaceutical  Society  of  Great  Britain.  .    Calendar.-    ..London..! 
i89^<j!ate.  615,4.  Nj,; 

Rhode   Island    Medical    Society.        Transactions.         Providence, 
v.i-date,  i859-date.  6io,6:  .  t.9?' 

Royal  Academy  of  Medicine  in  Ireland.       Transactions.       Dublin, 
v.i-date,  1883-date.  610.6    O3 

St    Bartholomew's    Hospital    and    College,    London.         Reports. 
v.3i-date,  1895-date.  610.6     Ms 

St  Thomas's  Hospital,  London.  Reports,  n.s.  v.i-date,  1870-date. 

610.6    J6b 

V.  20-2  2  wanting. 
Soci^t^   de    Biologic.      Comptes    rendus   hebdomadaires.      Paris- 
v.48-date,  1896-date.  610.6  Lde 

Society  for    Experimental    Biology    and    Medicine.     New    York, 
v.i-date,  1903-date.  610.6 

Southern  Surgical  and  Gynecological  Association.       Transactions. 
Philadelphia.        v.8-date,  i89S-date.  618. i     O9 

Tennessee  Medical  Society.      Transactions.     v.69-date,  i902-date- 

610.6    JOa 

Odd  volvunes  of  v.  29-66. 

Texas   State    Medical    Association.        Transactions.         Marshall. 
v.23-36,  1891-1904.  610.6     M9a 

Odd  volumes  of  v.i-16. 

Since  1905  printed  in  Texas  State  Journcd  of  Medicine. 

Vermont  State   Medical   Society.        Transactions.        Burlington. 

v.79-date,  1892-date.  ^  610.6     H4 

Odd  volumes  of  v.  5 2-7  7. 

Virginia-Medical     Examining    Board.       Proceedings.     1897-date. 

614.24 

Virginia  Medical  Society.      Transactions.      Richmond,     v.i-date, 
1896-date.  610.6     Noa 

West    Virginia    Medical    Society.         Transactions.         Wheeling. 
1867-75,  1900-1,  1904-date.  610.6     M8b 

Wisconsin  State  Medical  Society.        Transactions.        Milwaukee. 
V.2,  5-21,  24-date,  1868,  1871-87,  1890-date.  610.6     M7a 

Public    health    reports   and    vital    statistics 
Aberdeen.       Reports    [monthly].       1898-date.  614.0941     Oi 

Some  numbers  wanting. 

Atlanta    (Ga.)         Annual    Report.         v.2o-date,    1898-date. 

614.09758 

Odd  volumes  of  v.i-i8. 

Auburn  (N.Y.)       Report  [annual].        1889-date.  614.09747 

Augusta  (Ga.)        Annual  Report.       v.3-4,  19,  21-date,  1880-82, 
1896,  1898-date.  614.09758 

Baltimore.       Annual  Report.         1883-date.  614.09752     G7 

1895  wanting. 
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BlngbamtoD  (N.Y.)    Annual  Report.     1895,  li 
Krkenhead  (Bng.)       Report  [annual].       v.34 


(E]^.)     Annual  Report,    i874-<; 

Boston.     Annual     Report,     v.j-date,  1875-de 

V.  4  and  6  wanting. 
Bradford    (Bng.)     Report    [annual].     i89a-d 

Also  odd  volumes  1875-90. 
Brighton     (Eng.)    Annual  Report.     1894 — di 
Bristol  (Eng.)      Annual  Report.       iS88-date. 
Bristol  Port — Sanitary  district.        Annual  Re 

Buffalo   (N.Y.)     Monthly    Report.       v.3,   no. 

California.         Biennial    Report.         v.  i  i-datt 

Cambridge  (Mass.)     Annual   Report.     1884-dj 

1885,  1888-89  wanting. 
Canada.    Report  lannual].    Ottawa.     i899-ds 
Charleston  (S.C.)     Annual  Report.       1880-83, 

Chicago.      Report  [biennial].       1887-date. 
Also  odd  volumes,  1877-85. 

Stateof  Chicago's  Health  [weekly].     19 

fmcinnati.      Annual  Report.       1896-date, 
Cleveland  (0.)       Annual  Report,       i892-dat( 

Statement  of  Mortality  [monthly].     19 

Colorado  Annual   Report,     v.i-date,   1876-da 

V.I  wanting. 
Concord  (N.H.)      Annual  Report.       i882-dat( 

Odd  volumes  wanting, 
Connecticut.  Annual      Report.  v. 

Monthly  Bulletin.       1897-date. 

Coventry  (Eng.)      Annual  Report.       1890,  i8( 
Cuba — Informe     mensual    sanitario    y     demc 

1904-date. 
Davenport  (la.)      Annual  Report.       1900-dat 
Dayton  (O,)      Annual  Report.      1883-93,  i89( 
Denver.       Monthly  Report.       1893-date. 
Derby    (Eng.)        Annual    Report.        v,3-dai 


Annual  Report. 
1-2,  5-6.  ". 


v.is-date,  i89s-<J 
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of  Coltimbia.       Annual  Report.       v.i-date,   i87a-date. 

614.097S3     N2 

Odd  volumes  wanting. 

Dublin.       Annual  Report  upon  the  Analysis  and  Inspection  of 

Pood.      v.34-date,  1884-date.  614.09415     M6 

Also  odd  volumes  of  v.aa-31. 

Report  [annual].      1895-date.  614.09415     M6 

Also  odd  voltmies,  1883-92. 

Dumbarton  county  (Scotland).  Annual  Report.  v.i-date, 
i89i~date.  614.0941     Pa 

Erie  (Pa.)       Annual  Report.      .1897-date.  614.09748 

Florida.      Annual  Report.       1890-94,  1900-date.  614.09759 

Frankfurt  a.  M.  Jahresbericht  uber  die  Verwaltung  des  Medizinal- 
wesens,  die  Krankenanstalten  und  die  6ffentlichen  (jesundheits- 
verhaltnisse  der  Stadt  Frankfurt  a.  M.       i86s-date.        614.0943 

Glasgow  (Scotland).     Annual  Report.       i898--date.  614.0941 

Grand  Rapids  (Mich.)      Annual  Report.       1895-date.      614.09774 

Havana.  Informe  Annual  Sanitario  o  Demogr^fico.  190a, 
1904-date.  614.09729 

Hartford  (Ct.)     Annual  Report.     1891-92,  1894-date.      614.69746 

Haverhill  (Mass.)       Annual  Report.      v.2-date,  1881-date. 

614.09744    Oi 

v. 3  wanting. 

Hawaii.       Report  [biennial].       1900-date.  614.09969     N2 

Also  1876-78,  1886-99. 

Henry  Phipps  Institute.  Annual  Report.  Philadelphia.  1904- 
date.  614.542 

Holyoke  (M^ss.)  Report  [annual],  v.14,  17-date,  1894,  1897- 
date.  614.09744 

Huddersfield  (Eng.)      Annual  Report.      1893-date.      614.0942    Ox 

Report  [quarterly].     1898-date.  614.0942     Oi 

Hudson  coimty  (N.J.)      Annual  Statement.     1890-date.     .     6141. 

Indiana.  ,  Annual  Report.  v.2-date,  1884-date.  614.09772  O3 
v.  1 2  wanting. 

Monthly  Bulletin.       1901-date.  614.09772 

Iowa.      Biennial  Report.      v.6-date,  1891-date.        614.09777     O2 

Iowa  Health  Bulletin  [monthly],      v.i3-date,  1899-date. 

614.09777     O7 

Italy.     Popolazione ;  movimento  dello  stato  civile  [annual].     Roma. 

v.9-date,  1870-date.  61 4.1     qM2 

Odd  numbers  wanting. 

Statistica    delle    cause    delle   morti       [annual].    Roma. 

v.i-date,  1881-date.  614.12     qOi 

Odd  volumes  wanting. 

Jamestown  (N.Y.)      Annual  Report.      1898-date.  614.09747 

Kansas.      Annual  Report,      v.i-date,  i88s-date.       6id».oq';8i.    Q4 
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Kincardine    county    (Scotland).        Annual    Report.        v.a-dal 

1893-date.  614.09. 

Lanark     county      (Scotland) .  Annual     Report.  v.  a-dat 

iSga-date.  614.0941    ^ 

Lawrence  (Mass.)  AnnualReport.    v.34-date,  1901-date.  614.097. 

Also  v.ig-ai. 

—  Monthly  Statement  of  Mortality.       v.a4-a6,     1899-dat 

614.137. 
Leith  (Scotland).  Annual  Report,  v.i-date,  igoi-date.  614.09. 
Liverpool  (Eng.)  Report  [annual].  1886-date.  614.0943  B 
London.      Annual  Report.      1893-date.  614.0943     ql 

Louisiana.      Annual  Report.      r89o-date.  614.09763     ^ 

Also  odd  volumes,  1871-80. 
Louisville  (Ky.)      Annual  Report.      1898-date.  6i4.o97( 

1903  wanting. 
LoweU(Mass.)  AnnualReport.  v.5-date,  1883-date.  614.09744     > 

Odd  volumes  wanting. 
Lynn  (Mass.)      Annual  Report.       1896-date.  614. 097^ 

Also  1891. 

Mortality  Statistics  [monthly].     1904-date.  614.1371 

Haine.      Annual  Report,      v.i-date,  1885-date.        614.09741     C 
Blanchester  (Eng.)       Health  of  Manchester:  weekly  and  quarter 

returns.      v.4-date,  1893-date.  614.0943  Pc 
Report.       1891-date.                                               614.0943     I 

1897,   T900-3  wanting. 
Manchester  (N.H.)      Annual  Report.       1890-date.  614.0971 

Statement  of  Mortality  [monthly].    1897-date.       614.1371 

Massachusetts.      Weekly  Bulletin.       v.13  no.*43-date,  i89s-dat 

614.09744     qC 

Odd  numbers  wanting. 
Massachusetts— Commonwealth,  Secretary  of  the.     Annual  Repor 

v.i-date,   1843-date.  614.1     K 

Massachusetts — Cattle  Commissioners.  Board  of.      Annual  Repor 

Boston.       v.i-date,  Jan.   1894-date.  614.9     I 

V-3"-38,  41  wanting. 
Massachusetts — Health,  Board  of.     Annual    Report,     v.i-ii.  \i 

date,    1869-79,  1886-date.  614.09744     ^ 

For  V. 13-17  see  Reports  of  board  of  htalth,  lunacy  and  charily,     360  M38 
Memphis (Tenn.)     Annual  Report,     v.i-date,  1879-date.  6i4.o97( 

V.4  and  IT  wanting. 

Official  Report    [monthly]   1897-98,  1900-date.    6i4.o97( 

Mexico.       Boletin  Mensual.       1901-date.  614.09; 

Michigan.      Monthly  Bulletin.       1901-date.  614.1   ql 

Michigan — Health,  Board  of.      Annual   Report,      v.i-date,  187; 

date.  614.09774  ^ 

Mich^an — State   Dep't.     Annual   Report,      v.a-date,   1868-dat 

614.1     tl 
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Milwaukee    (Wis.)       ^Aimtial    Report.        v.i2-<iate,    iS^p-date,^: 

614.0977s    m 

Also  V.5  and  10;  1892  wanting. 

Minneapolis  (Minn.)      Annual  Report.      1889-date.         614.09776 
Odd  volumes  wanting.  ' 

Statement  of  Mortality  [monthly].     1898-date.     614.12776 

Mississippi.     Biennial  Report,     v.i-date,  1893-date.  614.09762    P6 

liissouri.      Annual  Reports.      1901-date.  614.09778    05a 

Also  1888,  1890-94. 

Montana.      Biennial  Report.      v.2-date,  1904-date.         614.09786 

Montreal.      Report  [annual].      1877-date.  614.0971     N7 

Mount   Sinai  Hospital.    New  York.  Reports,    v.i-date,  1898-date. 

616     P9a 

Nashville    (Tenn.)        Annual    Report.        v.24-date,     i898~date. 

.614.09768  Ns 

Also  1878. 

Official  Report  [monthly].      1897-date.  614.09768 

Netherlands.        Verslag's      Gravenhage      [annual].       1902-date. 

614.09492     qM6 
Also  odd  voliunes,  1 896-1 900. 

New  Brunswick  (province).     Annual  Report,     v.i-date,  1887-date. 

614.0971     08 

New  Hampshire.  Annual  Report,  v.j-date,  1884-date.  614.09742  O2 

New  Haven  (Ct.)  Annual  Report,  v.i-date,  1873-date.  614.09746  N4 
v.i-2  wanting. 

Monthly  Statement  of  Mortality.       1903-date.     614.12746 

New  Jersey.  AnnualReport.    v.  13-date,  1889-date.  614.09749     N7 

Also  voliunes  1-4,  9.  , 

New  Orleans.      Report  [annual].      v.2-date,  1900-date.     614.09763 

— Statementof  Mortality  [monthly].     1902-date.     614.12763 

N.Y.  (city).     AnnualReport.     v.i-date,  1870-date.  614.09747     Ni 
Odd  volumes  wanting. 

Quarterly  Report.      1901-date.  614.097471 

Weekly  Report.      v.3-date,  1893-date.       614.097471     Pi 

Two  numbers  wanting. 

N.Y. (state).     AnnualReport.    v.i-date,  1880-date.  614.09747     Oo 

Monthly   Bulletin.       Ap.   1884-date.  614.12747     q04 

Newark  (N.J.)       Annual  Report.      1898-date.  614.09749 

Also  1885  and  1887. 

Newburg(N.Y.)  AnnualReport.     v.3i-date,  1898-date.     614.09747 
Also  i888,  1892-93. 

Newcastle-upon-Tyne     (Eng.)         Annual     Report.         v.25-date, 
1897— date.  614.0942 

Newport  (R.I.)  Annual  Report,     v.i-date,  1885-date.     614.09745 
1902  wanting. 

Mortality     Table     and     Contagious     Diseases  [monthly]. 

1897-98,  1901-date.  ^A.\.A.i*\\<^ 
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if 


Hewton  (Mass.)      Annual  Report'.      iS8S-dkte.  614.09744-  < 

Mortality  Statistics  [monthly].    .1903-date.  614.137 

Hortli  Caroliiut.  Biennial  Report,  v.i-date,  i887-date.6i 4.097 56  ( 
ITova  Scotia.     Annual  Report,     v.i-date,  1893-date.        614.09 

v,s-6  wanting. 
OaJdand  (Cal.)      Annual  Report.       1901-date.  614.097 

Vital  statistics  [monthly],        1904-date,  614.1397 

Oakland HealthBulletinfmonthly].  v.a-date,  1904-date.  614.097 
Ohio,  Annual  Report,  v.i-date,  i8S6-date.  614.09771  < 
Ohio     Sanitary     Bulletin      [monthly].        Columbus.        v.i-da 

1895-date.  614.05 

Omaha  (Neb.)       Monthly  Report.       1895-date.  614.097 

Ontario    (province).        Annual    Report,        v.i-date,    1883-da 

614.0971     I 

Association  of    Executive    Health    Ofificers,      Report 

Annual    Meeting.  v.a-date,  1887-date.  614.0971     ( 

Wanting  18SS  and  igoa. 

Ontario  (province) — Registrar-General  Report  [annual]. 


Ottumwa  (la.)       Monthly  Report.       i904-date. 
Paterson  (N.  J.)      Statement  of  Mortality  [monthly]. 


1878-da 
614.1  3 
614.137 
1904-da 
614.137 

Pennsylvania.   AnnualReport.   v,i-date,i88s-date.   614.09748   1 
Pittsburg  (Pa.)      Annual  Report.      r88o-date.  614.09748 

Also  1874  and  1878;  1893  wanting. 
Plymouth    (Eng.)        Health    of    Plymouth   [annual].        v.7-da 

1897-date.  614,0942 

Portland    (Me.)        Report   of     Deaths    and    Contagious   Disea; 

[weekly].       1898-date.  614.137 

Porto  Rico.      Report  and  Vital  Statistics  [monthly].       1900-da 

614,0973 
Portsmouth  (Eng.)      Report  [annual],      1898-date.    614.0943    0 

Also  1896. 
Presbyterian  Hospital  in  the  City  of  New  York.      Medical  and  Si 

gical  Report.       v.i-date,  1896-date.  616 

Providence    (R.I.) — Health,  Sup't  of.     AnnualReport.     v.i-da 

i8s7-date.  614,09745 

V.2  and  3  wanting. 

Providence   (R.I-) — Registrar,     Annual  Report,     v. i— date,    185 

date.  614. 1 

Quebec     (province).        Annual    Report.        v.i-date,    1895-da 

614.0971 
Queensland.       Vital   Statistics  [annual].       v.3a-date,   1891-da 

61,4,1     q] 

Vital    Statistics    of    Greater   Brisbane    [monthly].     i8g 

date,  '     614,1     q] 
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Reading  (Pa.)  Anntial  Report.  v.3-date,  i87S-date.  614.09748  N4 

Rhode  Island — Health,  Board  of.    Annual  Report.  v.a-date,i879- 
date.  614.09745     N9 

V.  10-14  wanting. 

Rhode  Island — Vital    Statistics,  Reg^trar    of.     Report   [annual]. 
v.4i-date,  1893-date.  614.1     L4 

Also  odd  volumes,  x-34. 

Richmond  (Va.)  Annual  Report,  v.io-date,  1881-date.  614.09755  N2 
Odd  volumes  wanting. 

Rochester  (N.Y.)     Annual  Report.      1894-date.      614^09747     K4 
Also  odd  volumes,  1867-84. 

StLouis.      Annual  Report.      v.i9'-date,  i887~date.     614.09778  M9 

Also  V.15. 

Statement  of  Mortality  [monthly].  1895-date.  614.09778  q04 

April  1898  wanting. 
St  Paul  (Minn.)      Annual  Report.      1896-date.  614.09776 

Condensed  Statement  of  Mortality,    [monthly].    1898-date. 

614.1 

Salem  (Mass.)      Annual  Report.      1894-date.  614.09744 

Also  1890  and  1892. 

Salt  Lake  City.    Statement  of  Vital  Statistics  [monthly].    1 896-date. 

614.1279a 

San  Antonio  (Tex.)      Annual  Report.      1898-date.  614.09764 

Also  1891-92. 

Vital  Statistics  [monthly].     1 901 -date.  61 4.1 

San  Francisco.  Annual  Report,  v.i-date,  1866-date.  614.09794  M6 
Odd  volumes  wanting. 

Bulletin  [monthly].      1904-date.  614.09794 

Schenectady  (N.Y.)      Annual  Report.      1897-date.  614.09747 

Spokane  (Wash.)    Annual  Report.    v.7-date.i899-date.    614.09797 
V.9  and  12  wanting. 

Stafford  (Eng.)     Annual  Report.     v.29-date,  1902-date.     614.094a 

Staffordshire  (Eng.)  Annual  Report.  v.8-date,  1896-date.  614.0942  Po 
Also  V.5. 

Stirling  (Scotland).  Annual  Report,  v.i-date,  1891-date.  614.0941 

P2b 

Switzerland.         Sanitarisch-demographisches     Wochen  bulletin. 
1903-date.  614.09494 

Syracuse  (N.Y.)  Annual  Report,  v.i-date,  1884-date.  614.09747  O4 

Official  Report  [monthly].       1903-date.  614.09747 

Texas.      Report  [biennial].       1891-date.  614.09764 

Toledo  (O.)      Annual  Report.      1894-date.  614.09771 

Statement  of  Mortality  [monthly].     1903-date.     614.12771 

U.  S. — Public  Health  and  Marine  Hospital  Service.     Public  Health 

Reports  [weekly].      Washington,      v. 5-6, 10, 13-date,  1890-date. 
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Vermont.     Annual  Report. 
Vermont — Health,  Board  of . 


v.i-date,  1887-da 
Bulletin  [quarterl 


Vermont — State,  Secretary  of .     Report  [annual] 

date. 
Winona  (Minn.)      Annual  Report.      1895-date. 
Wisconsin.       Annual   Report.       v.i-date,    187 

Worcester  (Mass.)     Annual  Report.     1896-date 

Mortality     Report     [monthly].       1888- 

SERIALS  HOT  CUSKEITr 

This  list  includes  serials  not  now  regularly  received 
have  stopped  pubUcation  or  for  other  reasons. 

Periodicals 

American  Eclectic  Medical  Review.      New  Yo 

June  1866-N0V.  1873. 
American  Journal  of  Ophthalmology  [monthly]. 

1887-95. 

Wanting  no.  a,  9,  it-ii  of  v. 11. 
American  Medical  and  Philosophical  Register. 

1814. 
American  Medical  Digest.      New  York.     8v.  188: 

Merged  into  the  Philadelphia  Medical  Titnts  in  iS 
American  Medical  Gazette,  see  New  York  Medii 
American  Medical  Intelligencer;  a  concentrated 

science  and  literature.  Philadelphia.  5v.  183 
American  Medical  Recorder.       Philadelphia. 

Merged  into  the  Americcm  Jownal  of  the  MeditxU  8c 
American  Medical  Review,  see  Medical  Review  ant 
American  Medical  Times.       New  York.       v.1-1 

1863. 
American  Practitioner.  Louisville,  v. 6-8,  37-43, 
Annalist.  New  York.  3V.  Oct.    i,    1846- June   15 

No  more  published. 
Annals  of  Gynaecology.       Boston.       v. 1-9  no. 

1895- 
Annals  of  Medicine  for  the  Year  1796-1803. 

1 798-1804. 

8v.      wanting. 

Preceded  by  Medical  and  PkOosophieal  CommetUane. 
Annual  of  the  Universal  Medical  Sciences.      Ph 

1-9,  1888-96. 

S  V.  a  year,     v.i  of  1S94  wanting. 
Archives  de  la  m^dedne  beige.       Bruxelles. 

Complete  in  48V, 
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Archives  of  Clinical  Surgery.  'New  York.  lov.'July  ir876-Dec. 
1883.  617.05    N6 

Archives  of  Comparative  Medicine  and  Surgery,  5e^  Journal  of  Com- 
parative Medicine  and  Stirgery. 

Baltimore  Medical  and  Physical  Recorder.    Baltimore,    v.i,  1808-9 

610.5'    G9 
No  more  published. 

Baltimore  Medical  and  Surgical  Journal,  a  v.  Oct.  1833-Sep. 

1834.  610.5    J3 

No  more  published. 

British  American  Journal  of  Medicine  and  Physical  Science.  Mon- 
treal. 7v.  1845-52.  610.5  qK5 
No  more  published. 

British  and  Foreign  Medical  Review.      London.      2  5 v.  Jan".  1836- 

Oct.  1847.  610.5    J6 

In   June     1848   incorporated'  with   Medico-ckimrgical  Review,   forming 
British  and  Foreign  Medico-chirurgical  Review, 

British  and  Foreign  Medico-chirurgical  Review.      London,     v.  1-48, 

Jan.  1848-Oct.  1871.  610.5     K8 

Wanting  v. 39.     Complete  in  6ov. 

Bulletin  des  sciences  m^dicales,       Paris.        26V.  in  23.  1824-31. 

610.5     I4 

Bulletin  g^n^ral  de  th^rapeutique  medicale,  chirurgircale,  obst^t- 
ricale  et  pharmaceutique . . .  Soci6t6  de  thdrapeutique  et 
pharmacologie.      Paris.        2V.  1896-97.  .  615.5     P6 

No  more  published. 

Bulletin  of  Medical  Science  [monthly],    ■  Philadelphia.        6v.  Jan. 

1841-Dec.  1846.  610.5     K3 

No  more  published. 

Chicago  Clinical  Review,  v.i-19.  Oct.  1892-Mar.  1904.  610.5  P^b 
Wanting  v.17,  no.  i. 

Chicago  Medical  Journal  and  Examiner,  v.i-io,  11-14  (imperfect), 
50-58,  1844-57,  1885-89.  610.5     qK4 

Clinical  Review,  see  Chicago  Clinical  Review. 

College   and    Clinical    Record.      Philadelphia.      v.i-ii,    1880-90. 

610.5    qOoa 

Wanting  v.  11,  no.   12. 
Dublin  Journal   of    Medical    and    Chemical   Science.  v.  1-38, 

1832-50.  610.5.     J^a 

Dublin  Quarterly  Journal  of  Medical  Science,  see  Dublin  Journal  of 
Medical  and  Chemical  Science. 

Eclectic  Journal  of  Medicine.       Philadelphia.         4V.  Nov.   1836- 

Oct.  1840.  610.5     J?^ 

No  more  published. 

Eclectic  Repertory  and  Analytical  Review.       Philadelphia.        14V. 

1811-24.  610.5     Hi 

In   1825  merged  into  American  Medical  Recorder. 

Edinburgh  Medical  and  Surgical  Journal.     82V.  1805-55.  610.5     ^4 
In  July  1855    incorporated   with    Monthly    Journal    of  Med^coX   Scx^nvc^ 
forming  Edinburgh  Medical  Journal. 
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Ettcyclographic  des  sciences  m^dicales.       Bruxelles.        v.89-173 
'  1846-46,  610.5    }'■ 

Etat   de  m6dicme,    chinirgie    et   pharmacie     en    Europe    poui 

1776-77.      Paris.       av.  1776-77,  610.5     ^7* 

No  more  published. 
Food  Journal:  a  review  of  social  and  sanitary  economy.      London 

4v.  1871-74.  613.2     Ni 

No  more  published. 
FjortWayne  Medical  Magazine.    4V.  Oct  .rSga-Dec.  1896.    610.5    P- 

WantinK  v.4.  no.a. 
Orabain  Journal  of  Health  and  Longevity.      Boston. 


3v. 1837-39 

61305   qJ; 

Philadelphia 
610.5    K; 

Philadelphia 

610.5ME 

■3-3S.  1854-88 

613.05    L<j 


Half-yearly   Abstract   of  the    Medical    Sciences. 

v.i-6,  8-14,  17-27.  53-57.  1845-73- 

Complete  in  58v. 
Half-yearly    Compendium    of    Medical    Science. 

V.I--I3,  Jan.  1868-Jan.  1874. 
Hall's  Journal  of  Health.      New  York.        v.i-ii. 

Odd  volumes  &nd  numbere  ot  v.  13-3  5. 
Health;  a  weekly  joiunal  of  domestic  and  sanitary  science.      Lon- 
don.      v.i-6,  Ap.  1883-86.  610.5     QO3 
Hospital  Gazette,  see  Archives  of  Clinical  Surgery. 
Illinois  and  Indiana  Medical  and  Siugical  Journal,  see  Northwesterr 

Medical  and  Surgical  Journal. 
Illinois  Medical  and  Surgical  Journal,  see  Northwestern  Medical  and 

Surgical  Journal. 
Illustrated  Medicine.      New  York.      av.  1883-83.  617.05     qOa 

Wanting  v.  1. 
Jahresbericht  uber  die  Leistungen  und  Fortschritte  im  Gebiete  dei 

Ophthalmologie.      Tubingen.      v.i-a4,  1870-93.  617.7     Na 
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